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PREFACE 


llic Title List of Documents Made Publicly Available Is a monthly publication. It contains descriptions of the in- 
formation received and generated by the U.S. Nuclear Regulatory Commission (NRC). This information include 
(1) docketed material associated with civlUon nuclear power plants and other uses of radioactive materials and (2] 
nondocketed material received and generated by NRC pertinent to its role as a regulatory agency. As used here, 
docketed does not refer to Court dockets; it refers to the system by which NRC maintains its regulatory records. 
This scries of documents is indexed by a Personal Author Index, a Corporate Source Index, and a Report Numbe 
Index. 

The docketed information contained in the Title List Includes the information formerly issued through the Depat 
ment of Energy publication Power Reactor Docket Information, last published in January 1979. Microfiche of tl 
docketed Information listed In (he Title List is available for sale on a subscription basis from the National Techni 
Information Service (NTIS). See NOTES at the end of the Preface for the complete NTIS address. 

Wc encourage your commcnia, criticisms, and suggestions. In particular, If there are title descriptions that are no 
meaningful, please let us know so that we can correct the data base. In so far as possible, we would like this docu 
mcni to be a valuable part of your reference material. 

DOCKin^EI) ITEMS 

The listings within Docket 30 arc divided Into the categories used for filing and searching in the NRC Public Doci 
ment Room. Those categories are: 

A. Appiicailon/constructlon stage documents and correspondence 

B. Utility Preliminary Safety Analysis Report (PSAR), amendments 

C. Utility Environmental Report <ER), amendments and correspondence 

D. NRC Draft and Final Environmental (Impact) Statements (DES and FES), and correspondence 

E. NRC Safety Evaluation Report (SER), supplements and correspondence 

F. Security, medical, emergency and fire-protection plans 

0. Adjudicatory correspondence 

H. Oenerai correspondence 

1. Financial information 

J. Insurance and Indemnity information 

K. Utility Final Safely Analysis Report (FSAR) and amendments 

L. Limited work authorization and related correspondence 

M. Antitrust correspondence 

N. Antitrust hearing transcripts 

O. Advisory Committee on Reactor Safeguards (ACRS) reports and correspondence 

P. Operating license stage documents and correspondence 

Q. Inspection reports, IE Bulletins and correspondence 

R. Periodic operating reports and related correspondence 

S. Reportable occurrences. LERs and related correspondence 

T. Hearing transcripts on non-antitrust matters 

U. Congressional/executive correspondence 

V. Licensing operators and related correspondence 


W. Decommissioning stage documents and correspondence 

X. Onsite low-level wastes storage 


Appendix A sets forth Uiose categories and describes the materials available in each. Omission of a category 
in the listing for a docket indicates that no documents in that category were filed in the time period of the report. 


The principal elements of the entries in the list are: 



Operating license stage documents & correspondence 
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841 1270362 Submits renewed, amended & updated petition under 2.206, 
quire that util provide Commission full disclosure of intended sources & 
fences prior to issuing full power OL. 

^ SUGARMAN, R.J. Sugarman, Denworth & Hellegers 

Denton, H. Office of Nuclear Reactor Regulation, Director 
27628:356:27628:357 
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urging NRC to rc- 
environ consc- 

f 84/11/21 

2pp. 


NRC/PDR Document category (see Appendix A). 

NRC Accession Number (year, month, day, and sequence number of item). 

Description of information contained in the document. 

Personal aulhor<s). An asterisk tn this position indicates that there is no personal author. 
Corporate, agency or nonindividua! source. 

Date of document described. 

Recipient of document and NRC or corporate affiliation. 

Pages in this document. 

This five-digit number is the NRC 48X microfiche designation. 


10. The three-digit portion of this entry is the number of the frame on which this document starts. 

U. The five-digit portion of this entry is the number of the frame on which this document ends. 

12. The three-digit portion of this entry is the number of the frame on which this document ends. 

13. If this space is blank, the document Is available to the public only in the NRC Public Document 
Room, 1717 H St., N.W., Washington, D.C. 20555. If this space is filled, it gives other sources for 
copies of the document. The entry may be “Available at NRC” for sale; “Available at NTIS”; or 
“Available at GPO.” 


The Docketed Items list is arranged sequentially by Docket Number, category, and then by date of principal 
items. Entries indented and preceded by a dash are items that were submitted as enclosures to principal items. 
In general, indented itcm.s are not in accession number sequence. If the docketed document has a contract 
(FIN) number or a formal report number, it will appear in the last line of the item following entry 5. 

NONDOCKETED ITEMS 

The nondocketed items are divided into the categories used for filing and searching in the NRC Public Docu- 
ment Room. These categories and their symbols are: 

lOCFR— Commission Meeting Records 
ACRS— Advisory Committee on Reactor Safeguards 
COMMISSION— NRC Commissioners 
CONTRACT— NRC Contracts and Modifications 
DISCLOSURE— Financial Disclosure Information 
FOIA— Freedom of Information Act Requests and Released 
OEN TECH IS— Generic Technical Issues 
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MiSC— Public Ijocuincnl Room Miscellaneous 

NUREG—NUREG Reports and Related Correspondence 

ORG— Correspondence with Other Organizations 

PR— Proposed Rule 

PRM— Petition for Rulemaking 

PROJ— Projects— Prcdocket Licensing 

PT21— Noncompliance Reports and Related Correspondence 

QA999— Quality Assurance Inspections 

REGGD— Regulatory Guides 

RES— Research and Technical Avssistance Reports 

REVIEW GRP — NRC Research Review Groups 

RM— Rulemakings 

SECY— Position Papers Before the Commission 
STATE PROG— State Programs 
TOPREP— Vendor Reports and Related Correspondence 
WASH— Regulatory Publications— Pre-NUREG Scries 
WASTE MGT— Nuclear Waste Management 
WASl’E RES— Waste Management Research Reports 
XPORTLIC— Exports and Import Licenses 


Appendix B sets forth these categories and describes the material available in each. Omission of a category 
in the listing for a docket indicates that no documents in that category were filed in the time period of the report. 


The 
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3. 
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13. 


principal elements of the nondocketed items are: 


NUREG— NUREG Reports and Related Correspondence 
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'82(m90207^ NUIU1 G/CrT672 VO? 

rRISK ASSESSMENT METHODOLOGY DEVELOPMENT FOR WASTE ISOLATION 
I IN GEOLOGIC MEDIA. Technical Review of Documents 
© ] NUREG/CR-1262, NUREG/CR-1376, NUREG/CR-1377. NUREG/CR-1397 & 

LnUREG/CR*1608. 

© STEVENS, C.A., FULLWOOD, R.A.. BASIN. S.L. Science Appiicafml^Inc. 

Q fin B-6694. SAI-262-8I-PjA. 82/02/28. Division of Ris^Analysis. 

123p. Available at NRC.t $6.00. ♦ 12176:217: 12176:; 
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Nondocket category 

NRC Accession Number (year, month, day, and sequence number of item) 

NRC Report Number 

Title and description of information contained in the document 

Personal author(s). An asterisk in this position indicates that there is no personal author. 

Corporate, agency or other nonindividual source. 

Contract or financial (FIN) number (if any). If the document ha.s a secondary report number, it will 
appear following this entry. 

Secondary report number assigned by originator. 

Date of document described. 

NRC organizational recipient. 

Pages In document. 

All NUREO-series documents are available for purchase at NRC.; Information on ordering 
documents is given below. All NUREG-scries d(x:uments are also available at NTIS. Information on 
ordering from NTIS is also given below. 

Price for which NRC sells the documents. 
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14. This five-digit number is the NRC 48X microfiche designation. 

15. This three-digit portion of this entry is the number of the frame on which this document starts. 

16. This five-digit number is the microfiche on which this document ends. 

17. This three-digit number is the frame on which this document ends. 

The Nondocketed Items list is arranged sequentially by Accc.ssion Number within category. Indented items 
preceded by a dash arc enclosures to unlndcnted items. 

NOTES: 

1. The address for NRC is: 

Director 

Division of Publications Services 
U.S. Nuclear Regulatory Commi.ssion 
Washington, D.C. 20555 

To place orders, send check or money order, payable to the Superintendent of Documents. GPO 
Depo.sit Account holders may charge their orders by calling (301) 492-9530. 

2. The address for NTIS is: 

National Technical Information Service 
Springfield, Virginia 22161 

To place orders for or to obtain price information about NRC publications at NTIS, cither write to 
NTIS or call the Sales Desk at (703) 487*4650. Specify the NRC report number and title when you 
place your order. Publications can be charged to American Express credit cards; supply the charge 
card number when placing your order. 

3. The address for the PDR is: 

1717 H Street, N.W. 

Washington, D.C. 20555 


To place orders, either write to the NRC PDR or call (202) 634-3274. When ordering documents 
listed in this publication, please identify the Document Accession Number for each citation. 

Paper copy and microfiche of the documents listed in this title list may be purchased. Reproduc- 
tion charges and method of payment, based on the current reproduction contract, are obtainable 
from the PDR. 


viii 



ARRANGEMENT OF ITEMS BY DOCKET NUMBER 


Docket Name Page 

Low Level Radwaate Disposal Sites - Docket 

27 

27-047 BARNWELL, SC, CHEM-NUCLEAR 1 

SYSTEMS. INC. 

27-048 RICHLAND, WA, U.S. ECOLOGY. INC. 1 

Domestic Licensing of Source Material • 

Docket 40 

40-0299 UMETCO MINERALS CQRP., RIVERTON. 1 

WY 

40-1162 WESTERN NUCLEAR, INC., JEFFREY J 

CITY, WY 

40-1341 TENNESSEE VALLEY AUTHORITY. 1 

CHATTANOOGA, TN 

40-2061 KERR-MCGEECHEMICALCORP.. WEST 1 

CHICAGO. IL 

40-2259 PATHFINDER MINES CORP.. RIVERTON. 1 

WY 

40-3453 ATLAS MINERALS, INC., DENVER. CO 2 

40-4492 AMERICAN NUCLEAR CORP., CASPAR. 2 

WY 

40-6622 PATHFINDER MINES CORP., SHIRLEY 2 

BASIN, WY 

40-6659 GETTY OIL/P6TROTOM(CS CO.. 2 

SHIRLEY BASIN. WY 

40-6940 KAWECKl BERYLCO INDUSTRIES. INC., 2 

BOYERTOWN, PA 

40-7455 WHITTAKER METALS. LOS ANGELES. 2 

CA 

40-8027 KERR-MCQEE NUCLEAR CORP., 2 

OKLAHOMA CITY, OK 

40-8064 EXXON MINERALS CO.. USA. HOUSTON. 3 

TX 

40-8084 RIO ALGOM CORP., MOAB, UT 3 

40-8452 BEAR CREEK URANIUM CO.. CASPER. 3 

WY 

40-8502 MALAPAI RESOURCES CO.. PHOENIX. 3 

AZ 

40-8684 MINERALS EXPLORATION CO., LOS 3 

ANGELES. CA 

40-8681 UMETCO MINERALS CORP., GRAND 3 

JUNCTION. CO 

40-8684 MALAPAI RESOURCES CO., CASPER. 3 

WY 

40-6698 PLATEAU RESOURCES. LTD., GRAND 3 

JUNCTION. CO 

40-8714 CLEVELAND-CLIFFS IRON CO.. 4 

CLEVELAND, OH 

40-8768 KERR-MCGEE NUCLEAR CORP., 4 

OKLAHOMA CITY. OK 

40-8783 URANERZ USA. INC., CASPER. WY 4 

40-8786 URANIUM RESOURCES. INC., 4 

RICHARDSON. TX 


Docket Name Pa^ 

40-0820 AMAX ENVIRONMENTAL SERVICES. 

INC., GOLDEN. CO 

40-8829 FERRET EXPLORATION CO. OF 

NEBRASKA. INC.. CRAWFORD, NE 

40-8902 ANACONDA MINERALS CO.. GRANTS, 

NM 

40-8003 HOMESTAKE MINING CO.. GRANTS, NM 

40-8904 BP AMERICA. INC./L-BAR URANIUM 

FACILITY. SALT LAKE 

40-8905 KERR-MCGEE CORP./QUIVIBA MINING 

CO.. OKLAHOMA CITY. OK 

40-8906 BOKUM RESOURCES CORP., 

ALBUQUERQUE. NM 

40-8907 UNITED NUCLEAR CORP., SANTA FE. 

NM 

40-891 1 MOBIL ALTERNATIVE ENERGY. INC- 

BOULDER, CO 

40-8913 UNITED NUCLEAR CORP,, GALLUP, NM 

40-8914 ENERGY. DEPT. OF. SCOVILLE. ID 

40-8943 FERRET EXPLORATION CO. OF 

NEBRASKA. DENVER. CO 

Domestic Licensing of Production and 

Utilization Faciniles - Oockst 50 

50-2 FORD NUCLEAR REACTOR 

50-3 INDIAN POINT STATION, UNIT 1 

50-6 BATTELLE MEMORIAL INSTITUTE 

RESEARCH REACTOR 

60-10 DRESDEN NUCLEAR POWER STATION, 

UNIT 1 

60-20 MASSACHUSETTS INSTITUTE OF 

TECHNOLOGY RESEARCH REACTOR 

60-29 YANKEE-ROWE NUCLEAR POWER 

STATION 

60-62 UNIV. OF VIRGINIA RESEARCH 

REACTOR 

50-73 GENERAL ELECTRIC NUCLEAR TEST 

REACTOR 

60-89 GENERAL ATOMIC CO. 

50-112 UNIV. OF OKLAHOMA RESEARCH 

REACTOR 

60-133 HUMBOLDT BAY POWER PLANT, UNIT 3 

60-134 WORCESTER POLYTECHNIC INSTITUTE 

RESEARCH REACTOR 

50-139 UNIV. OF WASHINGTON RESEARCH 

REACTOR 

50-148 UNIV. OF KANSAS RESEARCH 

REACTOR 

60-160 OHIO STATE UNIV. RESEARCH 

REACTOR 

50-151 UNIV. OF ILLINOIS RESEARCH 

REACTOR 


IX 



Docket 

Name 

Page 

50-155 

BIG ROCK POINT NUCLEAR PUNT 

9 

50-160 

GEORGIA INSTITUTE OF TECHNOLOGY 
RESEARCH REACTOR 

10 

60-163 

GA TECHNOLOGIES 

10 

60-171 

PEACH BOTTOM ATOMIC POWER 
STATION. UNIT 1 

10 

50-177 

U.S. AIR FORCE 

11 

50-182 

PURDUE UNIV. RESEARCH REACTOR 

11 

50-183 

VALLECITOS EXPERIMENTAL 

SUPERHEAT REACTOR 

11 

60-186 

UNIV. OF MISSOURI RESEARCH 
REACTOR-COLUMBIA 

It 

50-193 

RHODE ISUND & PROVIDENCE 
PUNTATIONS AEC 

11 

50-206 

SAN ONOFRE NUCLEAR STATION. UNIT 

1 

11 

50-213 

HADDAM NECK PUNT 

13 

60-219 

OYSTER CREEK NUCLEAR POWER 
PUNT 

14 

50-220 

NINE MILE POINT NUCLEAR STATION. 
UNIT 1 

15 

60-224 

UNIV. OF CALIFORNIA RESEARCH 
REACTOR 

16 

50-228 

AEROTEST RAOIOGRAPHY & 

RESEARCH REACTOR 

17 

50-230 

PAVIA RESEARCH REACTOR 

17 

50-237 

DRESDEN NUCLEAR POWER STATION. 
UNIT 2 

17 

60-244 

ROBERT EMMET QINNA NUCLEAR 
PUNT, UNIT 1 

18 

50-245 

MILLSTONE NUCLEAR POWER 

STATION. UNIT 1 

19 

50-247 

INDIAN POINT STATION. UNIT 2 

20 

50-249 

DRESDEN NUCLEAR POWER STATION. 
UNIT 3 

21 

60-250 

TURKEY POINT PUNT. UNIT 3 

22 

60-251 

TURKEY POINT PUNT. UNIT 4 

24 

50-253 

ACCELERATOR PULSED FAST 
ASSEMBLY 

25 

50-264 

QUAD-CITIES STATION. UNIT 1 

25 

50-255 

PALISADES NUCLEAR PUNT 

26 

60-259 

BROWNS FERRY NUCLEAR POWER 
STATION, UNIT 1 

26 

60-260 

BROWNS FERRY NUCLEAR POWER 
STATION. UNIT 2 

30 

50-261 

H.B. ROBINSON PUNT, UNIT 2 

32 

50-263 

MONTICELLO NUCLEAR GENERATING 
PUNT 

33 

50-264 

DOW CHEMICAL CO. 

34 

50-265 

QUAD-CITIES STATION. UNIT 2 

34 

50-266 

POINT BEACH NUCLEAR PUNT, UNIT 1 

35 

60-267 

FORT ST. VRAIN NUCLEAR 
GENERATING STATION 

36 


Docket Name Pag* 

60-269 OCONEE NUCLEAR STATION. UNIT 1 Gl 

60-270 OCONEE NUCLEAR STATION. UNIT 2 

60-271 VERMONT YANKEE NUCLEAR POWER 4 

STATION 

50-272 SALEM NUCLEAR GENERATING 4 

STATION, UNIT 1 

50-274 U S. GEOLOGICAL SURVEY RESEARCH 4 

REACTOR 

50-275 DIABLO CANYON NUCLEAR POWER 4 

PLANT. UNIT 1 

50-277 PEACH BOTTOM ATOMIC POWER 4 

STATION. UNIT 2 

50-278 PEACH BOTTOM ATOMIC POWER 4 

STATION. UNIT 3 

50-280 SURRY POWER STATION. UNIT 1 5 

50-281 SURRY POWER STATION. UNIT 2 £ 

50-282 PRAIRIE ISLAND NUCLEAR STATION. £ 

UNIT 1 

50-285 FORT CALHOUN STATION. UNIT t £ 


50-286 INDIAN POINT STATION, UNIT 3 

60-287 OCONEE NUCLEAR STATION, UNIT 3 

50-289 THREE MILE ISLAND NUCLEAR 

STATION. UNIT 1 

50-293 PILGRIM NUCLEAR POWER STATION. 

UNIT 1 

50-294 MICHIGAN STATE UNIV, RESEARCH 

REACTOR 

50-295 ZION NUCLEAR POWER STATION. UNIT 

1 

50-296 BROWNS FERRY NUCLEAR POWER 

STATION. UNIT 3 

50-298 COOPER NUCLEAR STATION 

50-301 POINT BEACH NUCLEAR PLANT. UNIT 2 

50-302 CRYSTAL RIVER NUCLEAR PLANT. UNIT 

3 

50-304 ZION NUCLEAR POWER STATION. UNIT 

2 

50-305 KEWAUNEE NUCLEAR POWER PLANT 

50-306 PRAIRIE ISLAND NUCLEAR STATION, 

UNIT 2 

60-309 MAINE YANKEE ATOMIC POWER PLANT 

SO-31 1 SALEM NUCLEAR GENERATING 

STATION, UNIT 2 

50-312 RANCHO SECO NUCLEAR GENERATING 

STATION 

50-313 ARKANSAS NUCLEAR ONE. UNIT 1 

50-315 DONALD C. COOK NUCLEAR POWER 

PLANT, UNIT 1 

50-316 DONALD C. COOK NUCLEAR POWER 

PLANT, UNIT 2 

50-317 CALVERT CLIFFS NUCLEAR POWER 

PUNT, UNIT 1 


X 


Docket Name Page 

50-318 CALVERT CUFFS NUCLEAR POWER 81 

PLANT, UNIT 2 

50-320 THREE MILE ISLAND NUCLEAR 82 

STATION. UNIT 2 

50-321 EDWIN I. HATCH NUCLEAR PLANT. UNIT 83 

1 

50-322 SHOREHAM NUCLEAR POWER STATION 84 

50-323 DIABLO CANYON NUCLEAR POWER 87 

PLANT. UNIT 2 

50-324 BRUNSWICK STEAM ELECTRIC PLANT. 89 

UNIT 2 

50-325 BRUNSWICK STEAM ELECTRIC PLANT. 90 

UNIT 1 

50-326 UNIV. OF CALIFORNIA AT IRVINE 91 

RESEARCH REACTOR 

50-327 SEQUOYAH NUCLEAR PLANT, UNIT 1 - 91 

50-328 SEQUOYAH NUCLEAR PLANT, UNIT 2 94 

50-329 MIDLAND PLANT. UNIT 1 98 

50-330 MIDLAND PLANT. UNIT 2 98 

50-331 DUANE ARNOLD ENERGY CENTER 98 

50-333 JAMES A. FITZPATRICK NUCLEAR 99 

POWER PLANT 

50-334 BEAVER VALLEY POWER STATION. 100 

UNIT 1 

60-335 ST. LUCIE PLANT, UNIT 1 101 

50-336 MILLSTONE NUCLEAR POWER 102 

STATION, UNIT 2 

50-338 NORTH ANNA POWER STATION. UNIT 1 104 

60-339 NORTH ANNA POWER STATION. UNIT 2 105 

50-341 ENRICO FERMI ATOMIC POWER PLANT. 106 

UNIT 2 

50-344 TROJAN NUCLEAR PLANT 106 

50-340 OAVIS-BESSE NUCLEAR POWER 109 

STATION, UNIT 1 

60-348 JOSEPH M. FARLEY NUCLEAR PLANT. 1 1 1 

UNIT 1 

60-352 LIMERICK GENERATING STATION, UNIT 112 

1 

50-353 LIMERICK GENERATING STATION. UNIT 113 

2 

60-364 HOPE CREEK NUCLEAR STATION. UNIT 114 

1 

60-368 WILLIAM H. ZIMMER NUCLEAR 115 

STATION, UNIT 1 

50-361 SAN ONOFRE NUCLEAR STATION. UNIT 116 

2 

60-362 SAN ONOFRE NUCLEAR STATION. UNIT 117 

3 

60-364 JOSEPH M. FARLEY NUCLEAR PLANT. 1 18 

UN.1T 2 

60-366 EDWIN I. HATCH NUCLEAR PLANT. UNIT 1 19 

2 

60-368 ARKANSAS NUCLEAR ONE, UNIT 2 120 


Docket Name Pag 

50-369 WILLIAM B. MCGUIRE NUCLEAR 12 

STATION, UNIT 1 

50-370 WILLIAM B. MCGUIRE NUCLEAR 12 

STATION. UNIT 2 

50-373 LASALLE COUNTY STATION. UNIT 1 12 

50-374 LASALLE COUNTY STATION. UNIT 2 12 

50-382 WATERFORD GENERATING STATION. 12 

UNIT 3 

50-387 SUSQUEHANNA STEAM ELECTRIC 12 

STATION, UNIT 1 

50-308 SUSQUEHANNA STEAM ELECTRIC 13 

STATION. UNIT 2 

50-389 ST. LUCIE PLANT. UNIT 2 13 

50-390 WATTS BAR NUCLEAR PLANT. UNIT 1 13 

60-391 WATTS BAR NUCLEAR PLANT. UNIT 2 13 

50-304 CALIFORNIA STATE POLYTECH 13 

COLLEGE RESEARCH REACTOR 

50-395 VIRGIL C. SUMMER NUCLEAR STATION, 13 

UNIT 1 

50-396 UNIV. OF VIRGINIA CAVALIER REACTOR 13 

50-397 WPPSS NUCLEAR PROJECT. UNIT 2 13 

50-400 SHEARON HARRIS NUCLEAR POWER 13 

PLANT. UNIT 1 

50-400 LA CROSSE BOILING WATER REACTOR 1" 

50-410 NINE MILE POINT NUCLEAR STATION. 1 

UNIT 2 

50-412 BEAVER VALLEY POWER STATION. 14 

UNIT 2 

50-413 CATAWBA NUCLEAR STATION, UNIT 1 14 

60-414 CATAWBA NUCLEAR STATION. UNIT 2 14 

60-416 GRAND GULF NUCLEAR STATION, UNIT 14 

1 

50-417 GRAND GULF NUCLEAR STATION. UNIT 14 

2 

50-423 MILLSTONE NUCLEAR POWER 14 

STATION, UNIT 3 

50-424 ALVIN W. VOGTLE NUCLEAR PLANT, 14 

UNIT 1 

50-426 ALVIN W. VOGTLE NUCLEAR PLANT, 14 

UNIT 2 

STN-50- FLOATING NUCLEAR PLANT 1£ 

437 

60-438 BELLEFONTE NUCLEAR PLANT, UNIT 1 1f 

50-439 BELLEFONTE NUCLEAR PLANT. UNIT 2 1 E 

60-440 PERRY NUCLEAR POWER PLANT. UNIT 1E 

1 

60-441 PERRY NUCLEAR POWER PUNT, UNIT 1! 

2 

60-443 SEABROOK NUCLEAR STATION, UNIT 1 1i 

60-444 SEABROOK NUCLEAR STATION. UNIT 2 1 1 

60-445 COMANCHE PEAK STEAM ELECTRIC 1 ( 

STATION, UNIT 1 


xi 


Docket 

Name 

Page 

50-446 

COMANCHE PEAK STEAM ELECTRIC 
STATION. UNIT 2 

165 

STN-50- 

454 

8YR0N STATION, UNIT 1 

171 

STN-SO- 

455 

BYRON STATION. UNIT 2 

172 

STN-50- 

456 

BRAIDWOOD STATION. UNIT 1 

174 

STN-50- 

457 

BRAIDWOOD STATION, UNIT 2 

176 

50-458 

RIVER BEND SfATlON. UNIT 1 

177 

50-459 

RIVER BEND STATION. UNIT 2 

179 

50-460 

WPPSS NUCLEAR PROJECT. UNIT 1 

179 

50-461 

CLINTON POWER STATION. UNIT 1 

179 

STN-50- 

470 

CESSAR SYSTEM 80 

160 

STN-50- 

482 

WOLF CREEK GENERATING STATION 

161 

STN-50- 

483 

CALLAWAY PLANT, UNIT 1 

182 

STN50- 

498 

SOUTH TEXAS PROJECT. UNIT 1 

163 

STN-50- 

499 

SOUTH TEXAS PROJECT. UNIT 2 

186 

STN-50- 

508 

WPPSS NUCLEAR PROJECT. UNIT 3 

187 

SrN-50- 

528 

PALO VERDE NUCLEAR STATION. UNIT 

187 

STN-SO- 

529 

PALO VERDE NUCLEAR STATION. UNIT 

2 

189 

STN50. 

530 

PALO VERDE NUCLEAR STATION. UNIT 

3 

190 

50-538 

MEMPHIS STATE UNIV. RESEARCH 
REACTOR 

190 

50-601 

RESAR SP/90 

191 

50603 

ALCHEMIE CENTRIFUGE ENRICHMENT 
PLANT 

191 

50604 

ALCHEMIE CENTRIFUGE ENRICHMENT 

r LAN 1 

191 

STN-SO- 

605 

GE ADVANCED BWR DESIGN 

191 

Domeetic 
Material • 

Licensing of Special Nuclear 

Docket 70 


700027 

BABCOCK & WILCOX CO.. LYNCHBURG 
VA 

191 

70-0036 

COMBUSTION ENGINEERING. INC . 
WINDSOR. CT 

191 

704)135 

BABCOCK & WILCOX CO., APOLLO. PA 

191 

700143 

NlgL^n^EL SERVICES, INC., 

161 

704»64 

BABCOCK A WILCOX CO.. APOLLO. PA 

192 

706O71 

UNO NAVAL PRODUCTS. INC 
UNCASViaE.CT ’ 

192 

704)607 

CINTICHEM. INC., TUXEDO. NY 

192 


Docket 

Name 

Page 

700754 

GENERAL ELECTRIC CO.. PLEASANTON. 
CA 

192 

70-0893 

FLORIDA INSTITUTE OF TECHNOLOGY, 
MELBOURNE, FL 

192 

70-0925 

KERR-MCGEE NUCLEAR CORP.. 
OKLAHOMA CITY, OK 

192 

70-1100 

COMBUSTION ENGINEERING, INC., 
WINDSOR, CT 

192 

70-1113 

GENERAL ELECTRIC CO., WILMINGTON, 
NO 

192 

70-1151 

WESTINQHOUSE ELECTRIC CORP., 
COLUMBIA. SC 

193 

70-1257 

ADVANCED NUCLEAR FUELS CORP., 
RICHUND, WA 

193 

70-1308 

GENERAL ELECTRIC CO., SAN JOSE. CA 

193 

70-1359 

IRT CORP.. SAN DIEGO, CA 

193 

70-1426 

TRANSNUCLEAR. INC.. FALLS CHURCH. 
VA 

193 

70-1621 

DUQUESNE LIGHT CO.. PITTSBURGH. 

PA 

193 

70-3013 

COMMONWEALTH EDISON CO., 

CHICAGO, IL 

193 

Packaging of Radioactive Material for 

Tranaport and Tranaportatlon of Radioactive 

Matenal Under Certain Conditions • Docket 71 


71-0481 

MONROE X-RAY CO.. INC. 

193 

71-0485 

WASHINGTON PUBLIC POWER SUPPLY 
SYSTEM 

193 

71-0486 

INTEC INSPECTION, INC. 

193 

71-0487 

ARMY, DEPT. OF 

193 

71-0489 

SACRAMENTO MUNICIPAL UTILITY 
DISTRICT 

193 

71-0491 

MID-CON INSPECTION SERVICES. INC. 

193 

71-0618 

MEMPHIS STATE UNIV. 

193 

71-0642 

RTS TECHNOLOGY, INC. 

193 

71-0643 

BOOTH-TWINING, INC. 

193 

71-0644 

PACIFIC COAST TESTING SERVICE, INC. 

193 

71-0646 

PLANT INSPECTION CO. 

19-4 

71-0647 

NORTHERN INSPECTION SERVICES, 

INC. 

194 

71-4966 

MODEL: RA-2. RA-3. RA-J, GENERAL 
ELECTRIC CO. 

194 

71-5814 

MODEL: NRBK-41 , -42 & -43, ENERGY 
DEPT. OF 

194 

71-5939 

MODEL: GE-1500. GENERAL ELECTRIC 

CO. 

194 

71-5957 

MODEL; BMl-1, BATTELLE COLUMBUS 
LABORATORY 

194 

71-6272 

MODEL: 6272. U.S. ECOLOGY. INC. 

194 

71-6406 

MODEL: NONE. ENERGY. DEPT. OF 

194 

71-6441 

MODEL: D2Q POWER UNIT, ENERGY. 

194 
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71-6717 MODEL: 6717-B. GAMMA INDUSTRIES. 194 
INC. 

71-9032 MODEL: 650. TECH/OPS, INC. 194 

71-9033 MODEL: 660 & 660E. TECH/OPS, INC. 194 

71-9044 MODEL: GE-1600, GENERAL ELECTRIC 194 

CO. 

71-9073 MODEL: OH-142 SERIES. NUCLEAR 194 

PACKAGING. INC. 

71-9074 MODEL: AP-lOO, ANEFCO, INC. 194 

71-9081 MODEL: CNS 1-13C, CHEM-NUCLHAR 194 

SYSTEMS. INC. 

71-9086 MODEL: HN-100, SERIES 1. HITTMAN 195 

NUCLEAR & DEVELOPMENT 

71-9100 MODEL: KKP-20-495Q. KERR-MCGEE 195 

NUCLEAR CORP. 

71-9107 MODEL; 771. TECH/OPS. INC. 195 

71-9119 MODEL: BAPL 5910 RRDCG, ENERGY. 195 

DEPT. OF 

71-9126 MODEL: 20, 20A, 50, 50A, GAMMA 196 

INDUSTRIES, INC. 

71-9127 MODEL: 100, 100A. 200, 200A. GAMMA 195 

INDUSTRIES, INC. 

71-9128 MODEL; C-0. GAMMA INDUSTRIES. INC. 196 

71-9133 MODEL: C-10. GAMMA INDUSTRIES. INC. 195 

71-9136 MODEL: CENTURY S & SA, GAMMA 195 

INDUSTRIES, INC. 

71-9148 MODEL; 770. TECH/OPS. INC. 195 

71-9159 MODEL: NUPAC 14/190L. M & H. 195 

NUCLEAR PACKAGING. INC. 

71-9160 MODEL: 20-V8 & 40-VS, GULF NUCLEAR. 195 
INC. 


71-9167 MODEL: 3206B. 3227B & 321B, 

AMERSHAM CORP. 

71-9168 MODEL; CNS 6-120B. CHEM-NUCLEAR 

SYSTEMS, INC. 

71-9176 MODEL: NUPAC 14/210L & 14/210H. 

NUCLEAR PACKAGING. INC. 

71-9177 MODEL: NUPAC 10/140, NUCLEAR 

PACKAGING, INC. 

71-9178 MODEL: NUPAC 7/100, NUCLEAR 

PACKAGING, INC. 

71-9179 MODEL; NUPAC 6/100L & 6/tOOH. 

NUCLEAR PACKAGING, INC. 

71-9193 MODEL: NES-5, NUCLEAR ENERGY 

SERVICES. INC. 

71-9200 MODEL: 125-B. ENERGY. DEPT. OF 

71-9208 MODEL: NUPAC 10-142, NUCLEAR 

PACKAGING. INC. 

71-9216 MODEL: CNS 1-13Q. CHEM-NUCLEAR 

SYSTEMS, INC. 

71-9220 MODEL: 894. AMERSHAM CORP. 

71-9221 MODEL: NRBK-41 . ENERGY, DEPT. OF 

71-9783 MODEL: S5W ITR, ENERGY, DEPT. OF 

71-9788 model: S5W REACTOR 

COMPARTMENT, ENERGY. DEPT. OF 

71-9791 MODEL: PWR-2. ENERGY, DEPT. OF 


Licensing of Independent Spent Fuel Storage 
- Docket 72 

72-0001 MORRIS OPERATIONS. GENERAL 

ELECTRIC CO. 

72-0002 VIRGINIA ELECTRIC & POWER CO. 
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Docket 


Low Level Radwaste Disposal Sites • 

Docket 27 

BARNWELL. SC. CHEM-NUCLEAR 27-047 

SYSTEMS. INC. 

RICHUND. WA. U.S. ECOLOGY, INC. 27-048 

Domestic Licensing of Source Material • 

Docket 40 

AMAX ENVIRONMENTAL SERVICES, INC.. 40-8820 

GOLDEN. CO 

AMERICAN NUCLEAR CORP.. CASPAR, WY 40-4492 

ANACONDA MINERALS CO.. GRANTS. NM 40-8Q02 

ATLAS MINERALS. INC.. DENVER. CO 40-3453 

BEAR CREEK URANIUM CO.. CASPER, WY 40-8452 

BOKUM RESOURCES CORP.. 40-8906 

ALBUQUERQUE. NM 

BP AMERICA. INC./L-BAR URANIUM 40-8904 

FACILITY. SALT LAKE 

CLEVEUND-CLIFFS IRON CO.. CLEVELAND. 40-8714 

OH 

ENERGY, DEPT. OF, SCOVILLE, ID 40-8914 


EXXON MINERALS CO., USA. HOUSTON, TX 40-8064 

FERRET EXPLORATION CO. OF NEBRASKA, 40-8943 
DENVER. CO 

FERRET EXPLORATION CO. OF NEBRASKA. 40-8829 
INC., CRAWFORD. NE 


GETTY OIL/PETROTOMICS CO., SHIRLEY 40-6659 
BASIN. WY 

HOMESTAKE MINING CO.. GRANTS. NM 40-8903 

KAWECKI BERYLCO INDUSTRIES, INC., 40-6940 

BOYERTOWN. PA 

KERR-MCGEE CHEMICAL CORP., WEST 40-2061 

CHICAGO. IL 

KERR-MCGEE CORP./QUIVIRA MINING CO,. 40-8905 

OKLAHOMA CITY, OK 

KERR-MCGEE NUCLEAR CORP., 40-8027 

OKLAHOMA CITY. OK 

KERR-MCGEE NUCLEAR CORP., 40-8768 

OKLAHOMA CITY. OK 

MALAPAI RESOURCES CO., CASPER, WY 40-8684 

MALAPAI RESOURCES CO.. PHOENIX. AZ 40-8502 

MINERALS EXPLORATION CO., LOS 40-8584 

ANGELES, CA 

MOBIL ALTERNATIVE ENERGY, INC., 40-8911 

BOULDER. CO 

PATHFINDER MINES CORP.. RIVERTON. WY 40-2259 

PATHFINDER MINES CORP., SHIRLEY 40-6022 

BASIN. WY 

PUTEAU RESOURCES. LTD.. GRAND 40-8698 

JUNCTION, CO 

RIO ALQOM CORP., MOAB, UT 40-0084 
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TENNESSEE VALLEY AUTHORITY. 40-1341 

CHATTANOOGA, TN 

UMETCO MINERALS CORP., GRAND 40-8661 

JUNCTION, CO 

UMETCO MINERALS CORP.. RIVERTON, WY 40-0299 

UNITED NUCLEAR CORP., GALLUP. NM 40-8913 

UNITED NUCLEAR CORP., SANTA FE. NM 40-8907 

URANERZ USA, INC., CASPER. WY 40-8783 

URANIUM RESOURCES, INC.. RICHARDSON. 40-8786 

TX 

WESTERN NUCLEAR. INC., JEFFREY CITY. 40-1 162 
WY 

WHITTAKER METALS, LOS ANGELES. CA 40-7455 


Domestic Licensing of Production and 
Utilization Facilities • Docket 50 

ACCELERATOR PULSED FAST ASSEMBLY 50-253 

AEROTEST RADIOGRAPHY & RESEARCH 50-228 
REACTOR 

ALCHEMIE CENTRIFUGE ENRICHMENT 50-604 

PLANT 

ALCHEMIE CENTRIFUGE ENRICHMENT 60-603 

PLANT 

ALVfN W. VOGTLE NUCLEAR PLANT. UNIT 1 50-424 

ALVIN W. VOGTLE NUCLEAR PLANT. UNIT 2 50-425 

ARKANSAS NUCLEAR ONE. UNIT 1 50-313 

ARKANSAS NUCLEAR ONE. UNIT 2 50-368 

BATTELLE MEMORIAL INSTITUTE 50-6 

RESEARCH REACTOR 

BEAVER VALLEY POWER STATION. UNIT 1 50-334 

BEAVER VALLEY POWER STATION, UNIT 2 50-412 

8ELLEFONTE NUCLEAR PLANT, UNIT I 50-438 

BELLEFONTE NUCLEAR PLANT. UNIT 2 50-439 

BIG ROCK POINT NUCLEAR PLANT 60-155 

BRAIDWOOD STATION. UNIT 1 STN-60-456 

SRAIDWOOD STATION. UNIT 2 STN-50-457 

BROWNS FERRY NUCLEAR POWER 50-269 

STATION, UNIT 1 

BROWNS FERRY NUCLEAR POWER 50-260 

STATION. UNIT 2 

BROWNS FERRY NUCLEAR POWER 50-296 

STATION. UNIT 3 

BRUNSWICK STEAM ELECTRIC PLANT. 60-326 

UNIT 1 

BRUNSWICK STEAM ELECTRIC PLANT, 50-324 

UNIT 2 

BYRON STATION. UNIT 1 STN-50-454 

BYRON STATION. UNIT 2 STN-60-455 
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Docket 
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Docket 

Page 

CALIFORNIA STATE POiyTECH COLLEGE 

50-394 

134 

GRAND GULF NUCLEAR STATION, UNIT 2 

60-417 

146 

RESEARCH REACTOR 



H.B. ROBINSON PLANT, UNIT 2 

50-261 

32 

CALLAWAY PLANT. UNIT 1 STN-5(Me3 

162 

HADDAM NECK PUNT 

50-213 

13 

CALVERT CLIFFS NUCLEAR POWER PLANT. 
UNIT L 

50-317 

80 

HOPE CREEK NUCLEAR STATION. UNIT 1 

50-354 

114 

CALVERT CLIFFS NUCLEAR POWER PUNT. 

50-318 

81 

HUMBOLDT BAY POWER PLANT, UNIT 3 

50-133 

8 

UNIT 2 



INDIAN POINT STATION. UNIT 1 

50-3 

6 

CATAWBA NUCLEAR STATION. UNIT 1 

50-413 

141 

INDIAN POINT STATION. UNIT 2 

50-247 

20 

CATAWBA NUCLEAR STATION. UNIT 2 

50-414 

143 

INDIAN POINT STATION. UNIT 3 

50-286 

55 

CESSAR SYSTEM 80 STN-50-470 

180 

JAMES A. FITZPATRICK NUCLEAR POWER 

60-333 

99 

CLINTON POWER STATION. UNIT 1 

50-461 

179 

PUNT 



COMANCHE PEAK STEAM ELECTRIC 

50-445 

160 

JOSEPH M. FARLEY NUCLEAR PUNT. UNIT 

50-348 

111 

STATION. UNIT 1 



1 



COMANCHE PEAK STEAM ELECTRIC 

50-446 

165 

JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 

60-364 

116 

STATION, UNIT 2 



2 



COOPER NUCLEAR STATION 

50-298 

64 

KEWAUNEE NUCLEAR POWER PUNT 

50-305 

70 

CRYSTAL RIVER NUCLEAR PUNT. UNIT 3 

50-302 

67 

U CROSSE BOILING WATER REACTOR 

50-409 

138 

OAVlS-BESSe NUCLEAR POWER STATION, 
UNIT 1 

50-346 

109 

USALLE COUNTY STATION. UNIT 1 

50-373 

124 



USALLE COUNTY STATION. UNIT 2 

50-374 

126 

DIABLO CANYON NUCLEAR POWER PUNT, 

50-275 

44 


UNIT 1 



LIMERICK GENERATING STATION, UNIT 1 

60-352 


OIABLO CANYON NUCLEAR POWER PUNT. 
UNIT 2 

50-323 

87 

LIMERICK GENERATING STATION. UNIT 2 

MAINE YANKEE ATOMIC POWER PUNT 

60-353 

60-309 

ii: 

7J 

DONALD C. COOK NUCLEAR POWER 

50-315 

77 


PLANT. UNIT 1 



MASSACHUSETTS INSTITUTE OF 

60-20 

1 

DONALD C. COOK NUCLEAR POWER 

50-316 

78 

TECHNOLOGY RESEARCH REACTOR 



PLAm. UNIT 2 



MEMPHIS STATE UNIV. RESEARCH 

50-538 

19( 

DOW CHEMICAL CO. 

50-264 

34 

REACTOR 



DRESDEN NUCLEAR POWER STATION. 

UNIT 1 

50-10 

6 

MICHIGAN STATE UNIV. RESEARCH 

REACTOR 

60-294 

6 

DRESDEN NUCLEAR POWER STATION. 

50 237 

17 

MIDUND PUNT. UNIT 1 

50-329 

91 

UNIT 2 

MIDUNO PUNT, UNIT 2 

50-330 

9i 

DRESDEN NUCLEAR POWER STATION. 
UNITS 

50-249 

21 

MILLSTONE NUCLEAR POWER STATION. 

UNIT 1 

60-245 

1 

DUANE ARNOLD ENERGY CENTER 

50-331 

98 

MILLSTONE NUCLEAR POWER STATION. 

60-336 

10 

EDWIN I. HATCH NUCLEAR PUNT. UNIT 1 

60-321 

83 

UNIT 2 



EDWIN 1. HATCH NUCLEAR PUNT, UNIT 2 

50-366 

119 

MILLSTONE NUCLEAR POWER STATION. 

60-423 

14 

ENRICO FERMI ATOMIC POWER PUNT. 

50-341 

106 

UNIT 0 



UNIT 2 

MONTICELLD NUCLEAR GENERATING 

50-263 

3 

FLOATING NUCLEAR PUNT 

STN-50-437 

150 

PUNT 



FORD NUCLEAR REACTOR 

50-2 

5 

NINE MILE POINT NUCLEAR STATION. UNIT 

50-220 

1 

FORT CALHOUN STATION, UWT 1 

60-285 

54 

NINE MILE POINT NUCLEAR STATION. UNIT 

50-410 

13 

nuclear GENERATING 

60-267 

36 

2 






NORTH ANNA POWER STATION. UNIT 1 

50-338 

10 


50-163 

10 

NORTH ANNA POWER STATION, UNIT 2 

60-339 

1C 


STN-50-605 

191 

OCONEE NUCLEAR STATION. UNIT 1 

50-269 

c 


60-89 

8 

OCONEE NUCLEAR STATION. UNIT 2 

60-270 

c 

NUCLEAR TEST 

50-73 

6 

OCONEE NUCLEAR STATION. UNIT 3 

50-287 

c 


50-160 

10 

OHIO STATE UNIV. RESEARCH REACTOR 

50-150 


GRAND GULF NUCLEAR STATION, UNIT 1 

50-416 

144 

OYSTER CREEK NUCLEAR POWER PUNT 
PALISADES NUCLEAR PUNT 

50-219 

50-265 

1 

< 
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Docket 
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PALO VERDE NUCLEAR STATION, UNIT 1 

STN-50-528 

187 

PALO VERDE NUCLEAR STATION. UNIT 2 

STN-50-529 

189 

PALO VERDE NUCLEAR STATION, UNIT 3 

STN-50-530 

190 

PAVIA RESEARCH REACTOR 

50-230 

17 

PEACH BOTTOM ATOMIC POWER STATION, 50-171 

UNIT 1 

10 

PEACH BOTTOM ATOMIC POWER STATION. 50-277 

UNIT 2 

46 

PEACH BOTTOM ATOMIC POWER STATION. 50-278 

UNIT 3 

49 

PERRY NUCLEAR POWER PLANT. UNIT 1 

50-440 

152 

PERRY NUCLEAR POWER PLANT. UNIT 2 

50-441 

163 

PILGRIM NUCLEAR POWER STATION, UNIT 
1 

50-293 

59 

POINT BEACH NUCLEAR PLANT, UNIT 1 

50-266 

35 

POINT BEACH NUCLEAR PLANT. UNIT 2 

60-301 

66 

PRAIRIE ISLAND NUCLEAR STATION. UNIT 
1 

60-282 

53 

PRAIRIE ISLAND NUCLEAR STATION. UNIT 
2 

60-306 

71 

PURDUE UNIV, RESEARCH REACTOR 

60-182 

11 

OUAD-OTIES STATION. UNIT 1 

50-254 

25 

QUAD-CITIES STATION, UNIT 2 

60-265 

34 

RANCHO SECO NUCLEAR GENERATING 
STATION 

50-312 

74 

RESAR SP/90 

50-601 

191 

RHODE ISLAND & PROVIDENCE 
PLANTATIONS AEC 

50-193 

11 

RIVER BEND STATION. UNIT 1 

60-468 

177 

RIVER BEND STATION. UNIT 2 

50-459 

179 

ROBERT EMMET GlNNA NUCLEAR PLANT. 
UNIT 1 

50-244 

18 

SALEM NUCLEAR GENERATING STATION, 
UNIT 1 

60-272 

42 

SALEM NUCLEAR GENERATING STATION. 
UNIT 2 

50-311 

72 

SAN ONOFRE NUCLEAR STATION. UNIT 1 

50-206 

11 

SAN ONOFRE NUCLEAR STATION, UNIT 2 

50-301 

116 

SAN ONOFRE NUCLEAR STATION. UNIT 3 

60-362 

117 

SEABROOK NUCLEAR STATION, UNIT 1 

50-443 

153 

SEABROOK NUCLEAR STATION. UNIT 2 

50-444 

157 

SEQUOYAH NUCLEAR PLANT. UNIT 1 

60-327 

91 

SEQUOYAH NUCLEAR PLANT. UNIT 2 

50-328 

94 

SHEARON HARRIS NUCLEAR POWER 
PLANT. UNIT 1 

60-400 

137 

SHOREHAM NUCLEAR POWER STATION 

60-322 

84 

SOUTH TEXAS PROJECT, UNIT 1 

STN-50.498 

183 

SOUTH TEXAS PROJECT. UNIT 2 

SrN-50-499 

186 

ST. LUCIE PLANT. UNIT 1 

60-335 

101 

ST. LUCIE PLANT. UNIT 2 

60-369 

131 


Name 

Docket 

Page 

SURRY POWER STATION. UNIT 1 

50-280 

51 

SURRY POWER STATION. UNIT 2 

50-281 

52 

SUSQUEHANNA STEAM ELECTRIC 
STATION, UNIT 1 

50-387 

128 

SUSQUEHANNA STEAM ELECTRIC 
STATION, UNIT 2 

60-388 

130 

THREE MILE ISUND NUCLEAR STATION. 
UNIT 1 

50-289 

58 

THREE MILE ISLAND NUCLEAR STATION. 
UNIT 2 

50-320 

82 

TROJAN NUCLEAR PLANT 

50-344 

108 

TURKEY POINT PLANT, UNIT 3 

50-250 

22 

TURKEY POINT PLANT, UNIT 4 

60-251 

24 

U.S. AIR FORCE 

50-177 

11 

U.S. GEOLOGICAL SURVEY RESEARCH 
REACTOR 

50-274 

43 

UNIV. OF CALIFORNIA AT IRVINE 
RESEARCH REACTOR 

50-326 

91 

UNIV. OF CALIFORNIA RESEARCH 
REACTOR 

60-224 

16 

UNIV. OF ILLINOIS RESEARCH REACTOR 

50-151 

9 

UNIV. OF KANSAS RESEARCH REACTOR 

50-148 

9 

UNIV. OF MISSOURI RESEARCH REACTOR- 
COLUMBIA 

50-186 

11 

UNIV. OF OKLAHOMA RESEARCH 
REACTOR 

50-112 

8 

UNIV. OF VIRGINIA CAVALIER REACTOR 

50-396 

135 

UNIV. OF VIRGINIA RESEARCH REACTOR 

50-62 

6 

UNIV. OF WASHINGTON RESEARCH 
REACTOR 

50-139 

9 

VALLECITOS EXPERIMENTAL SUPERHEAT 
REACTOR 

60-183 

11 

VERMONT YANKEE NUCLEAR POWER 
STATION 

50-271 

41 

VIRGIL C. SUMMER NUCLEAR STATION. 
UNIT 1 

60-395 

134 

WATERFORD GENERATING STATION. UNIT 
3 

50-382 

127 

WATTS BAR NUCLEAR PLANT. UNIT 1 

50-390 

132 

WATTS BAR NUCLEAR PLANT. UNIT 2 

50-391 

133 

WILLIAM B. MCGUIRE NUCLEAR STATION. 
UNIT 1 

50-369 

121 

WILLIAM B. MCGUIRE NUCLEAR STATION, 
UNIT 2 

50-370 

123 

WILLIAM H. ZIMMER NUCLEAR STATION. 
UNIT1 

50-358 

115 

WOLF CREEK GENERATING STATION 

STN-60-4B2 

181 

WORCESTER POLYTECHNIC INSTITUTE 
RESEARCH REACTOR 

60-134 

9 

WPPSS NUCLEAR PROJECT, UNIT 1 

50-460 

179 

WPPSS NUCLEAR PROJECT, UNIT 2 

60-397 

135 

WPPSS NUCLEAR PROJECT. UNIT 3 

STN-60-508 

187 
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YANKEE-ROWE NUCLEAR POWER STATION 60-29 
ZION NUCLEAR POWER STATION, UNIT 1 50-295 

ZION NUCLEAR POWER STATION. UNIT 2 60-304 

Domestic Licensing of Special Nuclear 
Material • Docket 70 

ADVANCED NUCLEAR FUELS CORP., 70-1257 

RICHLAND. WA 

BABCOCK & WILCOX CO., APOLLO. PA 70-0364 

BABCOCK & WILCOX CO.. APOLLO. PA 70-0136 

BABCOCK & WILCOX CO„ LYNCHBURG, VA 70-002? 

CINTICHEM. INC., TUXEDO. NY 70-0687 

COMBUSTION ENGINEERING. INC., 70-1 100 

WINDSOR, CT 

COMBUSTION ENGINEERING, INC.. 70-0036 

WINDSOR, CT 

COMMONWEALTH EDISON CO.. CHICAGO. 70-3013 

IL 

OUQUESNE LIGHT CO.. PITTSBURGH, PA 70-1621 

FLORI DA INSTITUTE OF TECHNOLOGY, 70-0893 

MELBOURNE, FL 

GENERAL ELECTRIC CO.. PLEASANTON. CA 70-0754 

GENERAL ELECTRIC CO.. SAN JOSE, CA 70.1008 

GENERAL ELECTRIC CO.. WILMINGTON. NC 70-1113 

IRT CORP., SAN DIEGO. CA 70-1359 

KERR-MCGEE NUCLEAR CORP., 70-0925 


OKLAHOMA CITY, OK 

NUCLEAR FUEL SERVICES, INC.. ERWIN. TN 70-0143 

TRANSNUCLEAR, INC., FALLS CHURCH, VA 70-1426 

UNC NAVAL PRODUCTS. INC., UNCASV1LL6. 70-0371 
C T 

WESTINGHOUSE ELECTRIC CORP., 70-1151 

COLUMBIA, SC 

Packaging of Radioactive Material for 
Transport and Traneportallon of 
Radioactive Material Under Certain 
Conditions • Docket 71 


ARMY. DEPT. OF 71-0487 

BOOTH-TWINING, INC. 71-0643 

INTEC INSPECTION. INC. 71-0486 

MEMPHIS STATE UNIV. 71-0618 

MID-CON INSPECTION SERVICES. INC. 71-0491 

MODEL; 100, 100A, 200, 200A. GAMMA 71-9127 

INDUSTRIES, INC. 

MODEL: 125-B. ENERGY. DEPT. OF 71-9200 

MODEL: 20. 20A, 50, 60A. GAMMA 71-9126 

INDUSTRIES. INC. 

MODEL; 20-VS & 40-VS, GULF NUCLEAR. 71-9160 


MODEL: 3206B, 3227B & 3218, AMERSHAM 71-9167 
CORP. 


7 

61 

69 


193 

192 

191 

191 

192 

192 

191 

193 

193 

192 

192 

193 

192 

193 

192 

191 

193 

192 

193 


193 

193 

193 

193 

193 

195 

196 
195 

195 

195 


MODEL: 6272. U.S. ECOLOGY. INC. 

MODEL; 650, TECH/OPS, INC. 

MODEL: 660 & 66QE, TECH/OPS. INC. 

MODEL; 6717-B, GAMMA INDUSTRIES. INC. 

MODEL; 770, TECH/OPS, INC. 

MODEL; 771, TECH/OPS, INC. 

MODEL: 864, TECH/OPS. INC. 

MODEL: 884, AMERSHAM CORP. 

MODEL; AP-IOO, ANEFCO, INC. 

MODEL; BAPL 5910 BRDCG, ENERGY, 

DEPT. OF 

MODEL; BMI-I, BATTELLE COLUMBUS 
IJ\eORATORY 

MODEL; C-10, GAMMA INDUSTRIES, INC. 

MODEL; C B. GAMMA INDUSTRIES, INC. 

MODEL: CENTURY S & SA. GAMMA 
INDUSTRIES. INC. 

MODEL; CNS 1-13C. CHEM-NUCLEAR 
SYSTEMS. INC. 

MODEL. CNS 1-13G. CHEM-NUCLEAR 
SYSTEMS. INC. 

MODEL: CNS 8-120B. CHEM-NUCLEAR 
SYSTEMS. INC. 

MODEL: D2G POWER UNIT, ENERGY. DEPT. 
OF 

MODEL: GE-ISOO. GENERAL ELECTRIC CO. 

model qe.1600. general electric CO. 

MODEL; HN-IOO, SERIES 1. HITTMAN 
NUCLEAR & DEVELOPMENT 

MODEL: KKP-20-4950, KERR-MCGEE 
NUCLEAR CORP. 

MODEL; LP-50, ENERGY. DEPT. OF 

MODEL; NES-5, NUCLEAR ENERGY 
SERVICES. INC. 

MODEL: NONE. ENERGY. DEPT. OF 

MODEL: NRBK-41. -42 & -43. ENERGY, 

DEPT. OF 

MODEL; NRBK-41. ENERGY, DEPT. OF 

MODEL: NUPAC 10-142, NUCLEAR 
PACKAGING. INC. 

MODEL; NUPAC 10/140, NUCLEAR 
PACKAGING, INC. 

MODEL: NUPAC 14/190L, M & H. NUCLEAR 
PACKAGING, INC. 

MODEL; NUPAC 14/210L & 14/210H 
NUCLEAR PACKAGING. INC. 

MODEL: NUPAC 6/100L & 6/100H, 

NUCLEAR PACKAGING. INC. 

MODEL: NUPAC 7/100. NUCLEAR 
PACKAGING. INC. 

MODEL; OH-142 SERIES, NUCLEAR 
PACKAGING, INC. 


71-6272 

71-9032 

71-9033 

71-6717 

71-9148 

71-9107 

71-9166 

71-9220 

71-9074 

71-9119 

71-5957 

71-9133 

71-9128 

71-9136 

71-9081 

71-9216 

71-9108 

71-6441 

71-5939 

71-9044 

71-9086 

71-9100 

71-6678 

71-9193 

71-6406 

71-5814 

71-9221 

71-9208 

71-9177 

71-9169 

71-9176 

71-9179 

71-9178 

71-9073 
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Page 

Name 

Docket 

Page 

:nergy. dept, of 

71-9791 

196 

RTS TECHNOLOGY, INC. 

71-0642 

193 

•3, RA-J, GENERAL 

71-4986 

194 

SACRAMENTO MUNICIPAL UTILITY 
DISTRICT 

71-0480 

193 

, ENERGY. DEPT. OF 

71-9783 

196 

WASHINGTON PUBLIC POWER SUPPLY 

71-0485 

193 

i^CTOR COMPARTMENT. 

•. OF 

71-9788 

196 

SYSTEM 



CO.. INC. 

71-0481 

193 

Licensing of independent Spent Fuel 
Storage • Docket 72 



'ECTION SERVICES, INC. 

TESTING SERVICE, INC. 

71-0647 

71-0644 

194 

193 

MORRIS OPERATIONS, GENERAL 
ELECTRIC CO. 

72-0001 

196 

•ON CO. 

71-0646 

194 

VIRGINIA ELECTRIC & POWER CO- 

72-0002 

196 




DOCKETED ITEMS 


. radwaste disposal sites 


DOCKET M-1162 WESTERN NUCLEAR. INC-, JEFFREY CITY, WY 


OARNWELL, SC. CHEM-NUCLEAR SYSTEMS. INC 


wards curreni organiiaiional clia'i & rovisotf ptQcc<fu'as (o support re- 
ao 1 2-l3536-0l.p6f NHC requosi during BTlZin mooimg. 
^hom-Kuclear Sysioms, Inc. 07/15/iT HUFFEFiT.A, NRC - NoCoiaMod 
r^ ?fip- -ISGSO 133-43053 343 

hom-Nucloar Svs.lnc organ'reiionai chart 
Of Svfl'O't'S. IhC. 87/00/30. Ip 43953.t35-43053 135 

c»v C to PfOCodutG CN AO 020. "Cliom Nudoar Sy9 iCNSlJ Healih Phya- 
»ual.“ 

•ar Syslema, Inc. 8V/02/02 tOpp 43953.l36-43053:t54. 

lov □ to Procoduro CN AO 026, "Radiaiion Exposure Racords & Pioco- 

Mir Sysloins. Irtc 87/06/12 lOp 43033 15S-430S3 1 73. 

Tov D lo Procoduro Cn E.M OO). “'CNSI EmorgGney Rosporrso Proc«- 

aar Syaloms. Inc 87/12/11 40pp 43003: t74-43053 2t3. 

^ov r lo OA-AD-OU1, "QA Program '' 

oaf Sysiems, Inc. 87/08/11. a4pp. 43053 214.43953:247. 

•Tov E (0 Procoduro SSO-AO OIO, "Sarnwoll Wasio Mgt Feci^ilYSrre 0^- 

. Chom-Nucleat Sya.inc Oarnwcll Ole " 

oar Syoloms. Inc. 87/01/ 13 35pp 43953;24D-43063 202 

Rov E IQ Procod'jiQ S2Q-RP-0I5, "Cal.br Procoduro” 
loar Sysioms. Inc 68/12/31. eipp. 43933:203 43333 343. 


48 RICHLAND, WA, U.8. ECOLOGY, INC. 

.dviaos that on 071 lOO-lO gross boia action lovoi excoodod or» 9 semplos 

. U.S. Ecology, Inc llormorlv Nudoar Enginoormg. ino.). 87/12/02. 

Raglon 6. Ole ol Iho 0 rector. INGEnSOLL.E Washington. State ©l. 2pp. 
IG976;002. 

'OrVfOrds monthly SNM rocetpt & bunal topi tor Nov tgO/.Por Condflton 6 
10.1 0204'0l.nept ol Isotopic aetiviiy roquirod by State oi WA also erwi.W/ 

^Q.R.B. U.S. Ecology. Inc. (lormorly Nuclear Engineering. Inc.). 87/12/09. 
I. NnC • No Oalallod AlMlation Given. 2pp. 43933 360-43g53;36t 

Subm-ie aoll eample results oxcoed.ng acnon levels. per Section 6 el lacuily 

U.S. Ecology. Inc. (tormorly Nudoar Engineanng. Inc). 87/12/11. 
t. Roo'Pn 6. Ole ol Itie D/recior. iNOSflSOU.C.E WasNngton. State ol. 
:27G-43945;280. 

Inlorms ol rosulls ol gamma ieoiopic sneiysie ol special son samples coi- 
llctilanci laciiity.Samplos /ealliim compiiar^co w/egrood upori entorta SLolch 
iblo oPci. 

R. U.S Ecology, inc. (tormorly Nucioor Enolneoring, IncJ 87/12/21. 
1 Reoion S, Ore ol Iho Dirocior. SHAr-FNER.J. NflC • No OoiaPed AfUi- 
INGtHSOLL.C.E Washington, Stale ot. 6pp 43067;! 76-43007 179 

Discusses result ol occupational air sample taken on 071230 (Atting lecilily 

I.C- U.S. Ecotony, Inc (formally Nucioor Englnoarfng. tnej- 96/01/18. 
R RoQion 6, Ole ol the Dlioclor, SHAFFNER.J NRC • No Detaiod AlliU- 
n. IMGERSOLL.C G. Wflsltrtglor. Stale ol. 2pp. 44)73 243-44173244 


1C LICENSING OF SOURCE MATERIAL 


>0299 UMETCO MINERALS CORP., RIVERTON, WY 


) Inforrns ot inleni lo Iranster all stored product lo While Mesa MiILUT to 
-sbin only security watch achedulo at Qas Hills by 880131. 

J. UMETCO Minerals Corp. (^subs. ol Union Carbide Corp)- 67/11/11. 
Uranium Racovory Field Otc. R4. Ip. 44008;121*44008:121. 


9 Advises that monetary Increase tn Oond 86 1 822 {Perrrxt 3400} 
la.por 870916 llr.incroaso necessary to accommodate changos In redamo- 
tor A-d pll it Susquehanna tallirtos brought In. 

>N J VWomlng. Stale of. 87/11/13. 1YONS.P. UMET(X3 Minerals Co»p. 
Union Carbide Corp ). Ip. 43977:030-43977:030. 


2 Responds to 671111 Hr proposing day shift security watch schedule subse- 
complelod (ransfar of Umetco product lo WWto Moea MiK.UT.Proposat 

»le. No emend required. _ ... 

rj S. Uranium Recovery Field Oto. R4. 87/11/23. LYONS.P.J. UMETCO Min- 
-p. (subs, ot Union Carbide Corp.). tp. 43952:204-43952:204. 

M OI90US808 review ol licensee environ monllorlng repl lor Flral Hall 1987,p9r 
BubmHial In accordance w/Llcense Condition 30 ot License 8UA'648.A(le- 
ita ovalualfon S OC perfornisd.No hcenaing action recornmonded, 

R S . PETTENGILL.HJ. Uranium Recovery Field Otc, 04. 87/11/24. Urar^wn 
y 'FIoM OIC. R4. 3pp. 4392a-346-43928:347. 


aOOigSMSB Responds to 870017 lit ro i.consce imenl lo proceed w/slio reclamation 
act.viiicsRovow ol 8/0030 request to emanc) xenso will p'oceod 
prompUyCorrments on lochn cal aspQcis ol locipent p'an w.ii bo prov.dcd on oi 
about 871030. 

SMlTH.RO. Urardum Recovery F^eld Otc. R4 87/10/08. Western Nudoar. Inc [sebs 
of Phe'ps Dodge Corp ) 2pp 43067 193 43067 194 

8801070099 /Vek receipl ot 871015 lt< In response 10 NRC 070902 ccnfirmaliOn ol 
aMon Hr frern PD Marlin.No lurther ect.o.t necessary. 

SMiTHjtD Uran-um Recovery Field Otc, 04. 87/11/13 OAKER.S.l Western Nucio 
ar, Inc. (subs, ol Phelps Dodge Corp ) ip. 43043.064-43043.064. 

8801070004 Forwards repl ol 870326 27 semiannual oudii/ALARA prococdmgs.per Ll- 
cervse ConefiUon 42 

8AKER.SJ Western Nuclear. Inc [subs ot Phelps Dodge Corp.). Q7/11/24. 
PeTTENGlLL.H J UfBnium Racovory Ftold Otc, R4. 7pp 43943 065-43643 071 

8801210363 AaptrcaOon tor Bmuna lo License 5UA.56,rai.'eciing 871 124 iir rc comract 
w/Canonie Eoviron Sves Corp lo conduct addi Q'oundwalQr sempl ng S analyses tor 
dioihyl pnihaloie (hfojghoul groundwater mon-iorlr.g network. 

RAKEn.SJ. Wosiern Nuclear, inc (subs of Phelps Dodge Corn). 87/12/07. 
F>GTTENOlLL.HJ Uiarrum Recovery Field O'c, 1)4. Ip 44094 331-44004 33i. 


DOCKET 40- 1341 TENNESSEE VALLEY AUTHORITY, CHATTANOOGA, TN 


8801070227 Responds to 870022 Hr re groundwalor monitoring per 4CCFRi92Smco mi- 
liaiion ol serMlIrvg (or gioundwQier rr.oiMieilng.ut-.l concoinod w/iow well yields ol ap- 
proved wGiM.^ogesls moeiina to resolve co.nerns 

GBIOIEY.R L. fonnossoo Valley Authority. 87/ 1 1 /23 SMITH, R D. Uranium Rocovory 
FioldOlc.n4. Ip 43045 348 43045 348 

8601060482 Conlirms 80012S meoling ai Region IV U Rocovory Flalci Ole ro ground- 
water mon-ioting at Edgomonl Min site. net lelcon w/G Hartman 
HAWKINS E F. Uranium Recover Field Olc. R4. 87/12/09. GRiOLEY.n L Tennossoo 
VaDoy Authority Ip. 439303t8-43930 3>0 


DOCKET 40-2061 KERR-MCQEE CHEMICAL CORP.. WEST CHICAGO. IL 


6601130136 Requosia dale NRC onncipaias that final suppt to EiS wpH bo issued Svnod 
on 8601 1 1 

FnYC.J.H. Atomic Saloiy arid LIconsIng Board Panel, fflB8 5298. OO/Ot/07, 
LCWIS.SH. Olllco Ol t1>e (toneial Counsel ip 43909:360 43089 380 

6601190267 Forwards FR nohco re amends lo NRC logu'silona governing dieposal ql 
nwir ladings Action contonna oxtat>ng regutaliona to EPA groundwater preiocllon 
roquriomenis.W/ Cenilicaie oi Svc. 

nOUSE.L.C Fv« Cycle Setoly Drench 86/01/11. FRYE.J.H. Atom.lc Ssloty and Li- 
censing Board Penef tOpp 44055:084-44055:103. 


DOCKET 40-2259 PATHFINDER MINES CORP-, RIVERTON, WY 

6001070226 AcK receipt at 970D23 Ur inloim'ng NRC ol stat at.caiiy aigniticanl chenuo in 
8elon4rm.Rog)on IV etc wi'l expect complianco monitoring program wiihin iimotinmo 
discussed bi License CondiHon e0(E) 

HAWKINS.EF Uren'um Recovery Field Otc, R4. 07/10/08. Palh/ir>dof M.nos Co»p. 
Ip. 43053 350-43953 358 

6B01130244 Forwards rnsp doplcilng sUsrnaie b tronch oxcavotod across Pond 2. Mod 
necessllalod by p'ooiosslvo slime buildup where so'ulion rolurnod to ml'I.W/o mop. 
HAnDOnOVE.t W. Pathfinder Minos Corp. 87/10/06. PETTENQILL.H. Uranium Ro- 
covery Fl^ Otc. n4. Ip. 44004 121-44004:121. 

6691120363 nequesis exionslon ol 871101 doodlino lor submlUal ot annual update rapt 
on Lucky Me pumpback ays to 87tl23.Date will be assumed agreoahlo il resportso 
not roemved- 

IIAHOOROVG.T.W Palhlindor Mines Cotp. 87/10/29. KONWINSKI.G. Uranium Ro- 
covecy Field Olc. R4. Ip. 43991 :285-4399(:265. 

6801110079 Advises thal monolery Increase In Bond 661 822 (Permit 340C) 
arxop(ablo.per 870916 iir.lnctoase necessary to accommodate changes In recloma- 
don plan tor A-0 pll it Susiquotianria IslNnos broi/gtit in. 

eRlCKSON.J v/yominu, State Ol. 67/11/13. LYONS.P. UMETCO Minerals Corp. 
(aobs. ol Union Carbide Coip.). Ip. 43977 039-43077:039. 

8601110076 Forwards update ropt on tailings seep^e collection sys tor Lucky Me 
M4l.per Ucenae Condillon 57 of License SUA-672. Rept being forwarded to Slate ot 
WY Dept ot Environ Quality.W/o end. 

HAflOQROVE.r.W. PalWIndef Mines Corp. 67711/20. KONWINSKI.G Uran/um fio- 
covecy Field Ofc. n4. ip. 43970:308 43976:306. 

68D1060630 Discusses review ol licensee 670828 & 0921 environ data lor first hall ol 
tM7.Future data should be continued lo be reviewed lo delemtine whether doloriora- 
Uon In greurvjwatar quality conslltutos trend. 

HEYER.R.S-, PETr^OILL.H.J. Uranium Recovery Field Ofc, n4, 07/11/24. Urenium 
Recovery Field Otc, R4. 4pp. 43928:333-43926:336. 

6601060482 Advises that LIr of Cred'l 65954 for Pathfinder Mines Corp may bo termini- 
ad due lo NRC approving new Hr ot credit for company through Crodit ou Nord Now 
York&anch. 

PETTENGILL.H.J. Uranium Recovery Field Ofc, fl4. 87/12/lt. IRVIN.K. Bsnquo Na- 
Uonsto do Pads. Ip. 43949:174-43949:177. 


1 
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DOCKETED ITEMS 


-6601070246 MoUHes thal Lir of Credit 65954 for Paih.rinder Minos Corp amonded lo 
Increaso emount ol credit. odocuve asof 67tCK)i. 

hOMS'.R-. CHAMQ.E. Oanque NaUonale do Parts. 87/09/30. Ragion 4, Ote ot the Di- 
rector. ip 43649 175-43949 176. 

-660(070263 Advises (hat Ltr of Credit 65934 (or PalMmder Minas Corp. NftC License 
SUA-672,esiebiished aa of 651315. 

V/0(-‘G.S. Oai>queNaiicina;e de Pans. 65/12/15 Region 4. Ole e( ttio Di- 
rector. 2pp. 43949.176-43949:177. 

8B0tO7O(61 Forwards Atrend 16 to SUA-0672 modifying (DondiUon 27 to speedy ap- 
proved suraW eaUrr-ate & replacement Iti of cradt & to rentove lequlremeivt lot (6% 
ccnllngaAcy & adjust total oslmate to account for Inlation 

SMITH.R D. Uranium Rccovory Field Ofc. R4 87/12/1 1. NUGENT, L Pamnndor Mines 
Corp. 3pp 43945:798-43946 333. 

-6601070166 Amend 16 to license SUA'0672 lor PaiTil.nder Mines Co/p.Lucky Me U 
Mill euttiortzing possession of U wasto taiihgs eenarafetf by miing 
operallons.Oecontamfnal'on guidellnss. sample reporting format & oihet supportiing 
matl end. 

SMiTH.R-0 Uianium Recovery FJold Ofc. R4 87/12/11. aspp 43945299-43945:333. 


DOCKET 40-3453 ATLAS MINERALS. INC.. DENVER, CO 


66010741 11 Discusses review of e7tOI8 response le vfola'Jcns noted In Insp Rept 40- 
0453/87-01 Olatlon el tiem A waranled 8 corrective action mual be 
imolemonled Response roguosled within 30 days of ftr date. 

P‘/TTF-NGlLl.H J Urar.’u.m Recovery Held Ofc. R4. 87/11/20 GLUBAUQH.RE. Allas 
Corp. 3pp. 43945 293-43948:295 

6691086S22 Discusses review ol licensee environ monitonng rapt for Fbsl Ha.'( lOdT.pet 
8709(1 eubrr'tial in cornpfiartce w/(0CFR40.85 & License Condition 40 AR required 
environ moniiorlng dale provtdad No ('censing ection necessary. 

HEVER.R S, PEtiENGiLL.H J. Uranium Recovery Fle'd Ole, R4 67/11/24 UiarVutn 
Recovery Field Ole, R4. Spp. 43930:331-43930333. 


6601070315 ConTirps 671(24 felcon re application lor license lo possess source 
mail Slaio ol Uf Bureau ol Radiation Conirol have Dean noiiCed ol inlent lo file apph 

IaiJBMJQH.R.E Allas Corp 87/11/24. PETTENQILL^i Uranium Recovery FteW Ole. 
R4. Ip. 439*5 151-43945:151. 

6601 190015 Forwe.'da.for fi' ng.|oi'nl “Sialus R«pl of Ranies." re ongoing negobai’ons tn 
orocei^nB Parlies request mat 671123 order be exlonded lor atJdl 30 days (o adord 
Ai'aa addi ume to reach aeliiament In proceeding 

BERRV.OA Asalslani Qeneral Counsel (or Heanngs ifieo $342 66/01/07 
FftY£,J.H. CAflPENTEnj.H. Atomic Salary and Ucsnsing Board Panel ip. 
44035856-44035 065. 


-6601198034 SiAitJS rept Ol parties.' Principe! tssuo in discussion la Adas surety ar. 
rajioerr.ent lor decommissioning 6 reciamsuon of siie at U mi'ing feefities irt 
Moeb uT.Corti'Iceto of Sve ertci. 

BERFi'y.O A. A»»iatam Oenerai Counsel for Headnas. POTTS.R D Atlas Corp. 88/01/ 
07. 8pP- 44038:860-44035:065. 


8601260320 Forwards Joint status rape of parties ra ongoing negotfations irt 
DiocaedngFartlos request that 871123 order be extendi lor adw 30 days to adetd 
^nses aOdi (ene lo reach setUerrienl in proceeding CertiFceia ol Sve enct 
BERfli'.OA. Oh'ce ol Iho General Counsel. #188 6364. 68/01/07- FRYEJ.H. 
CARPENTEP.J H. Atomic Safety and Licensing Board Panel 7pp 44099:i80- 
44093:(«6 


880(250333 Informs ihet on 860107 NRC & licensee fi.'ed copy of folnt "Status Repi of 
Parlies." Inclement weather prevented parties from /li.rvg enci executed onglnal ol 
status repl on 680107. 

BERRV.U./V. Aes'Stani General Counsel lor Heanngs. ^186 6385- 86/01/(4 
FRYE J N- Atomic Safety arid Ucensing Board Panel. CAflPENTER.J.H Atomic Safety 
and licens-ngAppeal Panel. 3pp. 44099:178-44099:179. 


DOCKET 48-4492 AMERICAN NUCLEAR CORP.. CASPAR, WY 


680(870055 Reviews licensee 871023 response lo NRC 671014 surety- related 
quostions-UpdslBd surety estimate <(oes not include projected costs of groundwater 
rosloraiion Funds designalod lor docommlssioning/reciamalion should nol be le- 

nO^HD, PETTENQILL,H J. Uranium Recovery Field Ofc, R4. 87/11/17. Uranium 
Recovery Field 0(o, R4. 2pp. 43943 282 -43943 283. 


DOCKET 48-8622 PATHFINDER MINES CORP., SNtRLEY BASIN, WY 

6601060079 Aclt receipt of 870923 Hr submitting defection monllor data. Review Ml' 
cates liist threshold limits for arsenic, selenium & pH noi exceeded Eni^ mio compli- 
ance monllorfng phase of program nol necessam.Llcense mod requested 
HAWKINS, E.F- uranium Recovery ReW Ole, fl4. 67/10/08. PatMnOei Mines Corp. 
ip. 4G967:145-43967;145 

AM 1870538 Forwards 1987 land use survey^ Condition 21 to Uconse SLfA-442. 
MUBOOCK.S. Pathfinder Mines Corp. 6r/1t/06, HEZER.R. UtAfiium Recovery Field 
43e49-333-*3949.336. ' 

sen 106001 1 Forwards technlcai examination ol facility lalf.’ngs embankmeni.per CoiKtt- 
tton 41 ol Ucenso SUA-442. 

HOPKINS, R.J. Pathfinder Mines Corp. 87/11/08. HE2ER.R. Uranium Recovery Field 
0(c R4 8pp. 43987:320.43967:327 ' 

6801070076 Forwards Amend 14 lo License SUA-442.modrfylne Condition 27, specify 
aooro^ surety esSmate & ropiacamenl itr of crediijier 871 f 1 1 requesi. 

SMITH RD. Uranium Recovery Field Olc. R4. 87/12/(1. HOPKINS, H. PaiMnder 
Mines corp. 3pp. 43943:072-43943.oe4. 

-8801070(08 Correcled Amend 14 lo Ucensa SUA-442 ior Pathfinder Mines 
Coro amending license In entire^ 

SMITH R.O. Uranium Recovery Field Olc, fl4. 87/12/11. 10pp. 43643.075-43943 064. 


6801110010 Notifies that Itr pi credit approved lor Pathfindor Minos Corp Issued by 
Cradii Indusirlel oi Commerclel.to replace Ltr of Ctcd.l 65956 & related Amend l.Au- 
Otofireo tormlnaiion ol old Hr ol credit elleclivo 871201. 

PETTENQILL.HJ. Uranium Recovery Field Olc, R*. 87/12/11. IRVIN.K. Bonque Na- 
ttona’e de Paris. Ip. 43976:003-43976:006. 

-8601(10014 Notifies ol amend lo 851215 Ltr of Credit 65956, Increasing credit to Li- 
canso SUA-442 Amend otiectrve as ot 8710D). 

HOMSfiR., CHANG, E. Banque Natlonalo do Peris. 67/06/30. Uranium Recovery Flold 
Ofc,R4. Ip 43075:004-43975.004. 

-880t11&l>16 Issues Ui efi Cteflrt B59S8,©l1ocTtve on 85121 5, to Llconso SUA-442. 
HOMSI.R., WONQ,S. Banquo Natlonaie do Paris. 85/12/16. Uranium nocovory Flold 
Ofc, fl4 2pp. 43975 D05-4i976 006. 


DOCKET 40-8659 OETTY OIL/PETROTOMICS CO., SHIRLEY BASIN, WY 

6601130306 Responds to findings of annual Insp performed on 870924-35. per NRC 
8710(3 (V.Form NflC-3 & noLce specifying lecaiion pi documonla returned lo buWelin 
board & (logged do not remove 

PFAFF.SJ. Pelfotomlcs Co. (formerly Getty/Pelrolomlca Co.). 07/11/10. 

l>ETrENOILL,H.J. U.'snium Recovery Field Ole, R4. 2pp. 44000:1 10 44008:120. 

8601070425 Forwards oull ne o( Info needed & more specIHc NRC comments for i.eens- 
ee propo3t»d reclamation plan & 870115 & 0031 submittals. Mooling to clanly Info re- 
quired tor review of plan suggested. 

HAWKINS. E.F. Uranium Recovatv Flold Ofc, R4. B7/t i/27. Pauoiomics Co (formerly 
Getty/Peirplomloa Co.}. 5pp. 43953:114-43953:1 16. 

6601070082 (Xscusses licensea 671026 & 1 117 requests for amend ro reduction in cn- 
vlrort jnorutoring & mods to I'csnse Recommends that Ucenso Condillons 1 1,31 & 41 
be xevised aa staled. Revised environ monitonng program adequate to monitor site. 
KONWINSKi.G.R . HAWKINS, E.F. Uranium Recovery Field Ofc, 04. 87/12/14. Urani- 
um Recovery Field Ofc. R4. 4pp. 43B43;284-43043:2B7. 

860(070076 Advises that License SUA-551 amended by revising License Conditions 
1 1.31 & 41 to reed es stated re oporaHonsl requiremenis & alternaio seepage rocov- 
eiy well 8 Suge II reclemation plan data.per 671028 & 1 107 requests Amend and. 
SMITh.n.O. Uian.'utn Recovery field Ofc, R4. 07/12/14, Petrolomics Co. (formerly 
Geny/PfitiolomlcsCb.) 2pp «3943:103-43943:132. 

•-680I070061 Amend 2i lo Uconse SUA-551 lor Potroiomice Co.doiotmg Condition 31 
t revtslng (Dondiiion 41 to a'larnale seepage well & alternaio submittal date for Siago 
It letiamabprt p'.en date 

$MiTH.n.O. Uranium Recovery Field Ofe, R4. 67/12/14. 23pp. 43943:I05-43943;I32. 


OIKKET 40-8940 KAWECKl BERYLCO IMOUSTRIES, INC., BOYEBTOWN, PA 

8601300461 Fcrwaids Hounds analysis lor lotaeo crops performed by Environ 
^stogies, Inc Average liuoride lot six samples l$ 45.6 ppm. 

GANNON, w.c. Cabot Corp. 87/11/06. HORN,M. NBC-No OeiBlleO AMillallon Gh/ert, 
4pp. 44091:094-44091. 096. 


DOCKET 40-7455 WHITTAKER METALB, LOB ANGELES, CA 

8801210039 Audli on 871214 of radioactive mail located next to Greonvillo 
MoiaiB.Greenviiie.PA. 

MILLEB.F.L WhittaKer Coip. 87/12/14. 2pp. 4409(.354.44091;355. 


DOCKET 40-6027 KEBH-MCOEE NUCLEAR CORP., OKUHOMA CITY, OK 

6801200452 Requests tocislen ol NRC 870516 order prohibiting use of certain Idenlilied 
cyhndets for normal Iri-plani UF6 operations & for Iransporlalion based on condiKona 
lit order being mel.per end dascnpilon 

STAUTER,J.C. Ken McGee Nuclear Corp. 87/11/13. THOMPSON H.L. Office ol Nu- 
clear Matanai Safety & Gafeguarda.Oireclor. epp. 44066:350 44086:357. 

8601190176 FOIA loquesi lor documents re Impact ol nitrate In groundwater near plant 
es drecuased In NJfl£G-1t57, "Environ Asaessmenl,'' lot renewal ol License SUB- 
10(0 did Aug 1965 

OEERINWAtER Native Americans for a Clean Environment. 87/11/25. ROBINSON, L. 
NRC • No Dela'led Alfillation Gfven. ip. 44055.321-44055:321. 

6801380443 FOIA request tor documents re impact of groundwater nitrate near Se- 
Quoyeh Fwete Corp Sequoyah Facility at Gote.OK 

Americans for a Clean Environment. 87/11/26. 
FKJSINSON.L Freedom of Inlormation & Privacy Acts Branch, lo. 44173:085- 
44133:066. 

8W1«»444 Forwards revised Isble of contents lor License SUB-fOlO for Insertion In 
Partlpriorio Chapter I. 

o' Kerr-McGee Nuclear Corp.). 87/12/07. 
flOl^.L.C. Office Of Nuclear Malarial Safety 8 Safeguards, Director. BANGART.R.L 
Region 4. Ofc ol (he Di'reclor. fSpp. 44066:337-44066:349. 

BTWIOOET Forwards Inap Rept 40-8027/87.12 on S71ii6-20.No violations or devi- 
atone noted. 

TOMER.W.L Rwlon 4. Ofc of the Direclor. 87/12/24, STAUTER.J.C Sequoyah Fuels 
Corp. (subs, of Kerr-McGee Nuclear Corp.). 2pp. 45920:133 43920:138. 

<0-8027/87-12 on 87li16-20.No violations or devlallone 
noted.MaJor areas ln8pecled:operalor tralnlng/relralnlng malnt/surveillance 
'«view & allegation re unsafe or improper practice 

Rei^on 4, Olc ot the (Srecioi. 67/12/24. ipp. 

v: 1 o 5*439 2D: 1 36. 

8801070141 Confirms response to ER Qoltra 871222 request that Kerr-McQee discon- 
Itnue accWenl-apecific testing o( lacilily workers exposed In 660104 accldenl.Workere 


S*P25^ during incideni should be monitored for pulmonarv & renal Inlurv 
SWfFT,J^ Fijel Cycle Safety Branch. 87/12/29. STAUTER.J.C. Seq 


C^. (subs, of Kerr-McGee Nuclear Corp.). 2pp, 43950.001-43960 003. 


Sequoyah Fuels 



DOCKETED ITEMS 3 


6801190333 Responds (o B71201 lit re consiituonl Norwood 0711 16 request that lodor* 
el agencies pul immediate stop to i.ccnsee turning radwasto Into totli'i7or In Slate ol 
OK. No basis exists lor rescind no NRC approval of licensee Icriiiiiei proqram. 
STEllO.V. OIc of the ExecuSvo Oiredor for Oporatfons. 68/01/05 GRAMM.P. 
Senate. 3pp. 4<]0S5:tO4-4<lO55:l1 1. 

—8801190343 Forwards conslltuenl TO Norwood 871116 request lor lodorat agor'ces to 
stop licensee from turning radwaste into lortH'ror.lor roply. 

GRAMM, P. Senate. 67/12/01. NRC • No Detailed Affi'iation Given 6pp. 44065:107- 
44055;f1f. 

8601130293 Confirms 880112 meeting & lour to lamillarjjo NMSS mol w/ tacJitjr oper- 
ation & discuss 870901 order to show causo.por 880104 telconPropoaod agenda 
oncl. 

BANQART.R.L Roglon 4, Otc ol the Director. 86/01/07. STAUTER.JC. Soquoyah 
Fuels Corp (subs, of Kerr-McCoo Nuclear Corp ). 2pp 44039.347-44039348. 

8601190190 Partial rosponso lo FOIA request lor documents re lod'ity. Forwards AppB 
documents. App A & 6 documents available in POR 

QRIMSLEY.O.H. Division ol Rules & Records (Post 870413). 68/01/13. DEER IN 
WATER Nativo Americans (or a Clean Environmoni. 4pp. 44055:322-44055352. 

-6801190213 Forwards esseasmeni of NRC lopl, "Grounclwaler Raviowfor Soquoyah 
Fuels Faclllly." per Amend 15 lo License SUB-IOtO. Currant mon.toting program 
proper. Amend to NRC program unneceasary.Figure i re ralfinato lottfiior program 
oncl. 

STAUTER.J C. Soquoyah Fuels Corp. (subs, ol KwMcQoo Nuclear Corp). 87/11/23. 
ROUSE, LC. Ollico ol Nuclear Malarial Salety & Safeguords.Oitoctot. 27pp 
4405S;326-44055:352. 

8601280606 Final response to FOIA roquosi App C documents avelab'o m POR 
QRIMSLEY.O.H. Division of Rules & Records (Post 870413). 88/01/26 

OEERiNWATEfl.j Native Amerfcaris tor a Clean Envifonmont. 2pp 44173058 
44173:067. 

8601290232 Requests comments on licensee 87 1 123 reviow of NRC ropt. "Oroundwai- 
or Review lor Sequoyah Puels.Goro.OK Faclllly." 

ROUSE.L.C Fuel Cycle Sateiy Branch. 86/01/26. OANGART.R.L Region 4. OIc ol 
the Oiroctor. tp. 44176;OOI-44f?6:OOI. 


DOCKET 40 0084 EXXON MINERALS CO., USA, HOUSTON, TX 

8801070373 Submits ropt ol groundwater resio/aiion progress 5 radioioflical 
surveillanco.Attachmonl 1 shows layout of won field 6 Atiacnmenis il-lV contain Aug- 
Sent 1987 excursion results. 

RANQE.O.M. Exxon Corp 87/t0/28. HAWK1N9.E.F Uranium Recevery Field Olc. R4. 
2€pp. 43B62;314'43Q52'940. 

8801880303 Oiscussss review ol licensee ihird quarterly rapt lor 1887 re g/cundweier 
resiorsiion & environ sampling at sxpanqed R&O in situ loach, per Llconso Condition 
16 ol License SUA.1064 All conditions mot.No licensing action necessary. 

OL8EN.T.T,, HAWKIN8.E.F. Uranium Hecovorv Field Ofo, R4, 87/11/25. Uranium Re- 
covery Field Ole, R4. Ip. 43830;330-43930:330. 


DOCKET 40'e0e4 RIO ALOOM CORP., MOAB, UT 

6801070421 Advises ihel end dally msp sheet emended to dariiy irequency met pond 
level measuromonis are to bo laKeaper 670820 eubmiUal 6 871113 ieicon weier 
level measure daily when pond receiving laiiinn 

PATTISON.RS. RIO Aigpm Corp. 87/11/17. PSnENQlLL.H.J. Usentum nscoveiy 
Field OIc. 1^4 2pp. 43962:31 1.43052:312. 


DOCKET 40-8482 BEAR CREEK URANIUM CO., CASPER, WY 

8801110146 Forwards Amend 16 to License SUA-13tO.Amond reissued to clarify contu- 
sion over listed correct attachments. 

HAWKINS, E.F. Uranium Recovery Field OIc. F4. 67/10/00. Oenr Creek Uranium Co 
Ip. 43978:307-43978:339. 

-8601110167 Corrected Amend 16 lo License SUA-1310 (or Sear Crook U Co. dartfy- 
Ing allachmenis ref In License Condilions 18,22,27,43 & 47. 

SMITH.n.D. Region 4. Ofo of the Director. 67/10/06. 23pp. 43078.300 43970.339. 


DOCKET 40-8602 MALAPAI RESOURCES CO., PHOENIX, AZ 

8801070292 Page 2 of discharge monitoring repl (or Jul-Sopl 1687. W/871028 lira. 
WICHERS.O.L. Malapal Resources Co. ^7/09/30. WAQNER.J. Wyoming, State of 
3pp. 43953:130-43953:132. 

8801080081 Acic receipt o( 870928 response lo NRC 670909 cortfirmatoty aciton Hr rc 
radiological impact of pipeline break. Response acceptab1e.No environ Impact caused 
as result of pipeline failure. 

HAWKINS.EF. Uranium Recovery Reid OIc, R4. 87/10/06. WICHER8.D. Ma'apai Ro- 
sources Co. Ip. 43967:146-43967:146 

8801110062 Advises that staff concerns Identified In 671002 ftr found satlsfactoriy an- 
swered per licensee 871019 response. Licensee cleared to begin restoration (osl of 
617 well patterns per 870901 proposal & as revised per 871019 llr. 

MCXDNEY.Q. Wyoming, State of. 87/11/05. WICHERS.O. Malapal Resources Ca 6pp. 
43977;034.43977:038. 

8801070136 Forwards Amend 6 to License SUA.1341,deleling Condition 27 & revising 
CondlUons 14,26 & 26.Aqulfsr lest submittal adequately demonstrates hydraullo char- 
acteristics at site. 

SMITH, R.D. Uranium Recovery Field Ofo, R4. 67/11/18. WICHERS,0. Melepal Re- 
sources Co. 2pp. 43949.337-43940:360. 

-6801070142 Recommends that Condition 27 be deleted & that Conditions 14^6 & 29 
be revised per licensee 871001 request for amends re baseline water quality « aquHor 
last & air sampling requirements. 

KONWINSKLQ.R., HAWKINS, E.F. Uranium Recover Field Ofo, R4. 67/11/16. Urenf- 
um Recovery Field Ofo, R4. 4pp. 43949;339-43949:342. 


-6B01070147 AmomI 6 to Licon&e SUA-1341 (or Ma'epal Resources Co, deleting Con- 
diUen 27 & revising Conditons t4,2S & 26 re rosults of elfluoni & environ momioilng 
& basolina water que'ity data 

SMITH.n.D. Uranium Rocovory Fiald Ofc, 04. 87/11/18. 9pp. 43049343 43940 360. 

8601060464 Doterm nos that licensee request to withhold 370901 submittal from pubi c 
disclosure Is in keaping w/tOCFR2. 790(4). 

KONWINSKI.Q fl.. HAWKINS, EF. Uran um Recovery FiokJ OIc, R4. 87/11/23. Urani- 
un ftecoveiY Field Olc. n4. ip. '13930.314-43930:314 

8801110026 Forwards "Repl ot Confirmation ol Upper Conirel Limits Exceedance Mom 
tor WoH DM-20,Rroclucilom LJnIt 3,lrlgaray Mine,' documenting analyical results from 
well & corrsciiva actions taken & proposed.por License Condition 26 
WICHERS.O.L. Malapal Resources Co. 87/11/26. KONWINSKI.Q R. Uranium Recov- 
ery Field Olc. R4 Ip 43960:341-43968 346 

-8601110036 "Repl ol Conllimalion of Upper Control Limiis Exceedance Monitor Well 
OM-20.Production Un.l S.lrigaray Mine." 

WICHERS.OL. Ma'apai Resources Co 87/11/27. 4pp. 43g60:342-43g68:345. 

8001070310 Oiscusnos 071203 Islcon re surface d.scharge ol solutions from trunkkne 
clean no Uconsaa will use poloblo wotor from plant water well to flush irunkl ne 
WICITERS.D.L. Malapal Resources Co. 67/12/03. WAQNER.J. Wyoming. Slate of. 
4pp. 43945:350-43945:362. 

8801070339 Concurs w/liconsee conclusions re excursion status ol Well 0M-20,por 
871 125 lir.Recommsni/s pumping & monitoring losi lollowtng racomp/ofton of weif lo 
confirm corrective act'on. 

HAWKINS.E.F. Uranium Recovery Field Olc. R4. 67/12/1 1. WICHERS.O. Malapal Re- 
sources Co Ip. 43952 224-43052 224 


DOCKET 40-6664 MINERALS EXPLORATION CO., LOS ANQELES, CA 

8601060086 Forwards annual revised bond estimate for Llconso SUA.t350, per License 
Cond'Hon 42 Renewal of sell bond eppllcaton will bo subm'tted to State of WY Dept 
ol Environ Duality. 

HttL.EZ Mlnera's Exploration Co. {subs, ol Unton OH Co. of CaWomla). 87/10/27. 
SMITH.R.D Uran.um Recovery Field Olc, R4. 6pp. 43087.107 43967:192. 

8601130359 lAvilos NRC pshicIpaHon In discussions w/EPA re licensee efforts lo 
comply w/EPA laguiailon 40CFR6t. 260-61. 262 limiLng radon gas emissions from U 
laiHngs lacJtkos Proposed Doc 1 907 mooting goels d scussed.Retatod into oncl. 
HILL,CX Minerals Explorahon Co. (subs, of Union Oil Co. of CaHomlaj. 87/11/08. 
PETTENOlLL.H. Uranium Recovery Field Ofo, n4. 26pp. 44006:121-44000:140. 


DOCKET 40-6661 UMETCO MINERALS CORP., GRAND JUNCTION, CO 

8801070401 Forwards annual evafusuon of isllIngB mgt aye al While Mssa Mill.Tallings 
conwnmeni facility considoied sliucluiaiiy siet^o 6 performing as designed per oval- 
uel-ons ol goolochn csi design petamoiers, design drawings & const rent. 
HAMRICK.J.S. UMETCO Minerals Corp. (subs. Of Union Caibldo Core.). 87/12/02. 
PETTENOILL.H J. Uranium Recovery Field Olc. R4. 4pp. 43652:276-43952:276. 


DOCKET 40-8884 MALAPAI RESOURCES CO., CASPER, WY 

8661130071 Notilies lhai redemeiion surety rnochenism lor Willow Creek Llr ol Crodll 
SO 9770 due to expire on 680210 No revs Or decreases to surety anticipated when llr 
fonowed. 

WlCHERS.DL. Malapal Resources Co. 87/tl/01. ORACE.S.R. Uranium Rocovory 
FlO-MOIc. R4. lp.44608;2B6-4<1008:285. 

9601060446 Discusses review ol I censoe Third Quarter 1097 operations repl for Willow 
Creek RSD prpfpcl.pcv 87)030 submltlal In accordance iv/Lfcer)seCDmtdipr)24App)|. 
cebio dele wlih'n limits. 

GRACE.Sfl., HAWKINS.E.F, Uranium Recovery Field Olc. H4. 87/11/30. Uronlgm 
Recovery Field Ofc, R4 3pp. 43930:310-43930:312. 

9901070426 Forwards supplemental Into re Willow Croek R&D aquifer restoration 
restrfrsccnsisfirtg of SepI 8. Oct 1087 sempfa resuils from rastorabon wells i updated 
Table 3 to repl submllled on 871029. 

WtCHERS.O.L. Malapal Resources Co. 87/12/04. GRACE.S.R. Uranium Rocovory 
Flew Ofo. R4. 6pp. 43963:116-43653:123. 

9901070247 Forwards eddl Info ro Malapal Resources Co Willow Creek R&D aquilot 
rosloratfon resulls.conslslfnn of Sept & Oct 1997 sample results from resioialion woHs 
S updated Table 3 from 97(026 repl. 

WICHERS.D.L. Malapal Resources Co. 67/12/07. MOONEY, 0. Wyoming, State of. 
6pp. 43D45;3&1-43045:365. 


DOCKET 40-9699 PLATEAU RESOURCES, LTO., GRAND JUNCTION, CO 

6801070407 Advises that amount of present surely moro than eufficleni to cover cost ol 
tiocontamlnailon.docomm'ssing & long-term survelllence.per 871109 ineetlng.Agto08 
to submit finsl reclamation plan lor lellmg area by 680200. 

FISkffiR.B.O. Plateau Resources. Lid. 67/1 r/f7. PENnfNGILL.H. Uranium Recovory 
FI^Ot0.R4. ip. 43952:313-49952:313. 

6801090429 Recommends Issuance ol Amend 4 to License SUA-137t.re'ds)ng License 
CondlUon 33 ro background lovels for Indicator parameters, per 660927 & 670128 
requests. Sufffcloni monlloring dais (or background & compliance wails provldad. 
KONWINSKI.O.R. Uranium Recovory Field Ofo, R4. 07/11/20. Uranium Recovery 
ReWOfe, R4. Spp. 43926.356-43928:360. 

6801070163 Notifies ot Issuance of Amend 4 lo License SUA-I37t, revising License 
CondiUon 33 lo Incorporate bacl^round levele & appropriate threshold limits. 

SMITH.n D. Uranium Recovery Field Ofo, R4. 87/ 1 1 /20, Plateau Resources. Ltd. Spp. 
43954:041-43954:066. 

-6801070167 Amend 4 to License 8UA-1371 lor Plateau Resources Ltd. Incorporakng 
background levels & appropriate threshold limits. 

^ITH.R.D. Uranium Recovery Field Ofo, R4. 67/11/20. 9pp. 43954:049-439&4;0ee. 
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WiiOWiU anW to uc«tte SUA I3n as 

K~<era 3 CO 870916 £ncl wnend re«ssce«3 «s Amend * to correcl NRC wrof-W/o 

PCrreNGit-HJ Urawn Reccrreff BeW Otc, Rt eT/ttrtS HOU.OWAY.CJ- Li- 
ceoM Pee Marj^eneot Bfanch ip. aJWO-JSS-asaso 304. 

e iMi nv mi For»irJi faasua o< 670908 A-rwod 3 ta License SUA-I37ljn lespoRso 
to 8 7 " 09 hr OwAl iMue tW i»t incfcido updaied ficense d^rneniErtoi cesin^ in 

■vjvrdci cf iuWOQi^t on 8?09iS8S Second 

P£T7EMj tl H J U^#unR^crv€^y 0‘C. R4 67/11/^. THAMMJ. Plateau flo- 
KHjriTM.UW. ip *390028«-43930iM 

-M010W496 Amend 3 lo license SUA-1371 for Plateau ResouiceaLtd. autbonnng 
yJfrfR^^Urlwiri^eccn^ FieSd O':, pt 87/09/08. 9pp 43930.207-43930304. 


DOCKET 40.6J14 CLEYELAHO-CUfFS IROK CO, CLEVELAND. OH 


M0l07047t Forwards c<yecied groumJwaier anaVvs fept Iw 070908 staW-ty sa<npics 
coHecwd hom Well FieW 0. .. » 

LOC'OERSACF.T f OeveiartJ-Ctf's Iron Co. 87/t1/IB HAV/KISS.EF Uramuin He- 
covery Field Cc. fi4 CLAflKifi.K. Wyoming. Slate O', apg 4395230M3952304 

I80i070024 Ajvtses irei License SUA-13b2 anentled try leA&os ixer.so Con((<.Ana 
2659 & 30 to delete requremerts tor ratSolo^cai mooftorng 0 quar.eny report <*9 of 

4rte ictrrties per 871026 reouesl ^ ^ 

SUITHRO Lftarwjm Recovery F^M Ole, R4 67/11/27. LOOC)eRaACK,T.E. Ctevo- 
land-C^ Iron Co 2pp 43944 1 61-43944 t64. 


-460(070032 Recomnerds Llai Licensa SUA t3S? be revsed by doiccng License 
Cordtems 2629 & 30 re ouanerty laportrio leQMemenVM t«cenaoe87t026(«Quest 
nONWlhSKIGR. HAWK'NS EF. Uranaim Reorrery Tield Ofc. R4 87/11/27. LYoni- 
un Recorery r«ld Cc. R4 2pp 43944 163-43944 164 

4401130462 Otscussea plans b Coihns Otaw Protect process equipmefn & 

r^aSs u 8SG Unra C^ for NRC conctinerica 

IOUOER8ACK.T E CieveianFCiiffs hon Co 87/12/04 SMiTH.R.O UranRiffl Recov- 
ery FiM Otc. R4. 2pp 44009 (66-44009 (89 


DOCKET 40-6766 KERR.UCOEE NUCLEAR CORP, OKUHOMA CITY, OK 


6601060066 Fonvards AIAFIA aidit lor May-Oet 1967 conducted by SC Munson on 
871 104 per Corxition 26 o< Ucensa SUA-liO?. 

UUNSOHSC Soquoyan Fu«s Corp (subs oi xen-McOee Huetear Coip.) 07/11/13. 
SaiiIW fl 0. U'amuin Roeovsry r>M Olc. fl4 7pp. 43967;i60-439$7:l86. 

•60(070061 Fontrards dral finding of no sigoriicani impacf re renewal ol lic«nse SUA- 
i347.tQr put)6c43on n FR Conr^ts requested wiCui 30darso(puMc40ors 
HAWKINS.EF Ipanwri flecurtry Bohj Ofc. fl4 87/u/i8 MEYERXI Rules 6 Pro- 
cedues eranCA ip 43943.296-43943290 

-6601070071 Oran ArnSno Of n<> siom/icarl mpaci >« renewal el ucecse SUA-1397 lor 
epertoon 01 0-Sanq Rjg in Snu Leecn Proieei 

HAAX-NS.EF Uransun Recovery 0‘C, fl4. 67/ii/i9 2pp, 43943289- 


4601071)31 J fomrards East West 0 Nortfi-Soutn cross-secuons lor O-Sand weireklper 
/•MiLW/oond 

Coip (subs el Kerr McOee Nueiea/ Corp) 07/ii/ 
i9.X)HNSON, 9 wyorresg.St8teol Ip 43962341-43952 341 

Oscussei review el &c4nsee Third Ouarter 1987 enveon monitoniM repi 
•or Q-Send/O-Send per 871106 subnsttaJ »i accordance w/Ucen$e Condluon S2/l 
data wichai app4cabie trryts 


DOCKET 400760 UftAHERl USA. INC.. CASPER. WT 

•nhiia' »«P ContAicied by LOO Ostrict IN on 870909 w/ss- 

Mttnc%Ol K MCril 

*JW KARrWAN.G Uraiier7USA.lnc.3pp. 


OOCKH 100766 MUNIUM RESOURCES. INC., RICHARDSON, TX 


DOCKET <O0ea« FERRET EXPLORATION CO. OF NEBRASKA. INC.. CRAWFORD. 
NE 


8601670061 Forrrfttds TWtd Quarter I0Q7 topi lor Oow Quito PfOl0Cl.W/o oncl. 
COLLINOSSP. Ferrot Exploration Company ol Nebraska. Inc. 07/11/04 
GONZALES.R LTranlum Recovery Field Ofc, na. ip. 43044:017-43944.017. 


8B01070112 Informs ol Issiranco ol Amend 18 to Liconso SUA-l44l.iovl8lng Ccndil'on; 
10,36 fi 41 to perm! use of Teiradox irack oich cups (or moasurlng radon at (our al 
moniionno slatlons 

Uranium Recovoiy FloW Otc, R4. 67/11/27. Fonoi fcxploiation Compan 
pi Nebraska, Inc. 3pp. 43954.022-43954 040. 


-890107Q12S Amartil 18 lo Uconso SUA-1441 lor Forrol Exploralion Co c 
Nebraska, inc.permttng use ol Tenadox (rack otch cups lor measuring radon al foi 
airmanitonna slaiions. 

SMITH, H.D. Uranium Recovery Field Ofc, R4. 07/11 /27. Opp 43954:025-43954:035 


-681)1070137 RocommendS rov ol License Cond.lions 10,36 & 41 lo aulhoiUo use c 
Tanadax (rack etch cups in leu of bag collodion redon countinn eya. 

GC^lZALf.SRO Uranium Recovoiy Field Olc, 04. 67/11/27. Ijtonlum Recovery Flel 
Olc. R4. 3pp 43954-036-43954:040. 


DOCKET 40-8902 ANACONDA MINERALS CO., GRANTS, NM 


8601070229 Forwards responses to malorlty ol romelninQ NRC goolochnlcal & hydroK 
gy corr.menis on Bluawdler Mill Roclamaiion Plan. Rosponaos Includo lochnici 
i^s.includuio "Characlerlraiion of Borrow Soil al O-'uowalor U M:ll Siio." 
BERCSTROM.P.D. Anaconda Co. (dv. ol Atlanilc Riclillold Co.). 87/fl/l< 
PFnE);0lLL,H J. Uranium Recovery Field Ofc, R4. 3pp. 43941.0l2-43e'il.20l. 

-8801070246 "Cnaractonzallon ol Borrow Soli al Bluewalor U M.ll Situ." 

• Roaote A Aswciaies engineering Coip. RAE-e721-l. 87/00/02. IMpp 43941.011 
43941:129 


-860I07D260 "Evaluation dl Erosion Potonllal In Swalos of Proposed Tel.ngs Pon 
Redamstion Swiace for Anaconda Minerals Co " 

' Dames&Moore 87/10/23. 67pp. 43641:130-43941:106 

-8601079268 "Riprap Scurca idsnliLcsilon & Evaluoilons.Biiiowaier Tailngs Faciiilx 
RecJamation.Granls.NM lof Anaconda Minerals Co " 

• Dames 4 Moots 87/09/23. 81pp. 43941:107-43941:210. 


-68D1979260 "Evsiuat'on of Erosion Poionilal Bolwoen Tai'ings inboundmoni & Evapi 
rayon Pends Under PMF Ccndiiions lor Anaconda Mmorais Co." W/one oversli 
^eie enci 

' Dames & Moore 67/10/23, 73pp. 43941;210-4304lr20t, 


6801700053 Forwards Saloly ln$p Repi 40 0602/07-01 on 0711 17-10. No noncomp 
ante neiaoConecWa acucm lakan la oiohi program erlomonl wooknosaoa in radiavc 
saiaty obsarved dunng ln$p on 660707- 11 also roviawod. 

PSTt£K0iLl,Hj. Uranium Receveiy Field Olc, R4. B7/12/11. BEnGSTnOM.P. A 
Jiintic RichreW Co. (ARCO). 2pp 44052:244.44052;250, 


-8801700062 Insp Rapt 40 8902/87 01 on e7in7-lO.No vioiailons nolod. Ma|or aroi 
inspoct»d.U miiing cpaiaiiona & radiaiipn ealoly program Including mgl offlaniiallon 
cbnitois/ miationa reviaw’.oporaior iraining & retraining & malnl. 

HEYER,BS, ftOSE.H.O, PETTENfiiLL.H.J Uranium Rocovory Flolfl Ofc, Rd. 87/15 
lO. iipp 44052:246-44062:256. ^ 


DOCKET 4^8903 HOMESTAKE MINING CO-, GRANTS, NM 


68PJJ30273 Forwards gamma radiation contour maps generated from gemma survr 
p^omad during June 19B7. Revised map or auccessivo maps will bo provided ' 
NRC icon devetopment w/o and 

Homeslake Mining Co. B7/f 1/02. PET (ENGILL.H.J. Uranium Reco 
ery Fle'd Ofc, R4. (p, 44000:122-44000:122. 


9801070301 fi^atds repi on progress ol const ol tailings Impound at HomesU 
Mm-ng Co m.ir for period 070928-1 125,per request Ptolilos lor each of 0 cross-s 
Bons Surveyed on 8711 14 also end 

Co. 87/12/07. R6YNOLOS.S.E. New Mew- 

State of. 6pp. 43962.342.43952:347. 


660(060024 S^AmAs p4afi lor ab an donmeni 0 decommissKviina of Mrwih ^laiu 

ttpAcabotv IM lor pendhg amend la ksma lor North Plane 


DOCKET 604620 AMAX ENViflOMIIENTAL SERYICES. INC, GOLDEN CO 

87/11/25. HERHINGrOWJS. Energy. Dept ot. 

DOE » assume trtNi « cwt«5yol s 


teg oneyolA WAX low level wtsieL, 

g^Of' Energy. OapL ol. 87/l?/23. KEPPL£fU». AMAX. Inc. 2pp. *389 


DOCKET 404804 BP AMERICA, 1NC./L-BAR URANIUM FACILITY, SALT LAKE 

8601130249 Subniits proposed revs tor Conditions I A 2 ot ElO 870917 Hr to Kenner 
' y fenewa' of DP-i60.Ceboi.'eia hearing request will 

wiwawn if agreement on revs reached 

4<MAlS<TO4J2r’"“*' MORQAN.T. New Mexico, Slate of. 3 

'**®‘ CeboKeta Land Grant Soard & Southwest Research 0 I 
fw 1 yf%’S)d request tor public hearing on renewal ol Oischargo Plan DP- 

44W4J2ffi4W4?20*’"'''’ PRUEH.J. Now Mexico. Stale ol. 


fT*illBile.Pflf agreemenl w/C 

?p!43&67:14?43007^U4''®^ ROMERO.E. Cebollola. Nl 


ww Conditions 27 A 20 be withdrawn from Amend 3 ic 
cwM SUA-1472 re organizauonai structure & time deadlines or hearing per 10C 

ffiM4®M9'o7!w“7'^^- Uranium Recovery Field - 


DOCKETED ITEMS 


5 


B801070526 Confirms that licensee would be prepared lo accopc Conditbon 37 of Li- 
cense SUA-1472 In lisled modified form, per 871006 Ur lo O Smith & 671014 tolcon re 
mgl oversile & conirol of sue roclametion activitfos 

ANDREWS, R.K. KenneCOtl Coip. 87/10/15. PETTENGILL.H.J. Uranium Rocovery 
Field OfC, R4, 1 p. 43949.332-43949.332. 

6801110102 Forwards "L-Bar Radiological Survey Plan Windblown Tellings Delineation 
& Soil RA-226/Alr Qamma Correlation." for further gamma survoy.Plari applios lo dafi- 
nllion of extent of windblown mail only.Reviow requested. 

GRISAK.G E. INTERA Technologies, Inc. OT/1 1/04. GRACE.S. Renlon 4. Ole ol the 
Direclor. Ip. 43974:313.43974:324. 

-86011I010S "L-Bar Radiological Survey Plan Windblown Tailings Deliru>ation & Soil 
RA-226/AI( Gamma Correlation." W/2 oversizo drawings. 

• INTERA Technologies, Ino. 87/11/04. I2pp. 43974r314-43074:334 

8801070378 AcK receipt of B7I106 submillal detailing approach lor conlrtued gtourtd- 
water invesllgalions al L Bar mill site. Flexibility shou’d bo mainialnod n locaHng now 
wells so newly acquired borehole info can be used for decisions. 

HAWKINS,E.F. Uranium Recovery Field Ole, R4. 67/11/27. GRISAK.G E. INTERA 
Technologies, Inc. 2pp. 43966:3t7-43966’3ia. 

6801200127 Forwards Safely Insp Rept 40 e904/07-0l on B71109-IO & noiiee ol 
vIolailon.CorrectIve action taken re seven program o'emonl woahnosaes in tadiallon 
saf^ idenlifled during Insp on 860707>t 1 also tovlowed. 

PETTENQILL.H J Uranium Recovery Field Ole, R4 67/12/18 LACRAFF.M.B BP 
America. Inc. 2pp. 44058:3f3-440S6:332. 

-8801200130 Notice ol violation from Insp on 871 109 10 Violations noted; ficottseo 
felled to produce written procodurea for environ moniloring & Insirumoni calibi A to- 

? ulred repi not submlRed to NRC within 60 days efter 670701. 

ETTENQIIL.H J. Uranium Recovery Field Ofc, fl4. 87/12/15. 3pp 44056.314- 
44058:316. 

-8801200137 Insp Rept 40-6904/87-01 on 671109-10. Six violations noted Irt ihreo 
areas-Major areas lnspecled:U milling operations A radiation safety program itKiuckno 
mg( oroenlredon A conlrole/qperafions rovlew A aperafor Iralning i rotrelnng 
ROSE.H D., HEYER.R.S., PETTENGILL.H J Uranium Recovery Field Olc. ft4- 87/12/ 
14. 16pp. 440S8:at7-44058;332. 


DOCKET 40-8906 KERRWMCOCE CORP./OUIVfRA MINING CO.. OKLAHOMA CITY. 
OK 


8801110001 Forwards corrected Pages S.28 A 321 Id "Oporatlon.Health 
Phyalea.ErwIron A Emergency Response Programs," locorpoiailnu agtoocl 
chenaee.per 870820 meeiing. 

CLEvELANO.J.E. Quivira Mining CO- 67/08/86. GARCIA, P. Uronium Recovery Field 
0(0, R4. tp. 43674.325-43974;347. 

-8801110003 Rav 0 lo Pages 2.26 A 3.21 to "Operolions.Hoailh Physics, Environ A 
Emsrgency Reeponae Progrsrns." 

' Qulvirs Mining Co. 87/08/01. 21pp. 43g74:326-43874:347. 

8801130368 Forwards.for approvai.revised radon atlenustion cover cetculaifon lot Am- 
brosia Lake faclliiy.Revlsed calculations include ad|usiment (or long-term moisture 
confeni A reauiia in rei^crion of radon atfenuailon cover mail 
STAUTER.J.C. Oulvira Mining Co. 67/10/07. QARClA.P. Uranium Recovery Field Olc. 
n4. 60pp. 44006:191-44008:240. 

8601130192 Advises tltai A Qebeau aulhorlred to sign A submit nil info required by 
NPOES Permit Number NM 0020532,ettflc{fv<e w/Oc< i687 ropoctfng requremonia. 
STAUTER,J.C. Qutvlra Mining Co. 67/10/29. KNUDSON.M.O. Envtronmonlal Protec- 
tion Agency. 2pp. 44009:072-44009.073. 


DOCKET 40-6906 SOKUM RESOURCES CORP., AL6UOUEROUE, NM 

6601190265 Forwards Haled documents addressing extensions ol Stale of NM radioac- 
tive metis license. Extensions believed to alfect 680731 oxpiratlon dale.lnfo re NRC 
license renewal criteria requesled. 

MCCORKLE.K E. Bofium Resources Corp. 67/tO/28. PETTENQILL.I1.U. Uranium Re- 
covery Field Ofo, R4. 6pp. 44005:269-44d05:296. 


DOCKET 40-6007 UNITED NUCLEAR CORP., SANTA FE, NM 

8801110008 Forwards Stats of NM,envlron Improvemerl dlv.commenls on re^dow sHe 
reolamsllon plan as submitted by Canonie EnvIron.Oroundwaier iseuos consiHulo 
malor concerns. 

MCTZQER-KEELE New Mexico, Stale ol. 87/11/04. PETTENGILL.H. Uranium Recov- 
ery Reid Olc, R4. 10pp. 43974:352-43874:360. 

8801080487 Requesis response to artel detailed comments based on inKial review ol 
geolechnioal portion ol Church Rock Mill reclamation plan submitted on 87060i.Re- 
sponses requesled by 660106. 

HAWKlNS.i.F. Uranium Recovery Field Ofo. R4. 87/11/23. VEUSOUEZ.d. Uniied 
Nuclear Corp. (subs, of UNO Resources. Ino.]. 3pp. 43930:316-43930:317. 

8801140350 Forwards Radiation Safety Insp Rept 40-6907/67-01 on 671203-04 A 
noUce of vIolation.Concem expressed that ccKreoilve actions (or some violations noted 
In 680818-20 Insp not implornented. 

PETTENQILL,H.J. Uranium Recovery Field Olc, R4. 88/01 /OS. VELASOUEZ.m UNC 
Nuclear Industries. 2pp. 44042:304-44042:320. 

-8601140361 Nollcs of violation from Insp on e71203 04.Violatlone noled:(ailuro ot I- 
cansee to develop wrftfen procedures for control of blowing tailings A failure lo per- 
form documented weekly insps of laiiings area. 

PETTENQILL.H.J. Uranium Recovery Field Ofo. R4. 88/01/05. 2pp. 44042:306. 
44042:307. 

-6801140970 Insp Rapt 40-6907/67-61 on 671203-04.Vfolalions noled.MaJor areas 
InspeoiMioperattons A radiation safety program. Including organizaUon.mgi A 
training, Internal exposure control A external exposure A contamination control. 
SHOPENN.N.M., GARCIA.P.J., PETTENQILL>I.J. Uranium Recovery Field Ofo. R4. 
68/01/05. 13pp. 44042:30^042:320. 


DOCKET 40-6911 MOBIL ALTERNATIVE ENERGY. INC.. BOULDER, CO 

8801160238 ^plicaLon for amond to License SUA-i479,reflociing change Iri name to 
"Moble Oil Corp " Fee paid. 

CULLENJ.F. Mobil Coal Producing, Inc. 67/11/19. HAWKINS.E L'ranum rtocovory 
FlaklOIC.RH Iff. 44O3S:O20-44O33O29. 

8801060535 iBSuoe Amond 2 to License SUA-t479.tevi$lng License Condition 1 to au- 
ttionzs ctMoraia name change. per 871 1 ig request. 

SMiTH.fl.u. Uranium Recovery Fiold Ofc, n4. 87/12/04. Mobil Oil Coip- {subs of 
Mow Corp.). ip. 4963O:334-13©3O.S30 

-8601060640 Amend 2 10 License SUA-1476 (or Mobil Oil Corp.authorirlng use 6 pes- 
eess'on el all natural rad oisotopos encounlered m In situ soludon minhg of natural U. 
SMITHED. Uranium Rocowory Fiold Olc. R4. 87/12/04. 4pp 43930.335-43930.336. 

-8801060S44 Recommends Issuance ol Amend 1 lo License SUA-I479.revlslr>g U- 
cense Condition 1 lo change corporals name.por 87l 1 19 request. 

OLSEM.T.T.. HAWKINS, E.P. Uranium Recovery Field Ofc, R4. 07/12/03. Uranium Re- 
covery Field Olc, R4. tp. 43930;339-43930:339. 


DOCKET 40-6913 UNITED NUCLEAR CORP., OALLUP, NM 

8601130132 Lists proposed mods lo 670610 draft License SUA.t481 lor Ambrosia Leko 
ion oxchaiMa & exnorfmoniel heap loach foclHly. 

VELASOuE^Z.J R Uniiad Nuclear Corp. (subs, of UN'C Rosobrees. Inc). 67/10/05 
S.MITH.O. Uranium Recovery Fiold Olc, n4. 2pp. 44009.074-44009:075 

6601070426 Forwards upgraded License SUA-14ai for United Nuclear Corp Ambrosia 
lake ion exchar^o & oxperimenlal heap loach lacllilies License SUA-MBt will be ter- 
mmaied upon DOE assumption of rospons.b.My lor byproduct malls. 

SMlTH.ft.O. Uranium Rocovery Field Olc. R4. 87/12/02. ARTHUR.W.J. Energy, Dept, 
ol- 1P- 4D6G4 006-43054 021. 

-6601070438 License SUA-1431 for Uniied Nuclear Corp.aulhorizing possession ol by- 
product mail ai ion exchange 6 oxporimental heap leach U recovery (ac.lities 
SMiTH.RO. Uianiuny Recovery Fiold Ofc, R4. 87/12/02, 4pp. 43954:007-43B54;021. 

6001070501 Forwards upgraded License SUA-I4&1 lor Ambrosia Lake lacfiiiy.replacfng 
Licensa SUA-iOOZ-NRCTwiK (ermlnaio licenso upon DOE assumption ol lu'l rosponsh 
txiiiy lot byproduct rnails W/o end. 

SMITH.R.O. Uienium Recovery Field Ofc. n4. 87/12/02. VELASQUEZ, J. Un.ied Nu- 
clear Coip. (subs. Ol UNC Rosources. Ine.}. ip. 43945'264-43945 264. 


DOCKET 40-6914 EMERQY. DEPT. OF, 8CDVILLE, ID 

6601190070 Submits plan to address sHegod residual radloacilvo msii remaining el 
Johnny M.in leepohse lo 070612 requoet. Bchomaii work pisn A decision tree end 
KELIEY.C.O. Hocia Mining Co. 87/08/26. PETTENGILL.H J. Uranium Recovery Field 
0lc,R4 3pp 44008:292-^009:294. 


DOCKET 40-6943 FERRET EXPLORATION CO. OF NEBRASKA, DENVER, CO 

6601660470 Ack lecoipl ol 871007 iiconso application Suliicient detail exists lo begrt 
NRC iicansing process re applicetlon.Ragion will panicipale in preparation of environ 
& safety documorris 

HAWKINS.E F. Regicv) 4, D.'c of the Dfrecior. 67/J2/I i. Ferrw Expioral'ort Company 
of Nebraska, inc. ip. 4393O:3l9-43630:3l9. 


DOMESTIC LICENSING OF PRODUCTION AND UTILIZATION 
FACILITIES 


DOCKET 50-2 FORD NUCLEAR REACTOR 


F. Security, medical, emergency A fire protection plana 

6601210061 Revised pegea lo amargoncy plan W/680II6 Hr. 

KERR.W MtofWgen, t/nfv. of, Ann ArOor, Ml. 66/06/08. MICHAELS.T.S. Siandardira- 
UonA Non-Power Reactor Pio;act Directorate. I2pp. 44067:001-44087:012. 

M01120302 Forwards Salely Insp RopI 60-002/0 7-04 on 871216-1 e.No violation noted. 
SHAFER.W.O. Region 3, Ofc ol the Director. 68/01/05. KERR.W. Michigan, Univ. ol. 
Amt Arbor. Ml. 2pp 43091:1 12-4398I.I20. 

-6601120317 Insp Rapt 50-002/D7-04 on e712l5-l6.No violations, dofldericlos or devi- 
ations rioted.Ma;or areas inspected: onslle emergancy prepa/odrtess 
prowam.lncluding treinlr^ communications A review of emergancy plan A procedures. 
PA7TERSON.J.R. FOSTER.J.E., SNELL, W. ReglOfl 3. Ofc ol the DtiOQKJt. 68/01/04. 
7pp. 43961:114 43991:120. 

8801290019 Requests assistance In reviewing end mods lo 680116 emergency 
plan-Requesla completion of rovlaw by 660226. 

MICHAELS.T.S. Standardizaffort A Nen-Pewer Reaofor Pro|ecf Oireclofale. 86/01/21. 
MATTHEWS.D.B. Emergervcy Preparedness Branch. 2pp. 44176:198-44176:199. 


O. Inspection reports, IE Bulietina A eorraspondenca 

6801120302 Forwards Safety Inap Rept 60-002/87-()4 on 8712f5-ie.No vloleVon noted 
SHAFER, W.D. Region 3. Ofo of the Director. 89/01/05. KERR.W. Michigan. Untv. of. 
Arm Arbor. Ml. 2pp. 43991:1 12-43991:120. 

-86011209 1 7 Insp Repi 50-002/67-04 on 87t2l6-16.No violations, delicfancles or devi- 
ations noted.Ma|or areas inspected: onslle emergency preparedness 
program, includirig training, communications A review of emergency plan A procedures. 
PATTERSON, J.R. FOSTERJ.E., SNELL.W. Reglort 3. ao ol the CHrector. 80/01/04. 
7pp. 43991:114-43901:120. 



6 DOCKtTtO 


DOCKET 50-3 INDIAN POINT STATION. UNIT 1 


OOCXET 60- ID DRESDEN NUCLEAR POWER STATION, UNIT 1 


r. SAojrty. •in#f9«ftcy A Rft pfol«tlon plain 

Ad^s« cnt NBC findJ ro eaor m reop-enl tesSfnofty ai plan! 
ta tf^oa r a l nsJi & pCaming Aisumpwo L^al doiaYed effloreency reaponse 

MUBIET.T-E 0«ice of Nocieaf Reactor fl^iah^ 

31 BOvv^OME.FH. Oa>;nx}g6A$5oc«leOti«vs. tipp. 44l79328 44t783x. 

-aMMOAODM Inters of possbie errore m aottiof lesamooy at laoirty f‘®Ail/'9 » fj^jn 
1933 S to hrtWgM Bvidenca that enetjency plannmQ /ray be maasir^g rpd-oiogicai 

nsx DOteti b» nic^ev po»r« pianliAssesvnert enc'. . _ 

H. OaX fUjge AssociaieO UnrrS- 6T/07/2a. 
clear Reactw flegufatxxTSrectof (Post 9?CM»11 Wpp *4t7fi339-44l7{l35i 


P. OptnUng IcenM lUpe docvmenU & oorretpondenee 

l#01070J05 Nooficaion 0* 630106 meetno w/Westinghouse &<nef8 Group Operations 
6 Anal^ SutcOTamnaes in gaewadaWO to tkscuu subcommittees mveslrgations m 
ana-VM NoafeGeneiB L»8M2. « ^ ^ . 

TfWblMEiL.CM Project OnectorateV 87/12/30 KNIGHTON.GW Pro|ec» Ouecior. 
aieV 4fC 43913 344-43943347. 


f. Sdcurtly, mefltcat, emetaenoy & Hie piotecTton pfana 


6801210331 PorwaiOa Rev 23 to security plan.AII amend Items will be Implemenled 
■•DMi receol of NRC approval nolification w/ Haled oxcopllona, Including manual log- 
Q^wSneard key access not funciionaI.Rev withheld frel lOCFfl73,21). 
GlPnERflELO.L. Commonwealth Erfison Co. 80/01/14. Document Control Branch 
(Oocrunanl Control Desk). Ip. 44003:247-44093:247. 


J. ifuu/anee 8 Indemnity Information 


8901220590 Forwards Endorsements 6,6,5 & 3 lo NEUA Potlclea N-1,N-2, N-3.N-2B,N- 
30J4-4234-43N-7I N-83N-93.N-I0I & N-iOO & MAELU Policies M-2,M-3,M-29,M. 
^OAt-42.M 43.M•7^,M•e3,W.•93. M-101 & M-108, 

OSTEfU. Commonwealin Edison Co. 66/01/19. D1N1T2,I. Otfree ol Nuclear Reaclor 
ReoiiIsLoa Cirecior (PosI 070411). 24pp. 44247:198-44247:221. 


8801220620 Forwards Endorsements 16,17,26,20.188,103,46.46,102 & 105 lo NELIA 
Pokdes NF-294Ji.f-277.NF 43, NF-263,NF.1 67 & NF-201 ft Endorsements 

1012^0^1 162.167 28.30.85,88.80 & 84 lo MAELU Pollclee MF-128.MF-114,MF. 
22AfF-l04.MF-S4 i MF-84. 

OSTERJ. Commonwealih Edison Co. 88/01/19. DINIT2.I. Office of Nuclear Reactor 
Rsgulaiicn, Ovectof (Post 670411). 49pp. 44247:101'44247:147. 


a Inspection reporu, IE Bulletins A corretponderxe 


l7t2ltf]i3A9 NPC in'o Notice 87-064. ‘ Corwtciion for Fa:s.-f>caiior) ol Security Training 
flecoroa ' Sve kst anci 

ROSS1CE DwiSiOo of Operational Events Asseismeni (Post 870411) 87/12/22 
Cor-aokdated Edscr Co olNew yerk, me. i2Cipp 44153 001-44133 124 


1711110118 NRC lrtl« Notice 67-063. "Plant Operation Seyond A/iaiyzed CondKions " 
Sve Isi enct 

ROSS7CE Owmon of Operational Evenis Assessmeni (Post 870411) 67/I2/2X 
OvwoedaM Edson Co olHee York. tnc120po 4/036 008-44Q36 127 


•717230OU Supp1 1 IP NRC imo Nonce 87-028. "Air Sys Ptoolems al US LWRa." Sve 
i« trci. 

nOSSiCE- OMon of Operatonal Even's Assessment (Posi 870411). 87/(2/28 
Consobdated CiAson Co of New York. Inc I24p() 43995 138-43993:237 


1712290135 NRC Info Nobce 87-088. "inapproprUie Appkcation ol Commercial-Grade 
Convonanti * Sve 1st end. 

ROS5ICE Ovttcn of Operattonel Cvenis Assessment (Post 87f34ti) 87/12/31 
ConsoKlaied Ectson Co of New York. Inc. i2Cw 43995238-43996.018 


1712300011 NRC fnio HMce 87-C«7. "Lessons learried From ReocnaJ insps of U- 
eensee Aceorw in Response to lE 8uiietin 80- 1 1 " Sve isi end. 

ROE&.CE OvwoA Of Qperitorwi Evema AsAeasnient (Post SlOAU) 87f(2/3t 
ConsoMareo CObon Co d New York, Inc I23p0 44008 184-44038288. 

•80(050)94 Supts t to NRC inig Nonce 88-081. "BrcAen External Closure Sprmos on 
Ar«oodAMcin«MSJVt'Svc(Stenci ^ 

ROSSi.CE. Orvtsnn o4 (^leon^ Events Asseasmenl (Post 670411) 58/01/ It 
CcrwMtieO Edion Cb or New York. ine. 123pp 44038041-44038.163. 


DOCKET S0-< eATTELU UCIfORUL INSmVTE RESEARCH REACTOR 


J. Itwnnee A Memnlty Infermetlon 


•801130131 Forwards mexeculad Amend IS Irs indemnity Agreement 8-6 order tertiS- 
^feiy avaAMHon S(«portng order lemsnacng Ucersso R-4 

? Non-Poww Resclot Ptojecl CNeewate 87/12/22. 
liri'ois-, ®*'’*** ***"®"*f fcksotule, Cotunibia Laboraiorres Spp. 44049075- 


P. OpersHng leensi stage documenta A correspondence 

5501150131 Forwards inexeculed Amend 16 lo Indemkty Agreement B-6 order lermS 

? Non-Power Reactor Projeei Oireclorato 97 / 12/22 
Womortal WsliUfle, Columbue Laboraiortei spp 44049:075 

■*5801150140 Order ternunstng Ixense R-4 

"Wrtng order lerminaimg License R4 

OwetOf (^1 870411), 87/12/22. 2pp 


W. D a rrVHH iliiie f iin sny PocuHserda A Cormpondance 


**A Sb^ISIrS^ tormtnaUng LJc6« 

iS^T ^SNeST'lilASjfF^ £^0“«tor4te, 88/0 

S^7M413M^" W»«lUAj:. NRC - No Oetailsd Alfilaiion Given. 


P. OperstUvg Uoenu stage documenta A correspondence 

0801070494 Forwards "Decommissioning Prograrr Plan for Dresden Nuclear Power Sia- 
Uoo Ursi 1.” tor NRC revlew.EnvIron rept jnanned lor submltial by end ol Jan 1966. 
MORGAN.W.E. Commonwealth Edison co. S7/12/22. Document Control Branch 
(OocumeMCoiHiol Desk). Ip. 44007:303-44008:022. 

>8801070497 '’Decommissioning Progiam Plan lor Dresden Nuclear Power Station LJn l 
I." 

* Cc.-nmo<Meallh Edison Co. 67/12/31. e8pp. 44007:304-44008.022. 

5801200231 Penial response 10 FOIA regusst lor documents re worker (raining pro- 
grams 6 INT^ training accreditation. Forwards App F documenls.App E A F docu- 
ment a'so available ir* POR Addt records also available In POR under Bossong FOIA- 
87-204 

CRIMSUYJ3.H. DMsIon ol Rules 6 Records (Post 870413). 88/01/12. BOLEY.K. 
Pubte OHIO’S Cnlicai Mass Energy Pro|ecl. 8pp. 44118:001-44116:171. 

-5801020825 5ummart:es 851115 meovng w/INPO in Atlanta, OA re Dresden accredHa- 
tion ^ rapt A NRC training revlaw cnferla A procedvres.iNPO unclear on objocHve 
«iitainif.gievf»rrs 

PERSEnIky.J J. Ma'niensnee A Training Branch- 65/12/23. RUSSELL, W.T. Division 
el Human Factors Technology (651 125-67041 1). Spp. 441 18:226-441 16:227. 

85D13804$8 Inlorms ihei Revs 42-48 of OA Topical Rept CE-1-A acceptable per 
I0CFRW.APO 8. 

WftiQNT.G.C;. Region 3, Oic ot the Director. 88/01/20. REED.C. Commonwaalih 
Edison Co. 2p(>. 44125:166-44125:109. 


0. Inspactlon repotli, IE Bulietini A correapendanco 


8712150389 NRC Info Notice 87-064, "Conviction for FalaHicatlon of Security Training 
Records*' SMlfHenc) 

ROSSl-CE, OWston ol OwBHonal Evenis Aseeesmenl (Peel 670411). 67/12/22. 
Consohdaied Edison Co of New York. Ino. I20pp. 44153:00M4163;I24. 

5T12170119 NRC Info Notice 87-065, "Plan! Oporatten Beyond Anatyied CowJillona." 
Svcfcsiencl 

ROSSl.CE. Oivtsioo of Operaltonal Evenia Aaaeaament (Po9( 870411). 87/12/23. 
Convjkdated Edison Co. ol New York, Inc. 120pp 44058:006-44066:127. 


5712230003 Supp1 1 to NRC Into Notice 87-020, "Air Sya Problems at US LWfla." Sve 
Istend 

ROSSr.CB. owsion ol Operational Evenia Aaaeaament (Post 870411). 87/12/28. 
Corwoiideled Etkson Co. of New York, Inc 1 24pp. 43995:138-43996:267. 


I'Oiauv 


97l??901oS NRC Info NoUce 07-066, ''Inapproprielft Apfrilcallon of CommereJaM 
ConipoA9nl3."SvcliBtenc(. 

ROSSLC.E Division ol l^erational Evenia Asseasmenl (Post 870411). 87/12/31. 
Coosoadaied Edison Co. of Now York, Ino. 120pp. 439951268-43906:016. 

8712300091 NRC inio Notice 87-067, "Lessons Learned From Regional Inapa ot Ul- 
owwoe Acbwa In Response lo IE Bulletin eO-ll.” Sve list encl. 

W^L^E Division ol Operational Events Asaesanlanl CPoel 870411) 07/12/31 
Con8o.VJdied Edison Co. of New York. Ino. 123pp. 44038:164*44038:266. 

response A schedule o( actlone resultJrm from diagnoelic evalua- 
on 8708l7-28.par V Stello 671126 A J Sniezek 871202 memos.Schedule 
rtofwpsiH upon licensee A NRR response. 

™ 07/^2/31, ROE.J.W. ONlaton ol U 

eensee Performance A Quality Evalualton (Posi 87^1 1), Spp, 43062:020-43962:024. 

'“Bioketl Extern^ Cteaute Sphngs on 

Ajjmofl a MomJl MSIVs. Sve list encl. 

ROSSI.C E. Oivnion ol OpersUonal Events Aaaeaimi 
ConsoTidaled Edison Co. wNw York. Int. 123pp,.^^ 


at 87Q411)- 88/01/11. 
14038(163. 


Common.,,! 


DOCKETED ITEMS 7 


V. Operator Examinations 

6801200231 Part’al rosponso to FOIA request lor documanis re worKet iranaig pro- 
grams & INPO training accred.lation Forvrards App F documanis App E & F docu- 
monis also ava lab'e In POn.AddI records also availablo In POfI under Bossortg FOIA- 
87-204. 

GRIMSLEY.D.H. Division of Rulas & Records (Post 870413). 80/01/12. BOIEY.K. 
Public Ciilren’s Critical Mass Energy Project. Hpp. 4^11 1 0.001-44 110. 17 1. 

-8601310180 Forwards results ol post ecciediailon reviews at Susqeehanrw on 
8St02i'23, Dresden on 8StllB-2l a Oconee on 851216-18. Slgruticant progress ob- 
served In improving training, 

DENTON.H.R. Otiice ol Nuclear Reactor Ragu’alion. areclor (861125 870411). 86/ 
01/26. PATE.2. Inslituto o' Nuclear Power Oporelions. 38pp 44118 267-44118:315 

-8604160620 Forwards final ropis from sialt post ecctediialion audits & comparison ol 
revised NRC reviow questions w/iNPO eccredilallon objeclivos & 
criteriQ.Rocommonds INPO cons der adding appropriate accreditation cniorla. 
DENTON.H.R. Office ol Nuclear Reactor Ri^ulalian, Oiroctor (651125-070411). 86/ 
04/03. PATE.2. (nstiluie of Nudear Power opcraitons. 32pp. 441 18 318-44116-357. 

-6612090067 Trip repi ol INPO Accrcditollon Qoard 8S0S23 mealing ro plani Italning 
rograms. 

ERSENSKY.J.J. Llconsoo Qua’il'Caliona Branch. 05/06/10. QOOHER.H.R. Licensoa 
OuaMlcatlons Branch 3pp. 44118:136-441 18:105 

-8001220136 Advises of attendance at 870923 NaM Nuclear Accrediting Board nteetlnq 
al INPO ofes In At'anla.QA ro Irainlng piograms at two planls Ends Include ksl 
Board memboi names & eitendeea & 871 IQS plant status accrodilaiion tabio 
GIBSON, A. F. Region 2, Ofc ol the Director. 87/11/02. ROE.J. Ohnslon of Llcertsoo 
Performance & Quality Evaluation (Post 8704 it). 6pp. 441 16:159 44119.166 


8801070205 Notiticailon of 680106 moolhg w/Wesnngheuse Owners Q'oup Operailons 
& Anrdysis Subcommlltues in Beihesda.UO to discuss subcommiiioos invest gallons In 
onely^s area to Generic Lir 87-12. 

TRAMMELL.CM. Project O.tectorole V 87/12/30. KNIGHTON, GW. Project Di’ecior- 
ate V. 4pp 43945 344-43046:347. 

8B01110314 Forwards revised ''Summary Evstuai-on of Reactor Pressure Vessol/Neu- 
Iron She'd Tank Seism'c Response & AmpHtied . Goneraton." Ropi clorllles reactor 
Support sifucluie (RSS) morloting diiieronces & RSS iima-hlsloty generalion 
PAPANIC.G. Yankee Aiomlc Electric Co. 88/01/04. FAiRTlLE.M. Pro;ect Directorate t- 
3 2^. 43970 227-43970:263 

-8801110321 Revised "Summary Eva'uoilon ol Roecior Pressure Vessel/ Neutron 
Shield Tank Seismic Response & Amp'illod Response Spectre General on " 

• CYGNA Energy Services. 87/12/30. 40pp 43970:220-43970 260 

8801130264 Appl caiion for amend to License 0PR-3.ccnsl3ting of Soppi t to Proposed 
Change 203.iovl5lng fsc'lily organizai on chart to rolled Improved secunty organization 
8; eiovaied concern (oi security by plant mot Fco paid. 

HEIOER.L.H. Yankee Atomic Elociiic Co. 08/01/0S. Ofileo of Nuclear Reacloi Regu- 
lation. Orector (Post 87041 1] 5pp. 44002 261-44002:266 

—8801130464 Proposort Tech Spec Figure 822. "Faciity Oiganlzoiion." roHecUng olo 
vaied mgl concerns ro security. 

* Yankee Atomic Eloctr.c Co. 88/01 /OS. ip. 44002:266-44002:266. 

8801140036 Applicnilon for amend to Llcenso DPR-3.niodilylng Tech Spec Tables 3.3- 
2.3 3-3 & 4 j-2 to roqu rn (8-mon(ii functional feel of first level undorvoUage prolec- 
lion tor each ol three 460-voll emerconcy buses. Fee paid. 

HEIOER.L.H. Yankos Atomic Eloctric Co. 88/01/06. Office nl Nuclear Reactor Regu 
latKHt. Oirocio/ (Post 6704 It). 3pp. 44010 045-44010051. 


DOCKET 50-20 MASSACHUSETTS INSTITUTE OF TECHNOLOQY RESEARCH 
REACTOR 


0. Inepectlon reports, IE Bulleilna & correepandenca 

8601130167 Forwards Inap Repl 60-020/B7-03 an 671202-04 & nollco of violation. 
MARTIN.T.T. Region 1, Ole ol mo Director. 87/12/30. CLARK.L. Maesachusoils ineii- 
lute ol Technology, Cambridge, MA 2pp. 44030.03 1-44030036 

-8801130170 Nollco ol vioiaiion (rom insp on 67i202-04.Vioiaildn noted: aftborne con- 
centration of H'3 oxcaeefed 25ls of ffmife i equfpmoni room not posted w/stgn reed- 
ing "Caution Altborno RadloacKvlty Area " 

* Region 1. Ole ot iho Olrodor 67/12/30. ip. 44030.033-44030:033. 

-8601130173 Insp Rapt 50-020/67-03 on 37i202-04.vioiailon noiadMaior aroes 
inspactod redioiogicat conirais.including status of previously idenMied 
liem8.lmpioiTienia1ion of radiation protection program & transportation ol radioacUve 
man. 

LOESCH.R, SHANOAKV.M.M. Rop/on I. QIC Ol the Oirector. 07/12/211. Spp. 
44030.034-44030.036 


-6601 140039 Proposed Tnch Specs, mod lying Tables 3 3-2.3 3-3 & 4.3-2 lo roqui'o 18- 
monlh funcilonal lesl ol first level undoivollsge protection lor each of th-oo 480-voit 
emergency busos. 

• Yankee Aiomic Electric Co. 08/01/05. 4pp. 44010.0-f6-440l0.05f. 

8S01160166 Forwards summary of justillcBilon lor revised rolload heat ira.n8fer model 
lor plani LOCA analysis incluuing Apr & Nov 1987 reple by Iniarmounlaln 
Tochnoiotfoe.inc.utii plans lo use new modois to support Cora 20 operation (Jen 
19691 

PAPANiC.O Yankee Atomic Elociric Co- 68/01/05. PAiRTiLE.M, Project Difocioraie I- 
3. 14pp. 44037:202-44037:349. 

-8001160200 "Rev io Yankee Aiomlc Eloctric Co Rofiood Heal Transtar Corrolollon." 
JENSEN, R.T. Inteimountain Technolpgias. Inc. Q7/1I/30. 16pp. 44037:332- 
44037.349 

8601220033 Forwards response lo 871123 roquosi for eddi inloro util 871027 eubmilial 
on Nun£O-0737.liem IID.1 concorning safety 6 relief velvoa.Oos'gn dldorancos that 
could explain d-iieionces In roQuirod closing torque d.seovorod. 

PAPANIC.Q. Yankee Atomlo EiBCincCo. 00/01/09. PAIRTILEMO P'oloct OIreciofelo 
1-3. 6pp 44097;087-44097:101. 


DOCKET 50-29 YANKEE-ROWE NUCLEAR POWER STATION 


P. Security, medical, emergency & fire protection plane 

8601130264 Application (or amend to License OPR-3, consisting of SuppI 1 to Proposed 
Change 203.revlslng facility organization chert to rellect Improved eecutlly orgenbaUon 
& elevated concern for eocurlN by plant mat. Foe paid. 

HEIDER.L.H. Yankee Atomic Elecirlo Co. 89/01/05. Office ol Nuclear Reactor Regu- 
lation. Director (Post B70411). Spp. 44002:261-44002:268. 

-8801130464 Proposed Tech Spec Figure 6 2 2, "Facillly Organization." roflecUng ele- 
vated mgl concerns re security. 

’ Yankee Atomic Elecltlc Co. 86/01/05. Ip. 44002:266-44002 266. 

8801270117 Forwards "Procedures Generation Package lor Yankee Emergency Operat- 
ing Procedurea (EOPs)" (or reviow & approval by oOOSIS.per NRC 070604 lir.EOPa 
presently scheduled for Implementation pnor lo starts of Cycle 20 operation. 
PAPANIC.Q. Yankee Atomic Eleclric Co. 88/01/18. FAIRTILE.M.B. Project Drodotsie 
1-3. ip. 44188:097-44166:206. 

-8601270286 "Procedurea GoneraCion Package for Yankee Emergency Operating Pro- 
cedures." 

* General Physics Cerp. 67/12/31. 110pp. 44168:008-44166:206. 

6801270567 Forwards proposed Rev 18 to security plan.por 10CFR5O.54(p). Proposed 
change result ot const project on plant site affecting drawings In sscurtty pisn.Rev 
withheld. 

PAPANIC.G. Yankee Atomic ElecUIO Co. 86/01/25. OocumenI Conirol Branch (Docu- 
ment Control Desk). Ip. 44 146; 103-44 145:103. 


J. Insurance & Indemnity Information 

8801370126 Forwards Enaorsenianta 120 & 122 to NELIA Policy NF-TO, Endorsements 
99 & 101 lo MAELU Policy MF-26 & Endorsemanl B lo NELIA & MAELU Cortillceles 
N-4 & M-4, respectively. 

VfETEN.M J. Warsft 9 McLennan, Ino. BB/Ot/H. DINITZ,). NRC • No Datelled A/NI- 
alien Given, lipp. 44169:062-44169:072. 


P. Operating llcanaa atage documenta A eorratpondenea 

8801070169 Applicallon for amend to License DPR-3,niodlfylng Tecft Spec ro control 
rod position Indicailon in accordance w/Rev 4 lo NtJREQ’04S2 & to provide needfff 
oparailonal IfaxIblMty. 

HEIDER.LH, Yankee Atomic Eleotrlo Co. 87/12/23. Office ol Nuclear Reactor Regu- 
lation. Director (Post 67041 1). 6pp. 44040:249-44040:256. 

-6601070174 Proposed Tech Specs.moditying control rod position indication In accord- 
ance w/Rev 4 to NUREQ-0452. 

* Yankee Atomic ElecUlo Co. 87/12/23. 4pp. 44040:255-44040:256. 


6001140164 Noiiliceiiori Ol contract execution: "Local Telqphono sve (or Yankee 
Rowe.Vermom Yenkoo.Malno Yankee & Pilgrim & Soabrook Rosidoni Sites," awarded 
to New England Boll Toiopiiono Co. 

OORSEY.M. Connect Admimstratien Branch. FIN C-1012. 68/01/1 1. QODY.A.T. 
Region l. Olc ot the Director. OIANOIS.C. NRC - No OotoHed AIM alien Gwen. i Spp. 
44031.234.44031 240 

-6801 140174 Contract: "Local Telophono Sve tor Yankee Rowo^ermoni Yankee.Malno 
Yenkoo.nigilm & Soobrook Resldenl Silos," awarded to New England Bell Telephone 
Co 

GAMMON. S. Now Engipnd Boll Tolophona Co. WlOQINS.E.J. Division of Conirects 
(Post 870413) FIN C- 101 2 08/01/11 ISpp. 44031:235-44031:249 

OB012B0SH Forwards rwnprop/leto/y "Mods 10 Criilcal Flow Model in RELAP5YA" & 

R ropdetary "Mods to Inlorphose Dreg Models In RELAP5YA." Proprietary repl with- 
e!d(roJ iDCFn2.790) 

P/LPANIC.O. Yerikee Atomic Electric Co. 66/01/16. FAIRTILE.M. Project Directoraie I- 
l. 3pp. 44127:040-44127:200. 

—660 1260536 Nonproprielary "Mods to Critical Flow Model In RELAP5YA." 

• YonKoe Atomic Elociric Co. 88/01/15. IBOpp. 44127:043-44127:200. 

6601270026 Application lor emend to License DPR-3.addlng shipping cask l.ners.vol re- 
duction oqiilpmeni, shipping ceska net tor spent fuel S sponl fuel assembly nonde- 
structive test equipment lo Tech Spec 3.6.7. Fee paid 

HEIOER.L.H. Yankee Atomic Electric Co. 68/01/15. FAIRTILE.M.B. Project Director- 
ate 1-3. 7(4). 44t41;2B6-44141:3(}S. 

—8601270563 Proposed Tech Specs, edding shipping cask liners, vol reduction 
equlpjnonl, shipping casks nol lot spent fuel & spent luoT assembly nondesirucLvo test 
equipmenl to Tech Spoc 3.8.7. 

* Vankeo Atomic Electric Co. B6/0l/t5. 2pp. 44141:305-44 141:308. 

6601260347 Forwards correction to 671223 application for amend to License DPR- 
S.Proposed Change 21 1, changing typo In Paragraph 2 ol safeN ovaluallon &eci<on. 
PAPANiC.G. Yankee Aiomlc Electric Co. 86/01/18. Documenl Conirol Branch (Docu- 
mont Control Desk). Ip. 44156:102-44158:103. 

-6601270340 Correction to 871223 application lor amond to License DPR-3, Proposed 
Change 21 1, changing typo in Paragraph 2 ol salety evaluation section. 

• Yankee Atomic Eleebto Co. 88/o1/f8. Ip. 44168:103-44166:103. 

8601210194 Partial response to FOIA request.App Q documents already ava'-lable in 
PDR.App H documents, re INPO accreditation IralnIng.encI & available In PDR. 
ORIMSLEY,D.H. Division of Rules & Records (Posl 870413). 88/01/19. BOLEY.K. 
Pwbllo Citizen's Critical Mass Energy Projool. 4pp. 44095.001 *44095:086. 

-6801210326 Informs of ulil decision to substitute accredited training program tor previ- 
ously approved progrems for reactor & senior reactor oporeior cemncatlon & licensed 
opemlor recertlllcaton training courses. 

PAPANIC.G. Yankee Atomic Electric Co. 86/07/23. Records Services Branch (Oocu- 
menl Control Branch) (Pre 870120). Ip. 44095;076-44005:076. 
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DOCKETED ITEMS 


O. ln«iMtVon reports, IE Bulletins cotrsepondencs 

S7t21&03S9 NRC Info f^otfce 67^64, "Conviclon for Falsification of Security Training 
Rocords." 8vc Hsl encl. 

flOSSI.CE. DiV3lon of Opera'joral Events Assessment (PosI 87041 1). 07/12/2?. 
Consolldaiod Edison Co. ot Ne<v ^orK, Inc. 120pp. 44lS300M4IBO:t24. 

8712171)110 NRC Info Noftce 87-065. ' Plan! Operation Seyond Anatyaed Conditions.’' 
Svc list onci 

ROSS', C£. OSislon of Operational Events Assossmerl (Post 870411). 87/12/26. 
Consolidated Edison Co o‘ New Yorfi. Inc. 120pp. 44056:006-44056:l27. 

8712330003 Si/ppl 1 10 NRC Into Notice 87-028. "A'r Sya Problems ai US LWns.** Svc 
list end. 

ROSSi.CE. Ovfsion of Operational Evenis Assessment (Post 870411) 87/12/26. 
Conso'idaled Ed son Co. olNew YorK Inc. 124pp. 4099S:t30 43995.257. 

O71280O15S NRC In'o Notice 87.066, "fnapprcprtale App'icat.'on of Co(7imorcial.Gra(la 
Components.” Svc lisi encl- 

ROSSI.C.E. Divisio.'i of Operational Evenis Assessment (Post 870411) 67/12/31. 
Consoridaied Edison Co. 01 NewYodr. Inc. l20op. 43O95;2S9-43096.Ot6. 

8712300091 NRC Info Notice 87-067, "Lessons Learned From Regicnal Irtsps of Li- 
censoe Actions in Response to lE Rui'el'n 60-11." Svc Hat end 
ROSSI.CE. ONtslon of Operelonel Events Assossrneni (Post 670411) 87/12/31. 
ConsoMated Edison Co. ol New York. Inc. 123pp 44038:164 44038 288. 

8eOIOS0364 SuppI I to NRC Info Notice 86 081, "Broken External Ctosute Spends on 
Atwood & Ma.'r I MSIVs." Svc list end- 

ROSS', CE. Orvfsion of Operational Evenis Assess.rneni (Post 670411). 68/01/11. 
Consolidated Edison Co. of New York. inc. i23pp. 44039;04t'4403Q 163. 

B801200058 Responds to NRC Compliance Gul'etin 87-002, ' Fastener Tostirtg to Oeiei- 
mlne Cc.rilorrYerrce W/Applicable Mati Specs." Procedure revs lor 

S rocurement.recelpt Insp 4 testing being forrr.uiaied A evaijsiod based onroceni lesl- 

ig 

HclDER.LH. Yankee Atomic Clectrfo Co 88/01/11 Oocumenl Control Branch (Docu- 
ment Contro' Desk) 50pp. 44134:173-44134 222. 

8801210121 Responds to 6708fG request lor addi Info on Insp Bept 50.029/87-07 con- 
ducted during 870511-29 re steam generator survolilance program 
improvemonts.lnientlons in area ol each respective proposal end. 

HpiOER.l.H. Yankee Atomio Electric Co. 8a/01/i2. Document Control Branch (Oocu- 
moni Control Desk). 4pp. 44092.292-44092 205. 


A. Periodic operating reports A related correspondence 

88011S0187 Vonihlyceeretng tepi lor Ooc 1987.W/680n 1 Hr. 

WHIPPLES., HEiDEH.LH. Yankae Atom'c eiacirlc Co. 87/t2m. Epp. 44t)4V160- 
4404t;t&S. 


8. Reportable oeeurrencea, LERe A related ccrreepondence 

8801060481 LER 67-Ol4-OO.drt 67it2t,piAni shutdown iniiiaied.Ceusod by nonioluttt 
valve |NAv] low niiogen pressure A Insirumeitteliort inaccuracy.Proeedute lo charge 
nitrogen lo NRV acctmuiaior win be criangod.W/e7i23l itr. 

MAICE.L., ST UURENr.N.N. Yankoo Atomic Eleclrfo Co. 87/12/3f. 4pp. 43961:070- 
43981 .07b. 

8801050467 LER B7-OtS OOron 871203.8/9 main slsam line pressure switches found 
Inoperable Caused by aet-poim dritt A olher laiiuras suit under investigstionOi five 
aw(lchas,lhiee adiueted A two replacodW/871231 Itr. 

RICE,D.A., 31 LAURENT.N.N. YanVee Atomic Electric Co. 66/01/04 4pp. 43961:121- 
43961:124. 

6601270086 Discusses leak discovered In fuel chuio dewa1enr>g sya blank flange during 
reactor conla'nmenl bldg integrated leak rate test (Type A) rnade at Core XVIH-XIX 
refuelir^ outage.NexI lype A test scheduled lor Cycle 20-21 ouUge.Bummer i090. 
HEIOER.LH. Yankee Atomic Electric Co. 88/01/20. Oocument Control Branch (Docu- 
ment Control Ooak). Ip. 44141:280-44141:280. 


V. Operator ExanilnBitont 

8891200231 Partial response to FOlA request lor documents re worker (rsning pro- 
grams A INPO training accredaatlon.Forwards App F documents.App E A F docu- 
ments also available In POH.Addl records also ave’lable in POR under Bossong FOIA- 
87-204. 

aRlMSLEY.O.H. OMalon of Rules A Records (Post 870413). 88/01/12. BOLEY.K. 
Public CiL'zen'a CriilcalMasa Energy Profect. 6pp. 44118.001-44118:039. 

-8801220136 Advises of altendance at 670923 Natl Nuclear Accrediting Board meeffng 
at INPO ofes in Atlanta, GA re training programs at two plants EncS Include Isl of 
Board member names A attendees A 871105 plant status accreditation table. 
QIBSON,AF. Region 2, Ofo Ol the Director. 67/11/02 flOE,J. Division of Licensee 
Performance A Quality Evaluation (Post 670411). 6pp. 44119.159-44119:166 


DOCKET 5042 UNIV. OF VIRGINIA RESEARCH REACTOR 


P. Ope/aling lleenaa stage documents A eorreapondance 

8601130309 Revised applicat<on lor amend to Dcen&e R-66,clarifylng condlti’one under 
which Co-dO tods may be used In reactor pool Listed paragraph shall be added fo 
Tech Spec 3 6 on "Umliations to ExperfmenIs." pet NRC approval. 

MU.DER,R.U. V^filrte, UrVN. d. ChanotteswUle, VA. 68/01/05. Document Conbol 
Branch (DtKiMrenl Control Desk). 2pp. 44002:200-44002 201. 

6801140026 Forwards revised "OA/QC Program for Ur^ ol Vfrginia Reactor Faaity,'' 
for conshderetion A approval. 

MULDER.n.U. Virginia. Llntv. ol, CharlottesviHe, VA. 88/01/05. Oocument ConUol 
Branch (Oocumenf Control Desk), ip. 4401 1:186-4401 1:213. 

-6601 140031 Revised "OA/QC Program for UnN of Virginia Reactor Fecilrty." 

* Virginia, Unfv. of. Charlottesville, VA. 87/f2/31. 27pp. 44011:187-44011:213. 


DOCKET 50-73 GENERAL ELECTRIC NUCLEAR TEST REACTOR 


V. Operalor Examinations 

8801180136 Advises that GE revised requehlicatfon program meets requirements ol 
iOO=R55.59.ANSI/ANS 15.4 A Generic Lir 83-12A A acceptable. 

MICHAELS.T.S Standardization & Non-Power Reactor Project Directorate. 88/01/12. 
OARMITZEL.R.W. Ooneral Electric Co. 3pp. 44052:360-44052:382. 


DOCKET 50-89 GENERAL ATOMIC CO. 


O. tftapecilon reports, IE Bulletins & correspondence 

6801110403 Forwards Exam Repis S0-069/OL-87-03 A 50-163/01-87-03 ol exams ad- 
minfsterod on 871214. 

PATE.RJ. Roglors 5, Ofc ol the Oweetot. 87/12/24 ASMUSSEN.K.E GA TOChnol 
ogles, rnc /General Atomic Co. 2pp. 43972:150-43972:168. 

-8601110424 Exam Repis 50-069/OL-87-03 A 50-163/01-87-03 on 67t214.Exam 
tasuTs:ooe senior reactor oparaior candidate passed written exam. Oral portion ol 
bxam waived due to pilot passing evaluation by candidate 

JOHNSTON.O.W . ELIN.JO. Region 5, Olc ol the Director. 67/12/23. 17pp. 
43972:162-43972:168 

8801260217 Forwards Insp Ropt 50 069/87-03 on 871217.No noncompHance noted 
WENSLAWSKI.F.A, Region 5. Olc ol the Director 68/01/08. RAObMACHER.R. GA 
Technr^Ios. inc./Genaral Atomic Co. 2pp. 44170:166-44170:172. 

-8801260223 Insp Rept 50-089/87-03 on 67l217.No violations or deviations 
noted Mater areas Inspected bypassing of reactor safety interlock A Insp Procedures 
40750.90712 A 92700 addressed 

fiUSSELI..j, YUHAS.QP. Reg on 6, Olc ol the D.'rector. 80/01/07. 6pp. 44170:168 
44170:172 


V. Operator Examinations 

8801110403 Forwards Exam Repis 60 069/OL-e7'03 A 50-163/OL-87-03 ol examaad- 
m'nisieted on 871214. 

PATe.R.J. Region 6, Olc ol the Director 87/12/24. ASMU8SEN,K.E. OA Tochnol- 
ogleA ino /General Atom’c Co. 2pp. 43972.160-43972:168. 

-8801110424 Exam Repis 60-0e9/OL-87-C>3 A 50-183/OL-e7-03 on B7l214.Exam 
i«euti6:ona senloi leecto' ope<ato< candidate passed written examCtal portion Ql 
exam waived due to prior passing svaluaiion by candidate. 

JOHNSTON.O.W., ELlN.J.O. Ffegion s, Olc ol the Director. 87/12/23. 17pp 
43872:152-43972:166. 


DOCKET 6P-1 12 UNIV. OF OKLAHOMA RESEARCH REACTOR 


P. Becurily. medical, emergency 6 lira protection plans 

8801270594 Forwards revised security plan in response to 0 Carlson request. 
JENSEN,C OKlahome. Unhr. of, Norman, OIL 88/01/21. MICHAELS,!. Dociimoni 
Control Branch (Document Control Desk). Ip. 44145.078-44145:076. 


DOCKET 66-133 HUMBOLDT BAY POWER PLANT, UNIT 3 


Q. inepectlon rapo/la, IE Buileiint A correspondence 

6712180389 NRC Info Notice 87-084, "Conviction for Falsification of Security Training 
Records." Svc Lsl encl. 

ROS&i,CE. Division of OperatlonBil Evenis AssessmonI (Post 8704M). 87/12/22. 
Corxeoiidaied Edison Co. of New York, Inc. 120pp. 44153.001-44153:124. 

8712170119 NRC info NoVca 87-065, "Plant Operation Beyond Analyzed Conditions. '' 
Svc list encl. 

ROSSl.C.E. Drvislon of Operational Events Assessment (Post 870411). 87/12/23. 
Consolidaled Edison Co. of New York, Inc. I20pp. 44056.008-44056:127. 

8712290003 SuppI 1 to NRC Info Nodee 87-026, "Air 8ys Problems at US LWRs." Svo 
Ksi end 

ROSSl,C.E Division of Operabonal Events Assessment (Post 670411). 87/12/26. 
ConsoHdated Edison Co. of New York, Inc. 124pp. 43995:138-43695:257. 

9713290155 NRC Info Notice 87-0e6. “Inapproprfate Application of Commerclal-Qrado 
ComponeMs." Svo list encl. 

ROSSi.CE. Division of Operational Events Assessment (Post 870411). 87/12/31. 
ConeoUdaied Edison Co. of New York. Inc. 120pp. 43695:258-43996:016. 

8712300001 NRC Inlo Notice 67-067, "Lessons Learned From Regional Insps of LI- 
ceneee Actions In Response to IE Gullelin 80-11." Svc Usl end. 

ROSSI.CE. Division of OperaUonal Events Assessment (Post 870411). 87/12/31. 
Consolkfaied Edison Co. of New York. Inc. 123pp 44038:164-44038:266. 

8801069394 SuppI 1 lo NRC Info Notice 68-081, "Broken External Closure Sorlnos on 
Atwood A Morrln MSIVs." Svc list end. 

ROSSl.C.E Otirision of Operational Events Assessment (Post 670411). 88/01/11. 
CorwoHdated Edison Co or New York. Inc. 123pp. 44038.041-44038 163. 


R. Periodic operating reporta A related correspondence 

8801080378 "Annual Rept of Design Changes, 1986. " 

SHIFFER.J.O. PacIfioGas A Electric Co. 87/12/29. 6pp. 43917:026-43617:030. 
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5. Reportable occurrences. LERs & related correepondence 

8712220128 LER 67-002-00.on 87t l22,whl'o unit In process of ba'ng 

decommissioned. aas Ueaiment sys activaiod when area radiation monitor hi lelueling 
bidg spiked transferring venli'aiion sys to above normal radiat'on mode W/87i2i7 Hr. 
filGNEY.P.E.. SHIFFER.J.O. Pacific Gas & Electric Co. 07/12/17. <lpo. 43793.(»4- 
43793 007. 

8601120130 LER 87-003 00. on 87l207.g8S treatment sys activatod Caused by person- 
nel error when Iso'atlon monitor inodvertonily urounded during repair work .Personnel 
insfrucled fri proper use of sofdenng Irons VV/d00fO8 ffr. 

RIGNEY.P.E.. SHIFFER.J.O. Pacific Gas & Eleciric Co. 66/01/08. 4pp. 44030 IQS- 
44030:190. 


DOCKET 60-134 WORCESTER POLYTECHNIC INSTITUTE RESeAfiCH REACTOR 


P. Operating license stage documents Q correspondence 

8801290290 Raquesis addi Info Haled In enci re documeniallon subrnatsdon B70917 to 
support use of low onrichod U fuel in reacinr & rolaled submission to modly Toch 
Specs did 8700l0.Rosponse roquosted within 30 days ol Ur date 
I^CilAELS.T.S. Standardization & Non-Power Reactor Project Oirocloreto. 88/01/21- 
NEWTON.T.ll. Worcester Polytechnic Inatiiuie. Worcester. MA. 7pp. 44100.262- 
44160.288. 


R. Periodic operating reports & related correepondence 
8601120331 Annual rapt for 1987. 

NEWTON, T.H. Worcester Polytechnic Inslllute, Worcesier. MA. 88/01/06 Office ol 
Nuclear Reactor Rogutation, Ditacior (Post 870411). 2pp. 43000 342.43908 343 


DOCKET 60-139 UNIV. OF WASHINGTON RESEARCH REACTOR 


P. Operating license stage documents A aorraspondence 

8801220212 Nollfies Ol plan 10 amend Tech Spdcs.chsnglng drop timo limit for Shim 
Rod 3 lo 2 aeconda.Change will bo requested due la gradual loss of skcoss reaeVvely 
caused by leakage of water from luol box gasket & 880104 ovoni 
flOBKINii/A. Washington. Unlv, of. Seattle. WA, 88/01/14. MURLEY.T.E Office of 
Nuclear Reactor ReguTailon, Director (Post 870411). 4op. 44 tS9 080-44189.083. 


DOCKET 60-148 UNIV. OF KANSAS RESEARCH REACTOR 


R, Periodic operating report* 8 related eorreepandenc* 

8801270314 Annual report lor l067.Summary of environ surveys performed outside of 
taciiiiy end. 

ROSsON.HP. Kansas. Unlv. ol, Lawrence, KS. 80/01/16. Documont Conbol Branch 
(Documeni Control Desk). 2pp. 44145:244-44145:248. 


DOCKET 60-160 OHIO STATE UNIV. RESEARCH REACTOR 


V. Operator Exafflinatforra 

8801260360 Informs that written & oral aenior operator liconsing exams scheduled lor 
wK of 660S02 Aprovod rel matia listed In end requasted 60 days prior to exam 
dala.Llale ol apace requiremonis & rules & guidance also end 
WRIGHT, Q C. flegfon 3. Ofc of the Dlreclor 86/01/19. T^AGOURNIS.M. Ohio Slate 
Unlv.. Columbus, &H. Opp. 44126:085-44125:093. 


DOCKET 50-161 UNIV. OP ILLINOIS RESEARCH REACTOR 


P. Operating license stage documenii A correspondence 

8801210194 Partial response to FOIA request.App G documents already available In 
^R.App H dacumenls.ro INPO accrediiafion Crolnlng.encl A avallabfo In PDR 
QRIMSIEY.DH. Division of Rules & Records (Post 670413). 68/01/10- BOLEY.K. 
Public Citizen's Critical Mass Energy Project. 4pp. 44098:001-44005:022. 

-8801210349 Fofwards commenis on licensee training poriormarice during period of 
INPO accreeUlallor) offort.CertlllcsIlon ol licensed operalor Uelnlng program end. 
ORACE.J.N. Region 2, Ofo of the Director. 87/02/26. DENTON, H.R Office of Nudear 
Reactor Regulation, Director (651126-370411). 4pp. 44006:061-44005:084. 


DOCKET 60-168 BIQ ROCK POINT NUCLEAR PLANT 


F. Security, medical, emergency A tire protaotlon plana 

6712310190 Rev 100 to Vo1 9A of slle emergency plan Impfemenling 
procedurea.Including EPiP-4N re chemistry & radiation prelection lechnlclen,EPlP-4N 
re security officer A EPIO-4Q re plant publlo affairs direclor.W/871222 Itr. 

HOBE.M.A , THOMAS.C. Consumers Power Co. 87/12/22. 46pp 43920 052- 
43920:091. 

6712310018 Forwards Safety Insp Repl 60-155/87-28 on 871130-1204.No vfolalions 
noted. 

SHAFER, W.D. Region 3, Ofo of the Director. 87/12/23. QUCKUAN.F.W. Consumers 
Power Co. 2pp. 43896:206-43898:218. 

-8712310026 Insp Repl 60-16S/B7-28 on 871t30-1204.No violations or dovisKona 
noted Major areas Inspectediemergency preparedness program, Including action on 
previously- Identified itema, emergency plan actlvatlona & LER review. 

PATTERSON, J.. FOST6R.J.. SNELL, W. Region 3, Ofo ol Ihe Dlreclor. 87/12/23. 
1 Ipp. 43898-208-43698:218. 


8801060023 Advises Ihai 671204 Rev 64 to Vof 9 of silo emergency plan consisleni w/ 
prowisJons ol 10CFnS0.64 & accoptab'e.Rov corrects rol lo Cneptor 3 ol SEP in 
871126 submittal & el.minaies Elstou slatomont in Chaplor 3. 

SHAFER.W.D. Region 3. Ole of ihe Director. 87/12/30. BUCKMAN.F.W. Consumers 
Power Co 2pp 43976:251-43979:252. 

8801120212 Advises thel mitigation of violation & withdrawal ol civil penalty warranted 
per 071202 nouco of violation & imposition ol civil penalty ro opening ol protected 
area into vital eroa Payment of civil penalty end. 

0ERRY.K.W. Consumers Power Co 08/01/04. Document Control Branch (Documeni 
Control Desk). Ip. 43967:359-43987:359. 

8A01120346 Forwards response to NRC 871202 Ur re security notice ol violallori & pro- 
posed imnosUion ol cMI penalty Violation admitted.Response wilhhotd. 

QERRY.K.W. Consumers Power Co. 68/01/04. Documeni Control Branch (Document 
Control OoskJ. tp. 43969:350-43988:356 

8801130088 Forwards status ol closed-circuil lolevlsion upgrade proloct.per util 870715 
comiWimonl.Info documents minor change lo one ol original commliments & responds 
10 Hems 4 9 A 4.1 6 Enel withhold (rel tOCFn73.2l]. 

FRfSCH.Rn. Corvsumets Power Co. 80/01/08. Document Control Branch (Document 
Control Desk), ip. 44001:247-44001 247. 

8601270605 Roy 3 lo General Ofc Emergency Plan Implomonting Procedure EOF-10, 
"Properw Protection." Rev 16 lo irtdex A rev lo App 3 onci. 

WHITE.&K Coruumsrs Power Co. 88/01/1 1. 20pp. 44152:326-44162:345. 

8901210068 Forwards Rev 6 lo "Su'.iabllily.Tralnlng A Qualification Plans." Review A rev 
comi^eied prior lo eOOlOS.per lelcon commiimonl.Changes do noi degrade safe- 
guards otlectlvoness ol plan. 

JOhNSCN.S 0. Consumers Power Co. 88/01/14. Document Control Branch (Oocu- 
rnomCcmttol Desk). Ip 44132.346 44133:018. 

-8801210092 Rev 6 10 "Su'tabil ty. Training A Qua'ificalion Plans." 

* Consumers Power Co. 88/01/14. 36pp. 44132.346 44133.016. 

8801270047 Comments on SALP 7 reel NRC concerns re radiological conirols noted A 
Improvennenta Implsmenied In ALARA A radiation work permit programs. New meial 
daiecler A X-rsv machine purchased lor security bldg. 

BUCKMAN.F.W. Consumers Power Co 88/01/20. Document Control Brar^ch (Docu- 
mortt Control Deak). Bpp 44141:093 44141:098. 

880 1260248 Conlirms 660321 -25 for App R Insp of lacllity.per 080120 lolcon. 
HARRISON.JJ. Realorv 3. OlC Of the Director. 88/01/25. BUCKMAN.F.W. Consumers 
Power Co. 3pp. 44168:093-44166 095. 


H. General corraapondance 


8801710288 Advises ol 87)202 coiporaio reorgsn)7af.'i7n A requests (hat NRC A Region 
III reidsa mailing llsis as listed. 

BEDRY.K.W. Consumers Power Co. 88/01/04. Document Control Branch (Documeni 
Control Desk). 3pp. 43083:138-43983:140. 


d. Inaurance A indemnity Irilormallen 


0601270466 Forwards Endoreemenis ti4 A 116io NELIA Policy NF-117. 
FROUNPEIKER.R Consumaia Power Co. 88/01/21. OiNlTZ.I. NRC • No Oolalled Al- 
Hfatlon Given. 5pp. 44140:032-44140 036. 


P. Operating license etaga documents A correeporidenca 

8801210100 Foiwards proposed changes lo OA Topical Repl CPC-2A, authorizing ex- 
lenelon of enhanced performance Incenilvo program A indepondoni audils of QA 
organlzatkm.lor review A ^proval. Foe paid. 

BERRY.K.Vy. Consumers Power Co. 88/01/16. Document Control Branch (Document 
Cottitol Desk). 6pp. 44104 285-44104:289. 

8601200074 Remlle tee lor 880116 proposed changes lo QA prograrq description. 
BERRY.K.W. Consumors Power Co. 88/01/18. Documeni control Branch (Oocumenl 
Control Desk). Ip. 44134:241-44134-241. 

8601270597 Informs of organlzallonal change within Div of Reactor Projecls.W Scott as- 
algrted io plant as naw NRR project manager.T Wambach will aorvo es backup project 
manager. Changes effective on 680216. Inlerlm project managers llsled. 

VIRQiLIO.M.J. Projoct Oirectorate 111-1. BB/01/22. BERRY.K.W. Consumers Power Co. 
Ip. 44I680II 44166:011. 


O. Inapeetion reports, IE Bullatlrsi A corraspondenca 


6712180369 NRC fnfo Notice 67-064, "Convfcflon for Feisificelfon of Secun'ty Training 
Rocorda." Svo ilsl and 

ROSSI, C.E. Division of Operational Events Assesamenl (Posl 870411). 67/12/22. 
ConsolldBted Edison Co. of New York, Inc. 120pp. 44163:001-44153:124. 

0712170119 NRC Info Nob'ce 87-066, "Plant Operation Beyond Analyzed Conditions." 
Stfc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 670411). 87/12/23. 
Conaotidatad Edison Co. of New York. Inc. 120pp. 44056:008-44066:127. 

0712810018 Forwards Safety Insp Repl 60-(5S/87-28 on 871 l30-1204.No vfoiaitons 
rioted. 

SHAFER.W.D. Region 3. Ofo of the Oiroctor. 87/12/23. BUCKMAN.F.W. Consumers 
Power Co. 2pp. 4^08:206-43898:218. 

-0712310025 map Repl 50-f69/87-28 on 871130-1204. No violations or deviations 
noled.Maior areas lnBpected:emergency preparedness program, Including action on 
previously- tdentlfted Iteme.emerosncy pfan acWatlons A LEFT review. 

PATTERSON, J.. FOSTER, J., SNELL, W. Region 3, Ofo ol the Director. 87/12/23. 
l1fV. 43B9B:&8-43890:218. 
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97122)0003 Su?p1 i to NRC Into NcOco 87-02B. "Air Sys Problonis al US LWRs " SvC 
list eiKt 


ROSSI CE. Division Of OporaUonal Evenis Asssssmenl (Pcs* VllW2%. 

Consolidated Edison Co. ol New York. fnc. I24pp. 43996:1 38-43&95:257. 


8»(H06002S Responds to NRC 871 126 itf re vtolaUons noted In Jnsp Ropi 6l>.t65«7. 
22.COfr6Ct!ve actions test proc^ures will be revised by 080228 to ensoie that all 
valves verified lor proper opera'Jon. . _ ^ ^ 

FRISCH R R Consumers Power 07712/28. Documont Control Branch (Oocumenl 
Control Desk). 2pp. 4)91753043917.2)1. 

9712290IS8 NRC In'o Notce 87-066, ' Inapproprielo Applicailon ol Commerclal-Gracto 

ROSS^E!*brvtslon ol OpereUonal Events Assessment (Post 87M1I). 87/12/31. 
Consol'itfsied Edison Co. oi New York, Inc. I20pp. 43995:268 -aSOSa 010. 

8712300091 NRC Into Notce 874367, 'lessons Learned From Reg'onal Insps ol U- 
censee AcUons m Response to IE Bui.etin 80-11.'' Svc I'Sl «ncl. 
fl08Sl,C.E. 0^13450 of OMratSonal Eventa Asaessment (Po*' *70411). 87/12/31. 
Consolidated Ed son Co. of New York. Ir«. 123pp. 44030. 164-44O39:206. 


8601120212 Advises lhai mitioation ol violetion & wilrtdrewel ol civil panallY warranted 
pet 871202 notice ol Yolation 8 Imposllion ol civsl penalty re open'ng ol proloclod 

area InioYlal area Paymenlolcnnlpene'tyencl. 

BERR'f K VV. Consumers Povrar Co. 83/01/04. Oocamanl Control Branch (Oocwment 
Control 'C3e8k). ip 43907:389-43887:369. 

6801120348 Forwards response to NRC 671202 Hr re security notice ol violation & pro- 
posed imposiiion ol cfvil penaiV.Vloieion admillod. Response withheld 
BERRY KW Consuirers Power Co. 86/01/04. Oocumenl Control Branch (Oocumenl 
Conltol'Oesic). ip. 43386:350-43968.358. 


6601140016 Forwards Safety Insp fiept 6O-IS5/07-29 on 871214-iaNo violaiions 

SHAFER WO. Region 3, Ole ol th.e OIrecloi. 66/01/07. BUCKMAN.F.W. Consumeia 
Power Co. 2pp 44^248 44043 257. 


-6801140022 Insp Repi 60-156/67-29 On 671214-16 .Nq vio'alione or dovlaoons 
noled Major ereas InspeeiedrOA & conFrmalory rnaasu'emenis lev In-piani radk>ch&- 
miul anaytes, verlfiesiion of TiD coi'ocalion & action on previoua Hems. 

JANUSKA.A. SCHUWACHER.M.C ftag'on 3, Ofo Ol tho Director. 80/01/04. 10pp. 
44043 248-44043357. 


8801060394 Supp1 1 10 NRC Info Notice 86-081. "Broken External Closure Springe on 
Atwood 8 Morn'l MSiVa." Svc lilt end 

ROSSi,C.E OYision of Ooeratonsi Events Aisessmeni (Post 870411). 88/01/11. 
Consolidaisd Edison Co. of Now York, inc. l2Spp. 44038.041 •44036:163. 


8601180189 PievIdeaU'i responseto IE Bulletin 87-002. "Fasiner Testing to Oeterimne 
Conlotmanca w/App'-csble Man Spoee " Meehan'<ai 6 chomicei toscing dele eheets 
enef. 

BERRY.K.W. Consumsta Power Co. 60/01/12. Document Control arench (OocumeM 
ConIrdDesk). 67pp. 44838:050 44036:107. 


8801220291 AcK roce'pl of 871202 Hr forwarding pavtneni of cM eenaicy In emotnl ol 
S2S.OOO imposed by NRC 87 1202 Ur. Corroctivo acllons deacribers In 870626 iv will be 
axamir«d during future inspe 

LiEBERMAHJ. Ofo o1 Enrorcemenl (Post 670413). 68/01/20. auCKMAN,P.W. Con* 
Burners Power Co. Ip. 44l70:30t-44l70.30l. 

8801270047 Commenu on SALp 7 repl.NRG concerns re ladloiogicai convois mted 8 
Improvements Implemented In ALARA & radiation work peirr.it pro9ranis.New metal 
deiecior A X-ray machine purchased for eecuhty bldg 

.BLfCKUAN,F.W. Consumerf Power Co 88/01/20. Oocumenl Control Branch (Docu- 
ment Control Desk). 8pp. 44141:093-44141:096 

8801260248 Confinns 680321-25 (or App R insp of facIlltyMr 660120 lekon. 
HARR1SON.JJ. Regions, Ofc of the Director. 88/01/26. BUCKMAN.F.W. Consumers 
PowerCo 3pp 44168:093-44158:095. 


P. Oparatlng license atage dooumenie A correspondence 

8801210267 Forwards order modifying License R-97,effeclive Immediately, requiring 
auspsnsion of certain actlvmiaa.nesponse required. 

TAYLOR.J M. Deputy Executivo Director for Regional Operations, EDO (Post 870413). 
88/01/20. Georgia institute of Technology. Atlanta. QA. Ip. 44093;339-44093:34&. 

-8801210280 Order modifying licenee.effective immedialely.* Licensee shall cease util- 
mion of reactor facility lor Irradiation experiments until listed conditions met A NRC 
approves reaumpilon oi expertmenia. 

TAYLOR.J.M. Deputy Executive Director for Regional Operaftona, EDO (Post 07O4f3) 
66/01/20. Georgia Institute of Technology. Atranta, GA. 9pp 44093:340-44093:343. 


O. Inspection reports, IE Bulletins A correepondence 

6801220308 EN-aB.O02.on BBO120.order modifying license Issued requiring llcensoo 13 
su^MAd licensed acUvilies until assessment of mgt conirois A personnel exposures 
from /^ 1667 Incident A review of listed procedures completed. 

FtACK.6., LIEBERMAN.J. Ofc b1 EtYotcemert (Post 670413). 88/01/20. Ip 
44188:076 44166:076 


DOCKET 60-163 OA TECHNOLOGIES 


O. irtspeclion reporta, IE Builetina A correspondence 

8801110403 Forwards Exam Repte SO-OdO/OL-BT-OS A 60-163/01-87-03 ol exams ad- 
tnlnisteied on 871214. 

PATE.RJ. Region 6, 01c ol tha DIreclor. 87/12/24. ASMUSSEN.K.E. GA Technol- 
ogies, Ino./Qeneral Atomic Co. 2pp. 43072:150-43972:166. 

-8801110424 Exem Repis 60-C0B/OL-B7-03 A 50-ie3/OL-87-03 on e71214.Exe/n 
r6mits:one senior reactor operator candidate passed written exem.Oral portion ol 
exam waived due to prior passing evaluation Iw candidate. 

JOHNSTON, Q.W. Region 6, Olo ol the Director. 07/12/23. 17pp. 43972:162- 
49972:168. 


V. Operator EKamlnallona 

8801110403 Forwards Exam Repis 6O-0B9/OL-B7-03 A 60-163/OL-87-03 of exams ad- 
mlnislerad on 871214. . 

PAl^R J. Region 6. Die of the Direclor. 87/12/24. ASMUSSEN.K.E. QA Technol- 
ogic Inc/Oaneral Atomic Co. 2pp. 43972:t60-43972:t68. 

-8801110424 Exam Repta 60-069/OL-67-03 A 60-I63/OL-67.03 on 871214.Exaiii 
resuiti-one senior reactor operalor candidate paasad written ex8m.Orai portion oi 
exam waived due to pdor pesiira evaluation by candhJata. , 

JC»1NSTON.Q.W.. EltN,J.O. Regioh 6, Ofo ol the Ditectot. 87/12/23. Upp. 
4^72:152-49972:168. 


DOCKET 50-171 PEACH BOTTOM ATOMIC POWER STATION, UNIT 1 


J. Iniuranee A Ittdemnlty Intorrnetlon 


8801270214 Forwards Endoraement 121 to NELIA Policy NF-140.Endoraeman( 71 to 
MAELO Policy NiF-67 A EndoisernSnls 8 10 NELIA Policy N-B,MAELU Policy M- 
e.N£UA Policy N'6 A MAELU Policy M-9. 

BRADLEY .EJ. PMladelpMa Electric Co. BB/01/tl. OINITZ.I. NRC • No Detailed Alfii:- 
eVortOIvsn 7pp. 44159.027-44169:033. 


P. Operating licenee atage documenta A correspondence 


R. Periodic operating reports A related correspondsnes 


8801120391 Monthly opereOng rept lor Deo I987.w/880l05ltr. 

JOHNSTON,JR. ELWARDJ.W. Consumers Power Co. 07/12/31. 5pp. 44046 261- 
44046.26$. 


V. Operalor Examlnalloni 

8801200331 Partial response to FOIA request (or documents re worker (laMing pro- 
grams A INFO training acciedftallon. Forwards App F documsnlsApp E A P docu- 
ments also available in POR AddI records also available in POR uttder Bessong FOCA- 
87-204. 

ORIMSLEY.O.H. Division of Rules A Records (Poal 870413). 68/01/12. BOLEY.K. 
Public Citiien's Critical Mass Energy Ptoiecl. Bpp. 44118:001-44118:039. 

-8801220138 Advises of attendance al 870923 Natl Nuclear Accrediting Board rneeOng 
al INPO ofes h ACIanta,GA le training programs al two planIs.EncIs IncliKls 1st ot 
Board member names A attendees A artloS plant status accreditation table. 
QI8SON.AF. Re^ 2, Ofc of Oie Director. 67/11/02. ROE.J. CXvIslon ol Lfeertsee 
Perlornvanca AChiality Evaluation (Posl 07O411>. 8pp. 44119:159-44119:160. 


DOCKET 60-180 OEOROtA INSTITUTE OF TECKHOLOQY RESEARCH REACTOR 


F. Security, medical, emergency A fire protection plans 

8801220308 EN-08-OO3:on 6BOI20,ordei modifying license Issued requiring licensee to 
suspend licensed activiifes until assessment of mgi controls A personnel exposures 
Irom Aug 1967 Incident A review of listed procedures completed 
FLACK.E., UE0ERMAN,J. Otc Of Enforcemenl (Post 870413). 88/01/2a 1p. 
44168:075-44166 075. 


6601120090 Forwards into re Resource Technical Svcs.Inc.Including summary ol NRC 
cxHitracl work.NRC Form 26 for three existing contractB.audlt info.work history A lists 
ol expert^ available lor special (rtaps A ol current resource sves 
FElTHOUS,R.A Resource Technical Services, Ino. FIN B-67B6. 67/12/10. 
JOHNSON.! H. Region 4. Olo ot the Director. 71pp. 4399e:230-43996;300. 

9601140903 FOIA request lof documents re requests (or compensation from Delmanra 
Power A Light Co or other publio uUls In connection w/shutdown of Peach Bottom 

Lewis, D.B. 67/12/16. NRC • No Detailed Afllllatlon Given. 1p. 
44633.006-44033:(I06. 

0901200231 Partial response to FOIA request for documents re worker tracing pro- 
giams A INPO tralnli^ acciedHatSori.Forwarda App F docufTienl8.App £ 6 F docu- 
msnls also avallsUe in POR.Add1 records also available In PDR under Bossong FOIA- 
67 204. 

GR9i4SLEY,D.H. Division ot Rulea A Records (Post 870413). 68/01/12. BOLEY.K. 
Pvbilo Citizen's Critical Maas Energy Project 6pp. 44118:001-44118:039. 

-8812060547 Trip rept ot B61029-3Q vteil to Najl Nuclear /(ccrediting Board meeling 10 
re<4ew selected trahlna tor plants-Boerd rm^ewed tpur sites A 24 programs. 

I.U3KEE.P.F. grating Reudor Program Br,^ Ol iQspeotlon .^Qgrams.lE (650212- 
070419). 86/12/02. PERSENSKYTJ.J. Maintenance A Training Branch. 2pp. 
44l|9.'077-4411B:076. 

-6812090030 Summary of INPO AccradItsOon Board 661015 & 16 meetings re end Icst 
ol laciTily programs-. 

GIBSON.A.F. Region 2, Ole of the Director. B6/10/.17, RUSSELL.W.T. Division of 
Human Factors Technology (651 125-87041 1). 3pp, 4411^9:04744119:043. 

to employee at 

STAFFORD.TA. 


8901280320 Fln«l reepof^ lo FOIA .requapt -re alleged threats 
plantDodimenl Wenlrfied In i^,A:avail«le In RP^ 

QRjMSL^.b. Otvisloivorfluia^ Re^s (pborcMia), 8e/oi/2i. 
Affiiiaten Not A^ned..2pp. 44136:301-^138:302. . 



al/Executive Correspondence 


DOCKET SO-iaS RHODE ISLAND A PROVIDENCE PLANTATIONS AEC 


sponds 10 0711 13 11/ oxprosS'ng concerns re edoquacy ol uiil cornm.!' 
Hienco acl.on plan & inlo on NRC actions in rosponse to Governor 
015 Itr Revised plan ropueslod Irom uHI.NRG response to Schaeler lit 

^mm'.ssionors 87/12/30. MIKUISKI.B.A Senate. 2pp 44031 203- 


Responds to commonts re ut<l cotr.milriieni to excolience ocian 
d In response to NRC 670331 shutdown order. Comments lorwardod to 
revised plan. Staff level meeting planned near site 
T. Region I. Ofc of the D.rocior. 07/f 1/17. SCHAEFER.WO Meryland. 
A-iosi-sos-flaostiaos. 

Requests that listed concerns bo addressed re plant restart UU piomisos 
seratlon.mgt changes Including guaranteed corporate mgi Involvemortt a 
lovolopmont of emetgoncy plan must be dornonstralod 
A Sonalo. 87/11/13. ZECH.L.W. Comm-saienere. 2pp. 44031:206- 


xamlnations 


ortial rosponso lo FOIA request lor documents ro worker training pro- 
traln'ng accred letlon.ForNvards App F documonls App E & F docu- 
ivailabla m POR.AddI records also avairabfu In POR under Sossortg FOM- 

3H. Division of Rules & Records (Post 870413} 88/01/12. BOLEY.K 
r^'s Critical Maas Energy Pto|ecl. 6pp. 44|1 8:00 1-441 18:039. 

Advisas of altandanco el 870923 Nell Nuclear Accrediting Board meeting 
:s In Atlanta, QA re ualning progiama at two planta.Enc^ Inciudo lisi o1 
jer names & eilondeos 8 87n05 plenf aielus accrodiafio/t fabfo. 

^ Rogion 2. Qfc of the Director. 87/11/02. ROE.J Division of Licensee 
3 & Quality Evefuallon (Post 870411). Qpp. 441 ie:t&9-441 ig I06 


177 U.S. AIR FORCE 


Examlnationa 


Trip rapt of INPO Accroditalion Qoard 0S0523 rr.oeflng ro plant training 

Llcansoe Quaiilicailons Branch. 85/06/10 BOOtiC-n.H.R. Liconsoe 
18 Branch. Spp. 44t18:t36-44it8:t95. 


182 PUROUE UNfV. RESEARCH REACTOR 


llcenaa atega documema A eorreapondenca 


Forwards laquosi (or addi inlo re (acRiy oporeior roquailiication 
»r application (or lenewal o( R’67.ln(o roguostao witnin 30 daya of Ur dale. 

Siandardi/aiion E Non-Power neaciot Proioct Oiroctotate. 88/01/14. 
1,F.M. Purduo Univ., West Lalayotta, IN. 4pp. 44 139:1 55-44 t30.iS0. 


Examinations 


Forwards request (or eddi Info ra faci'iiv oporaior roquailltcalion 
or application lor renewal of R-87.lnfo roquostoo within 30 days of itr date 
Siandordizaiion & Non-Power Reactor Protect OIreciorate. 06/01/14. 
'/.F.M. Purduo Unlv, Weal Lofayotfo, IN. 4pp. 44f30.l65-44r30.l68. 


1-183 VALLECITOS EXPERIMENTAL SUPERHEAT REACTOR 


g llcanae stage documents & correspondence 

I Forwards Amend 4 to License OR-10 E eofety evaluailon Amend changes 
cs 10 permit general radiaifon survey annually instead of twice ennueffy-par 
>quesl. 

■S.T.S. Slandordtfallon E Non-Power Roaclor Project Dlreclorele. 80/01/14. 
;EL,R.W. General Electric Co. 2pp. 441 14:146-441 14:152. 

82 Amend 4 to License DH-tO, changing Tech Spocs lo permit goneral radl- 
'ey annually Insteod of twice annually. 

TEIN.L.S. Standerdl/allon & Non-Power Reaclor P/oJoef Ofreciorafe. 88/01/ 
14114:147-44114:160 


64 Safoiy evaluation ai^porting Amend 4 to License DR-10, 
of Nuclear Reactor Rogulalion, Director (Post 870411). 80/01/14 9pp 
1-44114:162. 


iO-186 UNIV. OF MISSOURI RESEARCH REACTOR-COLUMBIA 


ng license stage documents E correspondence 

‘9 Requests addi inlo supporting 860912 application for permission to use ex- 
ife alumlnido fuel In reactor. Into requested includes justification of decrease 
)wn margin & plate power density clarification. 

A. Slandardt/aflon E Non-Power Reeclof Protect DlrectoraCe. 88/Ot/fJ. 
£R,R.M. Missouri, Univ. of, Columbia, MO. 6pp. 44009:150-44000:}64. 


P. Operating license stage documents & correspondence 


8801130429 Responds lo 871206 request to extend submission dale to 680705 loi high 
to low enrichM U conversion appi canon. Raquost acceptab'e 
RUBEN$TEin,l.S. Stancfarduation & Non Power Reaclor Project DrraclO'ato. 68/31/ 
04. OIMEGLtO.AF. Rhode Island. Stale of. 3pp. 44C00 249-44008.25 1. 


DOCKET SO-206 SAN ONOFRE NUCLEAR STATION. UNIT t 


F. SacuNty, madlcal, emergency A fire protacCfon plana 


e80l0S0S33 Rov 2.01 lo emergency p'an tor Son Onotro Nuclear Generating Siat'on 
Units 1,2 E 3. 

6ASKIN.KP Soitthern Ca'ifornia Ed-son Co 87/12/04 34pp 43914 022-43014:055 

0801110189 Rev 2 to "Manual ol Emergency Events lor San Onofiu Nuclear General ng 
SiaUon Units 1.2 E 3." 

' Southern CaUomia Ed'son Co * San Diego Gas E Eloclnc Co 07/12/15. i39pp. 
44006224-44000 302 

8601200431 Forwards Rev 4A lo safeguards contingency plan.per 071201-04 lelcons re 
Rev 4 lo ptanOianges do not tfocroase safegjaros eliociivonoss ol plan 
MOROAN.li.E Southern Csllornia Edison cfo. 07/12/29. Oocument Control Branch 
(OOCumofltConIrolOusM dpp 44057229-44057 234. 

8601200146 Advises thai 070410 E 1220 Revs 4 E 4A to safeguards contingency plan 
consistent w/provfalons ol toCFRSO 54{p) E accoplable 

MONTGOMERy.J.L. Region 5, Ole of lha Director. OO/Ot/07. MORQAN.H.E. Soulh- 
nrn Calllorn'a Edison Co 4pp 44058:194 44058 197 

680l2f6t92Addandum to Rov 2.01 to emergency plan. 

* Smiihotn CUitomia Edison Co. 89/01/12. 6pp. 44083.228-44083:233 

08012S0401 Advises ihet ponlons of 870520 E 0007 Revs IS E 15A, rospectively.lo 
pitysKei socuiity plan consistent w/ provisions of 10CFR56.54(p] E 
acceptable Piarvyed Rev l60 d.scu8sed Enel withha'd (ref 10CFn73 21) 
SCArANO.RA Region 5. Ofc ol the Director. 60/01/15. MORQAN.H.E. Southern 
CeEior/ua EdHP/t Co. Spp 44 109:358-44 109360 

8601280230 Advises ihel 871210 Rev 2.01 lo emergency plen conslstonl w/ provisions 
of lOCFRoo 47(b) E accopiebie 

FiSH.n.F. Region 5. Ofc of iho Okecior 88/01/15 OASKIN.K.P. Southern CaUfomis 
Edison Co. 2pp 4417(7.164-44(70,185. 


H. General cerreipondenea 


880I2S0394 Rosponds 10 871207 lit lorwo'd.ng conospondenco from B Oelsmer uiQlng 
that roactot vessel level indicator bo insialied ei Iscihiy Mauer nol yol resolved uo- 
cause of difficulty ol edapiing insirumeni to older reactor dosign. 

STElLO.V. Oto of the Executive Diiociot lor Opoieiions 80/01/15. CRANSTON, A. 
Sonata 8pp. 44 1 1 8 056 4 4 1 1 6 090 

-8801260402 Roquosis comments on end Q Geismar 87t 120 Ur ro roaclor water lavol 
indicaioi at plant 

CRAN3TON.A. Sonsie. 87/12/07. NRC - No Oeiaiidd Afiiliaion Givan. 3pp. 
44110004-44110086. 

-8304060396 neqt;o5ls rosponso lo puasllons to p'ani safety resufiing from recerti doe- 
umeniary tiim, "w Minutes io MolidOwn," aired on tolovlsion. 

OEISM/vn.B. AffiliBtiDn Not Assigned 83/03/31. MATTSON.R. NRC • No Delallod Al- 
Hlailon Ohron Ip 44110:067-44110 087. 

•^308060139 Ack rece’pl of 030331 Ur ro plants 0EV\’ reactor not In use a( 
leciiiiy.Mi9^on Viojo.CA Is well outside N-'>C doierminod emergency planning 
aonoHosponsos lo spoclllc concerns lisiod 

MATTSON, R.J. Division of Systems Intogtallon (811005-851124). 63/04/25. 

GElSMAR.B. AlliilBtion Not Assigned. 2pp. 44 1 18 060-44 1 1 8 009. 

-8881250427 Requests response lo listed questions Including whai kind of ECCS In- 
stalled at plant . 

GElSMAR.B. Aniilallon Not Asaigned. 64/02/08. MATTSON.R.J. Division of Systems 
Integration (61 1006-861124). 2pp. 44116 070-441 16.071. 

-8403060284 Piovidos answers lo 640208 quesUons ro facilities Olsgram illuatraiing tur- 
bine gonerator orionialion end 

MATTSON.R.J. Division ol Systems Integration (81100S 051124). 04/02/27. 

GElSM^B. AINIollon Not Assigned 4pp 44116:072-44116:074 

-8801250438 Raquesis Into ro whelhor facUiiy has direct loading wsiet level indicator 
InstaBod.ChOrnobyl has made us rnoro aware ol dangers Inherent In nuclear power 
generating atoUons 

OElSMAiT.8. AfUfatlon Nol Assigned. 06/05/15. ASSELSTINE.J.K. CommissforTers. 
ip. 44116:076-44116:076 

-8801260440 Requests conllrmalion ro util action concerning submittal of deviation re- 
quest from requirement of roaclor vossol level measurement sya.besed on NRC 
660529 nr. 

GEISMAR.B. Affiliation Nol Assigned. 86/11/22. ASSELSTINE.J.K. Commissioners. 
Ip. 44116.078-44116:076. 

-8801250446 Responds to B61I22 Ilf concerning ulil devladon request Irom require- 
ment to ntsiaii reactor vossol level indicator. Util filed deviation request on &60620.Ro- 
quest still under review by NRC 

A5^LSTINE.J.K. Comrnfssiona/s. 66/11/26. GEfSMAR.B. Alhl-atlon Nol Assigned. 

Ip. 44116.D77-44tie:077. 
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measuenKn. sys.W/o 

?§fLST.Nej.C Ccr^iMK^ ee/W'M GE.SMAfl.6. Atfiaww N« *»l9«»a 
'j w.'C’Ktu^c*? 

-uatHOMI Peouwts r^ cm Oecssion has been maije by NBC la u>* 

G€ Af5#4wf^Kci Ajsigfied B7/0iiiB ASSELStiNEJ.K. Comfruswiert. 

ij 4<lt*C'>4<1t6:r9 

-MOAWMT* Besewtl* >0 8W^fi ■» concenwig status et uU (Jwtaaon feqosa fwn 
^eacw vessel level micatof Request sU bemg reviewed A no 

i^^.*Cory«is«<'*fs. 8?/3^0l GElSMAfl.B. AftJttWn Not Assigned 
'? uti6:;ec-44ti43eo 

A (Muvance A MemnrtY hlormatton 

fxttris £f«3cv»eoer(s 1»»^3.47'4a.9 A 7 IQ NEUA 
i*6HSJfc?N-0 S N 87;sstectheN A EiWsemen'A IW- '08.9,8 & 7 10 MAELU 
PQ»a.*$UF38M-’3M««4M-7,fespective»y _ ^ 

A£ytw$ j B Sc«,l^en C4»tcc-»3 CcSscn Co 68/CI/14 OiNfR.I. NRC • No OelaBed 
AiiMscr Giver, xif u)i6ZiyfViSVi 

P. 0|>ef»ttnd leervM eUge documents 4 eorrttporitifitt 

•MMIOOM ^oratm r<a 't Pesoece Tecfyscai Svcs.ini:AvMng summsfY of NflC 
xnreci wcrt SRC Pcm it tot three eKStng careactiaucH mto.work hislofy A ists 
or cioerMe evvebue lev speaai nsps A o) eureri resourte svcs 
FEwTVOjSRA AeMurcs TvJncM SevivM. Irw NRCSd-A^Al?. 07/17/16 
JOHNSON EH Re^cn 4. 0«c o( 9ie Qrector /top 4J9S8 ?3CU39d8 300 

ITUWO'OA Fcivitrss '"inmPvrvt cK Gsn Onot-e UnA t Sciwt EueT' (<y r»iiew A 
tetfovei,oer NRC requesi at 673978 neearg Profiosod method (or transsivpinent of 
war) fuel to unca 7 A 3 wd not eiduia sa oeiei stsEee paid. 

UECAORCMO SouthamCsHcsnsEAsonCo 87/12124 Oocunenl Central diSACh 
/Oocynevt Coreol Desk; ?pp 43921 069-43871 >34. 

•47i33oei«* tisnssevnerasi AohCnobeUrifl 1 Spent Fuel" 

* Sour«r<C«dor*«aadESCnCq. 67/'?/3l A4(C 6}87l'08l-43921.t34 

AMlOTOMt Pvutrit marUdv« «aA R«v 6 to Cn^neanq Prooedi/es S0i'V-7l4. 
iraervQe 'eewg ol ?«a"os P-ojisr' A draft R« 8 w SOtV-t'S. 'inaeivce Test- 

3 71 « Asee Pra^." per 1 963 edition ci Secaon xi of ASWE Code. 

CKORCUQ lout^ CtHor^ Edecn Co. 67/17/78 Ooeument Control 8r«Kft 
tOocu-oritCordstOeit). ^ *4«7CC1-*400?.t8?. 

-8601126414 Uerkedvc »sft fl»v 8 4o E.n^neenng Procedtn S0I V-2.H. • i/Berwce 
tewrio 04 P,rtiOS Praoi/n ■■ 

’ 9o>.«wn Cesroree gdaor CO. e6/?9/i2 i?ofi 44007 023-44007049. 

-AM11964)4 Uaned'^ araJt Rev 8 to &vneeivig Procediw S0t-2.1$. ' Insecvieie 
Tessna of voNei Pnxirtr " 

• Sourer-. C*Mon4 Edsori Co 65/07/10 liew 44007 080-44007.167. 

6Mt679666 NcAHcabonot MjtOarieeene 'N/VfessrgtuuwOeners Group OpersVins 
A AnaVM SvbconvivtiMs m BetnesdaMO to docusi subeomnweea nwtmtnns ei 
ene/M sree re Generic btr 87. 17. ^ 

TAAM«u/;m Pt^ OrecWtitt V 67/ia(» KHtGKTOHGW fiotoct Oeector- 
we V 400 43945 3444»4.5 34r vpw. ueew 

***»* ” ” 'wa tuauna needed ior coot- 
eJa?^ 001 ** P*rtcnw«e lesbno c< reM A sUety yaNeapw WBEG- 

I^OROMO S»AheP\Caicr>iEas(;»iC<i A8/01/C7. Ooewnent Control Brandi 
Ciiscu*i*ta Centra Om»J. ?9pj. 43990 306-43990 »4 twen 

^ iradverwiy gntied trani 6 7t 224 S4 A»twuj re soevn 


J Up So4#i«m CaikdvM Edison Co. 86/01/06 PAflKSJ iieame Fm 
•*« ra9Sii»reB»vth ip. *406?i64 44r«?' i65 "nrwj ucanse ree 

■T4i2Jt52?n*^r“ ^ ^ 

88/01in MOW1GK7J Oocumenf 
Cor»aaancr>ClOO/nanlCon(raipMlq ip 44067:165-44062165 w*tmem 

FofVflrds S^scr Praceck^ S023-3-3 12. 'Inteoriled ESF Sm »-»- ---- 

i£d « p^9P«« wSSLilf 

Scottorw Caldcms EiAtcn CowS^lTpp. «OT7 13i 44077 142 
•9o#e»Caas«v«EdwiCoKS.C*/26 I6«i. 4*077 143-44077 160, 


0. ifispeetton report®. 16 BuUeUns A correspondence 

67{7160369 NfiC Into Notice 87-064, “Conviction for Falsificalton o1 Security T/inn; 

ol Opeialior*' Eventa AsaeesmeM (Post 870411). Ej/tjiji 
CoMotidatad Edison Co. oiNew Yo/lt. Inc. 120pp. 44163;001-44i63:t24. 

6712170119 NRC Into No«ce 07-085, “Planl Operation Bayond Analyzed Condrtiora’ 

flCKsfc^OMston of Operational Events Assessment (Post 870411). B7/i?/j3 
ConsoMated Edison Co. ol New York, Inc. I20w>. 44056:008-44056:t?7. 

6MI118346 Fotwaitle insp Rep» 60-206/67-27.60-361/87.20 A 60-362/87.29 w 
871004-1124 No vIolsUons noted 

ZIMMERMAN RP. fleolon 6. Oto ol the Dlreclof. 87/12/24. BASKIN.K.P. Soulhen 
CaHttitia Edison Co. 2pp. 43970.148-43070 163. 

-6601710253 Insp Hepts 5O-2O6/87-27,5O-361/87-20 4 60-362/87-29 on 871004- 
ii24.No vfdallcins or deviations Ideniified.MaJor areas Inspecled oparations progish 
o( ol u/ilshx^iuding safety veftlicaUon, planl lilp & eveni eveluelions & maim 
HUEY/fl. TATUMJ.E.. HONA-L. Region 6. Oto of the Dlrecior. 07/12/22. iipp 
4397O:IS0-4:»70:1B3. 

6601120418 Forwsids Exam Repl 50-206/OL-67-03 o( exam pdministeied w 
d7l2i4Jleaclo/ operator candidate meals min quelificatlon requirements. 

PATEflJ. R^lon 6, Ole ol me Dlrecior. 07/12/24. HAY.H. Southern Carilcwj 
EdbonCo. 2pp. 43996.131-4399<7.166. 

-6601120416 Exam Rept S0-206/OL-87-03 on e71214.Exam /esullSiraactor opeiatst 
cantSdsie passed written exam.Oral exam waived due to prior passng 
evaluaSPriEjisiTi A answer key A made summary sheet encl.W/o summaiv sheet. 
JOHNSTOM.G W., ELIN.J.O. fteolon 6, 0(c ol Ihe Director. 87/12/23. 23pfi 
43990.133-43990.155. 

6712230003 Suppi 1 to NRC Inlaftollce 67-026, “Air Sya Problems ai US LWRs'’Svc 
Istend . . 

ROSSl.CE. Division ol Ope/ailonal Evenls Assessment (Post 87041 1). 67/12/23 
ConsoMaieO Edison Co. oi New York, Inc. I24pp. 43005:136-43995.257. 

67122MI5S NRC Into Notice 67-066, "Inappropriate Application ol Commerclal-Grads 
Components " Sve tot encJ _ » 

ftOSsl.CE. OMsion ol Opwabotiai Event* Assessment (Post 670411). 87/t2/3l. 
CoAsobdaied Edison Co. oi New York, Inc. I20pp. 43695:258-43996;016. 

6712300091 NRC Info Notice 67-087. "(.essons Learned From Regional Insps el U- 
oenaee Actions it» Response to lE BuHsiln &Mi 8vc 'let end. 

Ri^^l.CE. CMsion ol Operational Events /LasessmenI (Fosi 670411). 67/12/41 
CoASoUdsied Edison Co. of New Yo/k. Ino. I23pp. 44036:i64-44038'2e6. 

6601060364 Suppi t to NRC Ido Notice 66-061, "Btoken Emernal Ctoaure Springs on 
Atwa A Memii MSiVs.” Sve list end. 

ROSSl.CE. DMstoo ol Operetionai Events Assessment (Post 670411). 68/0t/ii- 
ConaoMstsd EdtsonCo. oT New York. Itvc- I23pp 44036.041-44036.163. 

6601270123 Forwards response 10 NRC Compliance Bulletin 67-002 re iasisner tes'jna 
to determine eonlotmance w/appiicabte mell specs. 

MEOfOBD.MO Soulherrt CeUtomia Edleon to. 68/01/18. MARTIN.JB. Regoi 5. 
Olcolthe0(rect0f.86pp 44)41:166-14141:251. 

fl. Ptrlotlle opertUng reports A retsted correspondence 

WforDec 18e7.W/08OI16 Itr. . 

SlACOR.E.fl., MOflGAN.IfE. Southern Calilornie Edison Co. 07/12/31- 6pp 
44(69;t23-44l5e.126. 

8- Asporlabts eceurrsnsss, URs A related correspondence 

6601050523 L£R 674)03-Ov.cin 670310,lurbine A reactor trips occurred es resull ol top 
Wd to response to genorstor field toss. Caused by elacWcal short resofUng from 
™''’ ®«lter commutator aeaembly.W/071224 itr. 

M0R6AN.HE. SoAhem CeMomla Edison Co. 67/12/24. 7pp. 43916:025-43916031. 

B6-014-0l:en 86i230.ground aiarm received In control room f« dc 
^ 2 .0pwitog IsMsr breaker conslitufes Oriel entry into Tech Spec 3.0.3.Caused by 
box.Gfoond c)eared.W/877224 Hr. 

MORGAN.HE. Southern CaKfomla Edison Co. 67/12/24, 6pp. 43927:229-43927:233. 

07l2O9,fleQk)n V reported licensee Investigating repl d 
e« prsytog In seomty alarm siaBon.DWpltnaiy actlori.three auperdaois terminstoa A 

ntos securtd officers suspended. 

Region 6, Ofo ol the Dlrecior. 87/12/28. 1p 

880904, main feedwater pump faiied.Ceused by loss ol 
r??f. eseemWy prejo^New asseml^ InsiruoUons walo(^ W avoid loss ol 

MORGAN, H E. Soumem Celifomla Edison Co. 87/12/30. 4pp. 43970:164-43970:167. 

*”*’0 * 120l,con(alnmanl Isoiallon valves Loop B 
fgw y would not Idly ctosa upon demMyj,CBU8e umSetennlnedAdmldstfeUve eorv- 

7PP 

04:27., 
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nations 


eras Exam Rapt 50-2Q6/OL-07 03 of exam aamlnisterex/ on 
>peraior candidate meets m:n quaMication (equiiomonts 
n S. Ofc of me Dlioctor Q7/\S/24. RAY.H. Soulhorn Calitomia 
ta090:t31-43900;155. 

n Rapt S0-206/OL-87-03 on 871214 Exam result&:roactor operatoi 
ed written exam.Oral exam waived duo to prior passing 
& answer koy & grado summary stiool end W/o summary slioel. 

ELIN.J.O. Region 6, Ofc of the Director. 07/12/23. 23pp. 
):155. 

I response to POIA request for docu/nenrs re worker ireirmg pro* 
raining eccioJitation. Forwards App F documents. App E & F docu- 
ible in POR.AddI records also available in POR undor Gossong FOIA- 

Division of Rules & Records (Post 6704131. eo/ai/tS BOLEV.K. 
^itical Mass Energy Project 8pp 44iiB:O0l'44t10'O3O 

mils observations of INPO 8S12IQ accreditation board meeting & ac- 
ss.NRC activity in board roviows & participation In iNPO loam visit 6 
n visits requosiod. 

stator Licensing Branch. 86/01/14. RUSSELL, W.T. Divisional Human 
Dgy (861 125-87041 1). 4pp. 44118:244-44110 247. 

vards (Inal rapt from Aug t(i06 NRC post-accredilalion audit.Pierti has 
task analysis to Idontily knowledge.skills & abllitlos for all |ob 
al prolectlon training war/enis specific eltenllon 
Division of Human Factors Technology (651 126-8704.1 1). QS/Oft/tO. 
flute of Nuclear Power Operations 16pp. 44 1 16:025-441 18.040 

Isos of aliendancQ al 670823 Natl Nuclear Accrediling Board mealing 
I Atlanla.QA re training programs at two plants. Encis mcKido let of 
iamos & altendoea & Q711QS plant stolus accrediielion labiQ. 

3glon 2, Ofc qI me Director. 87/11/02. ROE.J Division of Licenseo 
duality Evaluation (Post 87041 1). Bpp. 44116:156-44116:186 


HAOOAM NECK PLANT 


cal, emergency & (ire prolectlon plana 


8601160178 Provides into re uiil plans to convert from slainloss sieel to ZIrcaloy fuel 
cladding Maetir>g w/NRC to discuss conversion plans wimm I month of Hr date re- 
Quesma. 

MROCZKA.EJ. Connecticut Yankee Atomic Power Co. 86/01/08. Document Control 
Branch (Document Control Desk). 16pp. 44036:02B-44036.045. 

0801270181 Ack receipt of invoices G036d.G0403.Q0404 & G0405 tor second quarterly 
Inslallment of 1686 annual loe.PaymQni for invoices win be transferred on 660123, pet 
Instructions. 

MROC2KA.EJ Connecticut Yankee Atom's Power Co MROC2KAEJ Nerthoasl Nu- 
dear Enwgy Co. (subs, ol Northeast Utilit'OS) MROC2KA,E.J. Northeast utilities. 68/ 
01/18. Oocument (^nirol Branch (Document Comtol Desk), epp. 44166:014- 

44168.019. 


0801260247 Forwards Amend 68 to License OPR-Ot.satoty ovalualion & supplemental 
ealoiy evaluation Amend changes expiration date from 040526 to 070629.wnlch Is 40 
yra from 670630 issuance 

WANG.A8. Project Oliectoiaie 1-4. 08/Ol/te. MROCZKA.E.J. Connecticut Yankee 
Atomic Power Co 2pp 44139:271-44139 267. 

-660(260257 Arnold 08 10 License 0PR-6f,chang'ng expfratfon date from 040326 to 
070620. 

STOLZ.J.F. Pfojoci Direciorate 1-4. 88/01/19. 2po. 44133:273-44130:274. 

-8601260263 Safety evaluation simpering Amend 98 to LicensQ DPR 61. 

* Office of Nudoar Reactor Ragutalion, Diroclor (Post 07041t). 68/01/16. 6pp. 
44136 275-44139:260. 


-8601260277 St4>(Momontal safoty evaluation suppoillng Amend 68 to Uconso DPR-61. 

* Offico ol Nuclear Reactor Ragutalion, Director (Post 870411). 88/01/19 7pp. 
44130281-44130 287. 

0601260685 Rovised app'icatlon lor amond to license DPR-61, amending Tech Spec 
Table 4.12-2 to include only 47 wolds In auxiliary teodwater pump steam supply piping 
/or inservx:a fnsp Relared tnfp end 

MROCZKA.EJ Connecticut Yankee Atomic Power Co 88/01/22. Document Control 
Branch (Oocument Control Doak). 12pp 44180.089-44160:106. 

-060(260672 Proposod changes to Tech Spec Table 4.l2-2,identitying 47 Instead ol 53 
wolds m auxilary (at^dwaier pump sleam supply p'ping for insorvico Insp. 

* ConnoctiCut Yankoe Atomic Power Co. B0^t/22 6pp. 44160:l0t-44i60:l06 


wards insp Root 60-213/07-27 on 87l009-l207.No vioMiilons 
•aponae roquestoo within 30 days of Hr receipt ro incorrect groastng ot 
lotor-oporaied velve motors 

:N,L. Region 1. Ofo of Iho 0.fOCtor. 87/12/28. MROCZKA.E J. Con- 
* Atomic Power Co. 2pp. 44040 227-44040:246. 

sfeiy Insp Repi 50-213/87-27 on e7l009 l207.No viofaMons 
areas Inspected plant operations.rodiation proioclion.lite 
-fly malni.6urvei1ianco testing & open items from previous Insp. 

Region 1. Ofc of the Director. 87/12/28. I7pp 44040:229 44040245. 

sed emergency plan implemonling proceduro.con8lsiing of Change 87- 
EPIP 1.5*19, ''Emergency Operallens Facility Aciivation." w/8/1231 

MROCZka,E.J. Connacficul Yankee Alemie Power Co. 67/12/31. 
•7-43967:219. 

laed coivorate organization foi nuclear incidents proceduros.includ-ng 
•9.01, "NotlllcaUon of & ^mmunlcallens W/Uppor Mot & On-^i O- 
lev 16 to CONMO.Oi, "Emefooncy & Telephone.. ." W/87i23i ib. 
MROCZKA.E.J. Northeast Nudoar Energy Co (subs, of Northoael UUll- 
AE.J. Northeast Utilities. 67/13/31. 39pp 43901.030 43901:069. 

rised emergency plan Implementing proceduies.mciudlng Rov 10 to 
adiologlcal Dose Aasossmenl'’ & Rov i8 to EPIP 1.5-33, “Shift Suporvl- 
.am." w/eeator icr. 

r., MROCZKA.E.J. Connecticut Yankee Atomic Power Co. 80/01/07. 
31-43971:009. 

rms of plans to conduct annuel emergency prepatodnoas exercise on 
Persons to contacl Hated. 

. Cdnnecticut Yankoe Atomic Power Co. 68/01/f3. Document Control 
lent Control Desk). 2pp. 44160:114-44169:116. 


anse ■lege documents 6 correspondence 

ificallon ol 860108 meeting w/WoslInghouse Owners Group Operations 
icommittees in Bethosda,MD lo discuss subcommittees Invesllgallons In 
0 Generic LIr 87-12. 

.M. Project DIroctorete V. 87/12/30. KNIQHTON.G.W. Project Olroctor- 
945:344 43946:347. 

^mlis commonta on draft SRP SecHon 3.6.3, "Leak-Belore- Break Evaf- 
ures," per emend lo GDC 4 of 10CFR60, App A.UIil8 endorse com- 
oar util Group on Equipment Qualification. 

J. Conneoticut Yankee Atomic Power Co. MROCZKA,E.J. Northeast Nu- 
Do. /subs, of Norfheast Ufffides). MROCZKA.E J. Northeast Uffhffes. 68/ 
'nenl Control Branch (Document Control Desk). 4pp. 44002:151- 


mment opposing SRP Section 3.6.3 o( NUREQ-OSOO.Ulils endorse com- 
fear Util Group on Equipment Oualldoation. 

J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities]. 
J Connecticul Yankee Alomlo Power Co. MROCZKA,E.J. Nodhessl UIB- 
6. Document Control Branch (Document Control Desk). 6pp. 44052:001- 


rmmary of 8712(0 meeffrrg w/utH In Bethe8da,MD re full 40-yr OL S 
;er ALARA programs at plants.U8t of ettendees & viewgraphs end. 
Project Directorate M. 68/01/06. Project Directorate 1-4. 69pp. 
055:291. 


8801280504 Nottileadon of 680127 mooting w/uHl to discuss use Of dual role of senior 
reacioc oporatd/sNit technical adviser al facility. 

JAFFE.O.H. Project Oiroctoralo 1-4. 88/01/26 MURIEY.T., SNIEZEKJ,. MIRAQLIA.F. 
NRC - No Oeia^od Alfil-alion Given. 2pp. 44173:205-44173.206. 


O. Inspeetior) reports, IE Sulietine & eerrespendsnee 


8712160389 NRC Into Notice 87-084, ’’Conviction lor Pelsiflcation of Security Training 
Records " Sve let enef 

nOSSl,C.E. OtvUion ol Oporaiionsi Events Assessrneni (Post 870411). 87/12/22. 
C^solidaied Edison Co of New York, inc. t20pp. 44 1 63:001-44 153:124. 

$712170119 NRC Info NoLce 87-065, ''Pleni Oporeiion Beyond Analyzed Conditions." 
Sve kst end. 

RC^SI.C.E. Division of Operat’-onai Evsnis Assessment (Pest 870411). 87/12/23. 
Consolxlslod Edison Co of Now York, Inc. 120pp. 44056 008-44056.127. 

0712230009 Suppi 1 lo NRC Info Notice 87-028. "Air Sye Problems at US LWRs." Sve 
1st end 

ROSSI.CE. Division of Opereiior^al Events AssesBmenl (Post 870411). 87/12/28. 
CmsolkJaled Edison Co. of New York, Inc. 124pp. 43905:138-43995:257. 

8801120280 FonvarOs Insp Root 50-213/87-27 on 67t009-l207.No violations 
rtoled WnHon response requested within 30 days ot IK receipt re Incorrect greasing of 
selety-relaied moloi-operated velve motora. 

BETTENIIAUSEN.L Ree^on 1. Ole of the Director. 67/12/20. MROCZKA.E.J. Con- 
nocllcut Yankee Atomic Power Co. 2pp. 44040 227-44040:245. 

-8901120288 Safety Insp RepI 60-213/87-27 on a71006-1207.No violations 
nofed Major areae inspoclod plant operatlons.rediation orotocfion.fi're 
prolecUon.secudty malnLsurvelHance testing & open items from previous insp. 
MC(^E.E.C Region 1. Die of Ihe Director. 67/12/26. 17pp 44040:229-44040:245. 

8712290165 NRC Info NoHco 67-066, "Inappropriate Application ol Commercial-Grade 
Conwonenle." Sve fist end. 

ROSSI.C.E. OMdon ol Operalionat Events Assessment (Post 670411). 87/12/31. 
ConsoSdoled Edison Oo. or New York, Ino. t20pp 43885:368-43996.016. 

9712300091 NRG Info Notice 87-067, “Lessons Learned From Regional Insps of Li- 
censeo Acilons In Response lo lE Bulletin BO-l 1." Svo list oncl. 

ROSSI.CE. Ovlslon ol Operational Events Assessment (Post 670411). 87/i2/3t. 
ConsoWolod Edison Co of New York, Inc. 123pp. 44038:164 -44038:266. 

8601050394 Suppi 1 to NRC Info Notice 86-081, “Broken External Closure Springs on 
Alwood & Momit MSIVs." Svo list end. 

ROSSI.CE. Otvlsfon of Operational Evenla Assessment (Post 870411). 86/01/11. 
Coc^ldaied Edison C^. of New York, Ino. I23pp. 44036:041-44038.163. 

6S012B056S Revised application lot amond to License DPR-ei, amending Tech Spec 
Table 4.12-2 to Include only 47 vraids in auxiliary leedwaler pump sleam supply piping 
(or inaervica Insp. Related info end. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. 88/01/22. Document ConKol 
Branch (Document ConVOl Desk). 12pp. 44160:089-44160:106. 

-8501280572 Proposed changes to Tech Spec Table 4.12-2,identllylng 47 Instead ol 69 
wMa In auxiliaiy tee^aler pump steam supply piping lor inservice Insp. 

* Connecticul Yankee Atomic Power Co. 86/01/22. 6pp. 44160:101-44160:106. 
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ijMraKnf raports ft rafatad corrtspontfenca 

^'snthYoperaL’rurept lor Deo 1&87.W/&S01 IS Hi. 

WIMtR.OO ODrioctcul Yarkee Atom.c Powar Co 87/12/31. lOpp 
44 106 242. 


e oceurrancaa, LERa A raiaiad eorraapondenca 

LER 07-018-00 on 87ii20.rtiotor-operalecf valves detarmioed not to t>a In 
onflgurat>on dacla'ed i.'«perabie duO to g'ease hsta' ed In motor 
used by loadeQuale ma'nl procedv-'o & technical ir)lo.W/a7i217 ur. 

, 7/ILLER,0.6- ConnecLcul Yankee Atomd Power Co. 67/12/17. app 
43792.084. 

RCon 971219.1 quart of Lbncaling oil leaked Iron) Iraveli-ng water screen 
water Iniake structbrs A entered Ui.'inscticul Rfver.Causod by equipment 

,E J. kiodbeaslO'jWes. MROCZKA.E J. Con.netticut Yankee Atomic Power 
12. HEQENEaw.D Conneotloul. Slate Ql 2pp. 44047 083 44047.064 


-6404tt(»20RavOto tOOO-AOM-7317.01 
* QaMiel PubBc UiUtiea Corp. • GPU 
44QB7 307. 


IEP 031). "Equipment Environ QualifteabOA ' 
Service Corp. 04/01/20. 52pp. 440872M- 


8S0I&60S3<I Requaeis eddi Into ra Implementalton ol ATVilS rule fequ'tefnont^rj^-'j^ 
Movls>on ol elecWcal turscttonal diagrams for ARI & RPT sya from sensors 10 imai ac* 

ORW£Rlc^*'5/f1^}l«t Olrecloreie 1-4. B6/01/19. FIELOER.P.0. Qoneral Pwbbc 
UtaiUasCoip.- OPU SoA^caCorp. 4pp 44l36:261-44138r264. 

8801280884 Appucadof) lor amend to License DPR-IO.Tech Spoo Change 
IMoroposiru new pressure-lamp llmllB which weta developed recBTOV in ecco -jura 
«*/A^I BW Code SacUon ill Non-Mandatory App Q & SRP Soctlon 5 3.2>oe 

pJ^LER.PB-Oerwial PuWe Utilities Corp - GPU Servlca Corp. 08/01/10. Documon 
Control Branch (OocunterH Control Desk). 4pp. 44160:068 44160:068 


-8891280360 Proposed Tech ftseca re new pressuro lamp oporaling curvos dovetoptO 
for operation ht^nrl 10 EFPYa. . ^ 

• Oanaral Puhfc UUHIIes Coqj. • GPU Service Corp. 08/01/19. lOpp 44160.079- 
44160066. 


Eiamlnalloni 

Partial response (o FOIA request for documenta re worker tra.'ning pro- 
IPO treinng accietf-taL'onPorwaida App f docuir.en'.s App E & F docu- 
available in POR.Adol records also eve able In PDR under Bossong FOIA- 

'.OH Division of Rv'os & Recerda (Post 870413) 86/01/12. BOLEY.K. 
en's Cr.Uca' Mass Energy Pro|«cl 8pp 441 16;OOM4 116:039 


2t9 OYSTER CREEK NUCLEAR POWER PUNT 


8801220171 Oran '•Comparison Between Relran-02 MOD3 & flelran-02 MOD* & impact 
on Oyslar Creek Renan Model." preliminary eubmittal Topical RepI 046- ..... 

* Oenatel Pitdto UHSUaa Corp. - GPU Service Corp. 88/01/22. OEpp. 44101.053- 
4410l:1&0 

•00129011* Requeata ad<» Into leuW 991114 & 651023 aubmlltala for Gonorte LU M- 
2^liem 2 2 (Ptti 1) re equipment claasifiCBlIon program (programs for ell ottior ea ory- 
re'ecedcomponer)la).Ra^nsa requested by 860220. . 

OflOMEniac.A.W. Project Oiteclorsle 1-4. 86/01/22. FIEDLER, P.B. Qonorot PvWto 
Ul-i«leeC^. - GPU Servlca C<^. 5pp. 44176:260-44176:284. 


nedical, antergeney & lira protection plans 

Forwards Rev t to Corporata Emergency Plan 1000 PIN-IOOO.OI- Rev re- 
g/ati’on ol TMl e.7iargency preparedness program organiisLon A 
rrurary olrraiorchanges m plan also end. 

3. General Pubk Utilities Corp. • GPU Servlca Corp. 87/12/23 Oocumcni 
nch (Document Conloi Desk). 6pp. 43*02:040-43903.022. 

I Rov 1 to lOOO-PlN-1300.01, "Corporate Ematgency plan for TMi A 
A Nuclett Stations." 

Public Utlliies Co^. • OPU Service Coa>. 07/12/22. 3a0pp. 43902:054- 


Q. inapactlon taporta, IE ButlaUna A cortaapondanca 

•712JOOOO* forwaitla Salety tosp Rapt 6O-219/87-30 on 871tO2-O0.No vfolnltora 

JOHNSION.W.V. Regton I, Ole of Iha Dlractor- 87/12/15. FIEDLER, P.O. Oonpral 
PiAloUllIrMsCorp. - GPU ^rvlce Corp. 2pp. 43921:050-43021:065. 

-8713300612 insp Rapt 6O-2te/07>38 on e7ti02-C)8.No violations nototf. Ma!bf a'oa* 
inepMiedkcaMiM taeponse to Qenerlo Ltr 84-i l A eletoa pt acUvitiaa ro drywell wall 

MC6^RTY.R.A. STAOSNiOER.J-R. Region 1. Ole of lha Director. 87/12/14. 4pp 
4392i;052-4392tD55. 


Ravlaad emardency p'an impiemen ng procedures, 'ncfjding nav i lo 9473. 
8."Ad<« AMitfence & NoLLcattoo:' Rqr 2 to 9473 tM.P-l300 23.' IhytoW 
i Rav 1-05 lo 5000-AOM-S064.0l.‘'Oporation of Peraippany. "W/671227 

J. General Public Ul.l'es Corp. • GPU Service Co'p 87/12/29. 46pp. 
43979:139. 

Forwards Safeguards Insp RopI 50-219/07-37 on B7I023 A noLCd Of vto'a- 

T. Rart'on 1, Ofc of toe Director. 87/12/30. FIEOLER.P.B General Public 
p. - GPU Service Conp. 3pp. 44039:128-44039 137. 

I Padia ly withheld notice ol vofetlon from insp on 871023 (ref lOCFR 

T. Region l. Ofool the Director. 87/12/30. 2pp 44039:131-44039:132. 


0712180389 NRC irtlo N«<a 67-004, "CoDvlollon for Faislllcstion of Sacuiily Trcinino 
Record*." 8vc bat atwl 

RO^LCiE Division of Opersilonal Evenl* Assesemani (Post 870411). 67/12/22. 
CcnsoidatedEdlaonCo. of New York. toe. tZOpp. 44i53.00l-44l63:t84. 


<712170118 NRC Into Nolica 67-065. "Plant OpeiaUon Beyond Analyzed CondlLons." 

Sve Usi and. 

ROSSI,C.E. ONtalon ol ^>efatJorial Events Assessment (Post 670411). 87/12/23. 
ConscMaled E<S^ Co. of New York, Inc. tPDpp 440^ 008-44058:1 27. 


8801190177 Fomaida Safety lt«p Repi 80-219/87-3e on B71019'22.No vtolattona 
rxrted 

JOHNSTON,W.V. Region A Ofo of toe Director. 87/12/23. FIEDLER.P.B. Gorwol 
PubboUtlHtos Corp. - GPU Service Corp. 2pp 44039:119-44039:127. 


• Pa/tialy withheld Prwsical Secuhtv fnsp Hopi 50-219/87-37 on 871023 
73 21).Vfo’eitons noted Ms, tor areas rnspacled circumsisneas eurroundiiig l(- 
Yified degraded vital area barrtec & cdnecUve ecUons. 

R,WK., SMITH.Q C.. KEIVIG.HR. Regton 1, Ofc el the Director, 87/12/ 
039:133-44039:137 


-0801199192 Irtsp Rapt 50-219/07-36 on e71016-22.No vlolallona or unresolved tioins 
mi^Ma|or areas Inspected licensee followup acllons In responae lo IE Buliollna 70- 

CHAUOHARY.8.K.. S7R05NiDER,J.R. Region 1, Ofo ol the Dlractor. 87/12/18- 7pj:i- 
44039.I2I-44039.127. 


Forwards Safety fnsp Rapt &0-219/87-27 on e7O021-1OO4.No violations 
iw ol event oparabHity ol CRO mscharilsm due to tr.abili^ cl ac- 

0 hold gasjvessure requosfed w/correctNe ecitons. 

.USEN.L Regcn 1, Ofc of lha Drector. 88/01/08. FIEDLER, P 6 General 
e$ Corp. • GPU Service Corp 2pp. 44|}30.002-44030.021. 

1 Insp Rapt 60-219/87-27 on aT0921-l0004.No vitrlalions noted. 
icledpieni opetatons.ph^lcal secunty.LER A drywell shell toinning con- 
'9 A maInt.Problem ra CnO machanlarn accuir^ulaior prassures Idenliflad. 
XJ. Region I. Ofc ol toe PIrector. 83/01/05. Idpp. 44030004-44030:021. 


0712230003 Suppi t to NRC Info NoUca 87-028, "Air Sya Problems al US LWRe." Sve 
tlalenc). 

R0S5I,C.E OMaton of OperailonsI Events Assessment (Post 670411). 87/12/26. 
ConaoHdaled Ediaqn Go- of New York, Ino. t24pp. 43Q95'.13a-4a995:287. 

0001120272 Fonwda Insp Rapt 50-219/67-34 on 671019-22.No vrlolaUona nolod.M06t 
corracifye acBons re 670911 event complata.AII commllments for raslart cornplelo. 
per 071 109 review. 

BETIENHAUSENA- Region 1, Oto ol lha Dlrectof. 87/12/28- FIEDLER, P .6. Qonornl 
Pubko UlftiasCoip. - GPU Servlca Corp. 2pp. 44040:161-44040:174. 


license stage dO'^nmente A corraapondence 

^s, Inc, Including summary of NRC 
:ls,8udit Info.work hislory A l-sts 
•<irr» AveS- 

f 3-8766 87/12/16. 

•"■'' 8 ^ 500 . 

'•28. "Pos'.-MaJnt 


-00O172O279 Insp Rapt 50.219/87-34 on B710ie.22.No vlolflUon notod MajOr areas 
insp«ctod:ton(Miup on coneoUve actions following 870911 event re requiremdnl to 
have two redrcvlauon loopa in full open position. 

COWGilL.CJ Re^ 1, Oto of the Dlractor. 87/12/21. 12pp. 44040:183-44040:1 74. 

8601 130889 forwards Safeguards Insp Rapt 50-219/87-37 on 871023 A notice ol viola- 
tioa 

MARTW.T.T. Regton 1. dc of toe Dfrector. 67/12/30. FIEDLER.P.B. General Pubfto 
UlUltles C<7p. • GPU Service Corp. 3pp. 44O39;120-44O38:137. 


7/12/23. Docu- 
;136 

tVale co<mpt(ar>ce 
ie aflernaia rod 

0. Document 


-ds App B 
nts withheld 


uo. 'WEISS, E.R. 


-W1t30073 Partially wllftheki nolica o( vtoiatfon from insp on 871023 (ref IDCFR 
MARw.T.T. Region 1, Ofo of toe Wrootof. 67/12/30. 2pp. 44039:131-44039:132. 


Secuniy Insp Rapt 80-210/87-37 on 
(rei ]O^R73.21LVnlailons noled.Ma|or areas inspact^;o[rcum8tance8 aurroi 
censes foer^ttoad degraded vital area barrier A correctly actlona. 
tt^^^ *’*8'®'* ‘'’® Director. 87/12/ 


871023 
rroundiryg 11- 


0 M 11 ?O 1 O 6 Fofwatoa Reaottva Insp Rapt 60-219/87-39 on 871 102-06 & notice ol vlo- 


9 *® 2* Oira^, 07/12/30, FIEDLER.P.B. General Public 
Obhbea Cots. - QpU Service Com. 2 do. 440a0:029.*arMn-nnn 
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(fom itisp on B7t 102 06 Violations noieO: woikera »>• 
0 doso ra<o (nstrurnonis & access undor sing'o security 
mant ol responslbiiitlos 
-87/12/30 2pp 44030 02<1.>l'1030.025. 

<pl 50-219/07-39 on 07UO2O6.Vio'aiions noied MalQf 
aniry Into drywell & apparent bioactt of access door in- 
area 

M. Region i. Otc of ifio Oirocior. 87/12/23. 6pp. 


7 066, "Inapproprtaio Appljcailon of Co/nmordal Gfatfe 

allonal Evonis Assessment (Post 070411). 87/12/31. 
iw York. Inc. 120pp. 43005 2SB'43Q9e.01& 

37-067, “Lassons Learned From Regio-nsl maps of LI- 
0 IE Buiiolin 00-11." Sve list end. 
alional Evonis Afisessmoni (Post 070411). 87/12/31. 
3w York. Inc. 123pp. 44038:164-44030:280. 


0B01200O24 LED 67>048-00.on e71l1i,reaclci aalely valve discovered leaking during 
reactor vessel hydrestafic pressure test. Caused (ly mecfianical fatigue faliVre of 
manual bfl nul colter pm.Valvo replaced & a'l nuts ternovcd.W/660t07 Itr. 
MCG^NEriP., FIEOLER.P.B. General Public Utilrtios Corp ■ GPU Service Corp. 63/ 
01/07.6PP 44052:306-44052 311 

6601270140 LER 67-Ol4-Ol:on 670303.coniBlnment vcni & purge valvo isolaHon 
occurred Caused by configutaiion control process daflciency duo to backlog ol docu- 
menlatfon awaib'ng 6nat cfoseoul Drawing control sys revisoa.W/860t20 Itr. 
OALANTOJ . FIEDLER. P.6. Gensiel Public Ulllit-es Corp. ■ GPU Service Corp. 88/01/ 
20. 6pp. 44141 048-44141:052 


V. Operator Examinations 

6801120240 Fonvards Operetor Licensing Exam Rept &0-219/87-31OL given during the 
wk of 871010 Corvtorn Idoniilied re Incomplete & oul ot-daie rot mail sent to NRC tor 
uso In exam preparation Licenses response expected within 30 days 
GALl0.n.M. RMlpn 1 . Ole ol the Dfreclor. 87/12/31. FIEDlER.P.8. Gonoral Pubke 
UMitlos Corp ■ GPU Service Corp. 2pp 44044:1 1 1-44044:228. 


Licensing Exam Ropl 50-210/87-31OL given during tlie 
ed ro Incomplete & out ol-date rot mail sent to NRC lor 
see response expected w.lhin 30 days, 
it tho Director. 87/12/31. FIEDLER.P.B. General Public 
:orp. 2pp. 44044:1 1 1-44044 228. 


-6601120262 Exam Repi S0-2I9/67-31OL on 871019-22. Exam resulls oll three senior 
reactor operators passed written & operating exsms Training mall submiued for exam 
preparation out of-daie <x tncomploto.Relatod documaniatlon end 
luMB.T.. LANGE.OJ. Region Otc of the Director. 87/12/23 8lpp 44044:113- 
44044:103 


I9/87-310L on 87|0iQ-22.Exsm resulia:ull ihreo sonlor 
len & oporeiing exams. Training mall aubmlitod for exam 
imploto. Related documoniailan end. 
n 1. Ofe of Ihe Director 87/12/23 8lpp. 44044:113- 


imenla on riuostiona contained in recently admlnialerod 
3xam. 

Utililloa Corp. - GPU Service Corp. 87/10/29. LANQE.O 
33pp. 44044:104-44044:226 

210 Itr Informing NRC of alops taken to corroct violoiiona 
’• 20 . 

Ole of the Director. 8Q/Q1/05. FIEDLER.P.B. General 
eivlco Corp. ip. 44039:162-44039:16S. 

Insp Rept S0-2t0/O7-27 on 87002l-1004.No violations 
'tng operebl'.ity of CRD mechanism duo to inability of ac- 
re roquoaied w/coiroclivo achona. 

1, Otc of the Oirocior. 89/01/06. FIEDLER.P.B. General 
orvico Corp. 2pp. 44030.002-44030.021. 

19/97-27 on 87092l-)0004.No vfolaiipns noted. Ma/or 
Ilona, physical security, LER i drywoli shell ihlnning con- 
m re CRO mochsriism accumulator pressures idanlliiod. 
: ol tha Director, oe/oi/os. tepp. 44030;004'44030.02i. 

nfo Nollce 06 oet, "Broken External Closure Springs on 
c list end. 

rraiiortel Eventa Assessment (Post 8704 ft). 89/0i/>t- 
■lew York. Inc. 123pp. 44038.041 •44039: 163. 


I & related correapondence 

(Clear Genersling Station Effiuonl Release Rept for Period 
r 

lio Ulllllles Corp. • GPU Service Corp. 86/12/31. 78pp. 


-6601190108 Provides uU comments on questions conlsinod In recently administered 
NRC senior teaclot opataior exam. 

FiEOLEn.P.Q. Gonetai PuUlc Ulilltlss Coip. - GPU Service Corp. 87/10/29. LANGE, 0. 
Region I. Ofc ol Ibe Director. 33pp 44044:194-44044:226 

860>20023l Paniai response ro FOIA request for doamenta re worker framing pro- 
grams & INPO Irainir^ accredilstlon. Forwards App F documenisApp E & F docu- 
ments also avaiiebio in POR Addi records also available In PDR undor Bossong FOIA- 
87-204. 

QHIMSLEY.OH- Oividon of Rules & Records [Post 870413) 88/01/12 BOLEY.K. 
Public Citizen's Cmical Mass Energy Piojed 8pp. 44119 001-441 16:030 

-6601220138 Advises of atientlarKe ai 870933 Nall Neclear Acc/edriing Board moBiing 
at INPO ofca in Ailania.OA lo nainlng programs al two plants. Encis Include list o1 
Board member names & attendeos & OTtioS plant eislus accrsditallon table 
OIBSON.AF RogtCM) 2, Ofc ol Ihe Olioctor. 87/11/02. ROE.J Division of Liconsce 
Performance 6 Qually Eveiuaiion (Post 67041 1). 8op. 44119:169-441 10:166. 


DOCKET 60-220 NINE MILE POINT NUCLEAR STATION, UNIT 1 


F. Becurity. medical, amargsney 6 tire protacllon plana 

6601190126 Rov 10 to Emornency Plan impismsniing Procedure EPP-6, "In-Plant Emer- 
gency Surveys.*' W/8801 1 > Hr. 

STUART.C.t.. AeSOTT.fl.a.. MANQAN.C.V. Niagara MehBwk Power Corp. 68701/11. 
14pp. 44046:265-44045 298. 

6601250195 Nolillos ihsi WR Butler fi MC Thsdani will visH alio on 880210 lo review 
emergency oporeiing procedures ihot deei w/ coniainmont venting during emergency 
condiUone Eecorted eccees aaliafecipcY toi pne-hmo visii.info end. 

CAPRA.n A PtolMi Directorate M. 66/01/16. MANQAN.C.V. Nlsgare Mohawk Power 
Corp. 3pp. 44114:216-44116:216 

8601260012 Forwards changes lo plant secunty Iralning & queliUcailon plan, per 10CPR 
60.54(pV Changes (Ascussed w/W Manin.EncI withhold (ref 10CFR2.76b & 73.21). 
BERAITA.J P. Niagara Mohawk Power Corp. 66/01/22. MURLEY.T.E NRC • No De- 
tailed AIKIIaHon Given. Ip 44167:129 44157:129. 


al Environ Monitoring Repl lor Oyaior Creek Nuclear Gen- 
Hr. 

ibllc Ulllllics Corp. • GPU Service Corp. 86/12/31. 
I of the Director. 270pp. 44133:242-44134:1». 

dum 1 to "Oyster Creek Nuclear Generating Station Efliu- 
or Jul-Ooo 1689. 

ibllo Utilities Corp. - GPU Service Corp. 67/05/19. 
lo of the Director, ip. 44132:310-44132:323. 

0 "Oyster Creok Nuclear Generating Station Ellluent Re- 
Oeo 1966 

3orp. • GPU Service Corp. 66/12/31. 13pp. 44132:311- 


g repl for Nov 16e7.W/e71216 Itr. 

EOLEfl.P.B. General PuWfc UW/lfos Corp. - GPU Service 
} 066-43923.074. 

gropt for Dec 1987.W/670116 Hr. 

FIEDLER.P.B. General Publlo Utilities Corp. • GPU Service 
7:300-44167:306. 


LERa 6 related correapondence 


H. General correapondence 

8801280357 Responds to 87120? Hr to J BradOurne re 871029 lira from conshluents.S 
StensM 8 L Munger.concerning handling b1 nuclear waste No nuclear wasle shipped 
lo lecllliy-Papere dealing w/handkng ol nucloar wasio and. 

STELLO.V. Olo ol Ihe Executive Dlredor for Operailons 08/01/19. HORTON, P. 
House of Rep. 8pp. 44130 012 44136 019. 


J. tnaunnea i IndamnUy frrformatfon 

6801070497 Forwards Endoraemenia 8.3 & 87 lo MAELU Policies M-12.M-106, & MF 
ae./ospeeWefy A Endorsemenls 6,3 A 104 to NELIA Polidss N I2,N-)05 A NF- 
lOueroeclively. 

GOIOEN.MP. Marsh A McLennan. Ino. 87/12/28. DINITZ.l. Office of Nuclear Reactor 
Regulation. Director Q’oat 87041 1). 7pp. 43991:168-43091:174. 


P. Operating Itcanae ataga dooumenta A correspondence 

8601280173 FOIA requeat lor documenla re vendor lisis lor facility as compiled by ulll 
oi^ar^ conUarHora between 1976 A 1976. Including documentailon re use of "E- 

PALAST.Q.A. Union Aasociales. 87/12/14. GRIMSLEY.O.H. NRC • No Detailed AHI'-I- 
allon Given. 2pp. 44139:263-44139:264. 


on 680729, confafnment fsolaflona A standby gas (raacmant 
sed by automallo bus Iransfer of power supplies due lo 
lion signals re8el.W/671223 Itr. 

:R,P.B. General Public Utilities Corp - GPU Service Corp. 
43918:121. 


6801140136 Summary of 671117 meeting w/ulif re licensing Issues. Usl of meeting sl- 
tendees A mealing agenda end. Besides erKi agenda Ilem8.8ubl Pf maintaining nega- 
tive preeaura In secondary conialnmenl also discussed 

HALrGHEY,M.F., QENEDICT.R.A, Project OIreolorata 1-1. 88/01/04. Projeo) Director- 
ate 1-1. 10)^. 44033:026-44033;036. 


on 671201, reactor bldg ieoiaUon A standby gas treatmenl 
lo water accumulation In augmented offgas ays.Caused by 
as line drained A main! acheauled.W/87r226 IV. 

1. General Public Uillltiea Corp. • GPU Service Corp. 67/12/ 
02& 


8601130076 ittfoima ol Intentions re surveillance ol neutron poison mall used in facility 
spent fuel storage racks.Utll lo remove A examine sample coupons 
pe(lodically.Periodlo exam of samples consistent w/B4020i SER. 
maNQAN,C.V. Niagara Mohawk Power Corp. 68/01/08. Documeni Control Branch 
fOocumenl Control Desk), ip. 44001:243-44001:243. 


18 DOCKETED ITEMS 


8801800231 P^jal fosponga to FO'A req-jesi (or dooumeflls »e worhor iralnlna pfo- 
9'arns & INPO iraJriiog eccredi'ation.Fo^waftf$ App F doccmenlsApp E A F tfocu* 
ava-.'abla in PDR.Addl reoofdj also avai'Bbie in FOR voder Bossong FOIA- 

^'.MSlEY.DH. Division ol Rules & Records (Post 670413). 88/01/12. BOIEYX 
Publo Ct'ojee's CrltJcal Mess Energy Pro|ecl. 8pp 44118:001-44118 039. 

“8801210086 Forwards Oenion 850814 memo re NRC approach <o evaluale ei/eciive- 
o^enc?* 8«s«ed.laiion program cm impiovetf vatning m nuclear ptr^rer toMjustry.W/ 

PERS^3Ky,J.J. Ucensee Quauncalior® Stanch 85/06/23. COAKLEY.W. Inetttule ol 
Nuclear Power Operabons. Ip. 441 18 196-44118:168. 


8001190261 Fwwartfs epplicaton (or a.-nend lo Ciconse OPn-63, revising Tech Spec 
Section 3.1.1, ■'Control Rod Sys." tpresolva concema raised In Inao Raoi M-^0/88- 
OS.Fee paid. 

1.EMPGES.T.E Niagara Mohawk Power Coro. 88/01/14. Oocumenl Control Branch 
(Ooounvant Control Desk), ip. 4406r234'440ei:240 


-8801190267 Applcaiion lor amervj to License OPR-63,revl8inQ Tech Spec SecMon 
“I 'fiWhre concerns ralsod in Insp Real 50-220/86-08. 
LEMPGESJ.E. N.agare Mohawk Power Corp 88/01/14 3pp 44061:235-44061:237. 

-6801190369 Fioposed Tech %«ts, revising SecUon 3.1. 1, "Conlrot Bod Sys" lo re- 
aolva concerns raised £rt Insp Repl 50-220/86-09 
' Niagara Mohawk Power 88/61/14 3pp. 44881 238-44061:240. 

8801220146 Forwards Rev 3 to NMPG-QATR i, 'QA Program Toptcal Repl lor line 
M ‘e Po>'nl Nuclear Station Operations.’' Revs liKlude corporate report. ng.responslMly 
chances A general descn'ptlons of responaibll ties (or orgari^Uar\a. 

PERRV^J.A. Niagara Mohawk Power Corp. 88/01/15 Documeni Control Brencf> (Doc- 
ument Control Desk). Spp. 44096:308-44067:018. 

-8001220188 Rev 3 lo 'OA Program Topicel Repl for Nma Mile Point Nuclear Siaiion 
Cwreborrs ' 

PtfiRY.JA Niagara Mohawk Power Corp NWPC-OATR-i RQ3 . 86/01/12 70pp 
44066:311-44097:018. ^ 


8801270079 Advises that site visits being scheduled dunng 6802t0-l2 per 
requesi.Pienia consbtute sample of Mark I 6 Ti plants Proposed plan lo review emer- 
oerscy MeraLro piocedutas on ocnieinment vonimg discussed. 

0UTLER.W.R. Prelect Direcioraio l-g. 88/01/15. VARGA, S.A. Division ot Reactor 

PfOladis- l/(HPoat 870411), 2pp- 44149202 44U9 203 

**21^9’*^ response to POIA reguestApp G documenia akeady avaiabie 9s 
POR Aofi H doogmants, ra INPO accrediiaWn tra=n,og.enci & avaiiaOla In Pon 
QRiMSI.ev.O,H. OMskxt ol Rules 6 Reconls (Post 870413). 98/01/10 BOLEYk 
P ubilo CiUisn's Critical Mass Energy ProjecL app. 44O9S-OOI-4406SO22. 

-8612040318 Summary ol attendance at INPO Accreditation Board 861119 6 20 meet- 
ings irt Aii«nia,(3A re vauYng programsAgenda anci. 

4, Generic Reduiramenis. EDO (Pra 870413). 66/ii/ 
^aiolsGi? 4 6^08o' * Generic Refluirementt, £00 (Pre 870413) 


0. impeotlor report*, lE Buiiellni 6 correipondence 

87l2t8tM69 NflC liKo Notice 67-064. "Conviction (or falsification cl Secunty TrakWAo 
HOCCfutt. Sve Hst enci. * 

ROSSr.CE. Division of Operational Events Assessment (Post 8704111 67/12/22. 
ConaoMaled Edison Co. oi New York, Int. I20pp 44i S3 001 -44153 ipa. 

8712170119 NRG Into Notice 67-065. "Plani Opeiabon Beyond Analyzed CondiUons” 
Syc i.-el end. 


ROSSl.C.E. Division ol Operational Events AesesstTWU (Post 8T04tu R7/t2/23 
Consoirdaied EdrsonCo. Ol New York, Inc t20pp.44056006-440S6:l27. 


8712230IM3 SuppI 1 lo NRC Into Notice 87-028, "Air Sys Problems at US tWRs'' Sve 
list enci 

ROSSi.C.E DNieion ol pperational Evenis Asseasmenl (Pest 870411). 87/12/28 
Consolidated Edison Co. ol Nt?w York, Inc. f24pp 43995:138 43995 257. 

6712290156 NRC Info Notice 87-066, '•fnapproprlale App/Jeauon of Commwcial-Grade 
Componems ” Svetisi end 

ROSSJ,CE. Division ol Operational Events A*sa»smeni (Post 6704ti) 87/12/31 
Censoldaled Edison Co. ol Mew York, tnc. 120pp. 43995 256 43996016. 

0712300091 MftC Ir/o Notice 87-007, "Lessons Learned From Regional insps ol U- 
censee AcUons In Response to l£ Bulletin 80- 1 1 Sve list end 
ROSSI.C.E. Division ol Operational Events Assessment (Post 870411) 87/12/31 
ConsolkiBted Edison Co. or New York. Inc. i23pp. 44036:164-44038.286. 

6601130078 Informs of intentions re surveillance of neuron poison mall used in faciiriv 
spent fuej stwage facks.l/bl to remove & examine sample coupons 
pertodicailyPaiKKficeiam of samples consisiani w/840201 SER 
IMHQmc\. Niagwe Mohawk Power Corp. 88/01/08. Oocumenl Control Branch 
(Oocumenl Control MSk). Ip. 44001:243-44001:243. 

External Closure Springs on 

Atwood 6 Momll MSIVa. Sve list encl. ^ ^ 

ROSSI C E. OM^on of OpereVena) Events Assessment IPosI 870411) 88/01/11 
ConsofKtaled Edison Co. of New York. inc. t23pp 44038 04t-44038:t6J. 

’Of o^sod to license OPR-63.fsvis;i>g Tech Spec 
SeeWn 3-1.K Rod Sys. to to&olvo coocenis Root 50*220^16' 

09.f oe MKi. 

LEMPGES.'TE. Niagara MohavA Power Ckirp. 88/01/14 CTocumertt Control Brsreh 
(Document Control Desk), ip. 44061:234-44061.240 

-^1191^7 AppBMIjon for amend lo License OPfl-e3.revising Tech Spec Section 
*73. " lo resolve concerns raised in insp Repl 60- 220/86-09 
LEMPGES.T.E. Niagara Mohawli Power Co/p. 88/01/14. 3pp. 44061:235-44091:297. 

-6M1190269 Proposed Tech Specs, reviMng Seebon 3 1.I, "ConVol Rod Svs" to re- 
solve concerns raised In Insp Repl 50-220/86-09 
' Niagara MohswK Power Corp. 68/01/14. 3pp 44081-238-44061-240 


8801210101 Forwards insp Repis 50-220/87-24 & 50 410/87-42 on 871031- l2IO.EfV 
lorcemenl action on licensee l.miung safety sys setpoint violallon & complignea w/ 
June 1963 conlirmatory ordor ro scram disenarge vol design & lostlng unrosolvod 
WENZINGER.E.C. Region 1, Ofc of Iho OIrgclor. 86/01/14. MANfjAN.C.V. Niagara 
Mohawk Power Corp. 2pp 44086:326-44066:349. 

-6601210107 Insp Reels 50-220/87-24 & 50-410/87-42 on 87t03l-121O.Two i/vo- 
solvad Itoms noted Major areas inspected power ascension lesUng plant lours su-tve<:' 
lance testing rev.'ow,salety sys waiKdowns & LER.TMI action plan Items & IE Bultalm 
review. 

JOHNSON.J.R. Region 1, Otc ol Iho Director. 80/01/07. 22pp. 44086 328-44086.349 


6. Reportable occurrences, LERs & related correspondence 


8601220545 Pad 2t rept re do/lciancy idenliflod in design of Interface Detween Umlior. 
(|ue actufllors 6 bulterfty valves. IniUally reported on 8fl026.Polontia'ly alleclod vahes 
have boen closed & lagged oul-ol-svc 

MANOAN.C.V. Niagara Mohawk Power Corp, 67/1 1/02. Region 1, Ofc ol the Okoctor 
3pp. 44159.077-44159:076 

6712290385 LER 87-023-00. on 670422,tnp of normal roactor bldg ventilation & Imbabon 
ol omsrgency veniilat'on occurred. Caused by personnel error.Puse rep'acedOn 
871123 .ubi discovered LER not submitlod for event. W/871222 Hr. 
MAZZAFERRD.P.A., lEMPGES.T.E. Niagara Mohawk Powor Corp. 87/12/22. 5pp. 
43890:060-43893:094. 


9801136203 LER e7-026'00.on B7f202.Tach Spec 3.2.6.a (1) violaled due to A5ME re- 
altamis M R12-A/B & 93-R13-A/B idenWIad as Taiurned lo sve w/o p/esorvSco exams 
or nobficetkan to Inspeclor.Causod by porsonnel error. W/680t 04 Hr. 

MA22Af 6RRQ P A., LEMPGES.T.E. Niagara Mohawk Power Corp. 88/01/04- App. 
44000.268 44000:269. i' hi- 

6601120343 LER 87-024-00:on 67l306,roactor feedwater How control sys developed 
inslat>4ity.On 971207, toactor acranuned when walo( level leu 10 low l^ai 
seipolelCeused by deb/is in instnimenl air control lina.W/e60t06 H' 

MA22AFERno.P A , LEMPGES.T E. Nieqata Mohawk Power Corp. 68/01/06. 5pp 
43988360 43988.355 


8601140113 LER 67-025 00:on 8712IO.full reactor scram occurred while In cold shut- 
down condition. Caused by seuncus aciuation ol intermediate rsnoe monlior due 10 
nolso-ProWam ropt m'tiaied.w/eBOlOS Hr. 

MAZZAFgflRO.P.A , LEMPOESpT.B. Niagara Mohawk Power Corp. 68/01/08. 6pp. 
aamAr/is^.aen'iA ns 7 ® 


M01140116 lEfl 67-027 -OOen e7i209,Teeh Spec 3.2.0 vioialod due to (nservfce Insp 
(ISi) program daficioncies.Caused by mgi ineffsetivonesa in ISI program 
Ph^e o^en dekmni^/cofiecHve actions corrected, W/e0OtO8 llr., 

44042268-44042 274 


Niagara Mohawk Power Corp. 66/01/00. 7pp. 


6601260289 LER 87-Cr28-M) on 871219, reaeior manually scrammed due lo vibrotiflii m 
Ngh pressure leedweiei piping Caused by faiiuro of aiem/valve plug assembly result- 
‘‘'96' wweuro 6 f'cw suigesExam oi pipe welds parlormed.W/seoiia IM. 
MAZZAFERRO.P.A , LEMPGES.T.E. N'aoafo Monawk Power Cnrp. 88/01/10. 6pp 
«415g06e-A4159Ci76 


6801270248 PNO-l-66-007.on 860ii5,pfe»ent unpSaririad ouiage 10 Inspatl & repak 
tesdwatei eys componenis 9 supports emended lor appro* 3 wka to perform Insp ol 
busNngs in reactor vessel (langa wWch hoW B lnch dlamater reaeior vessel hoed 
skids 

COOK.W. JOHNSON.J. Region t, Qtc ot the Olrocior. 88/01/19. !p. 44145;308- 


8807280466 PNO I-88-(i09:on 660>20.unusual event declared as rosuH of worker injured 
alter stepping through hole (n grating between reactor vessel Hange & refueling cavity 
noo' No contamination Involved 

COOK.W.. JOHNSON,j. Region 1, Ofc ol the Olredor. 88/01/21. ip. 44125:325- 
44125.326. 


V. Operator Etamlnallona 


8601200231 Pertiai fesponso to FOIA request tor documents re worker training pro- 
grams a INPO training accredilaUon Forwards App F documents App E & F docu- 
ments also available in POR Addi records also available In PDR under Bossono FOIA- 
87-204 ” 

GRIMSLEY,O.H. Division ol Rules 8 Records (Posi 870413). 88/01/12. BOLEY.K. 
Publte OHizen's CnHca) Mass Energy Pfo)ect. 8pp. 44118.001-44118:039. 


-W1220136 Advises ol aliondance al 870923 Natl Nuclear Accrediting Board meeting 
al INFO ofes in Allanla.GA re training programs at two plants EncIs Include list ol 
eoaid msmbei names a anendees 8 871 105 plant status accreditation table 
GI8SON.A.P. Region 2, Ole ol ihe Oirecior. 97/11/02 ROE.J Division of Ucensee 
Performance & Quellty Evaluation (Post 070411). 8pp. 44ii8;1S9-44il9 166. 


DOCKET 50-224 UNIV. OF CALIFORNIA RESEARCH REACTOR 


R. Operaling Mcenta aUge documanta 5 cetreapondanca 


"Erivlron Repl for TRIGA Mark III" & "Decommissioning Plan lor 

iHKjA MvK 111 . 

C^Wrj^a, UnN. ol. Bwkeley. CA. 88/01/09, Document Control Branch 
(Docunnenl Control Desk) 2pp. 44t06:(X)l-44 108:104 


-8601200291 •'Environ Repl (or TRIGA Mark III.'' 


-6601200293 ''Decommisaionlog Plan for TRIGA Mark 111 "' 

H 81/01/3^?' n^pp.^^tO8O2l'!?^tO0-1^°""®''^ Engineenng, Inc.). 67-039. 





228 AEROTEST RADIOGRAPHY & RESEARCH REACTOR 


Examinations 


nforma that oporalor licensing exama roschadulocJ to tho wK ol 860411 In- 
0322-23 Exam contfactod lo EO&G Idaho, Inc Rot mail should be lecaived 
0 lalor than 600311. 

Region 5. Ole ol lha Oireclor ee/Ol/lf NEWACHECKH Aofolesi Ooa»- 
Ip 44045:209-44045:209. 


230 PAVIA RESEARCH REACTOR 


license stage documents & correspondence 

Porwaids response lo SPOS audit Imdinga & NRC 861211.620205 & 0505 
^oposed revaiidaiion of SPOS In simulator win bo compietad by Second 
16 & completion ol other open items expected by Dec 1688 
4T.E.E. Afirona Nuclear Power Proleci (lormorly Arizona Pubkc Service 
724 OocumonI Control Brancti (Oocumcnl Conirol Ooek). 7pp 4302t.043- 


237 OHESOEN NUCLEAR POWER STATION, UNIT 2 


nedlca), emergency A tire protection plarte 

Responds to 671218 Hr to scopo 8 objeclivas lor plant oxorcisa schoclUed 
Proposed obloctlvoa acceptable. 

'.0 Region Ole ot the Oirectcr. 67712/31 REEO.C Commonwealth 
ip. 43962:066-43962.068. 

Forwards Rev 21 to security plan All amona tloms will bo intplemonlod 
pt ot NRC appioval notificallan w/ listed excripHons.inckid-ng manual IM- 
cerd key access not funclIonaLRept withhold (lei 10CFR73 2|) 

5LO.L. Commonwealth Edison Co. Se/Of/l-t Oocumont Conliol Branch 
Control Desk), ip. 44163:220-44163:220. 

Forwards Rev 23 to socurlty plan All amend Homs will be implemenlea 
pt ot NRC approval notification w/ listed excoptlonaJndutfing manual log- 
card koy access not tunclionsI.Rev withheld (re) fOCFR73 21) 

ELO.L. Commonwealth Edison Co. 68/01/14. Oocumont (^nol Branch 
Control Ooeli). tp. 44093:247-44093:247. 


I Hcanta stage doeume/its 8 eorreeponaenee 


Repia status of program to resolve apparent discrepancies botwoen as- 
inaiyted condition of Mark I piping. Fuluro NRC sieiue repia should conOn 
sued monthly. 

.i.M. Commonwoaiih Edieon Co. 87/12/22. 0AVISA6. Region 3. Ole of 
ir. 2pp. 43962:268 43962:289. vgro • wio or 


Fowards Info re possibility 8 effect of postulated do power faiiuteper 
.cone Sotuiione w/echedule for implementation will be eubmliiod wlinin 60 


Commonwealth Edison Co. 67/12/22. MURLEY.T E. ohico ol Nuclear 
agulaiion, Oireclor (Poet 870411). 2pp. 43091:111-43961:120. 


6 Advises of enor In SAFER/QESTR LOCA analysis in 670918 Hr Iransmil- 
sod amend 10 Quad Citles.UnU I, Cycle to reload NEDC-3t345 P wHl be 
IC concurrence requested lor startup of Unit t. 

4, Commonwealth Edison Co. 07/12/21. MURLEV.T.E. Offtce of Nuctea# 
agulaiion. Director (Post 870411). 6pp. 4396t:t 13-43961:120. 


Advises of intent to utilize Bechtel Topical nept.BN-TOP-> tiwting meihod- 
I planla. 

,P.C. Commonwealth Edison Co. 67/12/31. Oocumont Conirol Branch 
t Conirol Oesk) Ip. 436ee.005-439Be:005. 


Forwards request lor addi Info re util 67061 1 Itr proposing ditteronl scheme 
ent which would provide more effective monitoring then finally proposed 
Itr. Response requested wilhin 60 dsys of Hr dale. 
tUIS.M. Proleci Directorate 111-2. 66/01/12. BUTTERFIELD.L Common- 
son Co. 4pp. 44031:230-44031:233. 


Partial response to FOIA request for documents re worker uelnlno pro- 
INPO training accreditation. Forwards App F documonlaApp £ 4 F docu- 
:> available In POR.AddI records also available in POR under Bossong FOIA- 

Y.D.H. Division ol Rules & Records (Post 870413). 88/01/12. BOIEYJC 
ien'8 Critical Mass Energy Projeot. 8pp. 441 18 001-441 16:039. 

:6 Summarizes 651116 meeting w/INPO in Atlanta, OA re Dresden accredile- 
opt & NRC training review criteria & procedures. INPO unclear on oblecHw 
reviews. 

iKYJ.J. Ma/nienanca 4 Training Branch. 85/12/23. RtlSSEtt.W.r. OMskm 
Factors Technology (851125-670411). 3pp. 441 18:226-44116-227. 


Informs lhat Revs 42-46 ol OA Topical Repl CE-I-A acceptabfe per 
App B. 

3.C. Region 3, Olo of the Director. 88/01/20. REEO.C. Commonwealth 
>. 2pp. 44126:106-44126:109. 


in repotia, IE Bulletins 4 eerreapondence 

) NRC Info Notice 97-064, "Cohvlcllon for Falsification of SecurRy Tridnina 
Sve Hal end. 

: Division of Cperallonai Events Assessment (Post 8704111. 87/12/22. 
ted Edison Co. of New York, Irto. 120pp. 44163;001-44163:i24 


8712170119 NRC Info Notice 87-065. "Plant Operalion Beyond 
Sve Jisi enci. 

ROSSI, C.E Division of Operational Events Assossmonl (Ro^ 
Consolidated Edison Co. of New York, Inc. 120pp. 44056:008.4- 

8712310005 Forwards Safety Insp Ropis 60-237/87-39 & 50*^ 
121 1.No violations noted. 

HAfiHISON,J.j. Region 3, Ole ol Iho Director. 87/12/23. rE 
Ed-aon Co. fp. 43963 295-43963 300. 

~87123 10007 Insp Recta 50-237/87-39 & 60-249/87-38 on 8/1 
or devlstlons nolod.Wator areas Inspocled: Imp/emenlalion c* 
ATWS mltlgallna sys. 

WESTDERQ.RA, GARDNER.R.N. Region 3, Ole of the Dif 
43963 296 43963:300. 

68011S02S6 Documcnis conversallons between author & R Klos* 
of 671207 4 14 re status ol implementation of IE Bullolln 85-1) 
coii^led for ail laakigs except Quad Ciftes Completion sclied 
MOmGAN.W.E. Commonwealth Edison Co. 87/12/23. DAViS. 
Uta DIroclor. 2pp. 44041:053-44041.065. 

6712230003 SuppI 1 lo NRC Into Notice 67-028. "Air SyS Pioblf 
list ef>ci. 

ROSSl.C E. Division ol Oporatlonal Events Assessment (Po: 
Consofidaied Edison Co or New York, me. 124pp. 43995:138-4 

6601040072 Forwards Safely Insp Ropis 60-237/87-30 & 50-f 
l204.No violations noted. 

WRIGHT. G.C, Region 3, Ole of tho Director. 87/12/28. Rf 
Edison Co. 2pp 45923:051-43923.061 

-6801040076 Insp Reels 50-237/87-30 & 50-240/87-37 on 871 
or deviations noted.Majoi areas Inspacled eflactivenoss ol 
cansed operators (Module 41701) 4 nonliconsed stall (Modulo 
LOVER. s., St/RDiCK.TM. Region 3, Otc ol the Diroctor. 87/' 
43023:061 


6712290165 NRC info Nollce 97-066, "Inapp/oprlaie AppUcaiiOi 
ComponenlB " Sve list encl. 

ROSsi.C.E Division of Operstionel Events Assessment (PO 
Consolidated Edison Co. ol Now York, Inc I20pp. 43995:258-4 


6712300091 NRC Inlo Notice 67-087, "Lessons Learned Frorr 
censoe Actions in Rosponse to lE BuHelln B0-i i." Sve llsl encl 
flOSSi,C.E. Division of Operaltonsl Evanls Assessment (Po 
Consoiidaied Bijisen Co. of New York, Inc. 123pp. 44038:t94'4 

6601060203 Forwards response & schedule oi actions rosuHinn 
hon atplanl on 8708l7-26,per V Stello 671126 & J SnIozoH 6'. 
dweridenl upon hcarvseo S NRR response. 

NOREliUS.C.E. Region 3. Die ol ina Diroctof. 67/12/31. R 
censee Performance & Quality Evafuai/on {Pest 870411). 6pp 


8601060394 SuppI 1 to NRC Into Notice 68-061. "Broken Ekioi 
Atwood 4 MorrJ) MSiVs." Sve Hsi end. 

ROSSI.C.E Division ot Operalional Eventa Assessment (Pc 
Consolidated Edison Co. of Now York, Ino. 123pp. 4403&:041-r 


6801140367 Forwards response 10 NRC 871106 Bulletin 87-002 
review receipl insp requirements & Internal controls for fastoi 
detarmlne through issling it Issienets meet mochanlcal/chomk 
MORGAN, W.E. Commonwealth Edison Co. 68/0f/l2. DAVIE 
the Director. 260pp. 44045:317-44046:232. 


8801210030 Forwards veMlicalion Of compIeHon of proD/em rt 
Bulletin 65-003.V8'ld.ty ol calculations not fully conflrmed.Roso 
In Insp Repts 60-207/67-33 4 60-240/67.32 contained In End 
MORGAN, W.E Commonwealth Edison Co. 86/01/15 OAVI' 
Iho Director. 107pp. 44086:169-44086:265. 


B. Reportable recurrences, LERa 4 related eorreapondenoe 


6712900026 LER 68-058/03L-Von 021226, small leak found On 
Iwoen 2.1201-13SB 4 2.I20I-86B vaJves.Caused by IQSik 
near weld.Degraded pipe section roplacod per Work Packanr 
EENIOEN8UflO.E. Commonwaailh Edison Co. 87/12/16. Opp 

6712290329 Confirms 660119 enlorcoment conierence In n 
861 128 4 29 detnerting events.per 671204 & 10 discusalons 
NORELIUS.C.E. Region 3, Die ol Ihe Dlraclor. 07/12/17 c 
Edison Co. Ip. 43d03:lOB-A30B3:lOB. 


8601200368 LER 67-035-00:on 671210 while responding to App 
noled number of operable APRM downscale inps in 
msutticlenl.Caused by personnel error.Procedure chsnoed a 
680106 Itr. 

WAQNER.M., EENIGENBURG.E- Commonwealth Edison 
44107:237-44107:241. ^ 


V. Operator ExemlnsMont 


8601040072 Forwards Safety Insp Repts 60-237/B7.3B 4 6n 
l204.No violations noled. ” 


WRIGHT, G.C. Region 3, Ofc of Ihe Oireclor. 
Edieon Co. 2pp. 43923:061-43923:061. 


87/12/28. p 


or derAations noled.Ma]or areas Inspected: effecUveneas ot 
censed operators (Module 41701) 4 nonlicensed staff (Modui. 
tOVE.R.S., BURDICK, T.M. Region 3, Ofo of Iho Oirecior. 8? 
43923:061. 
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Mat200231 Partial raspcnsa to FOIA request lor docurr.enis re worker traimrig pro- 
arams 4 INPO Itaialng accrerJtatioo Forwards App F dociimenis App E & F doctr- 
ffionts e)so dvdilsb's in PDB Add) foccidd fCso SLi/dhiMd tn PCR Boosotiq rOlA* 

|nwSLEY,O.H OlVisioo 0l Ru'es A Records [Post a^Oiia) 84/01/12- BOLEY’Jt 
Public Ciliren‘3 Cnti4fl1 Maas ErtOtflv Project 8pp 44118 t)01-441!B036. 

-8601311)180 Forwards reauUs cl post-accred talon reviews el Susquehanna on 
e5l02l-23.Oresde.i on 659118-21 a Oconee oo 851216-l8Slgnlfican> ptogiess ob- 
served In Improving tia'ni.ng 

OEtflOMKH. Office cf Kuclear Reactor RtM-jla'lorv, OliacWr I€51t25-8704t1j. 86/ 
01/28. PATE, 2. Inslitcla of Kudear Power Operaiions SBpp. 4<Jt8 267-44llB318- 

-881)4150828 Forwards rinal tepis liom stall posi aoctod<iaupn audits 4 compertson of 
revisad HOC review questions w/INPO accreditation objertivea & 
ctdeda Recommends IMPO consider adding appropriate accreditatforicnterta. 
OENTO.N,H.R- Olfico Of Nuclear Reasior RMuHtton, DirecW (851125-870411). 86/ 
04/03. PATE.2 Ins-jlLle ol Kuc’oar Power OperaUons 32po. 4411831644118367. 


-8881260416 Proposed Tech Specs Incorporating test exception to contatnmoirt apis: 
^ 88/01/20. app. 44128:336-44128 345. 

O. tnapeclion reports. IE Buiiailrit 8 correspondence 

8712280337 Forwards lr>sp Hepl 60-244/87.33 on 870928-1002 6 noUco < 
violal-on.Saveral discrepancies In power sys electrical fuses observed & program t 

resolve problems reviewed. ^ , 

JOHNSfoN.WV. Region 1. Olo ol the Director. 87/12/17. KOBER.R.W. RochosW 
Gas S Electric Corp. 2pp. 43893:169-43863:178. 

-6712290340 Notice of violation Irom insp on 870928-l002.Vlolailon noted.luso anomt 
lies in Engineering Work Requesl 3341 & 8603M Inierolc memo not evaluaied it 
safely Impact 

'fleg’-on I. Olo of Ihepireclor. 87/12/17. Ip. 43B93;l71-43093:l71. 


-8612090057 Trip icpi ol INPO Accreditation Board 850623 meeting re plant iraMng 
programs. 

P£flSEMSKY.J.J LIcensea Oua'.fica'ions Branch. 6S/Q8/tO QQOHEfi.HR ucansee 
Oua'ificalions Branch. 3pp. 441 18.136-441 IQ- 195 

-6601230138 Advises ot etlendsnce at 870923 Natl tiuc'eai AccrediUtt Beard meeting 
St INPO cics In Ailania,GA re training p^'ams at two p'anisEiscIs indutfe ftsi ol 
Board merrber names & atlerxlees & 8/i lOS p’ani status acciediiabon table. 
G'BSON.AF Reg'on 2 , Otc of the Chrecior 87/11/02 ROE.J DvisioA ol Ucerisee 
Pertormanco 8 Oua'ity Evaluation (Post 870411). 8pp. 44 119.169-441 ifl;i68 


-67I279094B Insp Rapt 60-244/87-23 on 670928-l002.Vlolation nolad.Mater arer 
inspeclad.review of oc sys, Including design bases, criteria lor fuse cable slziog.fle 
wAdPwnolbaiiefy&dcIbedcws. ^ , 

KOSHY.T. ANDERSON.C.J. Region 1, Olc of the Director. 87/12/16. 7p 
43893:172-43893:176. 


8712160389 NflC Into Notice 87-064, "Conviction lor Falsification ol Security Trahir 
Recotda." Sve l-si enct. ^ .. 

ROSSI, Ce. Division of Operational Events Assessment (Post 870411). 87/12/2 
Conaolidaied Edison Co. of New York. Inc. 120pp. 44153:001-44153:124. 


DOCKET SO-244 ROBERT EMMET QINNA NUCLEAR PLANT. UNIT t 


F. Security, madleai, emergency A fire prelection plena 

6601130219 Revised emergency plen Implorrenimg procedures, Including Rev 8 U) SC- 
202 ••Manni.'ig Techr^' Support Clr/' Rev 18 to SC-605. •'Site Cortimgency Call 
Usi." A Rev 17 to ESP 11/1, "Nuclear Ema-goncy OHsile Response..."’ w/e80i06 
Hr. 

8NOV/.0A. flochee'ei Gas S EiecWc Corp. 68/01/06 STAHtE.C. fioieci Oteewraw 
M. aOpp 44000.070 44000 099 


P. Opsrattog iieene* stage deeumenla A correspondence 


6712170119 NRC Into Notice 87-065, "Planl Operation Beyond Analyzed Cond tions 
^usiencL , .... 

ROSSI,CE. Division of Opsretlonal Events Assessment (Post 870411). 87/12/2 
Consolldatod Edison Co. of New York, Inc. 120pp. 44O56:0OB-44OS6:127. 

6712230003 SuppI I to NRC Into NoUce 87-026. "Air Sys Problems at US LWRs " S 

ROSSi.C.E. OrviBlon of Operational Events Assessment (Post 870411). 87/12/2 
Consol.daled Edison Co of New York, Inc. 124pp. 43995: 138'43995;267. 

8601 120316 Forwards Safety Insp RepI 50-244/67-26 on 671004-1 130 & notico of vl 

eETT'ENHAUSEN.).. Region 1, 01c ol the Oirecwi. 87/12/29. KOBER.R.W. Rochoei 
Gas 6 Elecldc Co/p- SpP- 44046:26e-4404e;27B. 


8601070036 Forwa.'da croprloierv WCAP-11668 A nonpr^lotary WCAP-llOTQ. 
' LOFTTR2 Analysis df Poisnuaf Radiological Consequences Fol’ewino Steam Gertor 
slot Tube Ropfuie ai RE Qinna Nuclear Power PlanV' WCAP-it6€8 withheto iref 

KOBEfLfl Rochesier Gas & EiecWc Corp 67/12/24. STAHlE.C NRC • No Oe 
laled Alf a5on Ovaa 5pp. 43939:30&-og40.02i. 


-86011)70040 fleqjos’s proptletarvelalus for '‘LOFrTR2 Anafysls of Poisrttial Redlolog- 
Ical Corisequencoe Foitowng steam Generator Tube Rupture a1 RE Qinne Nudear 
Power PIsnf," Mr lOCFR2.7eo Atfldawc end 

WIESEMANN.R.A Wesiincrtouss Eiecutc C«p 87/12/03. MUAUEY.T. Olhee of Nu- 
dear Reactor Regulation, Dijecior (Post 870411). lipp. 43939:31 1-43939 32i. 


•^601070059 Nonptop'.e'aiy version ol '‘t.OFTlR2 Anstysie of Poienlief Redtolbgical 
Consequerrees Following Sleem Generator Tube Rupture at RE Ginrte Nuclear Power 
Planl.” 

WENOLEfl.OJ.. RU81N.K Weslinghouse ElecWc Corp. VtfCAP-H678 B7/)1/30. 
e2pp. 43639:322-43940.021. 


0801060117 Forwards applcatton tor amend to License OPR-l6.ch«nging Tech Specs 
to remove orgenizaiion charts Fee paid. 

K08ER.RW. Rochostot Gas A Etocldc Corp. 67/12/28. STAiiLE.C. NRC • No Oo- 
taiiod AiriliaUon Given fp 43927.001-43927 012. 


-8801080134 AepT-caUen for amerto to License OPR-IB.revfsng Tech Specs to tenwre 
organizetton charts S to change other admInIsira'Jve lequirements 
KoBER.R W Rochester Gas A Efectrlc Corp. 67/12/28. 2pp 43927.002-43927.003 


-A601120319 NoUce ol violetion from insp on 871004-1 iSO.VIolation neiedbiocklng c 
w'ees removed A rolnsiaiied Iwice w/o edmlnlatratfvely controlling blocks per Pro< 
iluieA-1402. 

* Roglon 1. Olc o' the Director. 87/12/28. Ip. 44046:268-4404e:266. 


-8601130332 Insp Rept 50-244/67-25 on 871004-1 l30.Vtolatlon noted. Major ero 
inspectediicensee aclio/i on previous Imdings. review of plant operations A operei.( 
at aaleW vehflceMto.BurvetUance testing A plaril maint. 

COINGIILCJ. Raolon 1. Otc Ot the Director. 87/12/2 


in-in Aji/iAH-otta.AanaH O', 


6801200078 Responds to violations noted In Insp Repla 60-244/65-04, 5Q-2A4I/1 
03,50-244/67-18 A SALP Rept 60-244/85-99. Correoli 
a:Uon8:reorBanlzabon,establishrn9nt A implementation of computerized msinl Into s 
KO0ER,R,vr Rochesler Gas A Electric Corp. 87/12/29. RUSSELL.W.T. Region 
Otool the Director. 5pp. 44058 208-44058:211. 


8712290165 NRC Info Notice 87-066, ''Inappropriate Application of Commerclal-Gre 

Corriobnenta.'' Sve Hat end. 

ROSSi.CE. DIviaton of Operationel Events Aaaessmenl (Post 870411). 87/12/. 
Consolidated Edison Co. or New York, Ino. 120pp. 43995:268-43996:016. 


6712300091 NRC Into Noltoa 87-067. "Lessons Learned From Regional Insps of 
csrwee Acuona In Response to IE Bulleiln 60-11." Sve llal end. 

BDSSt.C.E. Orvlalpn ol Operational Evonie Assessment (Post 870411). 87/12/ 
Consoltoated Edison Co. of New York. Inc. 123pp 44036:164-44036:286. 


-6801060153 Proposed Tech Specs, removing orgsnlzalion charts. 

’ Rochesler Gas A Electric Corp. 87/12/26. 9pp. 43627 004-43927012 

6801200395 Forwards propdeiajY response to request lor eddi lr>fo reA7i027 tequesl 
tor Tech Spec change to increase steam genetaCor lube plugglr>g iimii assumed hi ref 
retoad saiefy anaiyss.Responso withheld (ter tOCFR2.79^ 

KOBER.R.W. RocnosteJ Gas A Electric Corp. 88/01/11. STAHLE.C. Office ol Nuclear 
Reactor Regutotion. OlrecVoi (Post 870411). Ip. 44185:114-44165:114. 

-8601200398 Requests that end utit propnetairy response to request for sddi Info re 
87 1027 request for Tech Spec change to Increase sieatri genetebr tube ptoggng Imii 
assumed in ret reload safety analysis be withheld (lal tOCFR2.790). 

WiESEMANN.R A. WestingFiouse Electric Cc>rp. 88/01/08. MURLEY.T. Office ol Nv 
clear Reactor Regulation, Director (Post 870411). I0pp. 44169:194-44159:203. 


9601200388 Forwards Insp Rept 50-244/87-27 on 871026-30 A notice 
vtoletlon.Numerous errors continued to be Identified In controlled drawings Review 
erswino conpol ptogram tequesled. 

JOHNCTON.W.V. Region 1. Ofc of the Director. 88/01/06. KOBER.R.W. flocho* 
Gbs a Elecirto Corp. 2pp. 44066:212-44066 223. 

-6MI200377 Notice ot violation from Insp on 87i026-30.Vlolation noted; errors Ide 
fled on PAlOa A enora similar to deficiencies previously IdenUfled. 

* Region I, Ofo of Ihe Director. 88/01/08. 2pp. 44068:214-44066:215. 

-8891200383 Insp RepI 50-244/87-27 on 871 028-30. VIOIaOons noled. Major an 
inspectad.iicensee aollons on NRC concerns A drawing conirol program. 
OLTVEIftA.W., DUDLEY.N.. BLUMBERG.N. Region 1. Ofo of Ihe Director. 87/12/ 
Bpp. 44066.218441)66:223. 


880128QS13 Forwards appkcaUon to amend license to reflect diet kense wP not expire 
until midnight of 0909l8.Fee paid. 

SNOW.e A. Rochesler Gas A EJecIrIc Corp. 88/01/19. STAHLE.C. NRC • No Oetfried 
Affihation GNen. Ip. 4412&.12544125-.142. 


8881060394 Suppl 1 10 NRC Info Notice 884181, ''Broken Exlemal Ctoaute Sprirtgs 
Atwood A MomI MSIVs.’* Sve Hal end. 

ROSSI, C.E. OMsion of Operational Eventa /Lesesamant (Poal 870411). 88/01/ 
Consol^led Edison Co. of New York, )no. 12^. 44036:D41-44036:163. 


—6801280631 Application for emend lo License 0PR-16,requesling license be amended 
lo exdre al mldnlghl ol 090918 Instead ot 060425. 

SNOW.8.A. Rochester Gas A Electric Corp. 66/01/10. I7pp. 44f25:l2644l2S;142. 

6601280406 Forwards app'ication tor amend lo licenso OPR-18 to Incorporate lest ex- 
ception lo containrneni spray pump operebii||yrequlretnenls.Fee paid. 

SNOWflA Rochaator Gas A aecfric Corp. 48/01/20. STAHLE.C NRC • No EJeiaSed 
Affiliabon Given. ip 44128 335-44128:341 


-8601380411 Applicallon ih amend to license OPR-18, Incorporating lesl axMptior^ (o 
oontalnmenl spray pump operability requlremenis. 

SNGW.B A Rochester Gas A Electric 5otp. 68/01/20. 2pp. 44128:33644128:337. 


8801310132 Provides 80 day response to NRO Bulletin 87-002 re lastener teallng 
determirie conlormauKe w/applicel:le rnatl specs, Procurement of safely-related m 
pedomyed by either receipt Insp method or caKUoo method. 

3NOW,eA Rocheslet Gas A EtoOtoo Com. M/0V15. RUSSELL,W.T. Region 1. 
of the Director. 250pp. 44062:176-44083:139. 

6801210137 Respoi)ds to violations rioted fh Insp Rept 60I244/87-23. Coroo 
acttoiwnonconformance repts being utilized to document A dlspoallton DC anoma 
not addressed to destorv enalysia to aasuie (utora deftotorveles protnptiy IdenUfied. 

. SNOW.eA Rochet Gas A Electrto Corp. 88/01/16. RUS86LL,W. Region 1. OI< 
^ the Director. Spp. 440e3:20644063;207. 
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R. Periodic operating reports & related correspondence 

8S0t060199 '1067 Rept of Paci'ity Changcs.fesis & IrKporlments Conducted W /0 Pnor 
Approval lor Aug 1966 - Jul 1907 W/071224 Ur. 

KOSER.R W fiocnosiot Gas & Elocinc Cotp 87/07/31. STAHLE.C NHC • No De- 
tailed Aflil'Olion Given Stpp. 43927:075-43927.125 

8601040478 W.oninly oporatng ropt (or Nov I907.W/B71211 Hr. 

MCNAMARA, A E., KOBER.RW. flochos'or Gas & Electric Corp. 87/11/30 6pp 
43S23 305.43923.310. 


S. Reportable occurrences, LERe & related correspondence 

8601060246 LER 07 006 00 on 87 1 130, standby aum'iary feodwaior pump tD deomod 
Inopetablo boyond Toch Spoc llinll Caused by cooir.g unit 16 ac olecincal broakei 
found In od pos Hon due to unaware operator Greakor lurr.ed to on posttion W/&71230 
Hr. 

BACkuS.W.H.. KOGER.R.W. RocHestor Gas & Electric Cotp 87/12/30. 8pp 
43937 136-43927:143 

8601140256 Summary of Oporelir-.g Reactors Events Meeting 68 Ot on 870105 re 
events that occurrod s nco B71 232. List ol eiierdeos & viewg'aphs one* 

LANNING.W. Events Assessmonl Branch. 88/01/07. ROSSI.C.E. Oivison ot Oper- 
ational Events Assessmeni (Rost 0704f I) 24pp 44031.033-44031 OSfi. 

86012S03SB LER 87-007 00 on 871210, during lovlow ol Westinghouse Ur ro oporaUrtg 
plant (oodback. potential for loss ol cooing durng hgh head recitcu'abon phase 
discovered. Caused by dos-gn f'aw.Aftoctod valvo roposll:onod.W/680l IB lit. 
WIDAY.J.A . SNOW.0.A. Rochestor Gas & Electric Carp 00/01/17. 7pp 44158.203- 
44166:209. 

8601260264 LER 87-008-00. on 871233, laruro ol safeguards circuit breakers occurrod 
due to zoro clearance bolwoen arrpectot actuator arm & broakor trip oar Caused by 
Inedequelo dosign Info from vondor.Ciitaranco reset W/8aoi 23 Ur 
BACKUS.W.ll, SNOW.Q A Rochester Goa & Elecinc Corp 68/01/22. Opp 
44167:247-44157:255. 


V. Operator Examinallona 

8801300231 Part-al response to FOIA request for documenis re worker traki’ng pro- 
grams & INPO training accroditaiion.Fonvords App F dacuments App E & F docu- 
ments also ovo'lable fn POR Addi rocords also avQi'sbfe in POR under Bossong FOIA- 
Q7-304. 

QRIMSLEY.D.fl Division ol Rules 6 Records (Post 070413). eo/0i/i2. OOIEY.k. 
Public Citizen's Cntlcel Mass Energy Projeel Opp. 44i ie-00l'44i 18.036. 

-8703260578 Trip rept of attendonco at 070226-28 Natl Nuclear Accrediting Board 
meeting In Allanla.QA ro util training programs Meeting agenda onci. 

QOQER.B.A. Division of Human Factors Tachnotogy l05l 126-670411). 07/03/17. 
RUSSELL, W.T Division of Human Factors Technology (05 ft 25-0704 it). Opp, 
44110:120-44119 120. 

-8801220138 Advrsos of attontieoce at 070923 Naif f-H/cfoar AccfoOulno Board mootinq 
a( INPO ofee In At1ania.GA ro train.ng programs at two pianis Enc^ include Isi of 
Board mombei namos & aiiondcos & 67110S p'ant siaius eccroditaiton (able 
OlBSON.A.P. Region 2, Ole of the Director. 87/11/02. ROE.J. Division oi llconseo 
Pertormanco & Quality Evaluation (Post 870411]. Opp. 441 10:199-44119:168. 


DOCKET 50-246 MILLSTONE NUCLEAR POWER STATION. UNIT I 


F. Security, medical, emergency 8 fire proloctlon plana 

8801 1 10443 DIscussQS Physical Security Insp Ropts 60-245/07-32. 60-33S/87-20 & 60- 
423/87-10 a Insp Ropt 60 423/07-10 on 070831-0904 8 22-1 102.tespecUveiy 8 fer> 
wards nol'ce ol violation 8 proposed Imposition of civil penalty. 

RUSSELC.VV.T Region f, 0(c Of Ifie OiroeWr. 07/12/14 MROCZKA.EJ. NotIhoosI 
Nuclear Energy Co. (subs, ol Northeast Ul-lltios). 4pp. 43069:t69i43989:177. 

-8801110454 Partially deleted notice ol violation from Insp on 870831- 0004 8 28-1028 
(ref 10CFn73.2l). 

RUSSELL.W.T. Region 1, Olo ol Iho Direclor. 87/12/14. 5pp. 43969.1 73-43089-177. 

8801120384 Revised corporate organization lor nuclear Incidents procedixesjnokidlng 
Rev 9 to CONI-9.01, "NoiUlcelion ol 8 Communicailans W/Upper Mgt 8 On Ca> Or- 

S anizallon'' 8 Rev 16 to CONI-10.01. "Emorgoncy 8 Telephone ..." W/871231 Ur. 

ODGERS.R., MROCZKA.E J Northeast Nuclear Energy Co. (subs, ol NorthoasI UWI- 
Ilea). MROCZKA.E.J. Northeast Ulllillog. 07/12/31. 39pp. 43091:020-43991:059. 

8801210188 Forwards Insp Repls 60-246/67-30 8 60-33e/87-26 on 871027-1130 8 
notico of violation. Several concarns ro clil’lod water caoKng sya NK 
IrtoperaW/rlv.roacfor scram 8 open sample sink valvo discussed. 

BEnENHAllSEN.L. Roglon I. Ofc of the Director. 08/01/11. MROCZKA.G.J Norllv 
east Nucloar Energy Co. (subs, of Nonheasl Ubillles). 2pp. 44083:235-440B3;265. 

-8801210211 Insp Repls 60-245/87>30 8 50-336/07-26 on 871027-1130. VIolaHons 
noted. Major areas in8pecied:physlcai securtly, oMrailons.svo wafer eye 
operabllity.vital dc switchgear vonlilation.survoillance 8 LERs. 

MCCAOE.E.C. Region 1. Ofc of the Director. 06/01/08. 18pp. 44083:236-44083:2&5- 


P. Operating llcenee etage documents & correspondence 

8801120090 Forwards Info re Resource Technical Svca.Ino, including summary ol NRC 
contracl work, NRC Form 28 for throo existing conlracls.eudil lnlo,work tUstocy 8 lets 
of expertise available for special Insps 8 of current resource sves. 

FELmOUS.RA. Resource Technical Services, Inc. FIN S-8786. 87/12/16. 
JOHNSON.E.H. Region 4, Otc of Ihe Direolor. 71 pp. 43996:230-43998:300. 

68010S0189 Application for amend to license OPR.21, revising Tech Spec 3.7.A3 to 
delete permission to perform open vessol criticality 8 lower power phyaUs lesting-Fee 

&r6cZKA,G.J. Northeast Nuclear Energy Co. (sube ol Northeast UiRtfes). 
MROC2KA,E.J. Northeast LitillLleB. 87/12/16. Document Control Branch (Doomeni 
Control Desk). 4pp. 43991:268-43991:264. 


—880 1050201 Proposed Tech Specs, revising Tech Spec 3. 7. A 3, to delete po.'mission lo 
porlorm open vessol roactiv,ty losis 

* Nonhosst Nuclear Energy Co (subs ol Northeast Utilies). 67/12/18 3pp. 
4309l:2G2.43991:264 

8601130260 SubmUs comrr.onls on drsH SRP Section 3.6.3. "Leak Boiore- Break Eval- 
uation Proceduros." por emond to GDC 4 ol 10CFR50. App AUtJs endorse com 
cnenis by Nucleer Utii Group on Equ p-nent Quatlflcat on. 

MROC2KA,E J. Connociicul Yankee Atomic Powor Co MROCZKA.E.J No'iheasl Nu- 
clear Energy Co. (subs, of Northeast Lfli’idesl. MROCZKA.E J. Northeast Lhl(-os. 68/ 
01/06. {3ocumoni Conirol Branch (Oocumoni Control Oosk). 4pp. 44002 161- 
44002:154 

8801 190180 Comment oppos'ng SRP Section 3 6 3 of NUREQ-OOOO LiLls endorse com- 
tnonis by Nutdear Ui i Group on Equ'pment Oua'illcation. 

MROCZKA.E J. Nonheasl Nuclear Energy Co (subs, ol Nohhoasl unities). 
MROCZKA.E J. Connociicul Yankeo Atomic Power Co MROC2i<A.E.j. Norlheesi UliL 
lues 88/01/06. Document Conirot Branch (Document Conirol Desk). 5pp. 44052.001. 
44062005 

8801270161 Ack tece-pi of Invo'ces G03B9,G0403.O0404 8 G0406 (or second quenorly 
inslaltmoni of 1 908 annuel leo.Payment for invoces wl.l be transferred on 890129, per 
insiruclions 

MROCZKA.E J. Connoct cul Yankee Aiomto Powor Co. MROCZKA.E J. Northoast Nu- 
efoar Energy Co. (subs of Northeast Utl.lios). MROCZKA.E.J. Northoast Utilities. 68/ 
01/16. Oocumoni Control Branch (Document Control Desk). 6pp 44168:014- 
44168016. 

8601260504 Notification of 880127 meeting w/iilit to discuss use cf dual role of senior 
reactor oporator/shifi tochn-cal adviser at facility. 

JAFfE.D.H Project Diracforaio 1-4 88/01/25 MURLEY.T., SNIEZEKJ., MIRAGLIA.F 
NRC - No Ooia/edAffihaiion Glvon. 2pp. 44173:205 44 1 73:206. 


Q. Inspection reports, IE Bulletins & correspondence 


8801 110443 Discusses Physical Security Insp Repis 50 246/87-22, 50-338/67-20 & 50- 
423/97*10 8 Insp Ropt 50-423/87-18 on 870831-0304 8 22-1 102.respoctlvely & for- 
wards niMfeo of vioiellon 8 proposod Imposlt-on of civil penalty. 
nusSEU.W.T. Reg-on 1. Ofc of the Direclor. 67/12/14. MROCZKA.E.J. Northoast 
Nudeai Energy Co (subs, ol Nodhosst Utililios). 4pp. 43969:169 43969- 177. 

-8801110454 Parlis’ly dototod noHCO ol violation from Insp on 870031- 0904 & 25-1028 
t«1 tOCfR73 21). 

RUSSELL.W.T. Region I. Ole o' Iho Director. 87/12/14. 6pp 43989:173-43980.177. 

8712269230 Reside to NRC 071 1 19 Hr ro violations noted In Insp Repls 60-245/07* 
17 8 SO-336/8/- 15 Corrective sciioris:inRiailod appTcatlons ol wire tevlawod 8 wire in 
oqdpmoni subj lo lOCFn50.49 Requitemonia replocod. 

MnQCZKA.E.J. Nprthoasl Nuoiost Enot^ Co. (subs, ol Northoast Ullilloa). 
MROCZKA.E.J. Northoast UiiiL'os. 87/1 2/iU JOHnSON.W.V. Region t, Ofc ol the 
Oirocior. 10pp. 43893:352-43063;360 

8712169389 NRC inio NoHoo 67*004. "Conviction for FalsHlcation ol Security Tra ning 
Rocords. ' Sve list end. 

ROS^.C.E. DNieion ol Opeiat onai Events Assoesmonl (Post 6704 tl|. 07/12/22. 
Consol dated Edison Co. of New York, Inc. t20pp. >14163;00i*44l63:l24. 

8712170119 NRC Info Notice e7.0Q6, "Plant Opo/ailon Beyond Analyzed Condtlons." 
Sve let enci 

RO$5I.C.€. Division ol Oporaiiohel Evsnis Aasossmonl (Post 070411). 87/12/23. 
ConsoHdaied Edison Co. of Now Yoik, Inc. 120pp. <14056.008-44050:127. 

8712290003 Suppi 1 lo NRC Info Noilco 67-026. "Air Sys Problems ai US LWRs." Sve 
list otkI 

ROSSl.CE. Division of Operational Events Assessment (Post 670411). 87/12/26. 
Consokdatod Edison Co. of Now York, Inc I24pp <13695:138-43995 267. 

8801130324 Forwards Seloty Insp Repta 50*246/67-20 8 60-33e/Q7-24 on 871102- 
06.No violaiions noiod. 

MARTIN, T.T. Region 1, Ofc of tho Direclor. 87/12/30. OPEKA.J.F. Northoast Nuclear 
Energy Co. [suba. of Northoast Utilities). 2pp. 44038:111-44039:110. 

-8601130328 Insp Repls 50-245/07-28 & 60-338/87-24 on e71102-oe.No violations 
noied.Ma^ areas tospoctednonradlologlcal chemistry program,Inciud)ng measure* 
moolctmiroi & anslyiical procedure evaluations. 

ZIBULSKY.K., JANG.J., f^SCIAK.W.J. Region I, Ofc ol Ihe Direclor. 87/12/22. 6pp. 
44039:113 44039:118. 


0712290155 NRC Into Notice 87-005, "Inappropriate Application ol Commerciat-Orade 
Components." Sve I si end. 

ROSSf.C.E. Division ol Operellonal Events Assossmont (Post 870411). 87/12/31. 
Ccmsolldated Edison Co. of Now York, Inc. 120pp. 43995:268*43996.016. 


8712300061 NRC Into Notico 07*067, "Lessons Learned From Regional Insps of Li- 
censee Aettons In Response lo lE Bulletin 80-1 1." Svo list end. 

ROSSI,C.E. Division ol Operational Evenia Assessmonl (Post 870411). 87/12/31. 
(^sotldatod Edison Co of New Vorlc, Inc. 123pp. 4403e;lS4-44038.2e6. 


8601120362 Forwards Insp Repls 6O-246/07*31.6a-336/B7-25 & 60-423/07*27 on 
87iii6*20.No violations noIed.Unu 3 staff implamenling offective radiailon proteclion 
program. Weakness noted re quelificalion of respiratory protection support personnel. 
MwTIN.T.T. Region 1. Ofc of the Director. 88/01/04. MROCZKA.E.J. Norlhoasl Nu- 
clear Energy Co. (sube. of Northeast UlUilles). 3pp. 44040:050-44040.061. 

-8801120367 Insp Repls 60-24S/a7*3l.60*338/a7.28 8 60-423/87-27 on 871118- 
ZO.Ato vtolattons notoa Mafor areas Inapecler}: rarSatlon protection ecVvItleB.IncMng 
kMemat/exlernal exposure control 8 personnel selection 8 training. 

WEADOCK,A., TIKDMAS.W.. SKANBAKY.M. Roglon 1, Ofo of Ihe Direclor. 37/12/28. 
9pp. 44040:053*44040:061. 


8601060394 Suppi 1 to NRC Inlo Notice 66-081, '''Broken Exiernal Closure Springs on 
Atwood 8 Morrill MSIVs." Sve list end. 

ROSSI.C.E. Division of Operational Events Asaessmeni (Post 870411). 68/01/11. 
Consolidated Edison Co. of New 'York, Ino. t23pp. 44038:041*44036:163. 
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M0I16O178 Provides update on (mplornenteton status of corrective aoilone discussed 
In B&II05 response to recomtnendelons In SALP Board repls tor tS-monm period 
ending 66050t S addi reteveni Irtlo. 

MROCZ(<A,EJ. Northeest Nuclear Energy Co (subs ol Nonbeast UttiOosl. 
MROCZKA.EJ. Northeast UtiliL'es. B8/0I/11. Oocutrenl Control Gtancb (Oocument 
Ccnlrol Oesk). 39pp. 440^3349 ^14036:027. 

6601910168 ronva/ds Insp Rapts 60'245/e7-30 & 50-336/67-25 on 67l027 fl30 S 
notice ol vlolaUon.Severel concerns re chilled water cooing sys HX 
inoparebiiity, reactor scram open sanplo sink valve d’scussed. 
aETTENHALlSEN.L- Ra^-on 1, OJc of me Oirector 68/01/11. MROCZKA.E J. Nortlt- 
east Nuclear Energy Co. (subs of Northeast UtiliUes] 9pp. 44083 236-44063:255. 

xOBO 1310200 Notice ol vipiaton liom Insp on 871027 VIolstlons noted; both redundani 
vital veittiiaiion subsv's cbUied water coows lr^opetable tor 4 yeara. 

' Region t. Ole ol the O'/ecior. 66/01/1 1. ip. 44083'237-44083 337. 

-6801210311 Insp Repls 60-24S/87-30 & 50-336/67-35 on 871027-1130. Viotatlans 
noted.Ma^i areas inspectediphys’ica) security, om8tions.avc water sya 
operab-’ ty, vital do switchgear venlilatlon,8uive'tianco & LEhs. 

MCCABE.E c. Reg-on t. 01c 0 ) the Director. 68/01/06 18pp. 44083336-44083265. 

6801370060 Forwards Safety Insp Rept 60-245/87-35 on 87l2l4-iBNo vio'attivis 
noted. 

OOHNSTON.W.V. Region t. Otc of the Director. 86/01/14. MROC2KA.E.J. Nonbeast 
Nuclear Energy Co. (subs, of Noithoasl Ulilit'es). 2pp 44141:085-44 141:089. 

-6601270062 Insp Rept SO-246/67-35 or« 671214-16 No vtolailons ruled. Ma|o/ areas 
In^ectedicensee response to Generic Lir 64-1 1. 

MCBREARTY.R A . SiROSNIOER.J.R Region 1. Ole of tbo Director 68/01/12 3pp. 
44141:037-44 141:089. 


R. Periodic operating report* & related cdrraspondence 

8801130110 Monthly opeiailru rept toi Dec ia&7.Vf/a60108 ttr. 

NEWbuRGH.G . sCACE.S c. Nonneast Nuclear Energy Co. (subs, of Nonhaasi UnD- 
ties). SCACE.se. Norlbees) Ulu-Ues. 87/12/31. Spp 44029330-44029 334 


V. Operator Ecamlnationi 

8601200231 Partial response to FOIA request for documecHs re worler (ratnirig pro- 
grams 6 INPO gaining accred.taiion.Forwards App f docume/iisApp E 6 F docu- 
ments also eve^teblo in POR.Addi tocorda also avalabie (a FOR under eossoevg PO(A- 
67-204. 

ORlMSt.EY.O.H Ordaion ol Rules & Reoe4ds (Fosi 670413), 88/01/12. eOtev.K. 
Public Olden's Cril'cel Mass Energy Project. Spp. 44ii600l-44ll8.039. 

-6801230136 AiMsea of atfandsnee ai 870923 Nail Nucioar Aocrediung Board meetirtg 
el INPO ofos In Atlanta.QA <e trsming programs el iwg planisEncis incivde hsl of 
Soard irembei itarr.es 6 aRendees A 67f lOS plant status eccraditaiion tabte 
OI6SON.AF. Region 2, Otc oi tbe Oirector. 87/11/02. AOE,J Division of Ucansee 
Peiiormence A Quality Cveiuailon (Post $70411). 6pp. 44119:159-44119.166 


DOCKET 60-347 INDIAN POINT STATION, UNIT 2 


F. SedurJty, medical, errergency & fire protection plana 

8801130270 Forwards Seleguatds Insp Rept 50247/67 26 on 87t005-08.No violatioro 
noted 

MART1N.7.T. Reg-on 1. Otc ol ibe Onedot. 87/12/24. SEIMAN.M ConsoKtated 
Edison Co. oi New York, Ino. 2pp. 44036.168-44039:179. 

-8801130271 Physical Security Insp RepI 60'247/e7-28 on 6710054)8 No vtotaVons 
noted.Major areas Inspectedpian & Implemenling 

procedures, orgarviza'Jon.audils.recards.reple.testing & msintphysfcal barifers S deloc- 
l/On aids. 

SMITK-GC., LANCASTER, VV K., KEIMIG.R R. Region 1. QIC of the Oreclor. 87/12/ 
it. 6pp 44039:1 70-44039. 175. 

6601206404 Forwards Insp RepI 50-247/87-32 on 871100-30 & ooUce of v>o>a6on. 
WENZfNGER.E.C. Roglon 1, CXc of the Director. 86/01/08. BRAM.S Consoldaled 
Edison Co of New YoB(. Inc. 2pp. 44057.050-44057.073. 

-6801200416 Nolce of violation from Insp on 671 103-30. Violation noted on 
670629.use ol lumper cable as compensaUon measure to supply power (o rhR Pomp 
22 to achieve cold shutdown corKfiLons not incorporaied Into plant proc^ires. 

' R^ion t,Q(cdl me Oirectot. 66/01/06 2pp. 44057-.092-440570^ 

-8801200429 Insp Rept 5Q-247/67-32 on 87l103-30Viola9on noied.Melor areas 
Inspected licensee actions on prm4ously Ideniified Insp rir>d'ngs,opersUon$ 8 outage 
activi'tas.fTaInt, suvaiVance & reyle« of perlod'C & special tepU 
SWETLAN0,P. Region 1. Ofc of the Diraclor. 67/01/05. 20pp. 44057:054-44057 073. 

8601290190 Advises that NRC finds no error in recipleni lesiimony at plani hee/trtg on 
radipiogicel risk 8> emergertcy planning. Assumption that delay^ emergency response 
would nave htita Impact on reactors deemed vaifO Reialad info end. 

MURLEY.T.E. Office ot Nuclear Reactor Reguia/ion, Oireclor (Post 970411) 88/01/ 
21. ROWSOME,F.H. Oak Ridge Associated L/nNs lipp 44179:328-441 79J52. 

—8704040066 Informs of possible errors in author testimony at faculty haan'itg <vi risk In 
1683 S to highlight evioetree that emergorvey planning may be Increasing radidogfcal 
risk posed bv nuclear power plants Assessment end. 

ROVVSO.MERH. Oak Ridge Assodalad Unrvs. 87/07/28 MURLEY.T.E. Office el Nu- 
clear Reactor Regulation, weetor (Post 870411) I4pp 44176:339-44178.352. 


P. Operaling ilcente stage documente 8 eorfeapondeno* 

880I1290M Forwards Into ra Resource Techrtical Svcs.tnc.lncludiivg summary of NRC 
coiitraei work.NRC Form 26 for three axtshAg contracts, audit into.work history 8 Ksis 
of entertise availahle lor special insps & o' current resource sves. 

FELiHOOS.RA. Resource Technical Services, Inc. FIN 0-8787. 87/12/16. 
JOHNSON.E.H. Region 4. Ole of the Oirector. 71pp. 43998:230-43998:300 


8601070235 FoAvarda temporary procedural enhancements re steam genoraiot loakngi 
aurveiilsnce to detect high cycle lallgua lube rupture.per 871218 dlSCussion.Clvar^get 
to procedures will be made before startup from refueling outagp. 

BnAM.S. Corraolldated Edison Co. ol New York, Inc 87/12/23. Oocument ConVd 
Branch (Document Control Desk). 4pp. 44008:093-44008:096. 

660104024S Forwards safety evaluation accepting util 871104 requeal lor roliof horn 
ASMECode reguiiement to perform volumetric exam ol circumferential & lono-ludAtl 
preasurlzer shall-to-haad welds & preasurlzer integrally welded attachmoni wold 
CAPRARA. Project OIrecloraia 1-1. 67/12/24. BRAM^,S.B. Consolidated Ediaon Co. Of 
New York, Ino. 2pp. 43995.240-43895 244 

-660104C353 Safety evatuation supporting util 871104 request lor rohol from ASMC 
Code requirement lor volumetric exam of piessudzer lower shoH-lo-head circumlororv 
tla) 8 tongiludlnat welds.Exam Category 6-B, Items 62.1 1 & 62.12. 

* NRC • No Detailed AflillaUpn Given. 97/12/24. 3pp. 43895 242-43896:244 

6801110126 Forwards Miely evaluation re ulH 871028 request for rellel from cotlflm re- 
qiilremenis ol Section XI ol ASME Boiler 8 Pressure Vessel Codo concorning voki- 
meiric & surlace exams ol PCS elbows. Relief gianled. 

CAPI^R.A. Project Directoraie M. 87/12/24. BRAM.S.B. Consolidated Edison Co d 
New York, Inc. 2pp 43668:3&6-43668 360. 

-8801110132 Safety evatuation eupporting requests for lellet from exam toquirontonU 
lor RCS piping 10094001081 welds. 

* ftikC - Uo Devatiorl AthHalion Given. 87/12/24. Spp. 43968.368-43960.350. 

880107020S Nobiication ol 880106 meeting w/Westingbouse Owners Group Opoihbom 
& ^^alysls Subcommiitees In Geihesda,MD lo discuss subcommittees InvosUgniioni m 
analysis araa ra Generic Lir 87-12. 

TRAMMELL.C M. Project Directorate V. 87/12/30. KNIGHTON.G.W. Projocl Director 
ale V. 4pp. 43945:34443945:347. 

880I07040S Notiftcaiion of 980112 meeting w/llcensee 8 NUS in Bethesda.MO lo (64 
cuas^eni proposed power uptale. 

SLOSSON.MM ProlMt Directorate M. 97/12/31. CAPRA, R.A. Projeol DIroctoraio f- 
t. 2pp. 43951.280-4^951 281 

6601130082 Forwards Rev 5 lo QA program for facility. 

BRAM.S. Consolidated Edison Co ol New York, Inc. 87/12/31. Documonl CohCtof 
Branch (Document Corti/o) Desk) ip. 44000:274-44001:016. 

-6801 t3O087 Rev 6 to QA program (or ladiity. 

‘ Consoll.:.ed Edison Co. oi New York, Ino. 97/12/31. 100pp. 44000:276-44001 016 

6801 140368 Notiticstion o> canceled 8801 12 meeting wfutil & NUS In Bothoada.MD Id 
(kscuss ptopoBea powei upisie 

%OSSON.M.M. Project Dkectotale l-l. 87/12/31. CAPRA.R.A. Protect 0<iOCtOl8U I- 
I. 2po. 44031:201-44031:202. 


O. InspecDon feporta, IE Bullatin* A correspondence 

87)2180368 NRC Info Notice 67-064, "Conviction for Falsification ol Security Trolmrig 
Records " 6vc Kst ei^et. 

rDSSlCE. DMsion ol Operational Events Assessment (Post 970411). 87/I2/9P 
Consoweted EtHon C^. of New York. Inc. t20pp. 4415l00l •44183:124. 

9712170119 NRC info Notice 87-065, "Plant Dperatioh BeyonO Analyzed CenillltcrxB " 
Sve Nsl encl. 

R055l,CE. Dtvislon el Operatlorval Events Aasesamenl (Post 670411). 87/12f>K) 
ConsoHdaied Ed<sor> Co. ol New York, Inc. 120pp. 44056.008-44056:127. 

8601040176 Forwards reaponss to facility steam generator girth weld quosliorrs Local 
grirxfouis permissible wilnlt) Pal portion ot unKorm zone & meets ASME Codo rgqiwo- 
menie 

BRAM.S. Corrsolrdsted Edisort Co. of New York, Inc. 67/12/23. Oocumeni Cortlrof 
Stench (Document Control Desk). 5pp. 43891:345-43891.349. 

6601050489 Forwards Insp RepI 60-247/87-33 on 871l15-20.No viotatlons noted. 
JOHNSTON.W.V. Region I, Otc ol the Oireclor. 87/12/23. SELMAN.M. ConsoNdnlrxl 
Ethson Co. ot Hew York. Ino. 2pp. 43961:151-439ei:15&. 

-860I05C474 litsp RepI 60-247/67-33 on 87l116-20.No violaUons or devlelloiil 
noted.MaJor areas Inspected steam generator eddy current Insp water chemistry con- 
trot & steam ganerailon malnt redlotMical controls. 

WINTEHS.R.W., STROSNIDER.J. Region 1. Ole of the Director. 87/12/17. ep|) 
43861;153-439$I:I68. 

8801130270 Forwards Safeguards Insp RepI 50-247/87-28 on 871005-06.No violailona 
noted 

MARTtNJ.r. Region 1, Otc ol the Oireclor. 87/12/24. SELMAN.M. Consofldhlotl 
Edison Co. ot New York, lr«. 2pp 44039:168-44039:175. 

-8601139371 Physical Security Insp Rept 50-247/87-28 on 871005-08.No vloiallone 
iwted. Major areas inspectedrplan 8 Implemontlrig 

grocedures.organlzaUon.eudtts.records.repls.lesung & malnt.physlC8< barriers & deloc- 

SMITH, Q C., lANCASTER.W.K., KEIMIQ.R.R. Region 1, Ofc of the Oireclor. 87/12/ 
1 1. 6pp. 44039: 1 70-44039. 1 75. 

8712230003 SuppI \ to NRC Into Notica 87-029, "Air Sys Problems at US LWRa " Sve 
tot end. 

ROSSIpCE. OMakKi of Opetabonal Events Assessment (Post 870411). 87/12/28. 
Consolkfaled Edison Co. of New York, Inc. I24pp. 43995;136-43995:257. 

8712290165 NRC Info Notice 67-066, "Inappropriate AppIleaUon of Commerclal-Orado 
Components." Sve Dal end. 

ROSSI, C.E. Ofvfsion of ^wratlonal Events Assessmant (Post 670411). 07/12/01. 
Consoftdeiad Eduon Co. oi New York, Ino. 120pp. 43995:2&B-43B96;016. 

8712300091 NRC Info Notice 67-067, "Lessons Learned From Regional Insps ol Li- 
censee /kcUons In Response to IE Bulletin 80-1 1." Svo list end. 

ROSSI.C E. Division ol Operational Events Assessment (Post 870411). 87/12/31. 
Consolidated Edison Co. of New York, Ina 123pp. 44036:164-44038-286. 



DOCKETED ITEMS 21 


8801130063 Forwards Ir^sp Flop! 50-247/Q7.3e on Q71 116-20 & nol-co of vtolaHon 
MARTIN. T.T Rogion 1, Ole ol tfio Director. 66/01/00. SELMAN.M. Cortsol-daiod 
Edison Co. Ot New York, Inc. 2pp. 44020.282-44029 283. 

-8801130064 Notico ol violation from Insp on 871 1 16-20 Violation nolod (aUure io con- 
trol access 10 locked high radiation area. 

' Rogion 1, Ofc Ol the Oiiector. BO/01/06 ip. 44029 284-44020 204. 

-6601130066 Insp Ropl 50 247/67-26 on 671 1 l6-20.Violali0n notodMajOi areas 
inspQcled:radiologlcel controls program.lncluding training & quelificaiiorvexternal/intet- 
nal exposure control, hot particle conirol program & ALARA. 

LOESCM.R.. MARKLEY.M., SHANOAKY.M Region 1. 01c of the Dirociot. 88/01/04. 
8pp. 44029:285-44029 292. 

8801200406 Forwards Insp Rept 50-247/87.32 on 671103-30 & nollco ol vtolallon 
WEN2INOER.EC. Region 1. Otc ol the Director. 86/01/08. BRAM.S. CoraolUaied 
Ed'Son Co. ol New YorK, Inc. 2pp. 44057. 050 44057.073. 

-6801200410 Notice ol violation from map on 871103-30. vtolallon nolod. on 
870829.use ol jumper cable as componsatlon measure to supply power to RIIR Pump 
22 to achieve cold shutdown conditions not incorporated into p'anl procedures. 

' Reg-on 1, Ofc ol Ihe Director. B8/01/08. 2pp. 440S7:052-44QS7:0&3 

-8801200429 Insp Repi 60-247/87-32 on 871 103-30.Vlalallon noted.Maiot areas 
lnspecled:licenseo actions on previously Identlllod Insp findings, operations & oulego 
aciiviiles.malnl. surveillance 8 review ol periodic fi special ropts. 

SWETLAND.P. Region I. Ofc of Ihe 0-reclor. 87/01/05. 20pp 44057:054-44057073. 

6801050394 Suppi 1 to NRC Info Notico 86-061, "Broken Extornei Closure Spnngs on 
Atwood & MorrTI MSiVa." Sve list end. 

ROSSI, CE Division of Operellonal Events Assossmonl (Post 670411). 88/01/11 
Consolidated Edison Co. of Now York, Inc. t23pp. 44O38:041-44038'i63 

6601360516 Discusaes followup activity re steam goneralor insorvice inap Followup tepi 
re linear Indlcallona on aloam generator atiell to cone wetdmant deletmlnod by ulita- 
sonio Inspswill be submillod by rnid-Fob 1988. Testing program ertci 
BRAM.S. Consolidated Edison Co. of New York, Inc. 88/01/15 Document Conirol 
Branch (Document Control Desk). 4pp. 44136:171-44136:174. 

8601360467 Forwards response to NRC Compliance Bulletin 87-002. "Fasionei Testing 
to Oelerm'no Conlormance W/Appllcable Mall Spec." Foaieners atorod In hoaiod 
warehouse In Codlandl.NY, Inside individual b-na or panels. 

BRAM.S.B. Consolidated Edison Co. of New York. Inc 86/01720 Oocument Control 
Branch (Document Conirol Desk). 70pp. 44137:167-44137:243. 


R. Periodic operating reports & related correapondenee 

8601370316 Monthly operaiing rept for Dec 19S7.W/87I23I Itr. 

KRiEQER.K., BRAM.S. Consolidated Edson Co. of Now York. inc. 87/i2/6t. «pp. 
4414e:02l-4414e:03e. 


8. Reportable oceurreneec, LERe 8 related correipondenee 

8713390031 LER 87-016-00:on 671 1 IB.bacKup nitrogen supply (0 PORVe found to bo 
inoperebie.Caueed by normal equipment wesr.Chock valves 4i07 & 4108 wll bo 
replaced Sya leaka repaired W/6n2i6 itr 

DEL PERCflO.J . QRAM.S. Consolidated Edison Co. ol New York. inc. 87/12/ 18. 4pp. 
43693.147-43693:160. 

6712310046 LER 67-0l6-00:on 871211, found pressurizer safetv velvas actuelion set- 
point tolerance outsido pormllled Tech Spec renge.Causod by erosion of valve 
disc.thermal cycling & seipolnl drIII.Valvo adjusted W/671 22 1 Hr. 

DEL PERCIO.J.. BRAM.S ConsoHdalod Edison Co. of New York. Inc. 87/12/21. epp- 
43696 230-43868:234. 

8801120261 LER 87-017-00:on 671301,electrlca1 splices tailed Inso & last crKerfa lor 
equipment In harsh envIron.Cauaod by poor workmanship & inaoequole atloniion to 
details Splices repaired or replaced.W/87t230 Ur. 

DEL PERICIO,J.. BRAM.S. Consolidated Edison Co. of Now York. Inc. 87/12/31. 6pp. 
43986:269-43966:266. 

8601140070 LER 87-0ie-00:on 87t204.fTilg notiriod licensee of poienital pump faffure 
when dead heading occurs In parallel RHR pumps w/common recfrcufanon 
line.Caused by Inadequate emergency operating procedures (EOP).EOR revtseilW/ 
680104 Itr. 

FRANCESCHI.P., BRAM.S. ConaolWated Edison Co. of New York, fno. 88/0t/04. 4pp. 
44043:203-44043-206. 

6001130003 PNO-l-66-003:on eSOtOl.ataam genoralor (SG) 23 bolted dry during plant 
heatup.Cause not atated.On e80l04,8tation mgi started ovalualing sstov slgniRcWa 
ol event & best method to reliil generalor.SO 23 relillod on 860105. 

SWETLAND.P., SUMMERS.R. Region 1, Otc of the Diroclof. 88/01/07. Ip. 
44029:301-44029.301. 

8801160253 LER 67-01d-00:on 671206,discovered calibr of old Injection accumulator 
tank level transmitter in orror.Caused by erroneous data correlating eccumulstor water 
vot to plant elevation. New (ransmitlsra calibr correc(ly.W/S80107 Ifr. 

DEL F^RCIOJ Q., BRAM.S.B. Consolidated Edison Co. of New York. Inc. 66/01/07. 
6pp. 44O41:284-44041;266. 

8801200096 Confirmatory Action Ltr 68-01 re 680103 Steam Generator 23 dry- 
out-Augmented Insp team will be sent to site to evaluate concerns per 880107 
lefcon.IJsled actions have been or will be laken. 

KANE.W.F. Region 1. Ofo of the Director. 88/01/07. BRAM.S. ConaoHdaled Edison 
Co. ol New York, Inc. 2pp. 44068;te2-44056:163. 

8801190340 Advisoa that util agreed not to take plant critical until authorized by regional 
admlniatralor, following steam generator dry out event & as documented m confinnato- 
ry action Itr Issued on 660107. 

SLOSSON.M. Project Directorate 1 1. 88/01/13. MURLEY.T., SNIEZEM-. 
MIRAQLIA.F. NRC • No Detailed Affiliation Qivon. Ip. 44056:1 12-44055:112. 

8601260164 PNO-1-8B-003A:on 680112, Region I conducted augmented Insp loarp insp 
to review circumstances surrounding licensee boiling of steam generator 23 (Ay on 
SBOfOS.Conecttve action plan devetoped.Critlcallty acnieved on 6801 19. 
SWETLAND.P., SUMMERS.R. Region 1, Ofc of the Dfreotor. 88/01/20. Ip. 
4416e:273-44l5e;273. 


8801290319 Summery ol Oporeting Roaclors Events Meeting 68-03 on 880119.List of 
evenis & aummarlea of prosomod events & 1963 scrams oncl. 

LANNiNG.W. Events Assessment Branch. 88/01/21. ROSSl.C.E. Division of Oper- 
ational Events Assessment (Post 870411). I8pp. 44160.269 44180 266. 


U. Congresslenal/Executlve Correspondence 

BB0I26DO49 Responds to 871214 Ur re discovery of cracks in steam generator girth 
welds at plant. Util committed to provide proposed program & schedu'e lor submitting 
Into re alress & fatigue life analysis by 8801 16. 

STELLO.V. etc of the Executive Director tor Operations. 86/01/15. OILMAN, BA. 
House of Rep. 6pp 44130.099 44130:120 

-8801260055 Roquasls Invosilgaion Inio cracks discovered in steam gonarators el 
plant. 

QILMAN.BA. House o( Rop. 87/12/14. ZECH.L.W. Commissloryers. ip. 44130:120- 
44130:120. 


V. Operator ExamlnallonB 

8801200231 Penial response to FOIA request lor documents re worker training pro- 
grams & JNPD ira'nlno acc/edtal on Forwards App F dtjcumonfs.App £ 6 F docu- 
ments also Ova lable In PDR.Addl records also eva labte In POR under Bossong FOIA- 
87-204. 

ORIMSLEY.O.H Divis'on ol Rules & Records (Post 670413). 88/01/12. BOIEY.K. 
Public Citizen's CiiUcal Maas Energy Project. 8pp. 441 16.001-44118 039. 

-8801230136 Advises ol aitondanca at 670923 Nall Nuclear Accrediting Board maetmg 
at INPO olcs In Ailanfa.OA re training programs at (wo planta.Enc^ include list o1 
Board momber names & altendoos & 87(105 p'oni siatua accreditation (able. 
QIBSON.A.F. Region 2, Ofc of the Direclor. 87/11/02. ROE.J. Division of LIconsee 
Performance & Quality Evaluation (Post 870411). Spp. 44119:159-44119:168. 


DOCKET 50-249 DRESDEN NUCLEAR POWER STATION, UNIT 3 


F. Security, madlcsl, amerganey A tira protection plane 


6801060017 Responds 10 671218 Itr re scopo & objectives for plant exorcise achadu’sd 
lor d8030l.Proposed objociives accopiable. 

^lAFER.WD. Raqion 3. Oto el the Director. 07/12/31. REED,C. Commonwealth 
Edison Co. ip. 43962.066-43962.068. 

9601210331 Forwards Rev 23 to eecudiy plen.All amend Items will be imp'emented 
upon receipt ol nrc approval noMicsilon w/ l>sied excopuons.includlng manual log- 
eingwben card koy access not iunciional.nev withhold (rot lOCFR73.2i|. 
bOTTERFIEiD.L. Commonweaiih Edison Co. 66/01/(4. Oocumeni Control Branch 
(Oocument Control Desk}, ip. 44003:247-44093.247. 


P. Opereting license etsge documenls & correepondehce 

8801040219 Roots siBius Ol program to resoivs appareni discrepancies botweon as- 
bUn & as-anafyzed contfillon of Mark I piping Fuiure NRC status rapis shouft} contin- 
ue to be Issued monthly. 

JOHNSON.I M Commonwealth Edison Co. 67/12/22 DAVIS.A.B. Region 3, Otc ol 
Ihe Dkecior. 2pp 43982-286 43982:289. 

8801080469 Fowards Info ro possibility & oiled ol poslulated dc power lallure.per 
671221 letcons.Soluilons w/echodule (or implemenlalion w.ll be submitted within 80 
daye 

SILADY.J.A. Commonwoalth Edison Co. 87/12/22. MURLEY.T.E. Ollice ol Nuclear 
Reactor Reguletion. Director (Post 870411). 2pp. 43961:111-43961:120. 

8801110421 Advises ol Intent Io ullize Bechtel Topical Rept,BN-TOP-l testing method- 
ology at allplenls. 

LEBLOND.P.C. Commonwealth Edison Co. 67/12/31. (}ocumdnl Control Branch 
(Oocument Control Desk), tp. 43966.005-43968:005. 

8801210276 Requests schodular exemption from from 2 yr lest Interval (or Type B 5 C 
le^ rate teals required by 10CFR60,App J, Sections lll.b.2(a) & III.D.S.Juslilication lor 
exoiwUmi & (abies of data on poteniial leakage paihways encLFoe paid. 

SILAIjY.J.A. Commonwoollh Edison Co. 88^1/10. MURLEY.T.E. Olfics of Nuclear 
Reactor Regulation, DIroclor (Post 87041 1). 19pp. 44086.136-44086:164. 

B6012D0231 Partial response to FOIA request for documents re worker training pro- 
grams & INPO training eccreditatlon.Fonvaids App F documenls App E 6 F docu- 
ments also available in PDR.Addl records also available in POR under Bossong FOIA- 
87-204. 

GRIMSLEY.D.H. Division ol Rules & Records (Post 670413). 88/01/12. BOLEY.K. 
PrAKIo Citizen's Critical Mess Energy Project. 6pp. 441 16:001-441 18:039. 

-8601020828 Summarizes 651 1 15 meeting w/INPO in AUanta.QA re Dresden accredita- 
don nr>al rept & NRC training review criforla & procedures. INPO unclear on objective 
of training reviews. 

(»EnSENSKY,J.J. Maintenance & Training Branch. 86/12/23. RUSSELL, W.T. Division 
ol Human Fedors Technology (851 125-870411). 3pp. 44|18;225-44118'227. 

8691260458 Informs that Revs 42-48 of OA Topical Rept CE-l-A acceptable per 
10CFR50,App B. 

WRlQHT,O.C. Region 3, Ofc o( the Director. 66/01/20. REEO.C. Commonwealth 
Edison Co. 2pp. 44126:108-44126:109. 


Q. Inspection reporta, IE Rulletins A correipondenee 


8712160369 NRC Info Notice 67-064, "Conviction for Falsilicatlon of Security Training 
Records." Svo list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 670411] 67/12/22. 
Consolidated Edison Co. of New York, Ino. 120pp. 44163:001-44163:124. 



Co^»3*»0 esscfi Co cf^ ri:rt.lr4i I20pp 4i05600a-«t>56-l2^ 

1713X0004 f^nraiis Si*#*! ^I'SP i>>?37/87-39 4 5i>348787-38 on SZttSO* 
MPr-*'loN^!f'^R«S^3 O'*: c* ••f« D»6«:tc»' 87H2723 REEO.C CommoffwaJA 

fjSOrD: •; 4J^i«*39M3CO 

-3H31 10007 iftSO ««ptt £C ^J7,8^39 & »243'87-36 on 87t»»WI1 ^«gibpM 
3* aiw»»*Kri rcteOMiiW »»** racodoJ ir^^emenuson d Qanenc Lir 85^)6 lo 

i=^3£P?^**GAr.3S£P R N fieyor. 3. O’: o! the Oreew 87/12/23. 5p(>- 
4j'A3:^433fe3XC 

MO X MW* Oocv(^.» cc<w««<^ l3«*»«n SJ'Tof 4 fl Kjesd 4 MR^io tfuwwijM 
cl 8^13^7 4 ! / »u^s 0* r;c4«'’«'“ta!ion d i£ 0uWW> eWX)3 .Action noos C A O 

iw «!l '»cae®» O-M Co6»Conde»n scMdde btM 

WC-RIAS A£ Ccrncoww/'.i E«oo Co 87n2>23 DAV.SAB Ro^tin 3. OH: d 
r*» £*«•» ?3P Ci3-Mv4' KS 


1713330003 SiW ’ » ''■'G 8/-C28, "Atf S/S ProWem* « US IVWIs" SvC 

W fine! 

f=i-J5.v‘Ce Onw- d CipeflOor^ E««nts Ajsessnfint (POi! 8>04tl|. 87/12/28 
Ccf'X^casW E-Jfion &5 d /»*» Yort. inc I24pp <3304 138-43395257. 


tMtO«0073 F3n«ar:(t St-Vy i.ns; 40237/87-^ A 5(7249/e7-37 on 871130- 
’?C4 **: »i>3«0on* newd 

At: '>7 -SC ReoKT 3 Oc d A« 0/ectd 87/12/28 PEEO.C ConimoAwetfih 
fioonco 235 4K23:5M3323«1 


8801040072 Forwards Salsty Insp Ropls 50.237/07.30 A OU-^nu/o/.j/ on onw 

O'c o' 'J7/'2^28 REED.C. CommonAoaa 

Edison Ci) 2 pp. 43923 051-13923.061. 

-8801040075 Insp Repts 60.237/07-39 A 50-240/07-37 on 
or devialicna noied.Malor areas inspocted. oHoc ivotjoss ol "^'dfia prog dm lor 8 
censed qparaiots iModu’o 4170U & on, 

lOVE.R A^Ragon 3. Ole of the Director. 07/12/28. 0pp. 43923.053-43023 001. 

6601200291 Partial response to FOIA requosi for documonls re worKor irclning^j 
orams 4 INPO ua'ning accredital.on.Forwards App F clocumonleApp E & f ^ 
^is also available In PDR Addi records also ovoitablo in PDH under Boaso.ig f v/ii- 

Cfl^l.EY.OH. Dtvtt'on ol Rules & Rocorda (Poal 8704131, 00/01/12. UOLEY.K 
PiAhc Dtdan's Cniical Mass Energ/ Projocl Opp 441 10:001-441 10:039. 

-8601310180 Forwards rosults ol posi-accrodiialion roviows el Sirequoha'ina on 
e5l02t-23.0fasdsn on 851118-21 I Oconeo on Q5l2l6-1&Slgnllicani progress ob- 

OEhP^TS'^Olifca o"'f?ucI^^^ Reader noQu'ailon. Director (851 125-070'11 1). «/ 
01/28. PATE,Z. InsMu'.B ot Muoleai Power apotallona. 3app 44118 267-44 V 18 315 

-8604150629 Forwards l.nal repts (tom stall poal-accredilatiOn audita A compoflson ol 
ffivlssd A'RC review quesl'ons w/INPO accrodiiailon ob, actives S 

criiedaflecoiiiiTiends INPO consider adding approprialo accrod lalion crilona. 
OEMTON.H.B. Offca Of Nuclear Reactor RMuiaiion. Director (051125.870411). WJ 
04/03. PATE.Z. Insb'ule ol Nuclear Power (jperations. 32pp 441 18:316 441 16:357. 


-8801040079 -nap Fi^ 50-237/87-36 4 53249/87-37 on 6711361204 No MOUbons 
or oev^bena noted Ma/:c anu cspacud: arreevreneu qI trsMiQ program (or fc- 
esrtsed cceraicn iMooijfi 4i7ji| 4 ncr^ensed sta*( (MeoM 4i<00}. 
l-'j.EPi ei^RDCK.f U Ro^ 3. Ole or ew Ouecior 67;t2<2e 43923 053- 

43J,'3‘.6l 


1712190154 NFC trto Nctca fttJXA. ' ■napersprA'-e Appbcsbyi o( Cornmfiroal-Otade 
Cor-por^U ' SvC tat arci 

R-OSSCE OiAscr- cf Opemorji Events AsMSsman (Post 6704ll| 87/l2/3t 
Corsciitaatad Edtaon Co oT/vew Yorb. irc I20pp 43995258.43996018. 


I7123DM91 l#C Into 57^7. lessens learned From Regonal utsps oi U- 
canoM Ameers r Rospevsa u IE Butaon BO-i i " Svc asi erad. 

RC-SS/Ce Ci»»cn or Ctaentcnfil Events Aasessmed (Post 8704it) 87/12/31 
Co^otaited Eflncn Co dNe« Ysrl. inc >2^ 44038 1 64-44038288 


8801080203 Fsraarde /osponM 4 scr^diM or acwru revtftng (rem ilagr«sbc evaba- 
bon Jioiant on 876817-28 per V 5u«C 871129 4 J&wal 871202 merriosSchedulO 
MMndfivi ^ (cara«e 4 NRR rascense 

HOREl'.SCE 3, 0«C d tM Otrecttr 87/12/31 POejw CHvistaA d b- 

tfiramfi P«r*crnanc« A 0.4i>rj EvabfiMn (Post 870411) Spp 439^020.43962 024 


8Mie«AN4 S<^ 1 w NflC iv*o hoocfi e«i6'. ' SroMn £ji^ Oonw Semis on 
AtjtaoaAMora MSiSv" SrtWt and 

ROSSiCe C>.tficr 04 ^seerW Events Assasemeni (Post 870411) 88/01/11. 
CortactafitadEdaenCe olNew Tjrt, Irc 123p0. *40380*l.U038t63 


IMI14AN7 fcrwarti /afitfcna* to W»C «7i 196 SuMv 97-002 requesDna Ecensaes lo 
/enow tacw rap tacuramarit A rnem*! cenwts lor tasientfs 4 lo T 


gjwmnj wouin tafiortg 4 lMt«ntaSl-w«/neo^artcai/l^ler^seals^ 
rt e (>*inionwaa«P. t^son Co. M/9i'it OAVlS 


OtaCtTfictcv 25Cpp 44049 Ji744646 23i 


lASftaglon 3. Oc o« 


-8812090057 Trip rept of INPO Accreditaiion Board 850623 mooting ro plant Ira ring 

fESs^*SKY,J J. Uconaee Qufiliflcalions Branch. 85/08/10- BOOHEJI.H.n. llconseo 
Qualincations Srancli 3pp 44110:136-441 16:195. 

-8801220138 Advisas of ettondance at 070923 Nall Nuctoar Accrad.ling Doord moling 
at INPO otts In Atlanta, OA re training proorams al two planla Ends Inctodo Hsi d 
Board member names A attendees A 871 105 plant status accrod taiion table. 
GiBSONAF fleguin 2, Qtc ol lha Olrecior. 87/11/02- ROEJ. Division of LtoonsdS 
Performance A Duality Evaluaiion (Post 07041 1). 8pp. 44116:150-441 10:106. 


DOCKET 50-250 TURKEY POINT PLANT, UNIT 3 


F. Security, ntedlcai, ametgency 6 lire protection plan* 


850t1t0275 Forwards Summary ol 671221 ortlorcsmonl conlotonco re olHcpr loaiAng 
vKdJ area post 4 failure lo issue picture badge, nolod In Insp Repts 60.2SO/87'S3 A 
90 2$i/87.53Atiendefisiietaiwetv:l.Eiv:i8wahhdW(tei lOCFRZ./OOA 73.811. 
OftACE.jN. Region 2, Ole ol the Director, 87/12/31. WOODY, C-O, Florida Power 4 
UgMCo. 2pp 43966:001-43988:002. 

8801190167 Forwards proprietary scenario tor proposed 860223 exerdeo of radio'ogteet 
emerge plans Enc) wiinneid 

VJOOOY.CO. FJOdda Power & light Co 86/01/07. QnACB.J.N. Region 2. Ofc Of iho 
Dieclor. Ip 44045:174-44045 174 


Q. Adjudlulory eorreipondenee 


ol^am r« twrich MitmgsxM lE 
Response lo concern noted 
* 50-249/87.32 coniv«d «> End 1A 

sSsr fcSrsssisiSfi? 3, »c « 

S. ftagoriabta oceumnoes, UfU A r«ttad carmpoivMnce 

t/ IM WjSO uER 86Cl801ci\ 8S09i9jaac ta Vpped hom APftM Is-tu levni 
tcrawCata |Od bypys e<r«( error Pnxedure OGP 24tf»ng^A larger eeT^iom 

Command l^oon Co »7/l2/U 6pp 
UR 9e43200lon MlltSjKUious Grouj V amumnwu -«..w 
^mw^EDeGCNBUPCCE. Commonweelth Edeon Co 87/12/11. app 


6901040237 Forwards NRC propo89d findings of lact A conclusion Ol law, list Ol P(0- 
Foi'^Fiiens A prepoaed findings on iioppy diskoite In AsC'l 
•ormalw/o disvene. 

Counsel tor Hearings. #188 624B. 87/12/24. 
4»M 2^ 4W9^7^3^ Saltrty and Ltcensing Board Panel. Ip 

Sietl proposed (indings ol fact A conclusions of law In form ol Initial 
oeo^. i^ensee seismic analysis lor new spent fuel pool recKa shows that rack 
das^ mUsIibs svucturai aspects ol GDC 2,4,6 1 A 62.W/Cenillcal0 ol Svc. 
rS 0 W 273 °8ri0'«l Counsel lor Hearings. 87/12/24. 62pp 43830:222- 

n-i i®'?®'’ rwi adopt 871211 proposed lindnoa ol (ad A 
I ^ ^ “P®”’ P°o' expansion but sTiould Issue 

FRAK^ proposed Imdlngs.Cenilicate ol Svc end. 

6^ PRanT^S.P. Newman A Hoiuingw. #188 


®®3W9(II1M l£R SA-diA-dlqn 881014 jamoua Gtoud V rcnii , , ..n. 

Cemmorweesn Eitaon Co 97/12/11. 4 
K, rise 

<Mtaee‘Wr¥7yii7b Twra veNo rectaeed Ajrrg tgea reR* 

3gg4^^«£74BURa£ C0rw««», ca 87/(2/17. 3«,. ajwoo 


a Oenerti correspondence 

*^BTOn7.*^ Inlorms lhat G Edison will be new pfo)ecl manager for plani, elfeclfve 
“"'zWsoTetSSMr'®"' WOODY.C.O. Florida Power A Ughl 


A ineursnee 8 Indemnity Informtilon 


86 A 67 to NEUA Poiiew wp iTc Cn^ ■ NtiiA Policy NF.227, Endorsem 

Spn/.r'o5?Si!:„w“ 


DOCKETED ITEMS 23 


P. Operodng ilcenee stags documents & correspondence 

08O1O6O?2> FoAvards response to NHC B7J202 commeniB on uW 071 MS auBmrtiaJ cl 
independent mat appraisal program plan.Roviead program plan also oncl. 

WOODY, CO. Florida Power a Light Co. 07/12/30. GRACE, J N. Region 2, Olool the 
Director. 5pp. 43918:123-43910:212. 

-0601060230 Rev I to "Indopendeni Mgt Appraisal Program Plan lor Florida Powot S 
Ughl Co." 

• Enercon Servicos. 07/12/30. 05pp. 43910:120 43918.212. 

8001070199 Not.fication of 000106 mocling w/util in Beihesda.UO lo aslablish mVe- 
stonos a schedule for Tech Spec upgrade 

MCDONALO,D.Q. Prolecl Directorate 11-2. 07/12/30. BERKOW.H.N. Ptoleci Oiroctor- 
ale 11-2. 3pp. 43953.9t5l-43953.003. 

880107020S Notifrcatlon of SOOtOO meeting w/Westmghouse Owners Group Operations 
a Analysis Subcommittees In Qethesda.MD to diSCuss subcommittees Invoatlgationa in 
analysis area re Generic Lir 87-12. 

TRAMUELL.CM. Prolecl D.roctoraio V. 87/12/30. KN1GHTON.G.W. Pro|act Direcloi- 
aleV. 4pp. 43045:344-43045:347. 

8801190310 Advises lhal individual discussed In NRC 071006 conlirmallon ot action Hr 
lermlnalod employment w/util oftocllve on 871021. LIr requesting larmtriailort oi I- 
censs submitted on 871 120. Info sftou'd closo ell acHona required by l|r. 

WOODY,CO. Florida Powor & Light Co. 08/01/11. QRACE.J.N. Region 8. Oic of the 
Dj^CJO/. fp. 44051.030-440Sl.030. 

8801200231 Partial response lo FOIA request for documenle to worker Irelnlng pro- 
grams & INPO training accrediiailon Forwards App F documents App E & F docu- 
ments also available In PDR.AddI records a'so available In POR under Qossortg FOIA- 
07-204. 

GRlMSL£Y,D.H. Division ol Ru'ea & Records (Post 870413). e0/O»/»2 BOtEy.K. 
Public Citizen's Crillcel Mass Energy Projoci. 0pp. 44118:001-44118.039 

-8607090659 Dlecussos allendanco at 860S2Q & 29 INPO Accreditation Board 
meetings Board attondooe Haled & maior faclity-specilio Issues & ulii reaponsos 
discussed Evaluation method appeare eiloctlve overall.NRC Involvement should ba 
malnielned 

BOGER.B.A. Operator Licensing Branch. 88/08/20. RUSSELL.W.T. Division of Human 
Fedora Technology (05t12&'e7041 1). 7pp. 44118:358-44119.010 

6601250210 Requesie meeting w/util lo discuss manor re elatus of Tech Space rev 
project & opHone for resolving malierComplellon of project & issuance of bcer^ 
amend implemnUnc uperadod Tech Specs wHl not occur before fale 1Q98. 

VAROA.S A. Division of Reactor Projoda • i/li (Post 870411). 88/01/16. WOOOY.C.O. 
Florida Power & Light Co. 2pp. 441 12:359-441 12:360. 

8801210194 Partial response lo POIA requesLApp Q documenta already available in 
PDR App H docijciionta.ra INPO accrod-tailon iralning.enci & availablo in PDR. 
GRlMSLEy,O.H Division of Ru/ea i Records (Post 870413). fl8/<Jf/lB. 80LeY.K. 
Pubiio Ciluon'a Critical Mass Energy Project. 4pp. 4409S:001-4409S;022. 

-8801210349 Forwards comments on llcansoa training performance during period of 
INPO eccradiiaiion ollon.Ceriiiicaiion of i-cansed operator training program ancl. 
QRACEJ N Reg, on 2, Ofc of tlia Oirectoi. 87/02/26. OENTON.R.R. Office of Nudeat 
Reactor Reguiarbn. Qfrecfor (dS 1 128-87041 f). 4pp. 44098.-06f-440es;084. 

8601260541 Notification of 860120 meeting w/licansee In Beihesda,MO lo discuae 
etatus of Tech Spac rev project 

EOlSON,O.E. Project Oirociorato 11-2. 88/01/20. 6ERKOW.H.H. Projecl Olrecloraie 11- 
2. 2pp. 44118:131-44116:132. 


Q. Inapection reporla, IE Bulletina 8 correspondence 

8712160369 NRC Info Notice 67-064, "ConvicUon for FelsHlcalion ol Security Trailing 
Records." Sve list end. 

ROSSI.C E. Division of Operalional Events Assessment (Post 670414) 87/18/22. 
Consolidated Edison Co. of Now York. Ino. I20pp. 441 63:001 -44 153- 124. 

8712170119 NRC Info NoHce 87-065, "Plant Operation Beyond Analyzed Cottdillons.'* 
Sve Hal end. 

ROSSI, C.E. Division of OperoHonal Evenia Assessment (Post 870411). 87/18/23. 
Consolidated Edison Co. of New York. Ino. 120pp. 44056:008-44056:127. 

8712230003 SuppI I lo NRC Info Nollce 67'026, ‘Air Sys Problems at US LWRe." Sve 
list end. 

ROSSI.C E. Division of Operalional Events Assessment (Post 870411). 87/12/20. 
Consolldalod Edison Co. oi New York, Inc. 124pp. 43995:136-4389S:267. 

8712290166 NRC Into Notice 87-066, "Inappropriate Application of Commerclaf-Orede 
Componanls." Svo Hat end. 

ROSSI, C.E. Division of Operational Events Assessmeni (Post 870411). 87/12/31. 
Consolldaled Edison Co. of New York, Inc. 120pp. 4396S:2S6-43896:016. 

8712300091 NRC Info Notice 87-067, “Lessons Learned From Regional Insps ol Li- 
censee Actions in Response lo IE Bulletin BO-1 1 Svo list end. 

ROSSI.C.E. Division of Operalional Events Asaessmenl (Post 67041 1). 87/12/31- 
Consolldalod Edison Co. of New York, Ino. I23pp. 44036:164-44038:268. 

8801110276 Forwards summary of 871221 enforcement conference re officer leavtrn 
vital area post & failure to issue piclure badge, noted in Inep Repts 60-260/87-83 & 
60.251/8/-63.Attendee8 list also encI.Ende vrilhheld (ref f0CPR2.790 8 73.21). 
GRACE.J.N. Region 2. Ofo of the Director. 87/12/31. WOOOY.C.O. Florida Power & 
LIghI Co. 2pp- 43986:001-43986:002. 

8801060394 SuppI 1 to NRC Info Notice BB-081, "Broken Exierrtal Closure Springs on 
Atw^ & Momll MSfVs.” Sve list end. 

ROSSI.C.E. Division ol Operational Events Assessment (Post 870411). 8B/0f/ll. 
Consolidated Edison Co. of New York, Ino. 123pp. 44038:041-44038:163. 

8801160220 Advises that response to NRC Bulletin 67-002. "Fastener Testing to Deier- 
mine Conformance w/Atpplicable Matl Specs," will be submitted by 80O2l2.per 
8601 1 1 telcon-Oelay due to incomplete verification & validation ol test results. 
W0ODY,0.O. Fio^a Power & Light Co. 68/01/12. QRACE.J N. Region 2. Ofo of Ihe 
Director. Ip. 44062:ie(M4062:180. 


8901200370 Forwards summary rapt satisfying requ romonis ol Item F of IE Bullel'n 05- 
003. "Molor-Oparaled Valve Common Mode Failures During riant Transients Due lo 
Imnropor Switch Sellings." Rept Includes vonficatlon ol program completion. 
WO<»Y.C.O. Flonda Power & Light Co 80/01/14. GRACE.J.N. Roglon 2, Ofc of Ihe 
(KreclOf. 16pp 44O50;O7O-44O56.O85. 

88D1260110 Rosponds to violations noted in Insp Repts 50-250/87-46 8 S0-25t/87. 
46.Correctivo actions valve removod.evaiuatlon porformed to detornnlno valve function 
8 Procedure AP 0t03 3-t, '‘Compcoonl labeling & TaMMg" rovlsod. 

WOOOY.CO. Florida Powor & Light Co. 06/01/10. (jocumoni Control Branch (Docu- 
ment Control Desk). 3pp 44120 356 44120:360 


R. Periodic operating repoNs & related correspondence 


87122801 12 Forwards monthly operating repts lor Nov 1987 8 corrected monlly operei- 
ng repts for Oct 1687 .revising outage duratiori hours. 

WOODY.CO. Florida Powor & Light Co. 87/12/16. Document Control Branch (Docu- 
ment Control Desk) Ip 4 3893:107-43693 208 

—8712280093 Monthly operal'ng repts lor Nov 1907. 

GRANT .N.W. Florida Power S Light Co. 07/11/30. 16pp. 43893:l83-43a03 203. 

—9712280154 Corroded monthly operating repts lor Ocl l987,consl9ting of rovisad 
ouiego Puralion f>outa. 

GR/kNT.N W. Florida Power & LigfilCo. 67/tO/3l. 3pp. 43893 204-43893:206 

8801040220 Forwards mot-onshill weekly summary rept for 87t2l4-2l.per 67I01S 
order. 

WOOOY.C.O. Florida Power & Light Co 67/12/23. GRACE.J.N. Region 2, Ole ol the 
Oiroctor. 47pp 43962:186-43962 232 

8801110254 Forwaids eummary ol mgt-on-shllt repls.per NRC 671019 order. 
WOOOY.C.O Florida Powor A Light Co. 07/12/30 QRACE.J.N. Region 2, Ofc of the 
Oiteciot 51pp. 43085 282-43985:312. 

8801200070 Forwards summary ol mat>aOdrneni-on-shllt repis lor wk ol 671226- 
880l04.p«r NRC 871019 order. 

WOOOY.C.O. Florida Power A Light Co. 88/01/08. GRACE.J.N. Region 2, Ole of the 
OlteclOf. 34pp. 44052:195-44052:128. 

8901260314 Forwards montlYy oporeling topis lor Doc 1907 A corroded monthly opet- 
alir>a rept for Nov 1987. 

WOoOY.cO. Florida Power A Lighi Co. 80/01/18. Decumeni Control Branch (Oocu- 
meni Control Desk), ip. 44132:324 44132:343- 

-8801210018 Monthly ppt>raiiAg rop($ for Dec 1987. 

ORANT.N.W Florlde Power A light Co. 87/12/31. IBpp. 44132.326-44 132 342. 

-8801260321 Correctad monthly oporaling ropi for Nov 1987. 

CRANT.N w. Florida Powor A Light 00.87/1 1/30. Ip. 44132:343-44132:343. 

8601280061 Forwards Dec 1967 progress summary ol aoiect ays asaessmenl. 
WOOOY.C.O. Florida Power A IJgni Co 88/01/20. Oocumont Control Branch (Docu- 
ment Conirol Desk). 3pp. 44130:294-44130.296. 


8. RopotTable occurrence*. LER* A related correspondence 

8601120147 ^Qciel ropLon 660106, firo piotecilon eye Impairments Incurred due to 
plani mods deusod by number of mods being porformed k fire prolectlon syS oqulp- 
ntent m^luncHon. Impalrmont now reported monthly. 

WOOOY.C.O. Fiortde Power A Ugfti Co 08/OJ/06. Document Control Branch (Oocu- 
tDWI Control Desk) 3pp. 44030 214-44030:216. 

8901120356 LER 87-031-00:on 67i206.conttol room ventilation Isolation occurred due 
to 1093 ol power to containment radloacilvo gas monllor.Caused by ground In blow- 
down effluent rediallon monitor R16.R-18 A other drawers cleaned.W/660t06 Hr. 
SALAMON.G-, WOODY.CO, Florida Powor A Lighi Co, 88/01/08. 4pp. 44046:203- 
44048.288. 

8801270030 LER a7-032 00:on 8712l7,conlrol room ventilation sys A components Iso- 
lated fpllowing trip of breaker 3P06-l9.Ceu8ed by ground in field wirfng when one 
(Slay deeneralzed.Breaker reset A monliors returned to 8VQ.W/B81 1 19 Itr. 
SALAMOM.ef. WOODY.CO Florida Power A Light Co. 88/01/19. 4pp. 44142:140- 
44142:143. 


V. Operator Examination* 


6801200231 Partial response to FOIA requesi lor documents re worker (raining pro- 
grams A INPO training accredilatlon.Forwards App F documenls App E A F docu- 
irtente also available In POR.Addl records also available In POR under Bossong FOIA- 
87-204. 

GRMSLEY.D.H Division of Rules A Records (Post 670413). 86/01/12. BOLEY.K. 
FMWIO Citizen’s CrlUcel Mess Energy Projecl. 0pp. 44118:001.44118:039. 

-8808100176 Provides update of past A current status of NRC Involvement In (acIHly 
requalifiCBtlon program evaluations re Feb 1665 rev lo NUR£Q-l021,Sld ES-601 con- 
cemlng NRO procedures for requaliflcallon progrem8.FY84 A FY85 results end. 
OENTON^.R. OtHcg of Nuctear Reactor Rego/allort, Ofreofor (85tf26.e704t fl. 80/ 
04/04. STELLO.V. Ofo ol Ihe Executive Director for OperaUons. 3pp. 44119:117- 
44110:119. 


-8801220136 Advises of attendance at 870923 Natl Nuclear Accrediting Board meeting 
8l INPO ofee in Atlanta, OA re training orograms el two plants-Encrs Include list of 
Board member namee A attendees A 8/1106 plant status accreditation table. 
GIBSON, A.F. Region 2. Ofo of Ihe Director. 67/11/02 ROE.J. Division of Licensee 
Perfotinance A Quality Evaluation (Post 870411). 8pp. 44116:169-44119:166. 



DOCKET 50.251 TURKEV POINT PLANT, UNIT 4 


F. Soeurlty, medical, emergency A fire proiecllon plans 

5fiOt1t027S r&rwsKJs sunxnary ot &71221 efilotc«man> conletertce te olficat 
vi‘^ area pcsi & failure to issue piciure badge, noted in Insp Reels 50-250/87.53 8 
50-2S1/S7-50.AnQ/>deea l.sl also encI.Ends Mlhrield [ret tOCFR2 780 & 732n. 
GRACE, J N. Rooion 2, Ols ol ihe Director. 87/12/31. WOODY, C.O Flonda iWef 8 
Ugfit Co 2pp. 43e80.00l-43&8«:008. 

88011M187 Ferwa/ds propn'oiaiy scenario for proposed 880223 eirerciseol ted'oioolcal 
emeioen^ plans End >eiMialo. 

WOODr,CO. Flonds Power & LIchl Co 86/01/07. GRACE, J U Region 2. Ole of Ihe 
Director. Ip 44045:174-44045:174 


Q. A.d|Md(ca(ory correspondsnee 

8801040237 Forwards MRC proposed 5ridlr>gs ol fact & conclusion of law, bsl ol pro- 
posed banecript correc'jons & proposed (Uidiogs on floppy d.sketie In ASCII 
Ktmai.W/o disliiBtle. 

YOUNQ.Ma. AsSiSlam Osrieral Counsel for Hearings. #183 5248 87/12/24. 
LA20.R.M., LUGBKE.E A.. COtE.R.F. AtoTllc Safety and L>cen8ing Board Panat. ip 
43889 221-43868 273. 

— 880f04l}2SS NRC Sleff proposed f'rvd.riQS ol lad & eonclostons ol law In forirt ol initial 
decision * Ucenseo sel&m'c analysis lor new spenl luel pool tacks atvws that tack 
design aa'js8es siructfral aspecis of QOC 2,4.61 & 62.W/ceriiflcaie of Svc. 
YOuNG.klA Assistant General Counsel lor Hearings A7/)2/24. 52pp 43689222- 
43889:273 

8801060099 SubT.'ts that A.SL0P should nol adopt 87121 1 proposed fncHngsof <ec( & 
coneijskins of law n.’od by Inlervencrs re spenl fuel poof enpanaion bui snottfd Issue 
decision sMat vo hcerisee 87iQia proposed f-ndtngs CerUficala of Svc end. 
FRANr2,S.P. Florida Power 5 LIgW Co. FRANTZ.SP. New.'nan & HolBinger #169 
5262. 87/12/31. lAZO.Rj., LUEBKE.EA. COLE.fl F. Atomic SaloCy and Ucons-no 
Board Panel 5pp. 43909 207-43909:2(1. 


H. Oanaral corraapondence 

8801140183 (r^otms that G Edison will be new project manager lor plant, eneciwe 
880 117. 

BEBKOV/.HN Piolatl Oireciotale l!-2. &8/Oi;il. WOODY ,CO Florida Power 4 Ughi 
Co. 2pp 44033.l8d-44033.lfl0. 


J. Inaurane* 8 indemnity Information 


8801140119 Forwards Endorsernenis 69 8 70 to N£i.fA Policy NF-22?, C<vlo>s4inonu 
86 A 67 Id NEDA Poflcy NF.I85.£ndersam«nis S6 6 57 lo MAEUU Policy MF-ee 6 
EAdOteaments 73 8 74 to MASLU PoU^ MF-55 

PiCKERuH.O. Marah 6 McLennan. Inc. 86/01/07. OINir2.f Offica of Nuclear Reactor 
Repufalion. Oitecier (Posi 670411] 24po. 44010:057-44010.061. 


P. Operating ifeanae stage tfocumenia 6 eorreapordanea 

8601060231 forwards response lo NRO 871202 cammants on uOI 671 ti6 subrnmal oi 
IndeMndeni mat appraisal program pian.Revised program plan aisp enci. 
WOOOY.C.O. rtorWa Power 8 Ugm Co. 87/12/30. GRACE.J N. Region 2. OlC Of the 
Direciot.Spp 43918:123-43918:212. 

~6601090230 Rev 1 to "Independent Mgl Appraisal Program Flan lor Florida Powor & 
UflhI Co ” 

’ EnerconServfces. 87/12/30. 8Spp. 43SfS 128-43616 212. 

8801070199 Noiillcetion of 860106 meeting w/etil in Getheada.UO lo osiatAsh twle- 
Slones 6 scltedu'e (or Tech Spec upgrade. 

MCOONALD.OQ Project Oireclorale 11-2. 87/12/30. BERKOW.H N. Frolecl OHeclor- 
ate 11-2. 3pp. 43953 001-43953.003. 

8801070206 Holifica'Jon of 880106 meeting w/WesCinghouse Owners Group Operal-ons 
4 Analysis Subeon-.mlttees In BeChesda.MO to discuss su1>convn>'.iees mvesfloettotvs m 
anefysla area re Gerrerlo Ltr 67-12. 

TRAMMeLL.CM Project Dbecioraie V, 87/12/30 KNIGHTON.G.W Pic^l Oueclof- 
ata V. 4pp. 43945:34 ^43945:347. 

8801150112 Confirms verbal exercis-'ng ol discteUanery enforcamenl on 87(216 to eUow 
24 h exlenslon of operation w/48 & 4C pumps InoperebJeAck 871222 nr requesifr^ 
reliel (tom Tech Spec requirement te oporalkm of make coohng wafei purr.ps. 
GRACE, J-N. Region 2, Otc ol the Oireclor. 87/12/31. IVOODY.C O. Floricla Power 8 
UflhI Co 2pp 44042 070-44042 071. 

8601190310 Adv.ses that Indhrldual discussed In NRC 871006 conlirmalionol actfon Hr 
(erthiflaited employment w/uUi effective on 67i021.Lb requasUng (erinbiaL-on of I4 
cense submitted on 871 iPO.fnfo should close alfaclfons required by IV. 

WOOOY,CO. Florida Power & Ltohl Co. 69/01/11 GRACE, J N. Region 2. Ofc of me 
OiVecw. ip. 44051;030-4405l:030. 

980l3<M23f Partial response to FOIA tequesl for docuraenta ra worker btirMg pio- 
grams A INFO training accrediiptioaPorwards App F documonts App E & F docu- 
menis also available In FOB.Addl records afso availabla In FDR under Sossono FOMt- 
87-204. 

GF1IMSI.EY.O.H. Division ot Rules & Records (Post 870413}. 88/01/12. BOLEY.K 
Public Citeen's Critical Mass Energy Project epp. 441 18.00 1-44116.039. 

-8607090559 Discusses attendance eC &80S26 & 29 INPO AccredilaUon Boeid 
meecings Board attendees listed & major faedity-spedne issues A ubl responses 
(Hscussed.Evaluaiion method appears eilectrve overan.NRC Involvemeni should be 
maintained. 

BOGER^ A Operalor Ucensing Branch. 88/06/20. RUSSELLW.T. Olvrslon of Hunan 
Factors Techrxilogy (85 f 125-67041 1|. 7pp. 441 16:353-4-4 1 19:010. 


8801260210 Requests meetina w/utii to discuss matter ra sUlua of Tech Spocs rev 
project A options for resolving maHer.Completion of projecl A Issitartce ol Icoras 
amend Implemet'tihgupqraded Tech Specs wilt not occur before late 1988 
VAROA,SA. Division of Reactor Projects • I/ll (Post 670411). 66/01/16. WOODY.CO. 
norida Power A UghI Co. 2pp. 44112-358-44112:360. 

6801210194 Pajtiaf response to FOIA requesi.App Q documenls already evsHab's m 
POR App H documents, re INPO accreditation trelnlrrg.encl A avallstslo in FOR. 
GRIMSLEY.DH. Division of Rules A Records (Posl 870413). 66/01/19. B0LEY,K 
Public Chben’B Critica) Mass Energy Project. 4pp. 44095:001-44095.022. 

-6601210349 Forwards commenls on licensee Iralning performance during period ol 
INPO accradiiatlon effort Certidcadon of licensed operator training program er'cl. 
6RACEJ.N. Region 2, Ole ol the Director. 87/02/25. DENTON, fl.R. Olfico of h'uCoar 
Reactor Regulailon, Director (861125-670411). App. 44095:081-44095'.064. 

8601250541 Noljficatlon pf 850120 meeiinfl w/licensee In Belriesda.MO lo dIscuts 
status of Tech Spec rev project 

EOlSON.O.E Project Oireclorale 11-2. 86/01/20. BERKOW.H H. Projoct Diroclorala II- 
2. 2pp. 44 1 16- 13 ^44 1 1 6 132 


O. mapection reperia, l£ Sulietlne A correspondence 

8?t2t60369 NRC ln<o Noticd 67>084, "Conviction lor Falsification of Socurily Tra'v'^ 
Records " Sw: list and. 

ROaSl.C.E. Division of Operational Events Assessment (Posl 870411). 87/t2/J2. 
Consondated Edison Co. of New York. fne. I20pp. 44153:001-44153:124. 

6801040566 Provides atidi Info la utu request (or discretionary enforcerriant acLon on 
671216 coding walsr pump failure. Upper coupling on Pump 4C repiaeod w/l.'nprpii-ed 
eeupting nvsu A pump sailslecloiily tested A returned lo sve on 671216, 

WOOOY.C.O. norida Power A Uohl Co. 87/12/22. GRAC6.J.N. Region 2, Olo ol the 
Direclor. 2pp. 40861:171-43961:172. 

9712170119 NRC Info NolJce 67-065, "Plant Operation Beyond Anafyned Condiiioni.' 
Svc Cst end. 

ROSSI, C.E. DMsioh of Operational Events Assessmeni (Post 870411). 67/12/23. 
Consdidaled Edison Co. of Naw York. Inc. 120pp. 44056 008-44056:127. 

8712230003 SuppI 1 lo NRC Info Nolica 67-028. "Air Sys Problems al LfS LWRs." Svs 
Hal end 

ROSSI, CE. OMsion of Operalional Events Assessment (Post 670411). 87/12/26 
Consehdaied Edison Co. of New York. Inc. 124pp. 43995:136-43995 257. 

8713290155 NRC Inlo NolIca 67-066, "InapproprlBta Application ol CommofCinl-Q'a'Jo 
Componenis." Svc fist end. 

RO^I.C.E. OMsfon of Operational Events Assessment (Posl 6704ii). 87/12/01. 
Conaobdaied EiSswi Co of New York. (ne. t20pp. 43S95-25e-43996’Oi8 

67(2300091 NRC Into NdHce 87-067. "Lesaonk Learned From Regional Inaps ol Li- 
censee Actions in Response lo lE Bulletin 60-11." Svc list end. 

R^S),C.E. Division ol OperaNonai Events Assessment (Post 670411). 67/12/91. 
Consoiideted Edison Co. of New York. Inc. 123pp. 44036: 164-44036;266. 

B80((i0276 Forwards summary ol 67(221 enforesment confsrsnes te oHlcQr lonv.na 
vital area pod & fellute to issue picture badge, noted In tnsp Roots 50'25Q/S7-53 A 
50-251 /87-53.Atiendees list also end E nets v^ihhelO (ref 10CFR2.790 A 73.21), 
GBACE,J.N. Retfon 2, Ole el the Dlreelor. 87/12/31. WOOOY.C.O. Florida Power & 
UghI Co. 2pp 43966:00M3966:OO2. 

6801050394 Suppi 1 10 NRC Inlo Notice 66-081. "Broken External Closure Springs on 
Atwood A Motrin MSIVs.’’ Svc lisl snci. 

R05Si.CE. DNisfon of Operational Events Assessment (Posl 670411). 86/01/11 
ConsoHdsiod Edison Co of New York. Inc. I23pp. 44036:041-44038:163. 

8801150220 Advises lhai response lo NRC Bulletin 67-002, "Fastener Testing lo Doter- 
rdne Coniormance w/Appiicabie Mali Specs," wiu be subminad by 860212, poi 
6801 1 1 lelcon Delay due lo incomplele verfilcalion A validation of teal results. 
WOOOY.C.O. FtotW* Power A Uohl Co. 88/01/12. GRACE, J.N Region 2, Olo ol (ho 
Oiredor. Ip 44062:160-44062:180. 

5801260110 Responds to viotetlons noted In Insp Repis S0-2S0/67-46 A 60-251/67- 
48.CotTeciive acdons velve removed, evaluaiion performed lo determine wafvo function 
A ftocedura AP 0103.34, "ComporxerU LabeUng A Tagging" revised 
WOODY, C.O. Florida Power A Uoht Co- 88/01/18. CJocumenl Control Branch (Doc»i- 
ment Conbol Desk). 3pp. 44120 358-441217380. 


n. PeHodIo operating reports A related cerreapondence 


8713280112 Forwards monlhly opetaOng repts lor Nov 1987 A corrected monlly oporal* 
tng^rapta for Ocl l9e7,reviBlng outage duration hours. 

m>ODY.CO. ReritJa Power A UghI Co. 87/12/15. Document Control Branch (Docu- 
tnenIConUol Desk), tp. 43a93:t6>-43893.206. 

>4712280092 Montt^ opetatlng repla for Nov 1967. 

GRANT.N.W. Florida F’ower A UghI Co. 87/11/30. 16pp. 43693:168-43863:203. 

•4772260154 Cotrecled monlhly operating repts for Ocl l687,con8J8ting ol revised 
Outage duration hours. 

GRANr,NW. FlQrtda Power A Light Co. 87/10/31. 3pp. 43693.204-43693:206. 

6601040320 Forwaide mgl-on-shlft weekly summary repi for 871214-21, per 87(019 
order. 

VfOODY.C.O. Florida Power A UghI Co. 87/12/23. GRACE, J.N. Region 2, Olo ol the 
Oireclor. 47pp. 4^96^ 168-4 3962:232. 


6807110264 fotwarda aummary of (tigl-on-sKtfl (wtaAer NRO 671019 order 
WOOOY.C.O. norida Power A Uohl Co. 87/12/36, QRACe,J.N. Region 2. Ofc of iho 
Director. 51pp. 43985:^62•4^9a6S1^ 


8661206070 ForVrards summary ot manaoe(nent*or)-ah)t1. repts for wk of 871228- 
aeoiosMT NRC 87,1019 order. 

'ffOOOy.C.O. norida power A UghI Co. 88/01/06. QjRAPE.J.N. Region 2, Olo ol Ihe 
Oiteclor. 34pp. 44Q^.19544Q62&6. 
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6801260314 Forwards monttiiy operating ropis for Dec 19B7 ^ cotreciod monthly oper* 
sting ropi lor Nov 1987. 

WOODY ,CO Florida Power & Light Co. 88/01/16. Oocunionl Control Branch {Docu- 
ment Control Desk). 1 p. 44 1 32:324-44 1 32:343. 

-8801210018 Monthly qporating ropis for Dec 1987. 

GRANT.N.W. Florida POwor S Light Co. 07/i2/3t- IBpp. 44132 3 a 5 - 44132 . 342 . 

8801260051 Forwards Dec 1907 progress summary of Select ays assoasmoni 
WOODY, C O Florida Power & Light Co. 88/01/20. Document Control Branch (Docu- 
moiil Control Desk). 3pp. 44130:294-44130:206. 


S. Reportable occurrences, LERe & related correspondence 

8712290066 LER 87-026 00:on 871 121, component cool.ng water tCCW) pump 4B au> 
lostarled during CCW pump 4C return to svc.Cousod by Insufficiartl mai^rt balwoon 
operating & setpoint prossuros Incroasod margin initiated W/87 1218 Ur. 

SAL-AMON.G. WOODY.CO. Florida Power I Light Co 87/12/18. app. 43803036- 
43693:039. 

8601120147 fecial ropl.on 080106, firo prolecilon aya Impairmonia incunod duo lo 
plant mods.Causod by number of mods being porforrnnd & lire proiocHon ays equip- 
ment malfunction. Impairment now reported monthly. 

WOOOY.C.O Florida Power & Light Co. 60/01/06. Oocumonl Control Branch (Docu- 
ment Control Desk). 3pp. 44030:214-44030.216. 

6801190094 LER 87-027 OO on 871214, sloem generatoi 4B blowdown oilluonl llowtnie 
not estimaiod.Caused by inadequate idontilicallon of Tech Spec Table 3 8-2 
hardware. Blowdown securod & Ur re Tech Spec compliance maihods tasuod.W/ 
860112 Ur. 

SALAMON.Q., WOODY,C.O. Florida Power & Light Co. 88/01/12. 4pp. 44135073- 
44135:076 

6601260077 LER 67-02B'Q0:on 871210, unit shutdown commenced wliett two intake 
cooling water pumps declared Inoparable.Causod by broken shall coupfino & fiOron 
bushing Broken shaft coupling & 4B ICW pump replaced & satisfacforlty (ostodW/ 
880119 Hr. 

HART,R D . WOOOY.C.O. Florida Power & Light Co. 66/01/10. 6pp 44123.148 
44123:162. 


V. Operator Examlnatlona 

8601200231 Partial response lo FOIA request for documents ro worker baln>tto pro- 
grams & INPO training accioditation Forwards App F documonis App E i F docu- 
menis also avaffabla in PDP.ami records else averfsbie In PDH under Soesong FOlA- 
07-204. 

aniMSLEY.O.H Division of Rules & Records (Post 670413). 60/01/12. OOLEY.K. 
Pub'le Cltuen's Critical Mass Energy Pra|oci. 6pp 44 1 i8:OOi-44 110.039 

-6801220136 Advises of attendance at 870923 Nall Nuclear Accrediting Board mooiirtg 
at INPO olcs In Allenia.OA re training programa el (wo plani$.Encis ItKtudo Isl o1 
Board member names i attendees & 67f lOS plant afalus aceredfratfon (ebfo. 
QIBSON.AF. Region 2, Ofc of Iho Director. 67/11/02. ROE.J. Olviaiort of liconseo 
Performance A Ouaiiiy Evafuaiion (Post 070411). 8pp. 44l19;l69-44ti6:i6e. 


DOCKET 60-363 ACCELERATOR PULSED FAST ASSEMBLY 


F. Security, medical, emergenoy A (Irq protection plans 

6601040062 Revised cover sheet lo Rav 0 to Emorgency Plan Implomonttng Ptocoduto 
El-12. 3, "Search A Rescue Team nesponslblliflea. 

OADDIc.K., FORD.W.L, 0niENT,J.R. Consumers Power Co 67/12/14. 2pp. 
436S(:27f-43S9f;272. 


DOCKET 60-264 QUAD-CITIES STATION, UNIT 1 


F. Security, medical, emergency A (Ire protection plans 

8601200214 Forwards notice of environ assessmeni A finding of no significant Impact ro 
exemptions from 10CFR50,App R requirements. 

ROSSJ.M. Project Diroclorale lll-l 88/01/12. BUTTERFIELO.L. Commonweallh 
Edison Co. 2pp. 44068:326-44066:336. 

-8801200220 Notice Of environ assessment A fi'ncfi'ng of no elgnlflcanl irnpecf re exemp- 
tions from 10CFR60,App R requirements. 

MULLER.D.R. Prelect Directorate 111-2. 86/01/12. 4pp. 44066:327-44066.336. 

8801210146 Forwards Rev 2t to security plan.AII amend items will be Imploinenied 
upon receipt of NRC approval nollllcatlon w/ listed exceptions, including manual log- 
gingwhen card key access not lunctlonaLRopt withheld (rof 10CiFR73.20- 
BUTTERFIELO.L. Commonwealth Edison Co. 66/01/t4. Document Control ^rKh 
(Document Control Desk). Ip. 44163:220-44163:220. 


J. Insurance A indemnity Information 

8801220699 Forwards Endorsements 6.6.6 A 3 to NELIA Policies N-(.N-2. N-3.Nll9jN 
30,N-42.N-43.N-71,N-83.N-93,N-101 A N 108 A MAELU Policies M-2.M-3,M-28.M- 
30.M-42.M-43,M-71.M-83,M-93, M-101 A M-108. 

OSTER.J. Commonwealth Edison Co. 80/01/10. OINITZ.I. Olfice of Nuclear Reactor 
Regulation, Director (Post 87041 1). 24pp. 44247:106-44247:221. 

8801220620 Forwards Endorsements 16.17,28.28.166.193,46,46,102 A 106 to NELIA 
Policies NF-294,NF-277,NF-43.NF-263.NF-187 A NF-201 A Endorsements 
10,12.20,21.162,167,28,30,86.86.60 A 84 to MAELU Policies MF-128.MF-114.MF- 
22,MF-104,MF-54 A MP-M. 

OSTER,J. Commonwealth Edison Co. 88/01/16. DlNlTZ.I. Office of Nuclear Reactor 
Regulation, Director (Post 670411). 49pp. 44247:101-44247:147. 


P. Operating license stage documents A correspondence 

6801080028 Iniorms that acoustic monilonng A containment hydrogen analyzers com- 
mitments lor completion of equipment qualification program similar to commitments of 
odior Rog Guide 1 .07 mods 

JENSON, I.M. Commonweallh Edison Co 87/05/29. MURLEY.T.E. Otilce of Nuclear 
flOActai ftogolatiori, Oireclor (Post 8704 1 1). 2pp. 43965-264-43965.285. 

8712300006 App'icaHon lor amends lo Licenses OPR-29 A DPR-30.chang;ng Tech 
Specs lo lovrsa trip setpoint lor refueling floor radiation monitors A euthonzailon level 
for shoving changes to plant oporebngprocedures.Fee pa'd. 

JOHNSON,i!m. Commonweallh Edison Co. 07/12/22. MURLEY.T.E. Ollico of Nuclear 
Reactor Rogulation. Director (Post 87041 1). 2pp. 43898 240-43008:251. 

-8712300100 Proposed Tech Spocs revising trip eelpo'.rii lor refueling floor rad anon 
monitors A auihoriraton level for approving char>ge9 to plant operating procedures 
under Tech Spec Saction 6 2. 

‘ Commonwealth Edison Co. 87/12/22. tOpp. 43868 242-43698:251. 

880t<}402f0 Repis status of program to resotve apparent discrepancies between as- 
buK A as analyzed condition ol Mark I piping. Future NRC status repis should contin- 
ue to bo Issued monthly 

UOHNSON.I.M. Commonweallh Ed son Co. 67/12/22. OAViS.A.B. Region 3. Ole ol 
the Orector. 2pp 43962:268 43062 286. 

8801050469 Fowards info ro possibility A oflect ol posluiaied dc power fai'u'a.per 
871221 telcons.Solutions w/scheduio for Implemcntailon will be submitted within 60 

days 

SILADV.JA. Commonwealth Edison Co. 07/12/22. MURLEY.T.E. Ollice ot Nuclear 
Renctor Regulation. Director (Post 870411). 2pp. 4306t:l 11-43961:120. 

—8601050478 Advises ol orroi In SAFER/GESTR LOCA analysis In 870916 Hr transmit- 
ling proposed amend lo Cued &llea,Un l i, Cycle 10 raload.NEDC-3l34S P tril be 
•ewsed NRC concurrence requested for startup ol Unit 1 

SlLAOy.J-A. Commonwealth Edison Co. 87/12/21. MURLEY.T.E. Olfico ol Nuclear 
Reactor noguletion. Director (Post 07041 1|. Bpp. 43981:113 43061:120. 

6801110421 Advises of intent tp utilize Bochlol Topical RepI, ON-TOP-1 tesl'ng nisthod- 
oiogy al all plenis. 

L£6L0N0,H.C. Commonwealin Edison Co. 87/12/31. Oocumanl Control Stanch 
(Oocumani Control Desk), tp. 43906:006-43986:085. 

8601220061 Informs that no chonges, tests or experiments completed during Dec 1987 
for lecSlly.W/o staled ends. 

ROOEY.RA. Commonwoeiin Edison Co. 87/12/31. SNIEZEK,J.H. Oince of Nuclear 
Roaclof Regulation. Dlroctoi (Pesl 67041 f). ip. 44094:351-44094:351. 

880114030S Forwerds notice ol considoration of Issuance of amend to License DPR-20 
A opportunity toi prior hoaring ro 671 1 16 eppliceiion (or amend to Tech Spocs.Amond 
aiioWs continued operation w/flow indications tor 19 of 20 lei pumps. 

MULLER.O.n. Projeci Diredoiolo 111-2. 80/01/04. BunERFlELO.L. Commonweallh 
Edison Co 2pp. 44031:130-44031 137. 

-6601140315 Notice Of considorailon ol issuance of emend lo License OPR-GO A pro- 
posed NSMC deierminallon A opportunity loi >iooring.Amend rovisee Tech Specs to 
compensala for oporaiion w/ielioo [ai pump now instrument imo. 

MUllCn.O.R. Project Dltecloreio lli-2. 87/12/23. 6pp. 44031:132-44031:137. 

8801210049 Summarizes discussions between NRR.Reg'on III A util re selley-relaied 
ciassificaiion of 24/46 vonlitalion duct chase power supply sys A rocomrnenda sys 
ciessificatJon 

ROSS.T. Prolocl 0.rectotale 111-2. 80/0t/l4. BUTTERFlELD.L. Commonwealth Edison 
Co. 3pp. 44061:351-44091:363. 

9801280468 Informs that Reve 42-48 ol OA Topical Rapt CE-1-A acceptable per 
lOCFR50,App B. 

WRKjHT.O.c. Region 3. Ofc of Iho Director. 86/01/20. REED.C. Commonweallh 
Edison Co. 2pp. 44125:106-44128:109. 

8801270002 Forwards notice ol issuance ol Amend 103 to License DPR-29. Amend 
issued in response lo util B70913 request submitted on 871013 A 1 125. 

ROSS.M.T. Pcojocl DireclorolQ 111-2. 68/01/22. BUTTERFlELD.L. Commonwealth 
Edison Ox ?pp 44149:131-44149:136. 

-8801270003 Nollce of ieeuanco ol Amend 103 lo Ucenso OPR-26.Amend revisee 
Tech Specs to Incorporato new Cyclo 10 reload fuel operating llmlls.to expand oparal- 
Ittg domains A lo change jot pump survolllanco core How evauaiion. 

MULLER.D.R Project Directorate 111-2. 86/01/22. 4pp. 44148:133-44140:136. 


O. Inspeotlon reports, IE Bullallna A correspondence 

5801130407 Responds lo NRC B7090I Itr re violallons nolod in Insp Ropts 50-254/87- 
II A 60-265/67-1 t.CorrecUvo ectlonsaddi documonlallon that established qualifica- 
tion ol solenoid A Parker Supor-O-Lube lubricant obtained. 

TURBAK.U.S. Commonwealth Edison Co. 67/10/01- OAVIS.A.B. Region 3, Ofc ol Ihe 
CHreclor. 3pp. 44029:293-44028:205. 

8801 160208 Responds to NRC 871015 Hr re violations noted In Insp Repts 50.2S4/B7- 
19 A SO-2B5/B7-l9.Correcllvo actlon8:Proceduro OOP 201-6 written lo remove welor 
Iram roBclOf vessel during cold shutdown. 

SMfin.N.P. Commonweallh Edison Co 07/lJ/)3. DAVIS, A.8. Region 3, Ole ol Iho 
O'rector. 6pp. 44062:202-44092:209. 

5712160389 NRC Info Notice 87-064, "Conviction tor Falslficalion of Security Training 
Records." Svo Hal end. 

ROSSI, C.E. Division of Operational Events Assessmeni (Post 670411). 87/12/22. 
Consolidaled Edison Co. of Now York. Inc. 120pp. 44163:001-44163:124. 

6601130397 Responds lo NRC 671123 tir re violations noted In Insp Repts 50-254/67- 
25 A 60-265/87-26. 

TURBAK.M.S. Commonwealth Edison Co. 67/12/22. OAVIS.A.B. Reg-on 3, Ola of Ihe 
Oireclor. 3pp. 44040:01 1-44040.013. 
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& INPO Irafning accredllatlon.Fotwards App F documontsApn F S F tJ^ 
m^also avaDabla In PDR.AddI recofds also ovalSiblo In PDR undo? ^oasong 

^j!^^;|y<D;H, Division of Rules & Records (Post 870-113), BO/01/12 BOiEY K 
RiMc Citizen 8 Cntical Mass Energy Project. Opp, -141 10:001 -141 10:039. ' 

°* X*®'* W? accfe'^ilallon board 050D24-20 moollnas Board 
B^mZice^LT participation irt all acMtor 

SOONER, H.R. Licensee Qualifications Branch, 05/10/17. RUSSELL WT DhisJiwv *f 
Human Factors Safety (800428-851 124). 3pp, 441 10;107-i41 1^109 ’ ^ 
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F. Security, medical, emergency & fire protection plans 
44()0^& ■ Consumers Power Co, 07/11/24. Opp, 44000:044- 

"SttSftIFSr <'"' '"™ “3%““'“' 

Control Desk). Ip. 43923;026*43B23;02a^^'^^*^' Control Branch (Docunvonl 

respooBotaamorganbadon"^*^®*”'^ P’®'’'™ll®oHno revised Figure 6-6 re gonorol ofc 
C«««W8 Power Co, 07/12/16. 2pp. 43094:227.43004:228. 

f 1. “Enwgancy^Nodficalfon^^®"' ’ *® Emergency Plan Implomonling Procoduto CL 
P^er Co. 87/12/16. 2pp. 43894:225-43004:220. 

|g“^!WP?an," '* Emergency Plan Implemenllng P/ocotfuro, "Silo 

muZt ™ «°®^^220.43907:260. 

EI'I. ■■Acthratlon ot Siio 

9,0uZ, 

'^Gontrolo«k).ip.44wW.4?obl:VoL^ Document Central Branch (Doof 



H-Otrrerai correspondence 

®^111W86 Advises of 87ipn9 

«®83-'3M3M3;M0 Control Brartch (Documoni 

‘'■''^‘lP«^mnl,y Information 
•^^18 Forwards Endoraomants Q lo neiia r 
£SS^^ER.R. ConsumrKs IW r Certillcato 

i^^gpiiSslE: 


tege documents & correspondonco 

'hai ui.i provide :sted addi info le alleged complaint by uiii oiec- 
|ob action had boon lakon aganji hrn aftoi raising saloty 
od w>ih n 30 days Gnci withheld (rot lOCFn2 790) 

I, Ofc of ttie Director. 67/12/29 eUCKMAN.f-W. Consumers 
) 349 43926.350 

tpp’icatlon toe lor 871223 Tech Specs change teguost re reactor 


8712200155 NRC Info Notice 67 066, "Inappropriate Appl.caiion el Commorcia' Credo 
Components." Sve liSt onci 

ROSSI, CE OiViSion of Operatcnal Events Assessm,eni (Post 070411). 87/12/31. 
Consolidated Edison Co. of Now York. Inc 120,op 43995 258-43996.016 

8712300091 NRC Info Notico 67-067. "Lessons Learned From Regional Insps of Li- 
censee Actions in Rusponse to lE Gulieiin 60 11 " Sve I si end. 

HOSSi.CE Div.sicn ol Operational Events Assessmoni (Post 870411). 87/12/31. 
Consolidalod Edison Co. ol Now York, Inc I23pp. 44036 164 44036 286 


ors Power Co 86/01/07. Document Control Branch (Document 
303 026-44003.026 

proposed changes to OA Topical Real CPC-2A. authorising ox- 
performonco incentive program & Indopondont audits of OA 
V & approval. Foo paid. 

tors Power Co. 68/01/15 Document Control Branch (Documont 
4104 265-44104 269 

Of 8601 13 mealing w/Bechtol & uM at headqua'ters ro jo nt von- 
greement by util to soil two thirds Intorost in lacl'ity lo Bcchtol 
3 Exoculivo Director for Operations. 68/'0i/i5 Ofc of ihe Exocu- 
ations Ip 44112 356 44112.358 

■ponso to FOIA roquosi.App G documonls a'ready avollabia In 
19, ro INPO Qccrodiiaiion t<aining,end & available In PDR 
Sion of Rules 8 Records (Post 870413). 00/01/19 BOLEY,K. 
il Mass Energy Project. 4 pp. 44005.001 -44095 022. 

3 comments on I censeo Uan-ng porformonco during period of 
lOh.Cerllllcallon ol licensed operator iraininu program end. 
i. Ole ol Iho Director. 07/02/25 DENTON, H.h. Offlco of Nuclear 
Jireclor (65t 125-87041 1). 4pp, 44005.00l-44095:0a4. 


0801120385 Forwards Safety Insp Ropi 50-255/87-30 on 9/1116-1214 & notico of 
violaiion.lnsp included reviow o' findings from invosilgations of redwasle shipments 
from plant conducted on 870309. 

SHAFER.W.O. Region 3, Ofc of the DTocfOi 88/01/05 BL'CKMAN.F.W. Consumors 
Power Co. 2pp 43990 055 439D0 080 

-8801120392 Ndiico Ol vio'ation Irom insp on 07iii6-l2i4.Viol8iions noted ladwasie 
sM'pped to burial site not lieo-siandng monoHih & contained Iqud :n oxcoss of re- 
q-juemonts & radioactive mail transported w/o shipping papois. 

SHAFER,W.D Region 3, Olc o! the Orocior. 08/0t/05. 2pp 43090 057-43900.058. 

-6801120398 Insp Rept 50-255/67-30 on 871116-1214. Violations noted Ma.or aroas 
Inspected radiation protection program.includ ng orgaolraiion & mot contio's,i'niernal & 
exlornnl exposure controla,tronsportot:on,ALAHA program & NRcTnfo notices 
GILL,C.F , GnEGEfi,L R. Region 3, Olc of iMo Oireclor 89/01/04 22pp 43990.059- 
43900;000. 


6601050394 Suppi I to NRC Info Notico 86-001, "Broken External Closure Springs on 
Atwood & Morn 1 MSiVa." Sve l-st encl. 

ROSSI, CE, Division of Operational Events Assessmoni (Post 0704tl). 98/01/11. 
Consolidated Edijor) Co of New York. tnc. I23pp 44030.041-44038 J83. 


eppllcailon lor amond lo License OPR-OO, revising Tech Spocs to 
lor cliomstry Tmits in Spec 3.18 along w/survell!ance require 
. Proposed changes w.ll result In conformance w/STS.Foo paid. 
1019 Power Co. 86/01/10 Documont Control Branch (Documont 
4101:261-44101:324. 


8801190061 Responds lo NRC Compliance Bu'loiin 87-003, "Fasloner Testing to Deter- 
mine Contormenco W/Appllcablo Malls Specs." Uiil should be Informed ol any auppii 
ors which evidonco poor performanco.Fasienor testing data shoots end. 

BERRY.K.W. Consumors Power Co. 80/01/12 Document Control Branch (Document 
Control Desk). 62pp 44065.078-44065:139. 


on lor amend to Liconso DPR-20.fovls'ng Tech Specs lo delete 
lary water chemistry limits & replacing spec w/program roqu To- 
re section. 

sumora Power Co. 88/01/10. 6pp. 44101 284-44101:269. 

J Tech Specs ro socondery walor chemistry. 

Co 00/01/10. 7pp 44101 270-44101:276. 

il Change Notice TCN'C-87>00& to Ruv t to Procedure CH 1.6, 
iry Legs, Records, Qrephs.Lebels & Date Sheets " 

LM. Consumors Power Co. 06/02/12. lOpp. 44101.277- 


6B0121020S Responds to NRC 871217 Itr re vio'atlons noted In insp Ropt 60-255/67- 
29.Correciivo actions. lech.n cal review of Proceduro MO-30 complotoa & ovent re- 
viowod w/all on-shllt operations personnel & checklists revised. 

BERRY, K W Consumors Power Co 88/01/15 Document Control Branch (Document 
Control Desk). 3pp. 44003:222-44083:224. 

8801210207 Responds to NRC 371 108 Itr re violations noted In Insp Repl &0-255/87- 
2l.Area8 ol fitness for duty program clanliod. 

BERRY.K.W. Consumers Power Co. 06/01/16. Document ConucI Branch {Oocumsni 
Control Desk). iSpp 44082:IS3-44082:te7. 


Chemistry Operating Procedure COP 1 1 , "Secondary Sys Chem- 

imors Powut Co. 88/01/17. 30pp. 44101:287-44101:324. 

i8t unlit eporovsl of 071222 proposed Tech Spec change ro low 
roioeiion.plBnl will bo operated as described In proposal except 
rot fuses w-ll bo usod.Supportinn doeumoniedon end. 
sumora Power Co. 80/01/20. Documonl Control Grsnch (Oocu- 
7pp. 44141:116 44141:122. 


6801260013 Forwards final response ro IE Bullel’h 05-003, "Motor- Operated Valve 
Common Mode Failures During Plant Transients Due To impropot Swiieh Sellings." 
BiW raviewod.ravfsed S row/ofs ell p/eni Umiiorquo mami pmeoduns 
BERRY.K.W. Consumers Power Co. 06/01/16. Document Control Branch (Documonl 
Control Desk). tOpp. 44123 269-44124:020. 

-8001260022 "Sys Evaluation Determining Max Oifleront'al Pressure for HPSI Sys 
Moior-Oporeiocrvelvea & Auxl'lery Peedwsior Sys Motor-Oporated Velvoa." 

' Consumers Power Co. 88/01/16. 12pp. 44l23:317-44l23.32e. 


eddi Info ro dodicatod oporalot used during heaiup & cooldown 
it ava (PCS) cold log temp 430 F & PORV not capablo ol auto- 
Sh:ohpros$u/ 0 ;Pe/^ 0 ) 2 l folcon. 

sumers Power Co. 80/01/22. Document Control Branch (Oocu- 
2pp. 44146.064-44146:066. 


-8601260029 "Difletenllal Pressure Test Basis." 

' Consumers Power Co. eS/Ot/te. Spp. 44123:328-44123:337. 

-8601260029 "MQVATS • Switch Adjusimont Po'lcles & Justifications." 
‘ Consumers Power Co. 80/01/15. 6pp. 44123:330-44123:343. 


response lo SER on util response lo Oenoric LIr 82-33 ro con- 
Ido 1.07,ju6lllylng deviation from Reg Guido 1.07 guidance & pro- 
omontallon schodula. 

nore Power Co. 66/01/23. Documonl Coniroi Branch (Documonl 
14146:081-44146:066. 


-8601260032 "Palisadoa Methodology Documont." 

' Consumors Power Co. 00/01/15. 35pp. 44123:344-44124:018. 

-8801260034 "PeTsadoa Long-Term Operability Program." 

• Consumers Power Co. 86/01/15. 2pp. 44124:0l9-44t24;020. 


, IE Bulletins & correspondence 

Notice 07-004, "Convicllon lor Falsification of Socorlty Training 
id. 

ol Operational Evonla Assessmoni (Post B704II). 87/12/23. 
Co. of Now York, Ino. 120pp. 44163.001-44163:124. 

Nollco 87-065, "Plant Operation Beyond Analyzed Conditions." 


8801280S86 Discusses 671203 steam generator (SO) tube leak.ControlIed plant shut- 
down accomplished on 671204.80 Insorvlce Insp program scheduled for Apr 1968 
conwloled during outage. Summary of SO B lube leak & oddy current exam encl. 
BORDINE.T.C. Consumors Power Co. 86/01/22. Document Control Branch (Docu- 
ment Control Desk). 17pp. 44160:246-44160:262. 


R. Perlodio operating reports A related correspondence 


ol Operational Evonla Assessment (Post 670411). 67/12/23. 
Co. of Now York, Inc. 120pp. 44056:008-44050:127. 

3 NRC Inlo Notice 87-020, "Air Sys Problems al US LWRs." Svo 


8801130009 Monthly operating repl tor Nov I987.W/671204 Itr. 

PACKARD.G.C., VANDENBEB(5.0. Consumers Power Co. 87/11/30. 6pp. 44043:353- 
44043:357. 


of Operallonal Events Assessment (Post 670411). 87/12/20. 
Co. Of Now York, Ino. f24pp. 43995:130-43995:257. 

: Insp Repl 50-255/67-27 on 071026-30 & 1217 & noUce of 
ns ro failure to Implement timely corrocllvo eclion for loss of shut- 
015 & configurollon control project require mgl Involvement. 

3, Ofc of the DIroclor. 87/12/29. BUCKMAN.F.W. Consumors 
i2;O20-43962;O47. 

of violation from Insp on 871026-30 & 121 7. Violation 
1 to implomenl timely correctivo action for previously Ideniiflod 
llty requirements of charging pumps. 

3, Ofo of the Director. 87/12/29. 2pp. 43962;030-43962:03l. 


8601 190066 Monthly oporatliig rept for Doc 1967.W/880106 Itr. 

PACKARD.G.C., VANDENBERQ.D. Consumers Power Co. 87/12/31. 6pp. 44063:086- 
44063:090. 


8. Reportable occurrences, LERs A related correspondence 


8712200118 LER 87-040-00:00 B71122.level In diesel oil storage lank T-10 below Tech 
Specs llmll. Caused by erroneous readings on indicator LIA-MOO.Diesol oil added lo Ml 
lank & level verified manually.W/87i222ltr. 

K02UP.C.S., JOHNSON.B.O. Consumere Power Co. 07/12/22. 4pp. 43888:023- 
43886.026. 


ipl 60-26S/67-27 on 671026-30 A t217.Violallon8 noted. Melor 
ctrical & mechanical mods, electrical & mechanical meint 
A sys using selected portions ol modules. 

STASEK.S. Region 3, Ofc ol the Director. 87/12/23. 16pp. 


6801280261 LER 67-037'01:on 671 106, licensee fe:led lo tako compensatory measures 
during temporary loss of fire suppression sys. Caused by misleading plant 
dlagram.Change request Initialed to correct misleading diag(am.W/8e0l22 lit. 
KOZUP.C.S.. JOHNSON.B.O. (Consumers Power Co. 88/01/22. 5pp. 44163:355- 
44163:359. 


28 DOCKETED ITEMS 


V EtunintUoni 

-SaSSSSSSSSffi® 

^n^^iPYOH Divert 01 BJeJ S Rewda ffOit a?Mt3J. eW0«12 BOLEYX 
Ci^eSs Prceci 8pp 4«,8«).-M11S.039. 

SJir»is obsorvabofts o( INPO as'2l8 actfMiUboo bca-ttmeoiing A ac- 
« ooart rev«« S part^paton tM»aPO warn vi« & 

i^P^'^^aw’uSS^Srsncfi M/0W14 RuSSElUN.T ONitfo«* ol rtiraan 
F^fe2i>S^"5lWW1l). 4PP AAUU*iMmm. 

-AWlWOm A4 Ms« 0* atteodanca *t 870923 NaU Mucteai AcaaAlma ^W(»n»«l.nQ 
at i?4PO «n ABaru GA re irainuw progra.-ns at Mrt> **' 

Bcart f'ef*et «'a/i>9« A atiardeos 8 tfr'iOs pla/ilsta!u9actt6ttt^'>taWo. 

CBSONAF Regiw 2. Ofc o» tbe Ofector. 

Perfwrwice A Sj^ ErtluaMo (Post 8704t ll 8pp 44n9.l69-44llB-.l68- 


OOCKET 50.J$9 BROWNS FEflflY HUCLBAB POWER STATIOK. UNIT 1 


F. SecurttY. metfJeal, efwjeftey A ftra prolKUon plarw 


8MII200M forAfi/Oi Ifisp flepU 50-259/87-44.50-260/e7-44 A 58296/87 44 on 
eTiti5-2QNQ wiasonjof devuionsncied. , 

BARR K P Pegwn 2 Ofe ol the De«io/ 87/12/ •* liTE.SA Tennasm Va«o)f 

AuifiCrty 2pp 43988 336-43988 338 

-M0U20O48 Part-aiN »/!W'eW Insp ftspts 50- 259/87-44.50 260/87-44 A 50296/87-44 
on 87111620 (*e( 10CPR2790 A 732i)No vutauxta noiedM^ areas 

w«pe<rl80'.«WQAr*ftiAph>s><»lWfr«rviyatftc'«lare4s. 

raSuPSONOH Region 2. ofc of M Oeecw 67/I2/H. Ip 43986338-43988^38 


8801120023 Fofti.a'a] insp RepU 50-629/a7-43.S0-260/87-43 A 50-296/87-43 on 
871106-20 re ttcumsurces SkiToumirig 871102 fitaln^ (nditigs A tonceins tOanU- 
Aad 41 App A 18 identi^vig resolutions requested wtiM 30 dart ot itf dale 
n<OUtnD$ON.SO Olc d spece: Prc^ 67/12/30 WKITE.Sa Tennessee VaRery 
Autr«dy 2pp 44(>44 05541044 091 


8801130403 Forwards Amends 130.135 A 110 lo Ucofisna DP1V33 OPfl.52 i tf* 
saraspectively.revising Tech Spec Soction 0, AOmlf'Islrollvo Conirols. ts chi-^ 

iiooarMt olMrtain requlremonls of high radiation aroQS. 

7^10X3 Ofc of Spedaf Pro[ocls. 07/12/31 WHITE, S. A. Tonnossoe Vahey Kjta 
tty. 5pp. 44008:252-44008:276. 


-8801130418 Amends 139.135 A 110 to Uconsos DPn-33,DPn-52 A DPfla 
tOTD^Irely.rwls'nfl Tech Spec Section 6, "Adnunlslraiivo Conlrols. to chanqe .(p, 

limitof certain requ remanls of hloh . ,nnn oa? sanofl 37i 

2ECH,G.O. Olcol S^'al Ptt^ocis. 6t/t2/3t. t5pp 44000.257-44008 271. 


-8601130426 Salely evaluation supporting Amends 139,135 & UO to licenses 0(4- 

sax* »■ I". 


-8801130439 Requests FR publlcailon of notice ol Issuanco of Amends 139, 13S & ii; 
to Ucenses DPR-33,DPB-52 A OPH-68.Amond9 corrocl Toch Spec 6.8.3. 1 by c/arg 
ing upper limif requirements of high radiation dtoaa. ,. 

ZECHG G Ofc of Special Prolocls. 87/12/31. NRG - No Oolailod All latioT Qw. 
2pp. 44008:274-44008:276. 


8801110376 Forwards Isbia listing Sequoyah A TVA gonorlc ollogalloi'3 Investgaiecfi 
Dll A noted m GQ Zech &7O720 Hr to SA White no rostan Issiros Table also noa 
submission dates for repts. . ~ ^ 

GHIDIEY R. Tennessee Valley Aulhwily. GC/Ol /OO. Uocumont Control B.'a.nch (Oot» 
msnl Control Desk). 3pp. 43989:082-43660:004. 


8801250133 Summary ol 871216 mooiloo vv/TVA in Doihosdn.WD ro TVA protfarti: 
address mlcrobiolog'cally induced corro?on.Ll9t of nllondoos A vlownraphs enct 
Al/LUCK,R. Ofc of Special Prolocls. 80/01/11- Ofc ol SpoeW Ptolecis 16» 


8801190124 Forwards revised weekly achodulo of TVA ociivlilos lor wks ol 860111 ! 
18 changing A adding lo schodula previously Issued on 080 ill. 

KELLY JL. Ofc of Special Prolecfs. 88/01/12- ZECH.Q.Q. Ofc ol Special Pioiect 
5pp 44052.355-44052:350 


8801200231 Patiial response to fOIA request for documents ro worker Irani, ig {« 
Qiems A INPO training accredilailon Forwards App F documonis App £ “ 
ments else avasable in PDR.Ad<1i records also evawablo in POR under Qossong FOu 
67-204 

GftiMSLEY.O.H. Ohrislon ol Rules A Records IPosi B70413}. 08/01/12. BQLEY' 
Pubi'c 6ii7ori‘s CrlDcal Mass Energy Pro)ocl. Cpp 44110 001-441 10:039. 


-8801 120024 msp Repu 5O-259/87-43.5O-260/e7-43 A 50-296/67-43 on 671 106 20 ts 
Ur«l 2 drywell ne on 871102 MifV areas mspecied sequence of events which por- 
trayed chronotogicaJ ectr»>MS phor to A dunng we 
PaI'LK.C L ore o< Special Piotecil 87/12/2 1 350p 44044 057-44044 09i 


-86120M030 Summary ol INPO Accreditation Boaid 881016 A 16 moelings re endi 

GiB5o'fl!f.F.®'RM*on 2, Ofo of Iho Director. 00/10/17, RUSSELL, WT. Division 
Human Factors Technology (061 1 26-8704 1 1). 3pp. 44 1 1 0:04 1 -44 1 19,043. 


8M1110287 Ferw«/T» map R«pu $0-259/87-39.$0260/87-39 A 50-296/$7.39 on 
A71I03-GSN0 viouooAS or devtssons noted Exerosa weik/teises re no*.,fica!iOA8 So 
•ctMia pnsne amergsney laotitMa observed. 

aARR.KP ore of Special Protects 87/t2/3i. WHITE.Sa Tennessee Vauey Author- 
try 2pp 43971 28$-«397f 306 

•4441110320 insp RepU 50-259'e749.S0.260/67.39 A $0-296/67-39 on $71103- 
0$ Ka 'rtoiabona or oertamns rotedMarx areas mspecied emergency pcepatedness 
•xercNe invohmg NRC obeetvabon ol k«ry luncoons A tocaborts during eierdse. 
SARIOR.WM Region 2, Ofc Of BW Oseewr 87/12/10 20«> 43971-287-<397V306 

884T5M133 KcMcalMn a 880i26 meevng w/uU in Rodcvfto.MO lo ri-scuss 
tOCFfiJO.^ R re aftemaiNe safe shutdown A moi level presentstien 
OEARIOC 0(c d Speoai Precis. 88/01/07 2ECH.GO. 0*c ol Speoel Pt«^l8 
3pp. 44043 I9M4033 197 ^ 


8401 190382 Ack rece^ of ul4 871125 Hr Infoiming NRC of steps taken lo coned viote- 
»3ni noted n insp Repo 50259/87-34, 50296/87-34 A 50296/87-34 Plan for sec- 
bon siAecvtsor di« to lack of health physcs expenence appropriate 
BAIVI.KP Ole Of Special Protects 88/01/11, WHiTE.SA Tennessee Va»e» Author- 
ity 2pp. 44050 257-44050258 


8801310136 PrcMdes etfo re dates vU cornmrted to compute iistai A developed <el 
checks Ipi mdrnduels requesting unescorted access to rudear snesoer wJ Tobfn 
feguettCftct wqhheM (rd lOCf H73 21] 

Cfli(XEV.R L Tennessee Valley Authomy. 88/01/12 QocumenI Coniroi Branch 
(CKxumenl Conbof Oeskj. 2pp, 44086 155-44086.t56. 


J. Ineuranc* A IndenrHly hlormatMn 


•4711020491 Dicusses attendance ol iNPO Accrodllaiion Board riiooiing on 67102< 
23 in AOanta.QA re accreditation ol liconsoo iraWlng progioms on malni A lechnn 

® rt sieaa Future NRC obsoivera ehouid bo nivon (nip prior lo mooting. 

.S,Q.C. Assistant Director tot Region ll Rooolore. 87/10/20 ROBJ.W. Dmh 
ol Ueensee Perlormanca A Quality Evaiuniion (Rosi Q70411). 4pp. 4411911 
44119.171. 

8801200151 Appticaltcm lot amenda lb Litonsob OPn-33,DPn-Q2 & DPR-66, chti^ 
Tech Specs to correct footnote refs re Ineirumbninlion lor core A containment syt 
ladoacihs gaseous ahtueni instiumeniaiion survoltlenco.Foo paid. 

ORiOlEY.R. Tennessee veiiey Authority. 66/01/14. Documoiil Control Bianch (Do 
mern Conuo) Desk) 6pp. 44l6&;i7e-44i06:l02. 

-6801200165 Proposed Tech Specs, revising two fncorroct foomoio refs m TableO 
A Tsbie 4 2.K re insirumeniailon thal Initiates or controls core A containment syt 
radioactive gaseous effluent Instrumentation survolllanco,r08poclivoly. 

' Tennessee Valley Authority. 66/01/14. 7pp. 44100:186-44100:182. 

6801200092 Forwarris revised ASMG Section XI Inaorvico sys pressure i 

B iam Program putlines requlremenls lor performing first lO-yr Interval sys press 
on ASmE Code Ctasa 1,2 A 3 w equlvalcnl componente conia'n'rig wala 
steam. 

GRiOLEY.R.l. Tentiessee Valley Auihority. 60/01/16. Documonl Con'.rol Bra 
(Document Conbol Desk). 31pp. 44134:243-44134:273. 

9e012$1»02 Forwards Amends 140,136 A 111 to LIconsoa DPn-33,DPR-52 A 0 
6$.<espKt1vety A salely evatuabon.Amends clarify trip lovoi soiling lor slsndby 
seaimeni sys relative humidity healer. 

ZECrt,O.G. Oio ol Special Prolocla. 66/01 / 1 9. WHITE.S A. Tonnosseo Vai'sy Aul' 
ny. 3pp. 44164:060-44164:100. 


Endorsemeru 7 lo MAEIU CedfficaUi M 
® MAEiUCenAceie N 


P. OpereOng ■cenN alage documents A correapondenee 


-8901250005 Amends 140,136 A fit to Llconsos 0PH-33.0Pn-52 A OPft 
respectively, clarifying Tech Spec Table 3.2.A re trip fovol soiling (or standby gas b 
ment sy^s relative humidity heeler. 

ZECH.O.G. Ofo of Spedal Piojwls. 88/01/19. 16pp. 44164:063-44164:097. 

-W1280008 Safety evaluellon supporting Amende 140 136 A 1 1 1 to Licenses C 
33^R-52 A DPR-68/oapectively. 

Ofc of Special Prolecis. 08/01/19. 2pp, 44164:008-44164:099. 


T«^| Svca.lnc.indwM9 summary of NRC 
1^'''^ conlractsaucM info.work M$ioty A ksis 
SLfSKSi «*'«*■ resource sves 

Services, Inc NRC-26-e7.4l7. 87/l2/i6. 
-TOKMaoNi K Re^on 4. Ofc of the Orecior 71pp. 43998230-43996 300 

® frown 880105 site viol 
^ ^SME Boiler A Piesswe Vessel Coda 

woe-. 


260012 Ae^e&(s FR publication ol nollco ol Issuance ol Amende MO, 136 
to UceriMS OPRG3,OPfl-52 A OPR-68,respecllveiy. Amende clarity trip lovs^ 
5{r standby gas treatment relaliva humidity healer. 

Ip NRC • No DoloHod AiH’iallon 

8801270141 Final response to FOIA request lor docomenls.Forwarda App A doci 
A rfocumenis placod in PDR.Porlion of App £ 
wlihheld (ref FOIA ExempUon 5). 

OTlMSlEy.O.H. Division of Rules A Records (Post B70413). 86/01/21. CONI 
Doc-Search Associates. 4pp. 44165;006-4416S 028, 


88012804S7 Summary ol 600120 mootma botwoon Commissioner QeirtUtal & Adtnral 
Whito of TVA re ui I request to reiam Oic of Spodel Projocts as overseer of planis 
after Sequoyah 1 tester! & Invitation to Boinlhat lo tour Sequoyah plant 
KAGAN, C. Commissioners 80/01/21 Commissioners ip 4'1172:360-44172 360 

8801200446 Application lor amenifs to Licensos OPR-33,OPn-52 & OPR69. revising 
Tech Spec 228 re inlerprolai'on ot surveillance Instruction opoiabihty cntoiia for test* 
mg of reacto' bipg.teacior 2 ono & refuel 2 one radiation monitors Poo paid. 

GniOLEY.Pt Tennessee Valley Authority. oe/Oi/22 Oocume/il Corttioi B(anch(Doru- 
mont Control Desk) 3pp 44160. 137-44160. 177. 

-0801200454 Proposed Tech Specs ro Interpretation ot survolllance insuuciion oper* 
abi'ily requ roments concerning testing of reactor bldg, reactor zone S rotuol zone ladi- 
aiion monitors tislod in Table 3.2 A. 

' Tennessee Va'iey Authority. 60/0 1 /22. 30pp. 441 60. 140.44 160:177. 

8801280626 Forwards safety evaluation supporting util 870526 |uslificai>ort toi pioposod 
uso of omi.clat groand motion lime history as allernalo solsmic Input lor salsmic sys 
analysis. 

ZeClI.G.G. Ofc ol Special Prelects. 86/01/25 WHITE, S A. Tonnossoe Valley Aulhor- 
Ity. 3pp. 44173:252-44t73:256. 

-8801280633 Satoty evaluation supporting util 870526 juslilicatlon lo use adillc-al 
ground motion hme history as atiornativq seismic input for soisme sys anatyaes 
*Olc of Special Projocts. 88/01/25. 2pp. 44l73:256-44!73.256. 

8601290096 Forwords SAl review ot util 661230 summary repl ori OCRDR.tor inlaSite 
visit schedulod lor 860222-26 to discuss topi & audit control room.Audil egonda also 
end. 

ZECH.G.G. Ole ot Special Prolacls. 80/01/25. WHITE.S A. Tonnossoe Valley Author- 
ity. 1 tpp. 44178:012-44178:022. 

8801290168 Forwards BNWL technical evaluation root based on rovlow of ul-t 840622 
procaduros generation package. submitted per NUnEG-0737,ltom t.C.l.NRC 8 con- 
tractor will visit site on 060222-26 to roview concerns & open Items. 

ZECHG G. Ofc ol Special Projocls. 68/01/25 WHITE, S.A Tennessoo Valloy Author- 
ity. 3pp. 4417B-349-<r4179 361. 

-6601260169 ''Procedures Generation Package Review Operating Hoectora." lecbn-'cai 
evaluation ropt. 

MYERS,L 6., CUFF,W.C. Bellello Memorial Institute, Paellic Northwest Ubcyaionos 
66/06/30. tOpp 44I70:3S2-4'1I70 361 

6801290181 Forwards Rev 0 to "Cable Program Plan," addrossing possiblkly ot under- 
sized electrical cables due to Inedoquaie design aids. Planned corractivo aciione will 
veriN adequacy ol cables at various voltage levels. 

GRi0l.EY,R. Tennessee Valley Authority. 86/01/26 Oocumoni Control Orench (Docu- 
ment Control Desk). 2pp. 44td3:249-44t63:2e2 

-8601260184 Rev 0 to ‘Cebio Ampacity Program Pian.Srowns Ferry Nuclear Plant ” 
Related documentation enci. 

' Tennessee Valley Authority. 86/01/13. t2pp. 44i83:26t-44i83:262 

8601260209 Forwards onota lo Amends 139 & 136 to Licenses OPR-33 8 OPR- 
52.re8peci>voiy,corrociing administrative error on amend pages listing alfoclod toch 
Spec pages. 

ZBCH.OQ. Ole ol Special Projects. 86/0i /25. WHITE.S A. Tennessee Valley Author- 
ity. 3pp. 44180:229-44180:237. 

-8601290212 Er/aia lo Amanda 139 8 135 lo Dcensca OPR-33 8 OPR-52. 
raspocllvaiy.correciing administrative error. 

' QIC of Special Projecia. 88/01/25. 6pp. 44160:232-44180.237. 

8801290286 Grants uhl authorization to use ASMS Code Cases N-341 & N-366 lo 
extend certification period fo' Level ill NOE oxamincrs from 3 to 6 yr8.por 87i2^ Hr. 
ZECH.G.G. Olo of Special Projects 88/01/25. WHITE.S A. Tennessee VaHoy /Vuihor- 
Ity. 4pp. 44177:387-44177:360. 


Q. Inspection reports, IE Bulletins 8 correspondence 

8601040138 Forwards Exam Repl OO ^SO/OL-OZ-OS ol requatillcellon exam admlnle- 
tered on 870720-23 Repl for all unlts lnierlm progam rating satlsIaciery.Final delerml- 
natlon will be made upon completion ol evaluation process In Mar 1868 
BARR.K.P. Ofc ot Special Prolocle. 07/12/17. WHITE, S.A Tennessee Valley Author- 
ity. 2pp. 43923:313-43923:343. 

-^801040145 Exam Repl S0-269/OL-B7-03 on 871 1 17-16. Exam cesults one reactor op- 
erator & senior reactor operator passed exam. Pool for all three units. 

PAYNE.O.C. Ofc of Special Pro|oCIS. 87/12/03. 20pp. 43923:316 43023:343. 

6712160369 NRC Info Notice 07-064, "Conviction for Falsification of Security Trelnirtg 
Records." Svo llsl encl. 

ROSSI, C.E. Division ol Operational Events Assessment (PosI 670411). 67/12/22 
Consolidated Edison Co. ot Now York, Ino. 120pp. 44163:001-44153:124. 

8712170119 NRC Info Notice 87-065, "Plant Operation Beyond Analyzed Condfllorts.'' 
Svo list encl. 

ROSSI, C.E. Division of Oporallonal Events Assessment (Post 870411). 87/12/23. 
Consolidated Edison Co. of New York, Ino. 120pp. 44056.008-44056:127. 

8801120026 Forwards Insp Ropts 50-269/87-44,60 260/87-44 & 60-296/B7-44 on 
871116-20 No violallons or deviations noted. 

BARR.K.P. Region 2, Ofc of the Oireclor. 07/12/23. WHITE, S.A. Tennessee Valley 
Authority. 2pp. 43966:336-43966:336. 

-8801120046 Partially withheld Insp Repls 50-259/67-44,50-260/87-44 & 60-29e/e7-44 
on 871116-20 (ref 10CFR2.790 & 73.21).No violallons noled.MaJor areas 
lnspecled:iesling & melnl & physical barrlers-protecled areas. 

THOMPSON, O.H.. MCQUIRE.D.R. Region 2. Ofc of the Director. 87/12/11. Ip. 
43066:330-43986:330. 

8712230003 SuppI 1 to NRC Info Notice 67-028, 'Air Sys Problems at OS LWRs.*' Svo 
llsl end. 

ROSSI.C.E. Division of Oporallonal Events Assessment (Post 670411). 87/12/28. 
Consolldaled Edison Co. of New York, Inc. 124pp. 43995:138-43995:257. 


6801120023 Forwards Insp Repls 50 529/07-43.50 260/07-43 & 50296/67-43 on 
671 106-20 fO circumsiancos surrounding 671 102 lire Insp findings & concerns idenil- 
i-ed In App A.Ltr idoniifying rosolut ons requested wiihh 30 days ol Itr date. 
RICHAROSON.S.D. Oic oT Special Prolocts. 67/12/30 WHITt.SA Tennessoo Valley 
Aulhoifty. 2pp. 44044 055-44044:091 

-8801120024 Insp Repls 50 259/87-43.50 260/67 43 & 50-296/87-43 o.n 671 106 20 re 
Unit 2 drywall tiro on 071102. Major areas inspectod.sequenco ol events which por- 
trayed {^ronolopical activities prior to & during tire 
PAULK.G.L. Ole ol Special Projects. 87/12/21. 35pp. 44044 057-44044.091. 

87122801S5 NRC Info Notice 67 066. "Inappropriate Application ot Commercial Grade 
Components. ” Sve list end 

ROSSI.CE. Division ot Operational Events Assessment (Post 870411). 87/12/31. 
Cwtsi^.-dalod Edison Co. of Now York, Ino. I20pp. 4399S 258-43936 0i6. 

8713300091 NRC Into Notice 67-067, "Lossons Learned From Regional Insps ol Li- 
censee Actions in Response to IE Bulletin 60- 1 1." Sve list encl. 

ROSSI.C.E. Division ot Oporallonal Events Assessment (Post 670411) 67/12/31. 
Consolidated Edison Co ot Now Yoik, inc. I23pp 44038:164-44038.286. 

8801110297 Fonvards Insp Ropts SO-259/87-39.50-260/e7-39 & 60-296/07-39 on 
871103-0S.No violQlions or dov.ations noted Exeiciso weaknesses ro notiticaiions to 
aciivalo onalte amargoncy (acl'ltlos observed 

BARR.K.P. Oic of Special Prolocts. 87/12/31. WHITE.S A. Tennessee Valley Author- 
ity. Tpp. 43971:265-43971:306. 

-6801110320 Insp Repls 50-250/07-30.50-260/87-39 & 50-296/67-39 on 871103 
OS No vtotatlons or deviations noted. Major areas inspoclod.emoigoncy preparedness 
oxorcise.involving NRC observation ol key luncllons & locations during oxerciso. 
SARTOfl.W.M.. DECKER.T.R. Region 2, Ole ol the Oireclor. 87/12/10. 20pp. 
43971;2e7.43971;306 

8801IS0I01 Forwards Insp Repls 60 259/67-42,50 260/87-42 & 60-296/87-42 during 
Nov l067.No violations or doviat.ons noted Concern expressed re large number ol fa- 
cility change requests being written lor ongoing work 

BARR.K.P. Otc p| Special Projocts. OS/Ot/OB. WHITE, S.A. Tennessee Valley Author- 
ily. 2pp 4406 2 222-<r4062 237. 

-0801150106 map Repls 50-259/87-42.50-260/S7-42 & 60-266/B7-42 during Nov 
1067. No violatlor^s or deviations noted. Major Brass inspoctod:oporaiional snioty.maini 
observation. reportable occurrences & previous enforcement mallera. 

PAULK.OL.. PATTERSON, C.A.. BROOKS, C.fl. Rag on 2, 0(0 Ol the Director. 87/12/ 
11. 34pp. 44062 224-44962:257. 

0801060394 SuppI 1 lo NRC Into Notico 06 081, "Qioken External Closure Springs on 
Atwood 8 Morrill MSIVS " Sve list sncl. 

ROSSI.CE. Division of Oporaiionoi Events Assessmoni (Post 870411). 66/01/11. 
Censotidaiod Edison Co of Now Yo'k, Inc. I23pp 44036.041-44936:163. 

8601160085 Rosponds to NRC D7i ii9 Hr re violations noted in Insp Repls &0-269/07- 
33^260/87-33 & 50 29e/87-33.Corieciivo actions: review Ol field installsiions in 

K ss to fix conduit seat problems violation A denied. 

EY.R. Tennoasea Valley Auinonty. 60/01/11. Oocumoni Control Branch (Oocu- 
moni Control Desk). 9pp. 44041:316 44041:327. 

6801190282 Aek leceipt of uNI 871125 in iniorm'.ng NRC ol slaps taken le correct vlo'a- 
liOfta noted m insp Ropts 50-259/67-34. 50-296/67-34 & 60-296/67-34.Plan for sec- 
tion supervisor due to lack ol health phys'ea oxparienca appropriate. 

6Ann.K.P. otc ot Special Pro)eci$. BO/Oi/n. white, S.a fenneaseo Valley Author- 
ity. 2pp. 44050-297-44050:256. 

6601200087 Ro^orids 10 NRC 671203 Itr ra violations noiad in Insp Repls 50-259/67- 
37,50-260/87-37 & S0-266/87-37.Corracliva ad'ons: olaarance lesued on Valve 2- 
FCV-74-24 & procedure la Hfiing of hold order lag will be revised. Violation A denied. 
GRiOLEY.R. Tohnessee Valley Authority. 66/01/16. Documonl Conliol Branch (Docu- 
ment Control Desk), epp. 441(]6.345-44t06:352. 

86012S0J96 Advises that NRC will review encl Civil Enginoenng Branch Instruction 
CEO-CI 21 07, "Operabi'lty Crileria lor Pipe & Pipe Supports on TVA Class I Seism-c 
Piping - Crowns Ferry," by 000226.0ui(lno ol ul-l IEB-/9 02/7B-14 program also encl 
ZEOI.OO Otc ol Special Projects. 66/01/19. WHITE.8.A Tennessee Valley Author- 
Hy. 3pp. 44117:001-44117:027. 

•^601250364 Rev 0 to Civil Engineering Branch Inslrucllon CEB-CI 21.07, "Operability 
Crileria for Pipe & Pipe Suppona on TvA Class I Seismlo Piping • Browns Feiry." 

* TennesBoe Vslley Authority. 67/12/10. 24pp. 44117:004-441 17 027. 

6601280504 AcK receipt ol 671209 aupplemonlal response to noUca ot violations noted 
In Insp Repls 5O-269/6e-O0,5O-2eO/e6-OO & 60-2B6/66‘09.Re&pon8e meals require- 
Rienls of IOCFR2.2DI. 

B/VTR.K.P. Ofc of Special Projecis. 66/01/20. WHITE.8.A. Tennessee Valley Author- 
ity. 2pp. 44127:236-^4127:237. 

8601270161 Forwards Insp Repls 60-259/67-38,50 260/67-36 & 50-296/87-36 on 
07 1028-30. LKil des'gn baseline & verification program contained essential elements lo 
achieve goarsSavarel weaknesses sheuld be addressed before NRC can approve 
OBW. 

RICHAROSON.S.D. Ofo Of Special Projects. 86/01/21. WHITE.S A. Tennessee Val'ey 
Aulhority. 3pp. 44165.063-44165:117. 

-8801270170 Insp Repts 50-259/87-36.60 260/87-36 A 60-266/67-36 on S71026- 
30.U6I design baseline & verflcatlon program contains essential oiemenis needed lo 
achieve inianded goals & obieclives concerns re Implementation ol program listed. 
GEORGIEV.a.B., HEARN.P., LIAW,B.O. Ofo Of Speciat Projects. 86/01/16. I6pp. 
44165:088-44168:117. 

6801260276 Partial response to FOIA requesIs.Forwards App A documents. Documents 
being placed In PDR.Only files In NRC Ofo of Governmental & Public Affa'rs searched 
lor oocumonls responsive to request.per 671026 telcon, 

QRIMSLEY.D.H. cJivIslon of Rules & Records (Post 870413). 68/01/22. CONNOR, L. 
lOoc-Search Associates. 3pp. 44139:290-44140.009. 

-6508070143 Requests response lo listed items.ln support ol NRC 850710 response to 
Congressman Udall 650426 Itr re HPCI failures at plant. 

KAkmERER,C. Office ot Congressional Affairs (ore 670413). 85/07/12. REHM.T. Olo 
ol (he Executive oireclor for (^rations, tp. 44139:339-44139:339. 



R. Periodic operating reporte & relaied correipondertce 

6712310028 Monthly Oisctiarge monitonng repi lor Nov 1987. 

BROOKS, H.H. Tennessee Val.‘ey Authority 87/11/30 13pp. *13920;139-43920;1M. 


-8801120024 Insp Repie 60-269/B7-43,60-260/87-'13 & 60-296/87-43 on 871 
Unit 2 diywo!! lifo on 871l02MelOf areas Inspeclod sequenco oJ events which per 
trayed chronological acilvillea prior to & during tire 
PAUUK,0 1. Ole of Special Projects. 87/12/21. 35pp 440<14:057-140‘1'l;09l. 


8801040474 Supplomaniel ar.niral oporating rept lor 1988 re horPiCKfe usage No herbi- 
cides used on any transmission lina ngh'.-ol- ways In cy86 

ORIDLEY.R. Tenr'essee VaHey Aulhonty. 87/12/29. Oocumcnl Control Branch (Docu- 
meni Control Desk) 2pp. 43963:262-43063.283. 

860l260$72 Monthly operabng repis lor Dec 1987. 

CRAWfORO.JO.. WALKER, J.G. Tennessee VaUey Authority. 8T/t2/3t. 7tpp. 
44111:271-44111:347 

8801300070 Parii’a] response to FOlA r&auest for documents Porwatds App D 
documants.App O 8 E documents eval'ablo cn POR.App P document complelely with- 
held (tel POIA Eiemp^on 7}.App Q document pertialiy withheld [tel fOIA Evempton 
S). 

QRIM&t-EY.OH OMsIon of Rules & Records (Posi 870413]. 88/(11/14 WANN^ 
rimes Prtnl.iig Co. epp. 44081:218-44081:272. 

-8602190673 Summarijes NRC aenvtOes Involving TVA Irom 860203-07. 

OENTON.H.R. Offce of Nuclear Reactor Regulaiion. Director (861125-870411). 66/ 
02/12 St£LLO,V. Olc ol the Executive Oireclot tw Operaltona. 3pp. 44Q81-.278- 
44081:281. 

8881250422 Forwards weekly schedule o1 TVA ectr/l'ea lor wka ol 680118 8 25. 
KELLY.J.L Olc ol Special Projecta. 88/01/15. ZECH.G.G. Olc ol Special Projects. 
5pp. 44118010-44116 814. 

8801260418 Forwards weekly schedule ol TVA aclhnL>09 lor wks of 880126 & 0201. 
KELLY.JL. Olc Of Special Projects 86/01/22. ZECR.GQ Olc ol Special Prolecis 
4pp 44139.061-44139 084. 


8801118297 Forwards Insp Repts 50-259/97-39,50-260/87-30 & frO-29«/8WJ » 
871103 QS.No violations or dC'^allons noted Exatciso weaknossoa re notil-caumsu 
aclivela orisite emorgency iaciiidoa observed. 

OAfiRXP Olc ol SpeC'Ol Projacis. 07/12/31. WHITE, S.A. Tannessoo Valloy AulVy. 
Ily. 2pp. 43971:205-43971:30e. 


-8801110320 insp flepte 50-269/07-39, 60-260/87-30 & 50-206/87.30 on 0711C8- 
05XO Isolations or deviations noied-Major areas Inspecled emorgency propa'oOnaH 
eK8Kmo.trwolving NRC observation ol Key lunctloris & locallons duilng aKorciso 
SAflTOn,W.M. fleg'on 2. Ofo ol the Diroclo--. 87/12/10. 20pp. 43971:287-43971 309 


8801140132 Notification ol 880126 meeting w/uiil In Rockvillo.MO to dKu» 
1(}CFRSO.Ai» n ra altarnailvo sale shutdown & mut level prasentalion. 

GeAHS,O.C Ofc ol Special Projeds. 80/01/07. ZECH.G.G. Olc ol Special PrOtOCis. 
3n> 44033:195-44033: 1 97. 


8801180282 Ack rece'pt ol util 871126 Itr informing NRC ol steps taken to corroci vWs- 
lions noted in insp Repts 50-259/87-34. 50 296/87-34 & S0-29e/67-34.Pian lot w- 
Uoftstparvisor due lo lack ol hoalih physics experience appropriaie. . „ 

BARRXp. Olc ol SpoclM Projecta. 68/01/tt. WHlTE,S.A. Tennessee VoHoy Au.lw- 
Ry 2pp 44050.2.67-44050:258 

8801210138 Provides Info le dates util cemmilod lo complete listed & tol 

checks lot Individuals roquasbrig unescorted access lo nuclear silos, per WJ Town 
leguesLEncl withheld (rol 10CFF^3 21). , „ . 

GRIOIEV-R.L. Tennesseo Valley Authority. 68/01/12 Oocumeni Control O'axn 
(PooxnerA Control Desk). 2pp. 4408&.t55-440a&-.l56. 


S. Reportable occutrencee, LERe & reialed cortetpondence 

8601070230 LER 87-03i}OOion 871 124, Tram B of control room omemency vanUatkM 
sys ectuaied.Caused by burned elocMcai coi-' In Unit 3 relay ISA-K^ due to and ol- 
li'a fa-lure FeuHed coil rep-aced W/67t229 Hr. 

GOROON.AW.. WALKlR.J.G. Tennessee Va'Iey Avthonty. 07/12/20. 3op. 

43991:196-43901:186. 

6601120269 LER a7-03l-00:on fi7l204,autostart ol conlrol room err.orgency voiY..iaUon 
Sys oecurred.Caused by restart test procedural inadequacy.Rostarl teal procedure re- 
vised lo speciiy uanaler awHch posiiian.W/660l04 Hr. 

GORDON, A. W., WALKER,J.G. Tornessoe VaTay Aulhonty. 87/12/31. 3pp, 

43090 264-43800.266. 


V. Operator Eiaminationt 

8601040130 Requasis that ulil furnish end fisled rei mal's in order to moot schedule for 
reacior/sen'or reactor operator reaualflcation e<8ihs scheduled lor 880314-19 by 
860108. Requiierr.enta lor admln'sierlrm earns 6 guideimos end. 

BARRpKP. Ole ol Special Projocia. 8^12/ 11. W1IIT6.S.A. Tennessee Valley Author- 
ity. 9pp. 43963-.IS4-43963 162. 

8801040183 Advises that h order for NRC to meet schedule lor wn'tien, $imuleior/opor- 
armg & era) exsins lor resclor operator 6 senior reactor oporaiore during wfc ol 
890314 & 860502-13, respocfiyoly.oncl mad should be provided by 680108. 

8ARR,K P Olc Of dpecial Pto^U. 67/i 21 1 1 . WHITE, S W. Tennessee vatioy Author- 
ity. 10pp. 43982.348 43962:366. 

8801040136 Forwerds Exam Reel 60-269/01-87-03 ol requaur'csiion exam adminis- 
tered on 670720'23.Rep] lor a'l u/i/ls Iniedm progsin rsting esiislaciorv.Finsi deterfm- 
natiOTi will be made upon ctHTipieiionoi evaluation process in Mar i966 
BARR.K.P. Olc ol Special Pro/ecis. 87/12/17. WhIITE.S.A Tennessee Valley Author- 
lY 2pp. 43923 313-43923:343 

-8801040148 Exam RspI 50-259/OL-87-03 on 07t 117-18 Exam results One reactor op- 
erator & senior reader oporaior passed exam. Repi lor an three umls. 

PAYNE.O.C., aROCKMAN.K.E. Olc «1 Special Projects. 87/12/03 29pp. 43923 316- 
43923 343 

8801200231 PsrtJal response lo FOiA request for documenis re worker Irain.Tig pro- 
grams & INPO training Qccr6dilalion.Forwards App P documents App E A F docu- 
ments also avs.iable in POR.AddI records also evel'able Jn POR under Bossong FOIA- 
67-204. 

QRIMSLEY.O R Or/slon ol Rules A Records (Post 870413} 68/01/12. BOLEV.K 
PubL'c Cibzen'e Cntlcal Mass Energy Projecl. 8pp 441 16:001-441 19039. 

-8801220136 Advises ol attendance at 870923 Nall Nuclear Accrediling Board meeling 
el INPO olca In Atlanla,GA re training programs at two plants Ervcis Include Irel oi 
Board member narres A attendees A SrilOs plant status accredllalion lablo 
GISSON.A.F. Region 2, Qlc ol tha Oirector. 67/11/02. ROE.J. OkAslon of Uceneoe 
Performance AOuaiity Evaluation {Post 870411). Spp. 44 1 19:159-44119.166 
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' Security, medical, emergency A lire protection plana 

20028 Forwards Insp Repts 50-259/87-44,50-260/87-44 A 50-296/87-44 on 
o/ 1 1 ie-20.No violallons or deviations noied 

BARR.K.P. Region 2. Ofc ol the Director. 87/12/23 WHITE.S A. Tennessee Vaitey 
AuthOfity. 2pp. 43986:336 439e6-,O30. 

-8801120048 Penielly withheld Insp Repts S0-25g/67-44,50-2S0/S7'44 A 50-296/97-44 
on 871116-20 (ref 10CFR2.780 A 73.2f)No vloletians nolod Major areas 
Inspected.lssling A malnl A physical barrJers-prolected areas. 

THOMPSON.O H. Region 2, Olc ol the DirecWr. 87/12/11. Ip. 43986:338-43988330. 

8801120023 forwards Insp Hepts 50-52Q/87-43,60-860/87 43 A 50-290/87 43 on 
671106-20 re circumstances surrounding 871102 lire.lnsp findings A concerns Ideiitf- 
lied in App A Lir Identifying resolutions lequeslod within 30 days ol Hr dale. 
RICHAnDSON,S.D. Olc ol Special Projacis. 87/12/30. WHJTE.S.A. Tennessee VeUey 
AuthonY 2pp. 44044:055-44044:091. 


P. Operaling ilcenae atage documents A correspondence 


8801126090 Forwards info re Resource Technical Svcs.inc, Including summary 0* 
conitaci wo/k.NRC Form 28 for throe axIsUng contracts, audit Inlo.work history A Hj.t 
ol exporilsoeva iab!e lor special Inaps A of current resource eves. 

FELTHOUS.RA Resource Technical Son/lces, Inc. NflC^e-BT'-llT. 07/12/16 
JOtlN^DN.E H. Region 4. Olc ol (he Dlteclor. 71pp. 43996:230-43996:300. 

6801040518 Requests auihorizeiion lor u$a ol ASME Bo ler A Proasuro Voseol Cde 
Cases N-341 A N-366 lor plants Required jusblicallon lor use oncI.Conci'rfonco on 
use ol cases lequestotJ try 660215. ,r, 

OniOLEY.R Tenn&saoo Valley AuihoriY 87/12/29. Document Control Branch {t»cu- 
meni Control Desk). 3pp 43961203-43951:205. 


6801130403 Forwards Amende 139,135 A flO to Licenses DPR-33,OPn-5B A Om- 
66.feseeciYely.revi8ing Tech Spec Section 6, "Admlnlstretlve Cpntrola, ’ to cnango 
upper Vir^i ol certain requiremonts oi high rediaiion areas . .. 

2ECH.O.G. Oto ol SpeSet Projocis. 87/12/31. WHITE, S.A. Tennesseo Volley Auttwi- 
lY- 5pp. 44006:252 44008:276. 

-8801130418 Amende 139,136 A 110 lo Licenses DPR-33,DPR-82 A f>Pn-0$, 
respecuveiy/evisina Tech Spec Section 6. "Administretlvo Controls, to ctinngD upper 
8nut of cerfam requ-iements oi high ladioiicn areas. 

2E(X,G G. Olc of Special Projacis. 87/12/31. tSpp. 44008;267-44006;271. 


-8801130426 SoieN ovaluauon euppomne Amenas 139.136 A HO to Liconaoe OPR* 
33,0n^-52 A DPR-dS.respectYely. 

' Ofc Ol Special Projecle. 67/12/31. 2pp. 44006:272-44006:273. 


-88011J0439 Requesis FR pubiicstion of notice of Issuance of Amends ISB. 135 A f i0 
to Usnses DPR.3.T.OPR.52 A OPR-68.Amecva8 correct Tech Spec 6.8.3.1 by cl'Bng- 
Ing upper hinit tequlrerrenis ol high radiation areas. 

ZECH.GG. Olc of Speciel Projects 87/12/31 NRC • No Delailed Affiriotion Given 
2pp 44008 274-44006.276 


880)110376 Forwards table listing Sequoyah A TVA genetic allegations tnvoslloalOd by 
uSi A noted in GG Zoch 670729 Itr lo SA While as restart Issues.Tablo also Poles 
submission deles lor leplB. 

GRia.Ey.R. Tennessee Va’iey AuthorlN- 88/01/06. Document Control Branch (docu- 
ment (Tonirol Desk). 3pp. 43969 082-43969 084. 


M012$0133 Summary ol S712I5 moeling w/TVA In Betheada.MO re TVA program 10 
address mIc/obiologicaSy Induced corroslon.Llsl of attendees A vlowgraphe one). 
AULUCK.R. Ofc of Special Projects. BB/01/H. Ofc oi Special Projects. 76pp. 
44H&219-44U&294. 


8601190124 Forwards revised weekly schedule of TVA ectiulties (oi wks of 090111 A 
I8.(^enging A adding te schedule previously Issued on 860111. 

KELLY./L. Olc of Special Projacis 88/01/12. ZF.CH.G.G. Ofc of Special Projects. 
Spp. 440S^355 44052 359. 


8801200231 ParUal resporise to FOIA request lor documents re worker lraln‘ng pro- 
grams A INPO training accreditation. Forwards App F documonts.App E A P docu- 
Rients also available m PDB.Addl lecoids also avaltable in POR under Bosaonn FOIA- 
87-204. 

GfltMSUEY.DH. OMston of Rules A Records (Post 870413). 88/01/12. BOLEY.K. 
Public Citizen's Critical Mass Energy Project. 8pp. 44116:001-441 18 039. 

-8812090030 Summary of INPO Accreditation Board 061015 A 16 meetings ro end list 
of faeSHy programs. 

GtaSCW.S.F. Region 2. Ofc ol the Director. 86/10/17. RUSSELL.W.T. Division o) 
Human Factors Technology (851125-870411). 3pp. 44H8.04l-44ll9.043. 

-8711020491 Dicusses attendance at INPO Acciediiation Board meeting on 871022 A 
23 Its Atlania.GA re accreditabon ol licensee training programs on m^nt & toctmlcal 
support aroBS. Future NRC observers should be given info prior to meeting. 

LA1NaS,Q.C. Assistant Director lor Region II Reactors. 87/10/28. ROE.J.W. Division 
of licensee Performance A OualiY Evaluation (Post 870411). 4pp. 44119:167- 
44JI19;I71. 
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6B012001S1 Applcaion tc' aitends lo Litoosos DPn-33,DPR-62 & DPR-68. changi'w 
rocn Spocs lo coirecl (ootnoio tofs >ti instrumoniaiion (or core & cortcammeni sys & 
ladioactivo gasoo'js effiueni msUuir.enlalion survoii'anco Fao paid. 

GRIDLEY.n. Tennessee Valley Auihcrlty 8Q/01/1<1. Doi-umonl Contioi Branch lOocu- 
merit Conifol Desk) Spp <J<llO0 iTS'-inlOB 102 

-8801200165 Proposed Tech Spocs.roins'no two mcorroci loolrtoie rots In Tablo3.2B 
6 Table 4.2.K re insirumoniailon ihal inliiates or conUcls core & conla'ntnonl sys A 
radioactive gaseous eM.ucnl Instrumoniation survoii anco.rospGclivoly. 

* Tennessee Volley Authority. BB/Oi/ 1 <t. 7pp 44100: 186-44100 192. 

8801200092 forwards revised ASME Sedan XI Insorvico eys prossuro lesl 
program Program outvnes requi'umonts (or pertorming lirst tO-yr rdorval sys pressure 
tests on ASME Code Cless i,2 & 3 or equivalent components coide-r^ng water or 
steam 

GfllDLEY.n.L. Tert/jessoo Valley Authority. 08/01/15 Documenj Conird Branch 
(Document Control Desk). 3lpp. 44i34:24a-44134.273. 

8801260002 ForwaiQB Amends 140.136 A 1 1 1 to LIconsos OPH 33.0PR-62 A OPR- 
G6.rospecuvo!y A saloty evaiuat.on.Amoncla clarify trip lovol sotting for siartclDy gas 
Iroaimenl sys relat-vo hum dity hoator 

ZECHQ G Ofc Of Spoc^al Pio,ocls. ao/Oi/lO WHITE, S A Tonnossoe VaUay Author- 
ity. 3pp. 44164:000-44104:100 

-880126000S Amends t.l0.t36 A It I to Ucenees OPR 33.0PR-S2 A OPn-08. 
respectlveiy.cieii^-ng Tech Spoc Table 3 2. A re trip lovei setting tor standby gas tieai- 
mont sys relative hum.d-ty hoator. 

ZeCH.GG. Otc of Special Pro'ocis 08/0|/f0. 15pp. 44fa4:0a3-4'1164 0e7. 

-8601260009 Seloly evaluation supporting Amends 140,138 A 111 lo Licerteas DPfl- 
33 DPR-52 A OPR-60,ioapedivoty. 

* Otc of Special Projocls 08/01/10 2pp 44164:09Q-44164:0Q9 

•'8801260012 Roquests FR publ.calion ot notice of issuance of Amonds 140. 136 A ill 
to licenses DPR-33,DPR-S2 A OPR-60,rospootlvoly Amonda clarity trip level soibng 
lor standby gas itoaimotil role'lvo humidity heater. 

2ECH0.0 Ole Of Special Projects. oe/Ot/tfi. NHC - No Deiaiod AtliSellon Given 
1p. 44164:100-44184:100. 

8601270141 Final response lo FQIA roguosl (or documents Forwards /ipp A documents 
A portion ol App 6 document. App A documents placed in POR.PoAlon ot App B docu- 
ment wthtiQid (rot POiA Ertomplion 5). 

OPIMSIEY.OH Oivislors of Ru'OS A RocordS (Pool 070413). 88/01/21. CONNOR.l 
Ooc-Soerch Associates 4pp. 44188.000-44168:028. 

^8801270400 Oisctissos intorviQws ot Reg on II personnel by Subcommtueo on Over- 
sight A Investigations re TVA laciiitlos 

KAMMERER.CC 0«W9 Ot Co^rosslcrel Allaire (pro 870413) 85/12/13. PAllA- 
DINO Commissioners 2pp 441S5.01S'44)SS:023. 

8001280457 Summary of 600120 moollnu between Commlssionor Bofnihai A AdnVrei 
While ol TVA re uli' loouosi lo retain ulc of Special Prolocts ns ovorsoor «t plants 
alter Sequoyah i restart A invitation to □orniliat to lour Soquoyah plant. 

KAQAN.C i^rnmissioneie 0A/Oi/2(. Commissioners, ip 44172300 44172360. 

8001270308 Withdraws 6Stt20 request (or temporary oxomption from lOCFRAO.App J 
leak tost roquiremenis lor atartup Mods to mom roquiromonis wfi bo compioiod 
before restart. 

QRiOL£Y,n. Tonnessoo valley Authority. 80/01/22. Oocumoni Conuol Oronch (Oocu- 
mem Control Desk). 2pp. 44148 240-44148 247. 

8801280446 Application (or omonds to Ltcensos PPR-33.0PR-82 A DPR-6B. lowls'-ng 
Tech Spec 228 re intorprolailon ol survo'JIanco instruction operabi'nly crlloiio lor teai- 
Inn ol reactor bidg.resclor zona A rofuol zono rad aiion mon<tors.Feo pn-O 
ORIOLEY.R. Tennossoo VallOy Authority. 80/01/22. Document Control Otendi (Oocu- 
moni Control Desk). 3pp. 44 1 oO: 137-44 160:177. 

-8801280454 Proposed Tech Specs re inlorproiallon o( eurveillarico InsiarcHon oper- 
ability requirements concerning losllng of reactor bldg. reactor zono A roluol zone tedl' 
otion monitors Hsiod in Table 3.2 A. 

* Tenrresseo Valley Aultiordy. aO/Oi/22. 38pp 44180.140-44160:177 


8601290209 Forwards errata to Arr.ends 139 A 135 to Liconsos OPR-33 A OPR- 
62/espociive(y,coriec(.ng adm'nisireirve error on amend pages Irstmg atfectod Tech 
Sf^ pages. 

ZCCH.G.O. 0(c ot Special Prolocts 88/01/25. WHiTE.S.A. Tonnessoo Vaiioy Author- 
tty. 3(Xi 44160:229-44180 237 

-6801290212 Errata lo Amends 139 A 135 lo Licenses OPR-33 A DPR-52, 
rospectivety.corrocting ediri.nisirairve error. 

* Ofc ol Special Projects 60/01/25. 6pp 44180 232-44180 237. 

8801290285 Grants uM authonzallon to uso ASME Code Coses N'841 A N 356 lo 
oxlend certificanon pcinod for Lovei III NDE oxam'nera from 3 to 5 yis.per 87 1 229 Hr. 
2ECH.G.G. Otc af Spoc'al Projecis. 88/01/25. WHITE.SA. Tennessoe Vaiioy Author- 
ity 4pp 44177 357-44177:360 


O. Inspection reports, IE Bulletins A correspor^dence 

8601040136 Forwards Exam Repl 50 259/OL-87'03 Of roqualification oxam adminis- 
lofod cn 070 720-23 Rapt lor ail uniis.lninrlm progam rating sat-sfactory.Finat dolormi- 
nar-on mS bo made upon complaiion ol ovaljailon process in Mar 1686 
6ARR.K.P. Otc ot Special Ptojecis. 87/12/17. WHITE.S.A. Tennessee Valley Aulhor- 
tty 2pp. 43023:313-43923 343 

-8801040146 Ex.am Rept 60-259/CL-07 03 on 871 1 1 7- 18. Exam resulls.one reactor op- 
araiot & s<^or reactor operator passed exam. Rapt lor a'l Ihroo units. 

RAVNE.O.C. Ofc of Spaclal Pro'sets. 87/t2/03. 2^p 43923.315 43923:343. 

0712180369 NRC Into Nolico 87-004. "CortvIcHon lor Felsllicat-on of Socunty Train ng 
Records." Sve iiSt oncl. 

ROSSl.C.E. Division of Opcrei.onal Events Assossmsnl (Post 670411). 67/12/22. 
CorisoDdatsd Edison Co of Now York, Inc. I20pp 44153.001-44153:124. 

8712170119 HRC Info Notice 67-085, "Plant Operation Beyond Analyzed Cond.tions." 
Swe list ortef. 

ROSSI.CE- Oivis-on ol Operational Events Assessment (Post 870411). 87/12/23. 
Consolidated Ed.son Co. of New York, Inc. 1 20pp. 44056:008-44058:127. 

8881120026 EoiwordS Insp Ropis 50-259/07-44, 50-260/87-44 A 50-296/07-44 on 
07lii6'20.No vioielions or deviations noted- 

8Aflft.K.P. flogfon 2. Otc ot Iha Di/octof. 87/t2/23. WH/TE.S.A, ronrtessea Val.'oy 
AuUierity. 2pp. 43988 336 43088 338 

-0801120048 Panislly withhold Imp Ropts 6O-259/O7-44.6O-20O/O7-44 & 50-206/67-44 
on 871116-20 J'el t0CFR276O A 732l)No violatione notedMajor ereas 
inspociod tostihg & maint A physical barriaiB-protected areas. 

TllO-MPSON.DH.. MCOUiRE.D.R. Region 2. Otc ot ihe Oiroctor. 87/12/11. Ip. 
43988:330-43086 330 

8712230003 Svppi 1 to NRC Into Notice 07-020, "Air SyB Probloms al US LWRs." 6vo 
iiei end. 

ROSSI.CE. DrvfslPn ©I Operaiicnai Evenis AsBOSsmenl jPesi 070411) 07/12/28, 
ConsoRdaied Ed>son Co. ol Now York, Inc. I24pp 43995:130-43695:287. 

BB0U2002S Forwards Insp Repts 50-529/07-43, 50-200/07-43 A 50-29S/07-43 on 
671106-20 re ci'Cumstences surrounding 071102 fire.lnep findings S concorns Idonii- 
lied in Am A.lu idonliMng tesoiulipns requested wilnin 30 daye of Hr delo. 
RfCHAROSON.S 0. Ofc ofSpociet Proiocla. 87/12/30. WHITE, S.A. Tonressoe Valley 
Authorily. 2pp 44044:055 44044 001. 

-6801 120024 Insp RoplS 50-250/e7-43.50-260/87-43 A 50-296/87-43 on 871 108-20 ra 
Una 2 diywoii f.ro on 07|l02.Us)or sroas ln9pQclQd:sequoncB of ovanie which ppr- 
ireyod chtonolpglCGi aciivitres prppr to A during I re. 

PAUIK.Q L Otc ol Spodel Prrjjecis 87/12/21. 35pp 44044:057.44044.091. 

6712290158 NRC Into Notice 87-066, "inappropilala Appl calion ol Commo'clsl-Qradd 
Components ” Sve list oncl. 

ROSSI.CE Division ol Oporal'onal Evonis Assessmonl (Post 070411). 67/12/31. 
Consoi-dalod Ed sen Co. ol Now York, Inc. 120pp. 43S95;258-4399S01& 


8601260626 Forwards safety oveluatlon supporting util 070526 luslll.caiion lor prooosod 
use of enifldel grourTd mot'orr frmo hlelory as allc/nsfo fiolsmic Inpul lot eelsm'c sye 
analysis. 

ZECH.Q.O. Ole ol Special Projocia. 09/01/26. WHITE.S.A. Tonnossoe VeHoy Author- 
ity. 3pp. 44I73.252-44173,256. 

-0801280633 Solely evaluation supporting util 870526 jusMlcatlon to uso efOl-dai 
ground motion (Imo history as oltornalive solsmlo Input for eefamlc sys anefyeos. 

* Ofc of Special Projects. 88/01/26. 2pp, 44173:265-44173:258. 

8601290096 Forwards SAI roviaw ol util 861230 summary rept on OCROR.for inKr Silo 
visit scheduled for 080222-20 to discuss repl A audit control loom.Audit ogonda also 
encl. 

2ECH.G.Q. Ofc ol Special Proiocle. 80/01/28, WHITE.SA. Tennessee VaHoy Author- 
ity. llpp.44l70:O12-44l78;O22. 

8801290168 Forwards BNWL technical evaluation root based on review of util 840622 
procedures gonoratlon package.submltlod per NUREG 0737, Horn I.C.tJUHC & con- 
iraclor wiu v)sH silo On 880222-26 lo roviow concorns A open Homs 
ZECH,Q.G. Ofc ol Special Projecls. 86/01/26. WHITE.S.A. Tonneesoo Valley Author- 
ity. 3pp. 44170:34G-44I78.36I. 

-8801290169 "Procoduroa Generation Package Review Oporaimg Reaciora." technical 
evaiuaiion ropt. 

MYERS, L.O., CLIFF.W.C HaHelfe Momarlel InsVIute. Padllo NorthwesI Laboraloeles. 
86/06/30. 10pp. 44l7e:352-44176;361. 

8001290181 Forwands Rev O to "Oablo Program FTan," adrirossing poss/bISIy ol under- 
sized electrical cables duo lo Inadequalo design slds.Planned corrective octions vrill 
verify adequacy of cables at various voltage levels. 

GRlOL£Y,n. Tennessee Valley Authority. 88/01/25, Document Confrol Branch (Docu- 
ment Control Desk). 2pp. 44 ie3:240-44 103:262. 

-8801290184 Rev 0 to "Cable Ampacity Program Plan.Srowns Ferry Nuclear Plant." 
Related documentation encl. 

* Tennessee VaHoy Authority. 00/01/13. 12pp. 44103:261-441 83.262. 


8712300091 NRC Into Notice 87-067, "Lessons Loarrod From Regional Insps ol U- 
censoa Actions tn Rosponse lo tE B(Wtot,'n 00- 1 1." Sve lisi snci 
nOSSl.C.E. D.YIslOn ol Operational Events Assessmonl (Post 070411). 07/12/31. 
CorteoiidaloU Edison Co of New York, Inc. 123pp. 44038:164-44030:266. 

6601050180 Forwards "Ropl of Plpo Insps.Corroclivo Actions A Analysas, Browns Pony 
Nuclear Planl.Unil 2.Cyae 5 Outage,'' in response to Qanonc LU 84-11, "Insps ol 
BWR Sta'ntoss Stool Piping." 

RAY.M.J. TonnoBsea VaMay Authority. 87/12/31. Document Corytrol Branch (Docu- 
cneni Control Desk). 2pp. 43079:263-43980.129. 

-6681080196 "Ropl ol P<pe Insps.Coriectlvo Aciionn A Analyses, Browns Ferry Nuclear 
Planl.Uml 9, Cycle S Oulege." 

' Termessoo valley Authority. 67/t2/3l. 57pp. 43970.255-43960:078. 

-8601050221 "Safe End Rep'a(rament:U«/ Perspeclive.” 

FOX.J.H. Tonnessoo Valley Aulhonty. 67/12/31. Slpp. 43980 079-43980:129. 

6801110297 Forwards Insp Ropts 60-259/07-39,50-250/67-30 A 60-296/67-39 on 
87t103-05.No vioiallons or deviations noted.ExercIso weaknesses re notitfcaiions lo 
acHvale onsite emergency (acii'tios observed. 

BARR.K.P. Olo ot Special Projects. 87/12/31. WHITE.SA. Tonnessoo Valley Author- 
ity. 2pp. 43971:285 43971:306 

•^801110320 Insp Repls 60'259/e7-39.60-2e0/07-39 A 60-296/87-30 on 871103- 
05No violations or deviations noted. Major areas inspeclod:emergenGy preparedness 
cx»cl80,lnvolw'no NRD observation ol key functions A locations during exercise. 
SARTOR,W.M., DECKEfl.T.R. Region 2. Ofc of the Director. 67/12/10. 20pp. 
43071:287-43971:306. 

8801160101 Forwards Insp Ropis 60-260/87-42, 60-260/87-42 A 60-206/87-42 during 
Nov 1687.No violations or dsviations nolsd.Concern expressed re large number of la- 
cFify chango requests being wnttan for ongoing work. 

BAhR.K.P. Ofc ol Special projects. 08/01/06. WHITE.S.A. Tennessee Valley Author- 
ity. ^p. 44062:222-44062:267. 



-•601160106 lr,sp Repts 5O-2&9/87-42.60-2d0/aM3 & 50296/87-42 during Nov 
1087 .No vIolaiKsns or dOviatlon$ noloct.Ualar areas inspocted o^elcnal safoty.malol 
obsarvatan.r^rteble occurrences & previous eeforca.Tent rr.aliers. 

PAULK, Q L, PArrERSON.CA., BROOKS.Cfi. Raolon 2. Otc Ol Iho DireClOf 87/12/ 

1 1- 34pp. 44003:224-44062:257. 

8801050394 SuppI I to NRC Tn'o No'Jca 86-081. "Brokao Exletnal C'osuro Springs on 
Atwood & Morrill MSiVs." Svc list end. 

ROSSLCE. Division of Operations! Events Assassment (Post 870411). 88/01/11 
Consolidated Edison Co ol New York, Inc. I23pp. 44038.04 1-44038-163. 

8001160086 Resjxmds to NRC 871 1 19 Itr re \/4)latjons noted In Insn Ropla 50-259/67* 

33.60- 260/07-33 8 50*298/87-33.Conecirva acUo.ns: reMew ol Meld installations In 
process (o fix condL:t seal prob'ems. Violation A denied 

GRlDLEY.R. Tennessee Va lav Authority. 86/01/1 1. DocL-mont Control Branch lOocu- 
T.em Control Desk). 9pp. 4404l;319-44041:327. 

6801190382 Ack receipt of utl 671125 Itr Informing NRC of steps lekan to correct viola* 
Ifois noted in Insp Repts SO-359/87-34, 50-296/67-34 & sa-29a/a?-34 Ran lot sec- 
tion supervisor due to lack oS haa'ih physics experlanceappioprlaie 
BARR.K P. Olc of Special Pro|acts. 88/01/11 WHITE, S A Tennossoo Velay Author- 
ity. 3pp 44050:357-14050:268- 

8801300987 Hespcnds to NRC 871303 Itr re violations noted In Insp Repts 50-259/87- 

37.60- 260/87-37 & 50-29S/87-37.Conectwe actons: ciearanco issued on Valve 2- 
FCV-74-24 & piocedure re lifting of hold order lag will be revisod.Violellon A denied. 
GRIDLEY.R. rennessea Vallay Authonty 88/01/15 Document Cor.lrol Branch (Oocu- 
iTtenl Contror Oaskj. 8pp. 44i06:34S-44l06:3S2. 

8801360338 Advises that NRC will review oncl Dv.l Eng neering Stench Instruction 
CEB'CI 21 97, "Operability Criteria for Pipe & Pipe Supports on iVA Class I Sofsmic 
Pip no - Browns Porry," by 660336 Ouliino ol uM IEB-7g 02/79-14 program also encl. 
2ECH.Q G. Olc ol Special Projects. 88/01/19. WKtTE.S.A Tennessea Valley Author- 
ity. 3pp. 441 17.00 1-4411 7:027. 


—6801260384 Rev 0 to Civil Englnoerinq Branch instAJCVOn CEQ-CI 21 97. 'Opetabkiy 
Crioria for Pipe & Pipe Suppons on TvA Class | Seismic P-ping • Browns Fony." 

* Tennessee Valley Authonty. 87/12/10. 24pp. 44117:004-44117:027. 

8801260684 Ack lecelplof 871209 supplemental response to notice ol vfo'aUcrts noted 
m Insp Reals 6O-259/e6-O9.60‘2eo/B6-a9 & SC-2se/ae-09 Response rneets reqi/te- 
menta ol 10CFn2 201. 

BARR.KP. Ofe ol Special Projocts. 88/01/20. WHiTE.S A. Tennessee Valley Author- 
ity 2pp 44127:236-44127:237. 

8801270181 Forwards Insp Repts 50-259/87.36.50 360/87-38 & 50-298/87-36 on 
671026-30 uiil design ciasellne & venlicaUon piegram contained esseniaf olomonts to 
ach:ave goals Several weaknesaca should bo addressed belora NRC can approve 
DBVP. 

RICHAROSON.3.0. Ofc Of Special Projaets. 86/01/21. WHiTE.S A. Tennosaoe Vtfiey 
Authority 3pp. 44165 083-44166:117. 


-6801270170 insp RepH 60-2S9/e7-36.50-36Q/87 36 8 50 298/67-38 on A71028- 
30Libi design basel-ne 8 varlication program conta'ns ossan-usi elamenis needed u> 
ach'flve intended goals 8 objectives Concerns re imptenieniat on of otooram i sted. 
QEORRiEV.OB., IIFARN.P.. LIAW.0O. Ofc ol Special Prolecis. 88/01/1$ iSpp 
44166086-44156:117, 


8801260276 Partial responso io FOIA roquesis Forwards App a documents. Oocumenis 
being piBoed In POR.Only files In NRC Ofc of Governmental 6 Public Affaire eesrehed 
lor doctimenls responsive to regussLper 671036 teicon. 

QRIMSlEYiO.H. C)Mson of Rules & Records (Post 870413) 66/0t/32. CONNOR.L. 
Doe-Sestch Associates 3pp. 44IS9;390-44139 334. 

—8508070143 Recfunsts response to listed llems.ln support of NRC 850710 response 10 
Congrasamsn Udsll 8S0426 Hr re HPCi failures al plant 

KAMMERER.C Office of Corigrosalonal Affairs (pro 870413) 85/07/12. REHM.T. Ofc 
of the Execuliva Director tor Oporailons. tp. 44139 339-44139:339 


R. Periodic operating reports & related eorreapondence 


V. Operator Examlnatlona 

6801040130 Roctuosis that uhl furnish encl listed ref malls in order to moel schodu'o lor 
roat^or/senlor reactor operator requalificatlon exams scheduled for 660314-16 by 
B60l(^. Requirements lor edminislerlng exams & guidelines end. 

QARR.K.P. Ofc ol Special Projocis. 07/l2/t 1. WHITE.S.A Tennessee VaMoy Author- 
ity. 43963:154-43963:163. 

6801040163 Advises that In ordQi for NRC to moot schodule for written, slmulator/opoi- 
abrM & oral exama for reader opoiaior & senior reactor operators during wki of 
880314 & 660508-13, respeciively,enc1 mail should be provided by B6010S. 

BAfin.K.P. Oc ol Spoc'el Projects. 87/13/1 1. WHITE.SW. Tennossoo Valley Author- 
ity. lOpp. 43982 348-43962 355 

8801040138 Forwards Exam Refit 60-259/01-87 03 ol requaliMcat<on oxam admirJs- 
teiad on 870730-23. Rapt for all units Interim progam rating sallsfsctory.FInaf dolormt- 
rwion hkH bo mado upon complotion of evaluation process In Mar 1 988. 
eARR.KP.OIc ol Special Projacia. 07/12/17. WHITE.S A. Tennosseo VaHoy Aulhor- 
Ity. 2pp 43023:313 43923:343 

-880104014S Exam Ropi 50-359/01-87-03 on 87i 117-16 Exam resuliaono reactor or>- 
eraior & eonk>r reactor oporator passed oxam RepI lor all throe unlls. 

PAYNE.O.C. DROCKMAN.K E. Olc of Special Projects. 87/12/03. 20pp. 43923:31&- 
43023:343. 

8801200231 Partial response lo FOIA request lot documents re worker training pro- 
grams & INPO training accreditation Forwards App F documents App ESP docu- 
menfs aiso avafrabla fn POR.Addl rocords also available in POR under Oossong FO'A- 
07-204 

GRIMSLEY.OH Oivlsion ol Rutaa & Rocords (Post 870413). 68/01/12. OOLE'/.K. 
Pubic GHien's cniical Mass Energy Project. 6pp. 44118 001-44118:039. 

-8801220138 Advises ol attendanco al 870933 Nall Nuclear Accrediting Board mooting 
al INPO efca la Ailanta.QA re trolnlng programs at two plants. Encta includo list of 
Board rnairber names & attendees & 871105 plant status occrodiiaiion isbis- 
GIBSON.AF. Region 8. Ofc of iho Director 87/11/02. ROE.J Division of Ltcaivsoo 
PerfOMnanca & Quality Evaluation (Post 070411) 0pp. 441 10: 159-44 1 19:166. 


DOCKET 50-261 H B. ROBINSON PLANT, UNIT 2 


F. Secudly, medical, emergency & tire protection plans 

8801110361 Revised emoigoncy plan procedures, Including Rev IS lo PEP-301, "InAlal 
Dose Projecilons"* & Rov 16 to PEP'402. "RadloacHvo Source Term Reloaso Es'.l- 
maies Based on Oiroct Rad silon Monitor Readings." W/680104 itr. 

MOROAN.RE. Carolina Power & Light Co. 08/01/04. 13pp. 43971:232-43971:273. 

8601200185 Forwards linal tepi of FW Victor of BNWL partlclpallon in plant B71006 
emeraencypreparednoss exsrcise Controi room & technical support cir discussed. 
JAMISON, JO. Beitoiia Memorial Ir^siitute, Pacific Ndrthwasl Lsborstones. 06/OWD0. 
TESTA.E. Rsg'on 2. Ofc ol lha Director 8pp 44052:156-44052:163. 

8601350300 Conveys results & conclusions re NRR regulatory effoclivonoss rov'iow on 
87t207-ii.Purt>ose of mogrem lo assura mat safeguards impiemeniod o( liconood 
power teeetors moel NRC perioimanco objeci-ves Repl withhold. 

VAROA,SA Division Ol Reactor Projects ■ i/li (Post 670411). 66/01/19. UTLEY, E E. 
Carol na Power & Light Co. 4pp. 44115:356-441 15:259. 

8801270069 Advisos that 671209 Rev 17 to r^metooncy plan bonsiatent w/ provletona Ol 
ioCFR50.47(b) & eceeptabie. 

COLIINS.OM Region 2, Otc ol me Diiodor. 68/01/20. UTLEY, E.E. Carolina Power & 
(jght Co. fp 44 lel 327-44168:327. 


P. Opereiing lleenee eiage documents 8 correspondence 

8801078918 inloims ol necossary changes lo OCROR & Reg Guide 1.97 programs d s- 
cttssed in 84 1 231 6 660923 submlttels, respecllvoly. 

RICHEY.R 8. Carolina Power & Light Co. 87/12/21 Documenl Control Branch <Oocu- 
meni Contiol Desk) 2pp. 43999.169 43999.160 


8712310028 Monthly discharge monlionng repl lor Nov 1987. 

BROOKS, R H. Tennessea VaHay Authority. 87/i t/30 13pp. 43930 139-43920.154. 

6801040474 Supplemontal annual operaing repl for 1966 re herb'cklo usage.No heiM- 
cldos usod on any transmission I ne righl-of- ways In CYBE. 

GRIDLEY.R Tennessee Va'Iey Aulhonry. 87/12/29. Document Control Branch (Docu- 
ment Control Dask). 2pp 43983.282-43963.263 

8601350672 Monthlyopereina repts (or Dec 1967. 

CRAWFORD, J.D-. WALKER.J-G. Tennessee Valley Authonty. 87/12/31. 7lpp. 
44111 271-44111:347. 


8801070305 Notificallon ol 860106 maeling w/Weslinghouse Owners Qroup Oporatlons 
• Analysis Subcommitiees In Belhosda.MD to discuss subcommittees Invasligallona In 
analysis area re Qenenc Ltr 87-12 

TRAMMELL, CM. Project Oirectoralo V. 87/12/30. KNIGHTON.O.W. Project Dir&clor- 
ale V. 4pp. 43045 344-43945 347. 

8801130421 Forwards suppI lo "DB-SO Breaker Interrupt Accident Sequence Analysis 
for Unil 2 Elscihcal Disitibulion Sya," por B7052I commitment. Ropt supports oatl- 
mates of iow risk slqnillcance of ecddenl sequences Involving large fault currents. 
ZIMMERMAN.S.R. Carolina Powor & Light Co. 88/01/06. Document Control Oranch 
(Oocumem Conliol Desk). Ip. 43990:156-43990:166. 


8801200079 Partial response lo FOIA request for documents Forwards App O 
documents App O & E documents evailab'e in POR.App F documont compleiely wiih- 
he'd (rel FOIA Exemption 7).App G documenl partially withheld (ref FOIA ExempUon 

^RIMSLEY.O.H, Division ol Ru'os & Records (Post 870413). 86/01/14. WANN.L. 
Times Pnnting Co. 6pp. 44081:218-44001:272. 

—8602190673 Summarizes NRC ec^illes involving TVA from 860203-07. 

DENTON, H R. Oflica of Nuclear Reactor Regulation. Director (651125-870411) 86/ 
02/12. STELLO.V. Olc Of the Executive Drecior lor OperaL-ons. 3pp 44061:270- 
44081:281. 

8601260422 Forwerds weekly schedule of TVA activilies lor wks of 6801 18 A 25. 
KELLY.J.L Olc of Special Prolecis. 88/01/15. 2ECH.G.G. Olc ol SpocHl Rrcjects. 
6pp. 44116:010-44116014. 

8801260418 Forwerds weekly schedule ol TVA activliles lor wks of 860135 A 0201. 
KELLY, J.L. Olc Of Special Projects 88/01/22 2ECH,G.Q. Ofc ol Special Prc^ects. 
4pp. 44139:061-44139.064. 


-8801120427 SuppI to ‘ OB-SO Breaker Interrupt Accident Sequence Analysis for Unit 2 
Oecldcai Dislribulion S'/s." human reliability analysis of dedicated shutdown sys 
MOXIEYJ.C.. OLIVER, J.E.. HAMMONO.J.G. Carolina Power A Light Co. 87/14/30 
10pp.43990:157-43990:166. 

8801140094 Forwards saloty evaluation accepting util 870417 proposal lo implomoni 
surveillance procedures re automatic bus transfer feature ol auxrllarv loedwaiar 
5y8.NUREQ-0737.Open Mem II E.1 2 wwarwr 

ECa€8T0N,K.T. Project Directoraie ll-l. 88/01/06. UTLEY, E.E. Carolina Power & 
Light Co. 6pp 44033:177-44033.182 wur * 


8801140044 Forwards safety evaluation accepting util 670320 submittal ol Rept XN'NF* 
87-17. "Mechanteel Design Rept for H.8. Robinson Extended Burnup AssemoMes ” 
ECCLE8T0N,K.T, Project Directoraie ll-l 88/01/07. UTLEY, E.E. Carolina Power A 
M0h(Cb.2pp 44033:114 44033:110. * 


-8601140046 Safety evaluation supporting ubl Topical Rept XN NF-87-17. "Mechanical 
Oesigr) Repl lor HB.Roblnson Extended Burnup Assembles." 


• Oflice ol Nuclear Reactor Regulalion, Director (Post 870411). 88/01/07 Ann. 
44033:116-44033:119. " 



. 190230 Requests util to provide assessment of impact ol changes to station olec 
3 diSiriPuHon S/s voltages on uiii PRA ol slion circw! Moiiuplion cepaWlily ot 00-60 
eaxers. 

Xt-ESTON.KT. Projeci Direcioialo ll-l. S8/0»/l3. UTieY.E.E. CaroiirJa Power & 
ghtCo. 3pp. 4<t055359 «‘l056:36l. 

1190131 Forwards request lo' addi Into ro saloty injection Pump B auto transler 
rhiamo.nosponso requested within 30 days of Hi recelpl.Concern evpressed that ok- 
tence ot contiguraiion may compromise indopondonco ol power sources. 
CCLESTON.K7 Project Drrccloralo ll-l. 00/01/14. UTLEY.E.E. Carol.na Power A 
Qht Co. “Ipp. '14053.001-<i‘l053.t)0'l 

1260007 Application lor amend lo License OPFt'33, revising Tech Specs to Increase 
lent riudoar safotv comrtVlfoo quorum roqulrsmertts lo chairmarj S four memPora & 
tcorporating page Inadvertently omitted Irom 870309 request. Fee paid. 

.ORY.L.W Carolina Power & Lighi Co. 8S/0t/20. Document Conhol Branch (Oocu- 
lent Control Desk). 2pp. <t4i20:35l-44l28 354. 

901260010 Proposed Tech Spec 66 t. 6.6, changing quorum of plant nuclear satoh 
tommiitee Irom chairman & three momdors (o chairman £ lour memdors d Page 6.A 
re saloty limit violation. 

General Pubhc Uhlilies Corp. • GPU Servrco Corp. 86/01/20. 2pp. -u 128. 353- 
14126:354. 


(nspectlon reports, IE Bulletins i correspondence 

12160369 NRC Info Notice 87-064, "Conviction for Falsltlcaiion ol Secunty Training 
Records." Sve list and. 

ROSSI, C.E. Division of Operational Evonis Assessment (Post 670411) 87/12/22. 
Consolidated Edison Co. of Now York, Inc. 120pp. 44i63.00t>44l53,124. 

'12170119 NRC Inlo Notice 87-065, "Plant Operation Boyond Analyzed Conditions." 
Sve list end 

ROSSI.CE. Oivls'.on of Onoralional Evonis Assessment (Post 070411). 87/12/23. 
Consolidated Edison Co. ot Now Yoik, Inc. I20pp 44056.000-44066:127. 

712230003 SuppI 1 to NRC Info Nollco 87-020. "Air Sys Problems at US LWHs." Sve 
list oncl. 

ROSSLC.E. Division ol Oporationsl Events Assessment (Post 870411). 07/12/26. 
Consolidated Edison Co. of New York. Inc. 124pp. 43995;138-43995 257. 

712200166 NRC (nfo Notice 07-066. "Inappropriate Application ol Commercial-Grade 
Compononts." Sve list end. 

ROSsl.C.E. Division of Operational Events Assessment (Post 870411). 87/12/31. 
Clonsolldaled EdiSon Co. ol New York, Inc I20pp. 43905:260-43996:016. 

-712300091 NRC Inlo Notice 07-007, "Leesone Learned From Regional Insps ol LI- 
censoe AcHone in Response to IE Bulletin 60-1 1." Sve list oncl. 

ROSSI.CE- Division of Operatlonol Evonts Assossmanl (Post 670411). 67/12/31. 
Consolidstod Edison Co. oi New York, Inc. t23pp. 44036:164-44036:&66. 

3601110379 Po/words Insp Ropt 60 261/07-35 on 071 130-t204.No violations or dovl- 
aliens noted. 

HGRDT.A R Region 2, Ole ol Uto Diroclor. 07/12/31. UTLEY.E.E Carolina Power & 
Light Co. 2pp. 44000:020-44060.041. 

*^601110394 Insp Ropt &0-201/B7-36 on 071 t30-l204.No violations or deviations 
notad Major araas inapaciad'p>lme 7 coolanl sye pressuro Isolation valves, svo walor 
piping degradaiion. lE builotins & nooeos & inspeclor followup Hems. 
KLEINSOhOE.W.R. NFWSOME.RW., BLAK^J.J. Region 2. Ofc of tha Olractor. 07/ 
12/23. 20pp. 44000:022-44000.041. 

0601060394 SuppI 1 lo NRC Info Nollco 86 061, "Broken Exiornal Closure Springs on 
Atwood 6 Mcrnli MSiVa" Svo list and. 

ROSSI.CE. Division ol Operational Evonts Assossmenl (Post 870411). 66/01/11. 
ConaoMdaled Edison Ca ol Now Vo/h. Inc. 123pp. 44038:041-44036:183. 

9601130229 Ack raedpi ol 871018 Hr 8 paymer)! for dvil penalty proposed by NRC in 
870916 Hr. 

UEBEHMAN,J. Olo ol enforcamanf (Post 870413). 08/01/11. UTLEY.E.E. Carolina 
Power & Light (>). Ip. 44000:107-44000:107. 

6801270026 Forwards Roqualificallon Exam Rept 60-261/OL-87-03 on 67I2U-17.Re- 
suits of exam will Pa used lr> assigning overall program rating altar admidsiraiion ol 
next regualiOcailon exam. 

JULIAN.C.A. Region 2, Ole ol the Direclor. 88/01/12. UTLEY.E.E. Carolins Power & 
Light Co. 2pp. 44141;3I4-44142;119. 

•>6801270037 Exam Repl 60-261/OL-67-03 on B7i214-i7.Exem resultaall operators 
passed wrtllan exams.AN lour aenlor reactor operatora & thraa of lour reactor opera- 
tors passed operating le8i.Bolh crows raied aalislactory during simulator exam. 
CASTO.C.A.. MUNrO,J.F. Regiort 2. Ofc ol the Director. 88/01/12. f84pp 
44141;318.44142:119. 


R. Perlodio operaifng reporta A related correapondenee 

6601150219 Monthly operating rept for Deo 18B7.W/8eoi07 Hr. 

FRAZlER.V.E., MOROAN.rIe. Carolina Power & Ught Co. 67/12/31. 3pp. 44062:166- 
44062:186. 


V. Operator Exemlnatlona 

6801200231 Partial response to FOIA request lor documents re worker training pro- 
grams & 1NPO training accredltalion.Fotward8 App F documenls App E & F docu- 
ments also available in POR.Addl records also available in POR under Bossong FOlA- 
67-204 

QRIMSLEY.O.H. Division of Rules a Records (Post 870413). 88/0|/)2. BOLEY.K. 
Public CItiaen's Critical Mass Energy Project. 6pp. 44116:001-44116:039. 

-6801220136 Advises of aUendance at 870923 Nall Nuclear AccredlUng Board meeting 
at INPO ofes In Atlanta.QA re (ramino programs at (wo plants.Enc/s Include list ol 
Board member names a attendees a 071105 plant status accredltallon table. 
Gt8SON,A F. Region 2. OfO of the Oireotor. 87/11/02. ROE.J. DMsion of Licensee 
Performance a Quality Evaluation (Post 670411). 6pp. 44119:169-44110:166. 


6801270026 Forwards Raqualilicaiion Exam Repl SO-26I/OL-67.03 on 871214-17. Ro- 
sulis ol exam will be used in assigning overall program laitiQ alter admimsirallon of 
next roqueliticaiion oxam. 

JUl.lAN.CA. Region 2. Ole ol the Direcia 88/01/12. UTlEY.E E Carolina Power S 
Light Co. 2pp. 44141:314-44142 119. 

-8801270037 Exam Rept 50-261/OL-87-03 on e712l4.l?,Exam fesunaa'I oporalors 
passed wntton oxams.All four sonlor reactor operators 8 throe of tour reactor opera- 
tors passed operating lost Both crows rated salistactory during simu'aior exam 
CASTO.C.A, MUNflO.j.F. Region 2, Ofc ol the Oifoclor. 88/01/12. I64pp. 
44141:316 44142:119. 


DOCKET 60-263 MONTiCELLO NUCLEAR QENERATiNO PLANT 


F. Security, medical, emergency A lire protection pisna 


6801060167 Forwarrls Rev 23 to security plan Rev withhold (lot 10CFR73 21) 
LARSON.C.E. Northern States Power Co. 87/12/29. Region 3, Ole ol the Director, ip. 
43918:117-43916:117. 

8601110430 Forwards Safely Insp Repl 50'263/87-1S on 071008-1207 & notice of vlo- 
lof.-on. 

GULDEMOND.W.G. Region 3. Ofc of the 0, rector. 87/12/31. LARSON.CE. Norihern 
States PewOf Co. 2pp. 4397l:f38-43e7l:t49. 

-8801110436 Nollco Of violation from insp on 871008-1 207. Violation noted. Fire Door 18 
Inoperable (or greater than i h w/o continuous tiro watch. 

GLiLOEMOND.w.G. Region 3, Ofc of the Director. 87/12/31. 2pp. 43971.138- 
43971:139 

8601140033 Forwards Safeguards Insp Rept &0-263/67-17 on 671116-1221. Violallons 
nolod.Violallons show lack of allentloh lo detail re personnel access control program 
& other areas 

HINO,J.A. Region 3, Olo ol the Director. 88/01/06. LARSON.C.E. Northern Slates 
Power Co. 2pp. 44039 043-44039 046. 

-8901140096 Partially withheld Priystcel Securtly Insp Rept 50-263/6717 on 871116- 
1221 (rot 10CFR73.2l).VIolat;on3 noted. Major areas Inspected review ol I censoe mgi 
effecllvertosa, security mogrem audit & records A repis.fsslirtg A mainl. 
KNICELEY.J.R., PIRTLE.O.L.. CREED.J R. Region 3, Ole ol the Director. 06/01/06. 
2pp. 44039,045-44039,046. 

6601200039 Ack receipt ot 671229 Hr lorwardlng Rev 23 to plant security plan.per 
lOCFR50.64(p) Proposed changes may have safow or policy Imp'Icatlena requiring 
headquarters level actlon.Changes submitlod to NRR. 

MALLEn,B.8. Region 3, Ofc of the Director. 86/01/12. LARS0N,C.E. Norihoin 
Stales Power Co. 2pp. 44052'297>44052:2e6. 


P. Dpereilng lleenea atepe documenle A correspondence 

8601 120090 Forwards Info te Resource Technical Svcs,lnc,lnc1udino summary ol NRC 
contract work,NRC Form 26 for three existing coniracle.eudit Inlo, work hisiory A lisls 
of expertise available (or special insps A ol current resource sves. 

PELTHOUS.R A. Reseurce Technical Services, Inc. NRC'26 87-417. 67/12/16. 
JOHNSON, iH. Region 4, Olo ol Ihe Director. 71pp. 43908:230-43996.300. 

6601070369 Forwards corroded Tech Spec Pago 230 lo 67(126 Amend 64 to Uconse 
OPR-22,rovls!ng Tt>ch Specs to reflect changes eupporled by anelytis for reload Juail- 
lying Cycle 13 operotlon.Words "or hafnium Inadvertently omitted. 

OIIANNt.O.C. Prefect Chrectoraie ill-3. 87/12/23. MUwLF,o.M. Northern Slates 
Power Co. 2pp. 4^945:271-43046 273. 

-8001070392 Errata lo Amend 64 lo License DPR-22,correcling Tech Spec Pago 230 
by Including words "or hafnium" fn Section 5.26. 

• NRC • No Detailed Affiliation Given. 87/12/23. Ip. 43946:273-43945:273. 

8601120116 Forwards Rev 1 to 670814 application loi amend to License DPR-22.con. 
alsUng of alteration to proposed changes ro senior reactor operator license requlte- 
menls for mot A support staff. 

MUSOLP.D.^orlhern Stales Power Co. 66/01/04. Document Control Branch (Oocu- 
meni Control Desk) ip. 43090:f95-43990'206 

-6901120124 Rev t (o 070014 appHcalto/t for amend to License 0Pfl 22, requeslina 
changes to Tech Specs re senior reactor operator license requirements lor mgt A 
support staff. 

MUSOLF.O. Northern Slates Power Co. 67/01/04. 6pp. 43990:196-43990:200. 

-6801120127 Reused proposed Tech Specs re senior reactor operator requirements 
lor mgt A support stan. 

* Norihern Slates Power Co. 68/01/04. Bpp. 43990 201-43990:206. 

6601190291 Forwards sslely evaluation accepting Installailon ol plant hydrogen water 
chemistry sys to mlUgate IQSCC of piping ays, per util 870410,0926 A 1030 submlHals. 
OIIANNI.b.C. Prr^ecl Directorate lll-3. 8^01/07. MUSOLF.DM. Northern Slates 
Power Co. 3pp. 44055:16t-4405S!l6g. 

-6801190297 Safety evaluation simportlng Inslallalion ol hydrogen waler chemistry sys. 

• Office of Nuclear Reactor Reguiatien. Direclor (Post 670411). 69/0 f/07. 9pp. 
44055:164-44055:169. 

6601260056 Forwards errala lo Amend 66 to License OPR-22,con8lstlng ol corrected 
Page 93 to Tech Specs re standby liquid control sys. 

DIIANNI.O.C. Project Directorate 111-3. 86/01/12. MUSOLF.DM. Northern Slates 
Power Co. 2pp. 44130:121-44130:123. 

-6601260061 Errata to Amend 66 to License DPR-22,con8lsling ol corrected Page 93 
to Tech Specs re standby liquid control sys. 

* NRC - No (retailed Affillallon Given. 86/01/12. Ip. 44130:123-44130:123. 
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8601370568 In'orms ot r«en.l organ 'raiion change wiihln Oiv ol fleaclor Projects J S!e* 
Uno ee nen MRR prelect marta^r. D OllannI will aorve es hactrup proiWt 

traneMr.Facility Iranslered to author directorate. . » . 

ViHClllOMJ Prelect D.iectcwata lll-l. 08/01/22. MUSOLF.OM. Northein States 
Power Co' Ip. 44156.009.44150.000. 


67I231023D L£« 87-023 00 on Q71125.crack discovered In 2.lnch docontatr. nalloriCW 
nsetion on reactor recirculation ays A loopCausod by high cycta 
falduo.Ddconiamlnatlon connocllon modi(lod.W/071226 Hr. 

LAVAlie.TA. MUSOLF.D Northofn States Power Co. 87/12/20. 5pp 43806224. 
4389er22a 


0. Inspection reports, 16 Bulletins & correspondence 


V. Operator Examinations 


67tai60366 URC ln<o Notice 8? 064. "CorNtcuon tor falsticetsoft ot Sacunty Trelfog 
Records." Svo list encl. 

flOSSI.C.e. Otvlston ol Opetayonal Events Assessmerl {Post 07O4tt). 67/12/22. 
Consolidated Edison Co. ot New York, Itw. 120pp. 44153 <ICH-44153;124. 


8712170116 NRC Inlo Notice e74>65, ’'Pianl Opera'jon Beyond Analyzed CondiSons." 
Sve list encl. 

ROSSl.C.E. Division ol Operational Evenis Assessment (Post 870411). e//l2/2Q. 
ConsotdatedEd-sonCo ol New York. Inc. l20pp. 44056 008 44056:127. 


8712310027 Forwards Inso RepI 60-263/07.18 on B71 1 l6.20.No violaiiona noted. 
SHAPER, W.O. Region 3. Olo ol the O reclor. 87/12/23. LARSON.C.E. Northern 
States Power Co. 2pp. 43S63:2d0~439&3;294. 

-8712310030 Insp RepI 60-263/87.10 on B7ttt6-20No vloleiona or daviaions 
noted Major areas Inspected radiation protection, Irveludrg organlrallart & mgt 
control.audiis.lra'ning 8 gualitlcation ol personnel A exposure controls. 

GRANT.we.. GR^ER.l.n Region 3, Olc ot tno OIroclor. 87/12/28 |8pp 
43963.202.43663.294. 

6712230003 SuppI 1 to NRC Into Notice 87.020, '‘A‘r Sya Probtoms at US LWRs" Sve 
fai end. 

ROSSl.C.E. Division ol Operetionel Events Assessment (Post B70411). 87/12/20. 
Consolidated Edison Co. ol New York. Inc. t24pp 43665:138 43995.257. 


8712290155 NRC Into Notice 67.066. 'Inappropnale Application ol Commerdal/jrade 
Compononts " Sve list encl. 

R0S5l,C.E. Dlvlson o! (^rational Events Assessment (Post 870411} 87/12/31 
Consolidaied Edison Co. ol Hew York, Inc. t20pp. 43695:258.43990016 


8712300091 NRC Inlo Notice 074)67, "Lossona Learned From Regional tnsps ol U- 
censee Aeitona In Response to IE Bu'lelin 80.11.'' Sve list and. 

ROSSl.C.E. Division ot Operational Evanis Assesamani (Rost 070411) 87/12/31 
Censekdetad Edison Co. PiNaw Voik, Inc. I23pp. 4<036-.164 44O30'266 


8801110430 Forwards Safety Insp Ropl 54-<63/e7-l5 on 87i0<ld-l207 & notice ot vlo- 
laMn 

i3ULCEMONO,W.Q Region 3, Olc ol the CVracior. 67/12/31. UARSON,CE. Northom 
Stales Power Co. 2pp. 43671:136-43971.146. 


6801140011 Contirma arrangomenis tor written & oral oxams schodo'od ^ 

08022d,pef telcon.Rocgulronionls lor conducting oxoms. rulos & gjidonco to be r 
ellecl d^np exams & toouirements for lacllity review of written oxam oncl. 

WflIGHT.O C. Roglon 3, Ofc of the Director 88/01/06 LARSON.C 6. Norihorn Stales 
Power Co. 6pp 44043'26S.44043.270. 

6601200231 Partial response to FOIA requoal lor documents re worker Ira'nl^ pro- 
Qrants & INPO training accteditation.Forwards App F documontsApp E s F doe^ 
nieiua tfso svaPable in PDR.Addl records eiso available In PDR under Bossemg FOlA- 
87-204 

QniMSLEY.O.H Division ol Rules & Records (Poal 870413). 88/01/12- OOLEY.K 
PiMc OUien'a Critical Mass Energy Projecl 6pp 44118 001-44 1 18:039. 

-8881220136 Advises ol otlondanco at 870923 Natl Nuclear Accrodiilnp DoortJ 
al INPO -n Atlanla.GA re training programa at two plants Ends Inc’uoo Nsl ol 
Board trtemoat rtamr^s & attendees & 871105 plant status accroditaiinn table 
GI0SON,AF, Region 2, 0(c of tfio D.recior. 87/11/02. ROE.U. D:v.sion of Hconwo 
Pairtotmanco & Qua’ity Evaluation (PosI 870411). 6pp 441 10: 1 59.44 1 10:160 


DOCKET 80*204 DO^ CHEMICAL CO. 


F. Sacurity, madlcal, ametgenoy K lira ptoLecUon plans 


6B01270089 Advises that 0BO1O7 rev lo physical security plan consisloni w/provislw 
ol itH^R50.64|p) & accopiabiB Encl to 880107 Itr contains proprietory <n(o & being 

K oieciod a^nsi unauihodzod disclosure frof 10CFR2. 790(d)). 

AILETtS^. Rag on 3. Olc ol the Director, 88/01/14. RAMPY.L.W. Dow Chom*al 
Co ^ 44141 263-44141:284. 


DOCKET 50*266 QUAD-CITIES STATION, UNIT 2 


F. SacufUy, medical, tmargency A lire proleotlon plans 


-AMIt 10436 Notice ol vtoistion from Insp on a7i00e*l207.VioiaE9n noiad.F>re Door 18 
inoMrsb’e tw graatat than t h v</o ecnenuous tiro watch. 

QuL 0EM0N0.WQ. Reg'on 3, Olc of (ha Director. 87/t2/3i 2pp. 4397t:t38 
43971:136. 

-88<I11104S2 Insp Rapt 50-283/87*15 on 87i008.l207.V>oia'jons notad-Malor erase 
inspecied'previout Insp rmdincs.operelonai uiecy venUcatlon.majni survoiHance/nail 
condiMns or instrumants lio'etion vahes A rafueiing aciiviiies. 

JACKlW.1 N Regions, Ofc of |tia Oirector. 67/12/29. lOpp. 43971;140-43671;149. 

8801140033 Forwerds Safeguards Insp Rept SO.263/67-17 on 671116*1221. V«lab(m8 
rioted VIolalons show leek ol etienilon to detail ra personnel eocess control ptogrern 
A other areai. 

KIND.JA. Region 3, Olc ol the Director. 00/01/96. LARSON.C E. Northern States 
Power Co 2pp. 44039 043*44039 046 

*•8801140060 Partially withheld Physical Security Insp Repi 50-263/67 I7 on 671110- 
1221 (rel lOCPR73 21).Vial8Lions noted. Ms|or areas Inspecied review ol licensee 
enecliveneM.8ecunty program audit A records A repis, testing A malm. 

KNlCELEY,J.R., PIRTtE.a.L, CREED, J.fl. flec'-on 3, Olo ol the Oirector. 88/01/06. 
2pp. 44039:045-44039.046. 

8801050394 SuppI 1 lo NRC Info Notice 0AO61, ''Broken External Closure Springs on 
Atw^ A MormI MSlYs." Svo i $1 ejKl. 

ROSSI, C.E. Division ol Operational Events Assessment (Post 870411). 68/01/11. 
Consolidaied Edison Co. 0< New York. inc. 123pp. 44036:041*44038’163. 

8801200168 Forwards Safety Insp Repi 60.2A3/d7*16 on 671102Q5 A 16*19 A 1229- 
30.No violations noted. 

HARRISON,J.J. Region 3. Olo ol the Oirector. 88/01/11. lARSON.CE. Northom 
Slates Power Co. 2pp. 44050:163-44058:190. 

•*8801200169 Insp Rept SO-2e9/e7*ie on 871102-05 A 16-19 A 1229.30 No vtoietions 
noled.Malor areas inspected Inservice insp work actVities.l/aining A qualihcaSon etiec* 
iNanas&itacikty Hods 73501,73502,73753,73766.41400.37701 A 65700. 

JONES, D.E, OANlELSON.D.H. Region 3, Ofc ol (he Director. 80/01/11 
44O56;1OM4O56:t90. 


8. Repertabie oecurrsneas, LERs A related corretpondence 

8712280067 lER B74)22-00:an 071 1 12, latches on two tire doors made Inoperable by 

a >e.Caused by tnade^setas In ptoceOvue A tisic^.Tspe temoved, training progian) 
1 be upgraded A radiation protection procedure will be revised. 

IVERS/^O.N. MUS0LF,0. Nohiiern States Power Co. 07/12/14. 4pp. 43693:176' 
43893:182. 


8801200214 Forwards notice ol environ assessment A linding of no signlflcont Impact >« 
exampiions iiom tOCFRSO.App R taoutiemanis. 

RO^.T.M. PfOiect Directorate 111-2. 88/01/12. BUTTERFIELD.L Co^lmotH.041■^ 
Edison Co. 2pp. 440AA 325-44056:336. 

-8801200226 Notice »l environ sssessmeni A lindmg ol no signlflconl Impoel ro oxomt>- 
lions irem IOCFR50.App R iSQuIremsnis. 

MULLER.O.R. Project CHrsciorste 111-2. 88/01/18. 4pp. 44066:387.44066:336. 

8801210146 Fonwards Rev 21 to security pian.All amend itema will ba irnplorngmed 
won recent of NRC approval nolilication w/ lislsd sxcopilon8.inclutiing manual lO0‘ 
gvigwhen cardkeyaccsss nol luncilonai.Rept withhold (rel10CFR73.8f|. 
eUTTERFiELD.L. Commonwoaiih Edisoh Co. 88/01/14. Ooctimenl ConHol Uiaoclv 
(Document Control Desk) ip 44163:220.44163:220. 


J. Irtsurance A Indemnity Information 


8601220596 Forward* Endotsomenls 6,6,5 A 3 lo NELIA Pollclos N.I,N-2. N*3.N.86.M. 
30.N.42,N.43,N.71,N 03,N-e3,N-lO1 A N-108 A MAELU Policies M 2,M*3,M 2D.W. 
30.M42.M-43.M-7l,M-83,M-93. M-IOt A M-IOB. 

OSTER^j Commonwealth Edison Co. 88/01/19 DlNlTZ.t. OHIco of Nudoof Roadot 
Regutaiton. Director (Post 870411). 24pp. 44247:198.44247:221. 


P. Operating licenaa aiage documanta A correapondence 

8661080028 Informs that ecousllc monitoring A containment hydrogen analyzote com- 
mHmants for compfotlon ot equipment qualification program similar to commllrronis of 
other Reg Guide 1.67 mods 

JOHNSON.I.M. Commonweslth Edison Co. 87/05/29. MURLEY,T.E. Olflce of Nuclottr 
Reactor Regulation, DIreclor (Poat 670411). 2pp. 43965-284-43965:265. 

8712300098 AppIlealloo lor amends to Licenses DPR.29 A DPR*30,changino Tocli 
Specs to revise trip setpoint tor refuallng floor radiation monitors A aulhoiizaUon tovol 
lot approving changes to plant operating procedures.Feo paid. 

JOHNSON.Ii>t. Commonweairn Edison Co. 87/12/22. MLJRLEY.T.E. Ollice ol Nucloar 
Reactor Regulation, Director (Poal 87041 1). 2pp 43096:240-43898:251 . 

-8712300100 Proposed Tech Specs revising trip setpoint for refueling door tadiaVon 
monliors A authorization level lor approving changes to plant operating procodurea 
under Tech Spec Section 6.2. 

' Commonwealth Edison Co. 07/12/22. 10pp. 43698:242.43896:261. 


8712290068 LER 07-024*00:00 071121,8vc water discharge pipe gross radioactivity 
monitor Inoperattire A sampling mIssed.Caused by personnel orror.Personnet coon* 
sefedreproper shift turnover A surveillance verincalion.W/07l22t Itr. 

PfEFFER.6., MUSOLF.O- Northern States Power Co. 87/12/21. App. 43893-.C165* 
43863:060. 


8801040319 Repla status of program to resolve apparent discrepanclee botwoon os* 
bixH A as-arwlyzed condition of^ark I piping. Future NRC status repis should ConUn- 
ue to be issued monthly. 

JOHNSON.I.M. Commonwealth Edison Co 87/12/22. DAVIS, A8 FLeolon 3. Olc o« 
0*eOif«ctor. 2pp. 43962:266-43962:209. 


8712260069 LER 07-O21-OO;on 871124, ESF actusborts occurred due lo Improper 
jumper ptacamenl during preoperational testing. Caused by personnel eirer-Adcn Vahv 
N A pMling ol relay drawings planned A (uses changed.W/87l223 lU. 

PORTiEfl.S.fl., MUSOLF.D. Northern States Power Co. 87/12/23. App. 43893;CMe- 
43693:049. ' 


880I0S0466 Rewards Inlo re possibility A effect of postulated do power faHuro por 
671221 telcons Solutions w/schedule for implemenlallon will be submitted within An 
deiW. 

aLAOY.JA Commonwoafth Edison Co. 87/12/22. MURLEV.T.E. Office of NwclOar 
Reactor Regulabon, Olrectof (Post 870411). 2pp. 43961:111*43961:120 
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Advises of inloal to ulil-.ze Bochiol Topical Ropi.BN TOP-l losUng mottiod- 
II plants. 

).P.C Commonweailh EtHson Co. 87/f2/3l. Documen! Cyntfol Sfanch 
il Conifol Desk), ip 4390e.005 <i398e.005. 

1 Informs that no chongos.losla or ©xpertmenfs compleied during Dec 1007 
‘.W/o staled ends. 

I.A Commonwoaun Edison Co 87/12/31 SNIEZEK.J.H. Olfico of Nuclear 
Tegulation, O.recioi (Posl 070411). ip. 440£M.35i-4'}09‘l:35l. 

9 Summarizes discussions beivreert NRR.Rog'on III & ulil to ssftey-reialed 
lion ol 34/48 ventiiallon duct cneso power $iipply sys & recornrrends sys 
ilion. 

Prolocl Oiroctoiete 111 2 00/01/14. BUITERElELD.l. Commonwealiii Ed'son 
44O0I;35I-44O9l:3S3. 

i8 inloims that Rovs 42-48 ol QA Top.cal Ropt CE-l-A accoplable por 
O.App 0. 

r.Q.u. Roo'on 3, Ole of the Director. 00/01/20. REED.C. Commonwealth 
To. 2pp. 44126 108-44125.109. 


lion reports, IE Bulletins & correspondence 

07 Responds to NRC 07000t llr ro violations noted in Insp Repts 50 254/07- 
0-2G5/87-l1.Corrociivo aciions adcll documoniaten that established gual'fica- 
solono'd & Parker Supor-0 Luba lubricant obtained. 

.K,M.S Commonwealth Edison Co 677tO/Ol. DAViS.A B. Region 3, Ofc of iho 
r 3pp 44029:203-44029.295. 

200 Responds to NRC 871015 Hr ro violations noted in Insp Ropis 5O-254/07- 
0-265/0/-t9.Corrective acilons:Ptocodure OOP 201-6 wriilen lo remove water 
lactor vessel during cold shutdown. 

,N.P. Commonwealth Gd-son Co 87/11/13. OAVtS.AB. Region 3, Ofc of iho 
>r. Bpp. 44092:202-44092 209. 

369 NRC Info Notice 07-064, ''Conv.ction for Fa'.sMicallon ol Security Training 
ds." Sve Ha! end. 

l.C.E. Division ol Opofallonaf Evenls Assossmonl (Post 070411) 87/12/22. 
illdaiod Erjison Co. Qi Now York, Inc. 120pp. 44l63.00i-44t63:i24. 

1907 Responds to NRC 871 123 Hr re violations noted In Insp Ropis SO 264/07- 
SO-265/07-26 

AK.M.S Commonwonlth Bdison Co. 87/13/32. DAVIS, A 8. Region 3, Ofc of Iho 
or. 3po. 44040:011-44040.013. 

Ottfi NRC Info Nolfco 67-065, "PfanI Oporofion Dayond Analyzed Condrtiona." 
si end. 

3I.C.E. Division of Opereilonol Events Assossmonl (Post 870411). 07/12/23. 
Ofidelod Edison Co. orNow York, Inc. fSOpp. 44056.'008 4-1056:187. 

.0260 Documenls conversations bsiwesn author & R Kissel & M Ring during wks 
1207 & 14 re elatus of impfomenlaiion ol l£ BuHoIln 6S'003.Act'ion nems C & 0 
jlotod lor oil lacilltlos oxcopi Quod Cii-oe ComplaUon eehodulo listed. 

IQAN.W.E. Commonwoolln Edison Co. 87/12/23. OAVlS,A.e. Roglon 3, Ole ol 
Jiroclor. 2pp. 4404(.053-44041;05S. 

30003 SuppI 1 to NRC Info NoHco 87-020, "Air 8ys Ptobloms el US LWRs." Sve 
mcl. 

iSl.CE. Division of Onorallonal Evonis Assossmont (Posl 870411). 87/12/28. 
SOllOelod Edison Co. ol Naw Yoik, Inc. 124pp. 43909:138-43006:267 

60164 Ponvords Safety Insp Repis 50-354/07-24 & 60-266/87.34 on 070013- 
O.No violations noted. 

IGHT.O.C Roglon 3. Ofc Of Iho Dirodor. 07/12/29 flEEO,C, Commonwoallh 
iort Co. 2pp. 43080:323-43960.335. 

1000173 Insp Reple 50-264/07-24 & 50-265/07-24 on 07O9l3-t2OQ.No violations 
deviations noled.Malor areas Inspocled coniainmoni Infegroied leak rai© test 
-RTl ptocodufo. CIURT performance witnessing & CILRT results. 

NDEZ.R., PHILLIPS, M.P. Region 3, Ofc ol ihQ Director. 87/12/20. 11pp. 
)0O.326-430eO:335. 

390165 NRC Info Notice 87-066, ‘Tnapproprlaie Application of Commerdel-Orado 
mpononfa." Sve fisi one! 

)SSl.CE. Division ol Opofotlonsl Evenls Assessment (Posl 870411). 07/12/31. 
nsoHdated Edison Co. of Now York, Inc. 120pp. 43996:268 43096:016. 

.'300091 NRC Info Nollco 07.067, "Lessons Learned From Regional Insps of Li- 
nsec Actions In Response to IE Buliolln 80- 1 1 " Svc list end. 

3SSI,C.E. Division of Oporallonal Events Assessmeni (Post 070411). 87/12/31. 
>nsoHOa!ed Edison Co. of New York, Inc. 123pp- 44O30'164-44O38'286 

1250586 Responds to NRC 071204 llr re violations noted in Insp Repts 60-254/07- 
I 8 60-2Q5/Q7’31.CorrocUvO actlonsail SCREs, shl/l engineots & operating engi- 
sera received documented "Immediate noliflcallon awareness" training. 
UTTERFIELD.L. Commonwealth Edison Co. 68/01/04. OAVIS.A.B. Region 3. Ofc of 
to Director. 4pp. 44112:323-441 12:328. 

1050394 SuppI 1 to NRC Info Notico 66-081, "Broken External Closure Springs on 
.(wood & Mormt MStVs." Svo l/sl end. 

lOSSI.CE. Division ol Operational Evenls Assessment (Post 870411). 88/01/11. 
lonsolidalod Edison Co. ot New York, Inc. t23pp. 44038:041-44038:163. 

) 1140367 Forwards response lo NRC 871106 Bulletin 87-002 requesting licensees lo 
eview receipt Insp requirements & Internal controls tor fasteners & lo independently 
foleimino through (esnng If fasteners meet mechanlcal/ctiemical specs 
AORGAN.W.E Commonwealth Edison Co. 88/01/12. DAVlS.A.B. Region 3. Ole of 
he Direclof. 260pp. 44045:317-44046:232. 

01210030 Forwards verification of completion of program re awilcli setiings.per lE 
Bulletin 85-003. Validity ol calculations not fully confirmed. Response lo concerns noted 
in Insp Repts 60-237/07-33 4 60-249/87-32 contained fn End lA. 

M£>RGAN.W.E. Commonwealth Edisorr Co. 68/01/15. DAVIS.A B. Region 3, Ofc of 
the Director. I07pp. 44068:169-44088:265. 


R. Periodic operating reports & related correspondence 

8712280072 Monthly performance lopls lor Nov 1987.W/87I202 Hr. 

SCHMIDT, K, ROBEY, R.A Commonwealth Edison Co 07/JI/3O. 90pp. 43804.001- 
43884.023. 

8801220234 Mcnihly performance repts for Dec l967.W/87f23I Itr. 

OEElSNyDER.L, ROBEY, H.A. Ccmmonwoauh Ed.son Co. 67/12/31. 23pp 
44159.091-441S9 113. 


V. Operator Examinations 


8801200231 Psitlal response to FOlA roquesl lor documents ro worker tramng pro- 
grams & INFO irB'O'ng accrepiloiion.ForwarPs App F docurTwnis App E 4 F docu- 
ments also available m PDR AddI records also eveTeblo -n PDR under Bossong FOlA- 
87-204 

ORlMSLEY.D.H. Division ol Rules & Records (Post 870413). 88/01/12 0OLEY,K. 
Public Citizen's Critical Mass Energy Prolocl Bpp. 44HB 001 -44110.039. 

-8510250509 Trip rcpi Of iris'! W INPO acaed'talWn board 850924-26 moet'ngs Board 

e rocoss & plant visits wo'l conceived 4 executed NRC participation In o'.l accrod.taiicn 
card moeiings unnecessary. 

BOOHER.H.H. Licensee Qua'ificalrons Branch. 65/10/17. RUSSELL.W.T. CMsion ol 
Human Factors Seloty (000428 851 124). 3pp. 44118 197 441 18 199. 

“8801220136 Advises of attendance at 870923 Nall Nuclear Accred-ting Board meeiing 
al INPO pics In At'anta.GA re iralnYifj p/ogrems al Iwo plenlsEncrs include I'st of 
Board mombor nemos 4 altondoos & 871105 plant status accredHailon table 
GIBSON, A.F. Region 2, Ofc of the O.rectoi- 07711/02. flOE.J. Division of Licensee 
Performance 4 OuQl'ty Evaiuaiion (Post 870411) 8pp. 44119.159 44119:166. 


DOCKET 60-286 POINT BEACH NUCLEAR PUNT, UNIT 1 


F. Security, medtcal, emergency 4 fire protection plana 

8801040057 Conikms 880106 £ 08 silo visH lo lour omergoncy response faci'Jiieaper 
071214 leicon. Licensees not expected lo bacMit to provide increased lecHity 
spece.OuHino of areas to be revlawod enci 

SNELL,W Reglpn 3, Ofo of ■»© Director. 67/12/24. STEVENS.O WisconS'ji Electric 
Powei Co 2pp. 43963.043-43063:044. 

8801 140378 Roquosls identification ol special c/rcumsioncas to support 06061 1 request 
tor oxompilon from lOCFRSO.APP R,Secilan lll.Q 3.b re component cooling water HX 
& boric acid tank room & computer 4 inairumont rack room 
WAGNER, O.H. Pn^t Oireciorofa 111-3. 60/01/04. PAY.C.W. W.scensfn Efeciric Power 
Co. 3pp. 4403l:1^^440^1:120. 

8801 130080 Forwards FEMA 871207 Hr diseus8>ng ovaluetion of alert 4 noimcakon eya 
for planl.Alert & notification eya setlsiloe criiorlo of NUREQ-OBSS/FEMA-REP-f.nov t 
&FEMA- REP-tO. 

SHAFER, W.O. Region 3, Ofc of the OHoctor 88/01/05. FAY.CW. Wisconsin EMetric 
Power Co. 2pp. 4<{b0f.010-4400l:242 

-8712310282 Forwards FEMA 071207 Hr to oveluSHon ol alert 4 noiil'cahon ays to bo 
iransmlKod to irconsoo. 

MAnHEW8.0.B. Emorgancy Preparedness Branch. 07/12/22. HlN0,J.A. Region 3, 
Oteol mo Director, tp 44001:016 44001:242. 

8801120295 Forwards rev to rnod.llod emended security pian.psr NRC 871021 
roquost.Rov wilhhe'.d (rol lOCFR2,50,7n 4 73). 

CASSlOY.T.J. Wiscons'n Efeclnc Power Co. 88/01/06 Oocumanl Control Branch 
(Documor^l Conirol Desk). Ip 43086 287-43086:287. 

8001200046 Forwards Safety Insp Repts 50-266/07-22 4 50-301/87.23 on 671101- 
f2f6.No vtolaWons rwled. 

GULDEMOND.W.G. Reg'on 3. Ofc of the Director. 88/01/12. FAY.C.W. Wisconsin 
Electric Power Co. 2pp. 44052 287-44052 296. 

-8801200069 Insp Ropis 50-260/07-22 4 50'30l/67-23 on 67t10l-l2l5.No violations 
or deviations noted. Major areas inspected: qpeiailonal 

eafety.maini.suiveilianco, physical socunty, radtoiogicol proieclfon.dutBgas 4 contain- 
ment iniegrlty. 

HAGUE, R.L.. LEEMON.R.J., OEFAYETTE.R- RoQlon 3. Ofc of the DYoclor. 88/01/06. 
6pp. 4405Z.288 44052.296. 

8601190294 Responds to vlolat ons noted In Insp Repts 50-266/67-07 & 50-301/87- 
O7.Cortocliv0 actlons.onci "Technical Evaluation of Fire Damper Tests at Point Beach 
Nuclear Plant," develop^. 

FAY,C.W. Wisconsin tieciric Power Co. 08/01/13. Document Control Branch (Docu- 
ment Control Desk). 22pp. 44064.072-44004.002. 


J. Insurance 4 Indemnity Inlormstlon 

6801260200 Forwards Endotsomonis 88 4 80 10 NELIA Policy NF-170, Endorsomonis 
72 4 73 lo MAELU Policy MF-SS.Endorsement 6 to NELIA Certilicates N-IO 4 N-t9 & 
Endorsement 8 to MAELU Certilicates M-t8 4 M-19, respectively. 

OUNOAS W.J Wisconsin Elecirfo Power Co. 88/01/20. NRC • No Delafled AfWtatton 
Given. 13pp 44123.136-44123:147. 


P. Operating ifeansa stage documenls 4 correapondanca 

8801040426 Discusses ulil program ol accident ceanalysis to support amend to increase 
Tech Spec core power peaking (actors. Proposed achedule lor Increased peaking 
faolor reanaWs 4 approval encT 

FAY.C.W. Wisconsin Elocirlo Power Co. 87/12/22. Document Control Branch (Docu- 
ment Control Dosk). 6pp. 43962 1 70-43062:176. 
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1801200442 Forwards Insp Repl 60 267/87 25 on 071018-1 121 & noUce ol vIolaUort 
CALLAN.LJ. notion 4. Ole of tdo DIroctor. 88/01/16. WILLIAMSnO Public Service 
Co. ol Colorado. 2pp. 44060:265-440S8 276. 

•8801200446 Notico ol violation l<om map on 87lQlB-112l.VlolaUQn noted (ehite to 
maKo mgi nolHlcatlons required by medical omergoncy plan. 

• Region 4, Ofc ol Iha Direclor. 80/01/15. Ip. 4>r056:267-4405a:267. 

•6801200460 Insp Ropt 50 267/07-26 on 071018-1121 Violation noiedMajor areas 
inspaclod oporallonal salely vorilicallon.monllily survoHlance obsorvaUoiKfnonihly 
mainl obsorvallon, security, radiological protoction & design control. 

FARRELL, R.E , MICHAUD, P.W., WESTEnMAN,T.F. Region 4. Ofc ol the D^eclor 88/ 
01/06. 8pp. 44058.2e8.44058.278. 

1601260424 Forwards updalod schedule ol App R mods InaiQllalion of omoigency llghl- 
Ing dolayod due to prooloms associated w/lnsleHatlon ol batterlea.Sya will bo hutciSin- 
alty 880301. 

WAREMaOURG,D W Public Service Co. of Colorado 88/01/15 CAlVO.J.A. ProlecI 
Olrecioiale IV. Spp. 44128:302-44128:306. 


>. Operating license stage documents & correspondence 

1601070284 Requests release of oncl drall document re summary ot 871202-03 meet- 
ing to NRCS LPDRs. 

HEITNER.K.L. NRC • No Doiallod Aflillallon Given. 87/12/31. NRC • No Oolelod At- 
liliailon Gfvoa 14pp. 43eS2;10O‘43962:2O3. 

601120205 Summaiizos util commilmonts & revised target dates lot ptovUrtg back- 
EMF testing program dala.lnsufllclont Info curtonlly ovallahlo duo to sSppage Irom cir- 
culaior & fire recovery ouiogoa. 

WAREMBOURO.O.W. Public Service Co. ol Colorodo. 88/01/04. CALVO.JA Proloci 
Dliectoreto IV. 4pp. 43000:226-43900:231. 

601190119 Nolilication ol 800127 mooting w/uLI & Slalo ol CO In PielievL'e.CO lo cks- 
cuss potonllal docommlasloning ot laciUty.Meeling agenda also end. 

HElTNER,KL. Proloci Oirecloraio IV 00/01/11. CALVO.J.A Project Oieclorata IV. 
3pp. 44052:352-44052 364. 

801260532 NatlHeation of cancoiiod 080127 meoL-ng w/uiii at plant sile lo d'seusa po- 
tentiol decommissioning of IqciIiW. Mooting will bo resdieduieo 
HEITNER.K.L. PfOjoct Dlroclorolo IV. 80/01/11. CALVO.J.A Project Orociorale IV. 
tp. 89l77'9.57 Q9t77;267. 

601200346 Summary of 881202-03 meeting w/utll.lNEL & ORNL re aiaius of Tech 
Sped upgrade progroni.Moailng oliondeos 8 iisiod rol onci. 

HBITNER.K L Proloci Dlrociorato IV. 00/01/12 CALVO.J.A. Project Okocloraio IV. 
14pp. 44001:103-44001:116. 

601210194 Pertlal response (o POIA roquosl.App Q documents already evalebie in 
POR.^ H documonis.io INPO sccreOUaiion iraWng.enc' 4 available in POR. 
OniMSLEY.O.M. Division of Rules & Records (Posi 670413) 88/01/19. eOlEY.K. 
Public Ciil 2 on '6 Critical Mass Energy Projoct 4pp. 4406S:001-44096:088. 

8619040316 Summary ol ationdanco a( iNPO Acciediisiion Soard 66iii9 & 20 moot- 
ings in Aiiania.GA re training programs Agenda end. 

2ERBE.J.E. Regional Oporalions & Gonenc Roquiromonis, EDO (Pro 870413). 86/11/ 
24. SNIEZEK,J.H. Regional Operations & Generic Requiromonis, EDO (Pro 670413). 
4pp. 44005:077-44096:060. 

601270029 Forwards "Ropt ol Hol uffl Circulalor S/N C-2l0t 4 inlot Piping S/N 2001 
Ropalr & Mod Acllvllies, por commumonl in 870921 Hr." Insp findings 4 proposed 
Toch Spoc amend lo be submlitod 0 monlhs following removal ol citcuieioi lor insp 
WILLIAMS, R O. Public Sorvico Co of Colorado. 06/01/22. CALVO,j.A Prc^i Okoc- 
loraie IV. 4pp. 44142:333-44143:090. 

8801270036 "Ropt of Helium Circulalor S/N C-2101 4 Inlot Piping S/N 2001 Repair 4 
Mod Acllvllies." 

JOHNSON.O.S., MAYER.E.L., WAREMBOURG.O.W. Public Service Co. ol Colorado 
86/01/22. 40pp. 44142:337-44143:090. 

8801270046 "Molallurulcal Analysis ol CompononIs from Helium Circulalor C-2101." 
HELLNER.R.L, DUPONT, EJ Public Service Co. ol Colorado. 138. 87/12/14. 71pp. 
44U3.017-44143.083. 

6601270050 "Helium Circulator Insp Schedule." 

* Public Service Co. ol Colorado. 86/01/22. 7pp. 44143:064-44143;000. 


. Inspeotlon reports, IE Bulletins 4 correspondence 

'12160369 NRC Info Notice 67-064, "Conviction lor FalsHicallon of Security Training 
Records." Sve list oncl. 

ROSSI, C.E. Division of Oporallonai Events Assessment (Post 670411). 87/12/22. 
Consolidated Edison C^. of New York, Inc. 120pp. 44163:001-44163:124. 

'12170119 NRC Info Nollce 87-065, "Planl Operation Boyond Analyred Conditions" 
Svo list end. 

ROSSLC-E. Division oi Operallonal Evenis Assessmonl (Posl 870411). 87/12/23. 
Consolldated Edison Co. of Now York, Inc. 120pp. 44066.006-44056:127. 

'12230003 SuppI I to NRC Info Notice 87-028, "Air Sys Problems et US IWRs " Sve 
list end. 

ROSSi,C.E. Division oi Operational Events Assessment (Post 670411). 87/12/26. 
Consolidated Edison Co. of New York. Inc. 124pp. 43095:136-43996:267. 

'12398166 NRC Info Notice 87-066. "inappropriale Application of Commerefaf-Qrade 
Components." Svo Nsl end. 

ROSSI, C.E. DMalon of Operallonal Events Assessment (Posl 870411). 87/12/31. 
Consolidaled Edison Co. of New York, Inc. 120pp. 43996:269-43996:016. 

'12300091 NRC Info Notice 67-067, "Lessons Learned From Regional Insps of Li- 
censee Actions In Response to IE Bulletin 60-1 1." Sve Nsl end. 

ROSSLC.E. Owislw ot Operational Events Assessment (Post 070411) 87/12/31. 
Consolidated Edison Co. of New York, Irra. 123pp. 44038:164-44038:266. 


8801120417 Responds to NRC 671204 Hr re viOlaL'ons noted In Insp Rept 50-2^ 

1 7.Cofroclivs actions backlog of lompoiary configuration repis eliminated & repl 
ess Incorporated ln:o overall design change Improvements. 

WILUAMS.R.O. Public Sorvico Co. ol Coforade 68/01/04. Document Control B 
lOocumonl CcWiol Desk) lOpp. 43m.338-43990.347. 

6901130116 Fonvards Safeguards Insp Ropt 60-267/67.29 on 871102-06. VK?! 
rtoled Nollce ol vidalion & deieils withheld (ref 10CFR2.790} 

CALLAN,L J. Region 4, Ole ot the Direclor. 88/01/07. WILLlAMS.R.O. Publ'c S 
Co. 0 < Colorado 2pp. 44039.077-44039:079. 

-8601130121 Parila'ly withheld Insp Rept 60 267/87-29 on 87tl02-o6 
I0CFR73.21) Violations noted Major areas Inspoded.rr.gt elfectiveneas.&f 
organuaiion.security audits.record & repts.tesiing & main! & physical barrie' 

areas 

EARNEST.A.B,, YANDELL.LA. Region 4. Ofc ol the Director. 87/12/31 
4403007944039 076 

6601130208 Responds lo NRC 871210 llr ro violations noted In Insp Rept 60 2^ 
SO.Corrocliva adionB:silckors used on tone alert radios Ind.csting min ol two W 

S hone numbers & eppllcable hours lo repl radio problems being ordered. 
fILllAMS.n.O. Public Service Co. of Colorado 69/01/08. Document Control B 
(Oocumoni Control Desk). 4pp. 44000 262-44000 265. 

6801 140008 Ack reco'pt ol 871214 Hr inlorm'ng NRC of slops taken to correct dov 
noied (n insp Repl 50-267/e7-28. 

CAILAN.LJ. Reg'en 4, 0!c ol the Director. 66/01/08. WILLlAMS.R.O. Public & 
Cfl of Co'otado. 2pp 44043.279-44043.285. 

6801060394 SuppI I lo NRC Info NoLca 66 081. "Broken Evlemal Closure Sprin 
Atwood & Morml MSiVs." Svc list oncl. 

ROSSi.C.E. D.vision ol Operallonal Events Assessment (Post 670411). eo/D 
CenscNidaied Ed-son Co. ol New York, Inc I23pp. 44030:041-44038 1 63. 

8881200442 Foiwaids Insp Repl 60-267/87-25 on 871016-1121 8 notice of viol 
CAUAN.L.J. Region 4, Ofc ol the Director. 86/01/15. WILLlAMS.R.O. PiibV-c S' 
Co. oi Ckrlotado. 2pp 44056:266-44056:276. 

-6601200446 Nollce ot v.olatiSn Irom ln$p on 07IOI8-lf21.VlolaL'On noiod:laili 
make mot nolif-cailons required by modicel emergency plan. 

‘ Region 4. Ole ol the Direclor. 66/01/16. ip. 44058-267-44058:267. 

-8801200460 insp Repl 50-267/67-25 on 671016-1 l21.Vlolatlon noted.Ma|or 
inspocied-operaiionai safety verlficatloamomhly survellianco ob8an/aiion,fn( 
marnt ^ervaiion.socurity. radiological proieciion & design control. 
FARRELl.fl.E.. MICIIAUD.P.W., VVESTERMAN.T.F. Region 4, OfC Ol Iha DlredOi 
01/06. 8pp. 44058-288-44050:276 

8801270080 Roquosts that pertoimanca enhancement program etalus reponln 
d'angod lo annuaiiy.por 870604 mealing w/NRC,to 8ALP repiNext ropl will be 
iT4Uedlo NRC on or bolore 860831. 

BREY.H.L. Publio Service Co. ol Colorado. 66/01/16. Document Control Branch 
umontConliol Desk). 2pp 44141;039-4414I:040. 


n. Periodic operating reporli & related correepondenee 

8801070114 "Tochn'eal Assisisnea la Reg-on IV (Port St.Vra:n)," momniy busino 
lepl lor Ocl 1967. 

Mhl.R J Los Alamos National Laboratory. FIN A-75S2. 67/12/14. JOHNSON 
Region 4. Ole ol the Director. 4pp 43999:276-43999:279. 

8801080168 Forwards monihly Bialus ropl lor 671lOM2l1.Repl addresses reci 
Irom lurblne bldg hraon 671002-03. 

MARTlN,R.O. Region 4, Ofo of Iho Droclor. 87/12/20. MUHLEY.T.E. Olfice of N 
O' Reactor ReguraUon, 0 rector (Posl 67041 1). 3pp. 43062:046-439e2:050. 

8601200363 Monihly Operallng Rept 167 for Dec 1667.W/660n5 Hr. 
NOVACHEK.F.J., WiCliA.MS.R.O. Publio Service Co. of Colorado. 67/12/31. 
44108 224-44108:232. 

8801120320 Forwards "PCRV Tendon Imorim Survel'lance Repl” NRC concurren- 
Implemenl revised tendon surve.llanco program described in ulJ 870720 llr requo 
WAnEMBOURQ.O.W. Public SwvICQ Co. ol Cototado. 66/01/00. CALVO.J.A. Pi 
Orecloiale IV. 2pp. 43090:271-43090:300. 

-8801120322 "PCRV Tendon interim Surveillance Ropl." W/lour oversize drawings 
‘ Pi^'lc Service Co. ol Colorado. 68/01/31. 28pp. 43990:273-43990:300. 


S. Reportable occurrences, LERs & related correspondence 

6801210064 Responds to 871012 llr re Interpreteiion of 10CFR50.72 & 50.73 repo, 
Illy roquIremeniB for partial spurious roecior scrams during shuldown.AII bus 

B anned aclualions should be raporlod. 

EtTNER K L Protect Direclorale IV. 86/01/05. WILLlAMS.R.O. Public Service c 
Colorado. 4pp. 44092.094-44092.097. 

6601120043 LER 67-026-00'.&n 671207 ,ceseive auxUlary lisnslomier tripped cat 
loss of ouishfe electrical power.Caused by deficlenl test procedure duo to pera< 
ertor.Denclent test procedure corrected.W/060l06 Hr. 

JOSEPH M A., WILLIAMS,R.O. Publ o Service Co. of Colorado. 66/01/06. i 
44044:101-44044:110. 

8801120063 LER 67-029-00:on 671207 & 06, reactor scram aclualions received on | 
wide range channel neutron Nux rale of change hlgh.Caused by electrical noise di 
Incorrect landing ot lead.Lead relocaled properly.Vv/860106 Itr. 

JOSEPH M A, WILLIAMS R.O. Public Service Co. ol Colorado. 68/01/06. 
44030:207-44030:213. 

8801130129 Forwards response lo NRC 670903 request lor addi Info re LER 66-01- 
67 1 109 telcon.Beckground design info on bearing walor sys 8 clarification of cq 
live acb'ons in LER 66-017 end. 

WILLIAMSJ^ O. Publio Service Co. ol Colorado. 00/01/08. CALVO.J.A. Project c 
torate IV. Bpp. 44048:248-44046:265. 



680127035S PorwOiiSd addi info ra LER 66 0l 7, per 871109 telcon. BacJiground design 
Info on bearing water eys S clarlficabon ol corrective acUons.lrtcludlng electrical gnd 
anaiysia enci.w/o etKi. 

WfLClAMS.R.O. Pub'lc Service Co. ol Colorado. 88/01/08. CAIVO.J.A Re^rj 4. Ofc 
ol Ibe Olieclor. 2pp. 44U5:10844145;199. 

6801190341 LER 87.0304)0:00 e712l8.Tech Spec surveillance ESR 8.1.1.8.M (or ted- 
stlon monliors rrat completed wlihin required Interval. Caused by personnel 
error.Scttedullrvg technician Instructed on proper procedures.W/SBOtt^llr. 
JOSEPH.MA, williams, R.O. Public service Co. ol Colorado 86/0l/t?. tep. 
44062:364-44062:359- 

8801270026 Forwards “Rept ol HeMum Cifcutatar S/H C-SlOf i Irlat Purina S/N 2001 
Repair & Mod AcOvil'es. per commilmenl irr 670921 Itr.'' Inap findings & proposed 
Tech Spec amend to be submitted 8 monms lo'lowing removal of circulator tor Irtsp. 
WILLIAMS.R.O. Rubl e Service Co. of Colorado. 68/01/22. CALVO.JA Proleet Oiiec* 
lorate IV. 4pp. 44 142:30344143 090. 

-9801270038 “RapI of Helium Circulator S/N C-2101 & Inlal Piping S/N 2001 Repair A 
Mod Aclivites." 

JOHNSON.O.S.. MAYER.E.L.. WAREM0OURQ.O.W. Public Service Co. ol Coloredo. 
88/01/22. 40pp. 44142:337-44143 090. 

-880127004S "Metallurgical Analysis ol Components from Hal-um Circulator C.2101.'’ 
HEILNER,R.L . OUPONr.E J. Public Sendee Co of Colorado. 138. 87/12/1A 71pp. 
44143017-44143:083. 

-6801270050 "HoHirm Circulalor Insp Schedule." 

‘ Public Service Co. ol Colorado 68/01/22. 7pp 44143.084-44143.090. 


-88011S0120 Inap Repis 60-269/87-48, 60-270/87.48 & 60 287/87-40 on 071121- 
1221 .No violaUon or deviation noted. Major areas inspectedioperatlons 
siHvoiiiatKe.maintpt^sical security & review of safety sys functional insp items. 
efly.«qT,JC. Peebles, T> Region 2 . Olc of me Director. 88/01/04. 10pp. 
44062:166-44062:177. 

8801140352 Forwards Insp Repis 60-269/67-S0.60-270/67-80, 60-267/87-60, 60-369/ 
67.46 £0-37O/87-45.50'413/67-43 A 60-414/87-43 on e7120609.Vlolatlon3 
nof^.VlolaUona may change based on further revlew.EnlorcemenI conference sched- 
uled for 680116 

ORACEJN. Raglon 2. Olc ol the Director. 88/01/11. TUCKER, H B. Duke Power Co. 
44027:358-44027:380. 

-8801140383 Partially withheld Insp Repis 60-269/e7.S0, 60-270/87-60. 60-287/07- 
60,M-369/e7-45.60-370/87-4S.60-413/87.43 S 60-414/87-43 on 871208-09 (ref 
10C^R2.7Q0(d) & 73. 21). Major areas lnspected:compromlsed safeguards Info. 
TOSIN.W.J. Region 2, Olc of the Director. 88/01/04. Ip. 44027:360-44027:360. 


J. iruurancs A Indemnity Information 


8801070357 Forwards endorsomenls, Including Endorsement 7 to MAELU Cenificale M- 
76.Endor8emfrnl 7 to NELIA Certificate N'76, Endorsement 8 to MAELU Certificate M- 
66 A Endorsement 6 to NELIA Certificate N-66. 

SANNALJ. Marsh A McLennan, Inc. 67/12/30. DINIT2,l. Office ol Nucleer Reactor 
Relation, Director (PosI 87041 1). eSpp. 43938:166-43636 260. 


V. Operator Enemlnallons 

8801200231 Psrtial response lo FOIA raquesi lor documents re worker trainino pro- 
grams & tNPO training accredilel'on.FQrwards Am F documents.App E A F docu- 
mania also available In POR.Addl records also available In POR under Bossong FOtA- 
87-204. 

GRIMSlEY.O H. Division of Rules A Records (PosI 670413J 88/01/12. BOlEYJf 
Public Citizen's Critical Mass Energy Project. 8pp. 44 116.001 -441 18:039. 

-8601220139 Advises ol allendance at 670923 Natl Nuclear Accrediting Board meeting 
al INPO ofes In Atlanle.OA re l/alning programs at two plants Enc^ Include iisi of 
Boar^ member names A attendees & 871106 plant status accreditation table. 
Q19SON.AF. Region 2, Olc of the Director. 87/11/02. ROE.J Division of Ucertsee 
Performance & Quality Evaluation (Post 870411). 6pp. 441 1 9- 169-44 1 19; 166 

8801260028 Forwards safely evaluabngacceptfngutfl 860804 A 870209 6 1006 tavs lo 

R iant special senior licensed opsrator fuel handler initial 6 requalification pro9tams.pei 
LIREu-1220. Maetirg lo resoiva fuel h6rvd'.iftg tra'ning Issue requested. 

HElTNEn.K.L. Project Directorate iv. 88/01/1^. WILLIAMS.R.O Public Service Co. of 
Co'orade. 2pp. 44130:076-44130:079 

-6801260036 Safety evaluation accepting plant special senior licensed fuel hantSer Ini- 
tial A requaiiOcation epereior training program.pef NUR£0-1220, "Training Review Cn- 
terie & Procedures." 

* NRC - No Oatelied Afnifadon Qfven. 69/01/13. 2pp. 44130.076-44130.079. 


DOCKET 60-269 OCONEE NUCLEAR STATION, UNIT I 


P. Security, medical, emergency A fire protection plana 


P. Opeiaiing license stage documenU A correspondence 


86011200M Forwards Info ro Resource Technicel Svcs.Inc.IncludIng summary of NRC 
contract work.NRC Form 26 for three existing conlracls.audit Info.work history & Nats 
of ermertise available for special Insps 6 of current resource aves. 

FELTHOUS.R.A Resource Technical Services, Inc. NRC-03-87.t19. 87/12/16. 
JOHNSON.E H. Region 4, Olc of the Director. 71pp. 43998:230-43998:300. 

8601160060 ClanfiBS utH responses to Generlo Ltr B3.28.ltem 2.8.1 re Identification of 
safely-rslaled aquipment A components on plant documenis. 

Tt/CKER.H.8. Duka Powsr Co. 88/01/05. Document Control Branch (Document Con- 
trt^Oesk) 2pp. 440e2-2S6'4406S;260. 

8601210001 AMlicaUon (or arpends lo Licenses DPR-3BDPR-47 A OPR-65, revising 
Tech Specs 3.15 re control room pressurization 6 filtering sys A 4.12 on lesling of 
Mjier Benarfc Ltr 63-37 re NUREu-0737.Fee pafd. 

TuCKER.H B Duke Power Co. 88/01 /06. Document Conirol Branch (Document Con- 
UOI Desk) 3pp. 44066 2e6-44066.2e4. 

-6801210003 Proposed Tech Specs.ravising Section 3.1 6-t re limiting conditions lor op- 
erations lor control room prsssurlzstlon A filtering sys & Section 4.12-1, providing for 
adili testing el sys A clarification of Tech Specs. 

* Duke Powsr Co. 88/01/06. 16pp. 44066:§69-44086.2e4. 

8601200231 Partisi response to FOIA request for documenis re worker training pro- 
grams A INPO trslning accredilatlon.Forwarde App P documenls.App E & F docu- 
manis also evaiisbie in PDR.Addi records also avsilab'e in PDR under Bossong POIA- 
67-204. " 

ORIMSLEY.D.H. DMsIon of Rules A Records (Post 670413). 66/01/12. BOLEY.K. 
PuWtc Citizen’s Criticsi Mass Energy Piojecl. 6pp. 44116:001-44116:039. 


8801130319 Pofwsfds pubffc vers/on qf i-evrMcf edso mgt Impiemerit/rM 
procadures.including Rev 22 lo CMiP-i, "Recovery Manager & immediaie Stsft,'* Rev 
18 lo CMlP-2, "News Group Plan" & Rev 21 to CMiP-4. "Administration...." W/ 
880111 release memo 

TUCKER.H B. Duke Power Co. 67/12/14. Documeni Conirol Branch (Oocumeni Con- 
trol Desk). 7pp. 44004:126-44005:268. 

-6801130380 Public version ol revised crisis mgl IrnplerrrenVng procedures.Inckiding 
Rev 22 lo CMIP-I, "Recovery Manager & Immedlele Slelf." Rev 16 to CMIP-2. "News 
Group Plan" 6 Rev 21 to CMIP-4, "Adminisiratlon A Logistics Plan." 

HARRIS.R.E. Duke Power Co. 87/11/16. 400pp. 44004:133-44005:286 

8801110456 Forwards FN Victor 671111 final rept on emergency preparedrtess exerdse 
lor control room Excessive promptirvg by controller observed t/se of simulalot provIM 
high dMree of realism & use In subsequent exercises recomrrvended. 

JAM/SON.J.O. Baltelle Memorial Institute, Pacific Northwest Laboratories. 67/1*1/29. 
TESTA, E. Region 2, Ofc of the Director. 7pp. 43971:117-43971:123. 


-6503098010 ForwaidB OJ Shoo 660109 Hr re adequacy of INPO job task 
anelysis.iNPO plane to compare, change or validate existing generlo job task analysis 
abslnst task analysis data generated for SuppI 1 to NUREQ-0737 actlvilles. 
THOMPSON, H.L. Division of Humary Faclore Safety (600426-851124). 65/01/24. 
STRAHM.K. Institute ol Nuclear Power Operations. Ip. 441 16:1 17-441 18:133. 

-6704Oa0019 Summary ol INPO Accreditation Board 670325 & 26 meetings In 
Ailante.QA re programs considered for accreditation. Attendees list & meeting agenda 

HM4NON,J.N Operator Lfcenslng Branch. 67/04/01. RUSSELL.W.T. Division of 
Human Faclore Technology (851125-670411) 7pp. 44119:129-44110:135. 

8901210090 Forwards Rev 14 lo "inaervlce Insp Prograrn." Approval of relief requests 
fa) Rev 14 requested Fee paid. 

TIKJKER.H.B. Duke Power Co. 68/01/14. Document Control Branch (Document Con- 
Uol Desk) 4pp. 44133:062-44133:241. 


6801110536 Advises that 671023 Rev 21 to physical security plan consistent w/ptov)- 
slons of 10CFRS0.64(p) A acceptable. Enel lo 87102 j Itr bemg withheld per 
10CFR7321. 

CLINE, W.E. Reg'on 2, Olo of the Olreclof. 87/12/30. TlfCKEfl.H.8 Duke Power Ca 
3pp. 46968:063-43986:065. 

6601 130300 Forwards Rev 87-4 to amergenM plan manual (Vol A) A Rev 87-7 to fanpie- 
menlir^procedures manual (Vol C),per 10 CFhS0.54(q]. 

TUCK^.H.B. Duke Power co. 67/12/30. Oocumeni Control Branch (Document Con- 
•’op. 44003:202-44003:278. 

lev 67-4 to Vol A ol emergency plan. 

C.. HARLIN.C.L. Duke Power Co 67/12/31. 45pp 44003:204- 


Rev 67-7 to Vol C of Implementing procedures emergency plan. 

AS. Duke Power Co. 87/12/31. 33pp. 44C03247-44003:27A 

Confirms 871216 telcon between Anderson A M Slnkule re 860115 en- 
onterence at Region II ofc to discuss util conirol of safeguards mat!. 
Region 2, Olc ol the Director. 68/01/04. TUCKER, H.B. Duke Power Co. 
42-43966:342. 

Forwarda Insp Rapts 60-26e/e7-46.50-27l)/87-48 A 60-267/87-46 on 
1.No violation or deviation noted. 

;,V.L Region 2, Ofo of the Ojrector. 86/0 f/OS. rt/CKeR,H.0. Duke Power 
>62:166-44062:177. 


-6801210099 Rev 14 to "Inaervlce Inap Program." 

R0KDE.K.0 . CHEA,K. Duke Power Co 87/12/14. 176pp. 44t33:066-44133:24t. 

8801290210 Forwards reaporse lo Requests 5-12 re NUREQ-0737, Item II.D.1, "Per- 
lormance Testing of Relief A Safety Valves," per NRC 870422 request.Response will 
be provided by 8802 1 0 for Request 1 . 

TUCKER. H.B. Duke Power Co. 88/01/15. Document Control Brarwh (Document Con- 
bolDesk). 20pp. 44168:041-44158.060. 

6901260540 Informs that steam generator plugging A repair for end of Cycle to refuel- 
ing outage completed on 67l023.Nuird>ers of tubes removed from sve by plugging A 
repaired by sleeving staled for Generators A A B. 

TUCKER, H,B. Duke Power Co. 66/01/18. Document Control Branch (Document Con- 
trol Desk). Ip. 441 12:140-441 12:140. 


8301260541 Forwards addI Info re Qerierlo Ltr 83-37 A NUREQ-07a7 Iterns, per NRC 
671110 requa8i.Tsch Specs re Instrumantatlor) for deteetton 61 Inadequaie core cool- 
faig will be submitted by 660216. 

TUCKER, H.B. Duke Power Co. 68/01/18. Documenl CofiM Branch (Documeni Con- 
trm Desk). lOpp. 44127:245-44127:254. 

8601270187 Summary of ACRS Subcoihml^ dn Generlo items 671216 meeting w/util 
In Washir>gton.OC re etfectiveneu of NRC process lhat deals w/generlo iuues A 
USis.Viewgraphs A presentation sdh^leeQCl 
•ACRS - AdvfBOry Comfrifttee, M,ReM%.,8arfdQl^S. M/0i;f22i 
Committee on Reactor Safeguards. 42pp,‘44f46;249-44H9i^',. 


Q. Inspection reports, IE Bulletins A correspondence 

07!2}eO9B9 MnC Into Notice 87 064, "Convlcilor) tor Falsiflcallon of Secudly TraMnQ 
Records." Svc i>st end. 

ROSSl.C.E. Division of Oporationel Events Assessment (Post 870411)- B7/12/28. 
Consolidated Edison Co. of Now York, Inc. 120pp. 44153;001-44163;124. 

8712170119 NRC Into Nofice 87-065, "Plant Op&rellon Beyond Analyzed CondMons." 
Svc Hat end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 87/12/23. 
Consolidated Edison Co. of Now York, Inc I20pp. 44066:008-44056;127. 

8801840106 Ack receipt of 671018 Ur Inlormfnn NRC PI steps taken to correct vtolalfons 
noted In Insp Repts 50-269/87-31. 50-270/e7-3l & 6O-2a7/07-3l. 

HERDT.A.R. Region 2. Ole of file Director. 67/12/23. TUCKER, H.8. Duke Power Co. 
tp. 43923;050-43923;OSO. 

8601060320 Forwards "Data Package for 1967 UT Results of Oconee Unit I Reactor 
Vessel Flange-lo-Sheil Weld." Dale detemilned Ihet 22 Indications recorded duing 
1966 exam represented geomeltic reflectors caused by llanoe condiUons-W/o erKf 
TUCKER, H.B. Duka Power Co. 87/12/23 Document Control Branch (Oocumertl Con- 
trol Oosk) ip. 441B6 176-44166:176. 

8801070290 Forwards util B70902 Ur forwarding propdolary B&W t169808A'O. "Ptoleci 
Plan lor Ulirasonlc Exam of Oconee Unit f Reactor Vessel Flange lo-8neU Weld," de- 
scribing inservice insp plan lor facillty.nepl withheld. 

TUCKbR.H.e. Duko Power Co. 67/12/23. Oocumeni Control Branch (Documertl Corv 
trol Desk), ip. 43999:1d7-43998:188. 

-860t070265 Forwards proprietary "Pro/eci Plan lor Ultrasonic Exam ol Oconee Unit 1 
Reactor Vessel Flange-lo-Shell Weld." Ropl withheld. 

TUCKER, H 8 Duko Power Co 87/09/02. Oocumeht Control Branch (Oocumonl Con- 
trol Desk), tp. 43999:168-43999:166. 

8712230003 SuppI f lo NRC Info Nditce 87-028, "Ak SyS FVobiams at US LWRe." Sve 
list encl. 

ROSSl.C.E. Division of Operational Events Asaeasmeni (Post 870411). 67/12/28 
Consolidated Edison Co. of Now York, Ino. 124pp. 43965:138-43996:257. 

6601110373 Forwards fnsp Repts SO-269/87-49.50-270/87-4d A 68-287/67-49 on 
871120-1207 A notice of violation. 

REYE&LA. Region 2. Ofc of Ihe Director 87/12/29. TUCKER, HB. Duko Power Co. 
2pp. 44006:088-44006.096. 

-8801110406 Notice of violation from in&p on 871 120-1207.V(olailon noted contafnrnonl 
Integrity lost during refueling operations on 870924-2e,l0l0-l2 A 860223-0313 In Unit 
l.on eM223-08l9 in Unit 2 A on 861230-870309 in Unit 3. 

REYES,L A. Region 2, Ofc of the Oiroclor. 87/12/29. 2pp. 44006:090-44006.091. 

-8801110416 Insp Repts 50-269/87-49, 60-270/67-49 A 60-267/87-46 on 671120- 
1 207.Vloiailorta noled.Major areas inspected: containment Integrity during refueling op- 
arattons. 

BRYANT.J.C.. SKINNER, P.H.. weRT,L0, Region 2, Ofo of the Oiroctor. 67/12/23. 
6pp 44006 062-44006 096. 

8713300168 NRC Info Noilco 67-066. ''Inappropriate Application of Commarciel-Qrada 
Componanfa." Eve Hat anef. 

ROSSI, CE Division of Oparationat Evanta AsaoaamenI (Poal 870411). 87/12/31. 
Conaeildated Edison Co. oi New York. inc. i20pp. 43695:388-43996:016. 

6713300091 NRC Info Notice 67-067, "Laaaona Lesrnad From Regional Insps ol Li- 
censee AcUona In Rosponsa to fS euKailn 60-i f Svo fiat anef. 

ROSSI, C E. Division of Operational Evanta Aaaesameni (Poet 670411). 67/12/31. 
Conaoildaiad Edison Co. of New York. fnc. f23pp. 44036:i64-44038;2M. 

8801110337 Porwarda Inap Rapla 60-269/87-47.6a-370/67,47 A 80.267/87-47 on 
87tl30-l304.No violations or deviations noted. 

HEROT.A R. Region 3. Ofo of the Director. 67/13/31. TUCK6R.H.B. Duke Power Co. 
2pp. 44000:0ff-440000f9. 

-8801110345 Insp Repta 50-2eO/e7-47,50-270/e7-47 A 60-267/87-47 on 871130- 
i204.No vlolaiions or deviations noted. Malor areas Inspected licensee action on previ- 
ous open Items A Temporary Instruction (Tl) 2500/26, lE Bulletin 67-002 A velve 
repair. 

E^NOMOS.N E. BUKE,J.J. Region 2, Ofc of the OIraolor. 67/12/26 7pp. 
44000.013-44000:0f9. 

8801140101 Responds to violations noted In Insp Repts 50-269/67-44, 60-270/67-44 A 
S0-287/e7-44.Correct(ve acUonsKechnlclens counseled. 

TUCKER.M.B. Duke Power Co. 07/12/31. Document Control Branch (Document Con- 
trol Desk). 2pp. 44046:233-44046:234. 

8801130034 Confirms 671216 telcon between Anderson A M Sfnkule re 860115 en- 
forcement conference ai Region II ofc lo discuss util control of safeguards malf. 
ORACE.J.N. Region 3, Ofc of the Director. 86/01/04. TUCKER.H.e. Duke Power Co. 
fp. 43&86:342-4398a.342. 

8601150119 Forwards Insp Repts 50-269/67-46, 50-270/B7-4e A 50-267/B7-4e on 
671121-1221. No Isolation or deviation noted. 

0ROWNLEE.V.L, Region 2, Ofo of Ihe DifOclor. 80/01/05. TUCKER.H.B. Duke Power 
Co. 2pp. 44062:f66 44062:177. 

-8601150130 Insp Repts 50.269/87-46.50.270/67-48 A 80-267/87-46 on 971121- 
l22t.No i4olailon or deviation noted.Ma]or areas inspecled:operations 
surveillance, malni.physical security A review of safety sys lurKlIonal Insp Items. 
BRYANT.J.C, SKINNER.P.H., WOTt.L.O, Region 2. Ofc Of the Oireefor. 88/01/04. 
10pp. 44062:168-44062:1 77. 

8801150114 Confirms 880222 26 equipment environ Quallflcaiion Insp, per 880104 (elcon 
with P Quil.Ma(or areas lo be Inspected listed-Llst of documenis needed 2 wke prior to 
Insp encl. 

BROWNLEE.V.L Region 2, Ofo ol Ihe Director. 68/01/06. TUCKER,H.B. Duke Pow« 
Co. 3pp- 44042.073-44042:075. 

8801050394 SuppI 1 to NRC Info Notice 66-081, "Broken Exterrul Closure Springs on 
Atwood A Morrill MSIVs '' Svo list encl. 

ROSSI.C.E. Division ol Operational Events Assessment (Post 670411). 88/01/11. 
Consottdafed Edison Co, o/Nevr York, (nc. I23pp. 44038:041-4403e:ie3. 


8801140362 Forwards irrsp Repts 50-269/fi7-50,50 270/87.50.50-287/87-50, 60-389/ 
87-46,50.370/87-45,50-4)3/67.43 A 50-414/8743 on e7t20a-09.Vlolailon8 
nolad.Vloialions may change liasod ot) further revlew.Enforcemeni conference sched- 
uled (or 8801 15. 

GRAC£,JN Rog'on 2, Ofc ol the Director 88/01/11. TUCKER, H.B Duke Power Co. 
3pp 44027:368-44027:350. 

-8801140363 PamaUy withheld Insp Repts 50-269/87-50,50-270/87-50, 60-287/87- 
5O,«>-369/87-45,S0-a70/87-46,60-413/87-43 A 50-414/B7-43 on B7120809 (ref 
IOCFR2. 790(d) A 73.2 1). Major areas Inspected compromised safeguards Info. 
T081N.W.J., MCGUIRE.D.R. Region 2, Ofc of the Direclot. 80/01/04. Ip. 44027:360- 
44027:360. 

6801140236 Forwards partial response to NRC Compllanco Bulletin 87-002. "Fastener 
Tosting to Deierm'ne Conformance W/Appllcable Mail Specs.'' Including procuremenl 
A toe^t Insp program A methods for choosing fasteners lo bo tested. 

TUCK^,I1.B. Duko Power Co. 86/01/12. ORACE.J.N. Region 2. Ole ol the Director. 
12pp. 44043:234 44043 246. 

6A01259529 Forwards response to IE BuVgtin 35-000. "Motor-Operaigd Valve Common 
Mode Failures During Plant Transients Due to Improper Switch Soitings.'' Summery ol 
sc^iedulo lor rsspond.ng to bu'lelln lor McGuire A Catawba slated 
TUCKER.H.B. Duko Power Co 08/01/14. Document Control Branch (Oocumonl Con- 
trol Desk). 2Spp. 44103 336-44103 359. 

86O13801SB Forwards Rev 0 to "Inservice Insp Rept.Unit 1 Oconao 1067 Relue'ing 
Ouiago 10." par Tech Spec 4.2 A ASME Code.Secf/wi XI.Arlide IWA-OOSO. 
TUCKER.H.B. Duka Ptowor Co. 88/01/20. Oocumeni Control Branch (Oocumeni Con- 
trol Deak). Ip. 44121:001-4412) 301. 

-8801360172 Rev 0 lo ''Inservice Insp Repl.Unil 1 Oconee 1907 Refueling Oulega 10 " 
H0G3P.AJ. Duke Power Co. 8S/0f/l2. 250pp. 44t2i.002-44t2l.30l. 


n. Periotilo oparallng reports A related correspondence 

8801210032 Monthly operating repls lor Dec 1987.W/0B01 15 Itr. 

REAVIS.J.A.. TUCKER.HB. Duke Power Co 67/12/31. 17pp. 44105:046 44105.062. 


a. Peponable occurrences, LCRe A related correspondence 

8301160280 iER 87-Oll-00:on 871202, cable room sprinkler sys could rtot provide 
design llow.Caused by design deficiency.FIte watches ostabllahod un\,l sys 
^w^e.tesioring sys lo operable condition by Increasing supply line diameter.w/ 

MCOOWEIl.W.H,, TUCKER.H.B. Duke Power Co. 80/01/04. 11pp. 44092:241- 
44092 261. 

8801150198 Advises ihst 1-ER 50-25D/87'13 re rsBCtor coolant pump fiywhesi insps 
(kja to be submiiiad by 06OlO7.Rqpl in preparation A will ba submittod by 880205. 
TUD<ER,H.6. Duko Power Co. 00/01/07. Document Control Branch (Oocumeni Con- 
kolOask). ip. 44041:120 44041:120 

8801350496 LER 87-Of3 00.on 871 1 IB.cenlainirianl isolation valve IN-lOB opened In 
vioiaiion of Tech Spec 3 6. i. Caused by poisonnol error.Valvo closed-proceduras re- 
yiewed A senior reaoior A nuclear aguipmont operaipr counsslodW/8801 16 Ur. 
NORTH.PJ, TUCKER.HB. Duke Power Co. 80/01/18. fSpp. 44111:348 44111:360. 


V. Operator Exemlneliona 

8801200331 Psrtiel rosponsa to FOlA roQuast lor documonta re workor ireln'ng pro- 
grama A INPO trolning BCcrediisi'on.FofwatdB App P doeumems.Af>p E A F docu* 
mertia also availabfa In PDR.Addi records also available in PDR undar Bosaong FOIA- 
67 -^. 

ORIMSlEY.D.H. Division ol Rules A Records (Post 8704i3). 88/01/13. BOLEY.K. 
^bke CiUten's Critical Mass Energy Projeci. 0pp. 441 18:001-441 16.039. 

—9601910180 Forwerde reeuUs ol post-eccroditellon reviews at Susquehanna on 
05)02 i-23,Oeaden on 85111821 i Oconeo on B5l2ie-l&SioniflC8nl progress Ob- 
seivod In improving training 

DENTON.H.R. Ollice ol Nuclear Reactor R^uiallon, Director (851125 670411). 86/ 
01/29. PATE.Z Inefltule of Nuclear Power Opcrationa. 38pp. 441 l6:297-44t 18.316. 

—9904150929 Forwards final repls from slalf posf-accredttalton audile & comparlsan ol 
revised NRC review questions w/INPO accreditation objectives A 
crUerfa-Recommends INPO consider adding appropriate accreditation crilerla. 
OENTON.HR Ofllce ol Nuclear Reacior Regu'etlon, Director (651 125-B704i1). 86/ 
04/03. PATE.Z. Inatilule ol Nuclear Power Operaiions. 32pp. 44116:316 44110:357. 

—9709010052 Requesle certIticBtlon prior to FSAR rev lhal reector operator training pro- 
gram accredited A based upon sys approach lo training, per Generic Lir 87-07. 
HOOO.D. Prelect Directorate lf-3. 87/00/20- TUCKER.H.B, Duke Power Co. Ip. 
44118:164-44119:154. 

-9801220136 Advises of attendance at 670929 Nall Nuclear Accrediting Board meeting 
el INPO Dice In Atlanfa.QA re training programs a( (wo pienfeEnefs inefudo Hst of 
Board member names A atiendees A 671105 plant status accreditation table. 
OOSON.A.F. Rstfon 2, Ofc of Ihe Dirsclor. 87/11/02. ROE.J. Division of Uconsee 
Performance A Ouelity Evaluallon (Post 670411). 6pp. 44119:159-44119:166. 


DOCKET 50-278 OCONEE NUCLEAR STATION, UNIT 2 


P. Security, medical, emargancy A Ora prolacllon plant 

98(» 1303)9 Forwards public ve/sior) of revised crisis mgl Implementing 
procedures.tncludlng Rev 22 to CMlP-1, "Recovery Manager A Irnmediale Slaff,'' Rev 
16 to CMIP-2, “News Group Plan" A Rev 21 lo CMIP-4, ''Administration...'' W/ 
880111 release memo. 

TUCKER.H.B. Duke Power Co. 87/12/14. Document Control Branch (Documenl Con- 
trot Desk). 7pp. 44004:125-44095:288. 
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revised crisis mol Implementing procedures.itKliKing 
Rev 22 to R®fOY®fy Manager £ tmm^sle SWIt." Rev f6 to CMIP-2. "Newe 

S'/PnSie li'’e ‘'Atfw'nistrsUon £ logisUcs Plan.” 

HARRIS.R.B. Duke Power Co 07/i i/ig, ^gopp. 44004. 133-44005 286. 

8601110456 Forwards FN Victor 871111 Rnai repl on emergency preparedness exetdse 
for control room.Excessivo prompUng by controller observed. Use of slrnulaior provided 
higti dwree ol roalisrn & use in aubsepuenl oxercisee recornmanded 
JAMISON, J.D. Ballei'e Momorlai institute, Pacific Nortftwesf Laboralo/ies. 87/12/29. 
TESTA.e. Reg'on2, Ofo ol the Director. 7pp. 43971:1 17-43971;123. 


8801110536 Advises that 871023 Rev 21 to ptiyefcal security plan cortslsienl w/pro^ 
slons of l0CFR50.54(p) & acceptable. End to B71023 Mr being vrtihheia per 
10CFR73.21. 

CLINE, W.E Region 2, Ofo ol |ha Director. 87/12/30. TUCKER.H S Duke Power Co. 
3pp 43966:083-43986:06 5. 


8501130300 Forwards Rev 37-4 to emergency plarj manual (Vol A) £ Rev 87-7 to imple- 
menllrigproooduroa marural (VolCi.per lOCFR5a,54fqi. 

TUCKER, H.0. Duke Power Co. 87 m 2/30. Document Control Branch (Oocumont Con- 
trol Desk). 2pp. 44003:202-44003:278. 


6801280210 Forwards response to Requesta 5-12 ro NUfl£G-0737,|iem 11.0.1, "Per- 
formotwe Testing ot Rellol £ Safety Valves." oor NRC 870422 request. Response will 
beuovlded by 860210 for Roquesl 1. 

TUCXERHB. Duke Power Co. 80/01/15. Oocumeni Control Branch (Document Con- 
trol Oaah). 20pp. 44158.041-44158:060. 

6801260541 Forwards addi Info re Generic Lir 63-37 & NUREQ-0737 Items, per NRC 
871119 request.Tech Specs re inslrumenlalion tor detection of Inadequate core cool- 
Ina H^l be submrilad by 3802 tS. 

TUCl^R.H B. Duke Power Co. 68/0Wt8. Document Control Branch (Document Con- 
trol Desk). lOpp. 44127:245-44127:254 

6801270167 Summary of ACRS Subcommittee on Generic items 87t2t6 mooting w/util 
in WasNngton.OC re effectiveness of NRC process lhai deals w/gonorlc issues S 
USt&Vlewgraphs £ presentation schedula enci. 

* ACRS ' Advisory Committee on Reactor Safeguards. 88/01/22. ACRS - Advisory 
Committee on Reactor Saloguards 42pp. 44149:249-44140:290. 


Q. Inspection reporta, IE Bulletine & correspondence 


••8801 130310 Rev 87-4 to Vol A ol emeroency plan 
JENNINQS.C.C. HARLIN.C.L. Duke Power Co. 87/12/31 45pp. 44003204- 
44003:246. 

—8601 130325 Rev 67-7 lo Vol C ol Implementing pioeeduies emergency plan 
TUCKMAN.M.S. Duke Power Co. 07/12/31. 33pp. 44003247 •44003.278. 

6601120034 Confirms 871218 (elcon between Anderson £ M S'nkule re 860116 ert- 
lorcomani conference at Region II ofc to discuss util control ol safeguards matt 
QRACE.JN. Region 2, Ofc of the Director. 68/01/04. TUCKER.H 8. Duke Power Co 
Ip. 43966:342-43966:342. 

6601160119 Forwards Insp Repta 60-269/87-48, 50-270/87-46 & 50 267/87-46 on 
871t2M221.No violation or deviation noled. 

BROWNLEE, V.L. Region 2, Ofc ol tha Director. 86/01/03. TUCKER.H.B. Duke Power 
Co. 2pp. 44062:166-4^4062:177. 

-8801160120 Insp Repte 6C|.2a9/a7-4a.50-270/67-48 & 50-287/a7-48 or» 671121- 
1221. No violation or deviation noled.Ma|or areas Inspected operations 
survelliancOj^malnlchyalcel security £ review of lalaty sya functional irt^ ttema. 
BRYANT.J.C. PEBBLES. T.A. Region 2, Ofc of the Dvaclo*. 88/01/04. lOpp 
44062:166-44062:177. 

8601140362 Forwards Inap Ropts 60-2e9/67-S0.60-27a/87 50,50-267/67-50, 50-389/ 
e7-46,60.370/67-48,50-4 13/87-43 £ 60414/07-43 on 871208 OS.VlOlailOftS 

nelad Violailona may chengie based on further review Enforcement conference sched- 
uled for 88011 5. 

ORACE.J.N. Region 2, Ofo of me Director. 68/01/1 1. TUCKER.H.8. Duke Power Co. 
2pp. 44027:356-44027:360. 

-8001140383 Perfleiiy withheld Insp Reptl 50-259/87-50.60 270/87-50. 50-287/87- 
60.60-3a9/e7.45.60-370/B7-46,60-413/87-43 & 50-414/87-43 on 871208-09 <ref 
l0CPR2.760(d) & 73.21J.Meior areas Inspected eempromlaed safeciuaroa into. 
TOQIN.WJ. Region 2 . Ofc of the Oireclor. 68/01/04: ip. 44027:3^-44027.380. 


P. Operating llcenae etage dooumants £ correeporKfence 

6801130090 Forwards Irvio re Resource Technical Svcs.inc.lndudlng summary Ol NRC 
contract work.NRC Form 26 for ihree existing coniracis.audit inlo.work history & Nste 
of espertise available for apeclel fnsps & ol current resource svcs 
FELTKOUS,R A. Resource Technical Services. IrK. NR&03'67-ti9. 87/12/16. 
JOHNSON.E.H. Region 4, Ofc of the Director. 7ipp. 43996:230-43996:300. 

8801160060 Clarifies liHI responses to Ger)erlc LIr 83-28,ltem 2.21 re klenCfIcaUon ol 
aslety-related equipment & components on plant documents. 

TUCKER, H.B. Duke Power Co 88/Ot/OS Document Control Branch (Oocumeni Con- 
UOl Desk). 2pp. 44062:259-44062:260 


8712160369 NRC Info Notice 87-064, "Conviction for Falsification of Security Tralnmg 
Records." Svc hat end. 

RO^l,CE. Division of Oporalional Events Assessment {Post 070411). 67/12/22. 
Consoltdaied Edison Co. of New York, inc. 120pp. 44153.001-44153:124. 

8712170119 NRC Info Notice 87-065, "Plant Operation Beyond Aneiyzod CondiHons " 
Svc let end 

ROSSf.CE. Division of Operational Evonis Assessment (Post 870411). B7/t2/23. 
Conso'idafod Edison Co. of Now York. Inc 120pp. 44056 008-44056:127. 

8301040106 Ack receipt of 871016 Ur Informing kJRC of steps taken to correct vlofatlons 
noted in Insp Rspts 50-269/87-31, 60 270/87-31 & 60-267/e7-31. 

H6ROTA.R Region 2, Ofc of Iho Dirodor. 67/12/23. TUCKF.fl.H.B. Duke Power Co. 
Ip. 43923 050-43923 050 

8801070290 Forwards util 870002 Hr forwarding propdaiaty B£W 1169006A-0, "Prolecl 
Plan loi uiuason'c Exam of Oconee Unli 1 Reactor Vessel Flange tO’Sheii Weld,” do- 
scribirtg inservica insp plan lor laci'lty.Rept withheld. 

TUCKfcR.H.S Duke Power Co. 87/12/2^ Document Control Branch (Documani Cor- 
UOlOesk). Ip 43999.187-43890:186. 

>8801070296 Forwards proprietary "Project Plan lor Ultrasonic Exam el Oconee Unit I 
Reactor Vessel Flsnge-lo-Shoil weld." Rapt withhold. 

TUCKER.H 8. Duke Powei Co. 87/09/02 Document Control Branch (Document Con- 
iroiDesk). ip. 43889. 188-43999 188. 

8712230003 Suppi 1 to NRC Inlo Notice 87-026. "Air Sys Problems at US LWRs.” Svc 
list aAd 

ROSSi.C.E. Orvisicn of Operational Events Assessment (Post 670411). 67/12/23. 
CcnsoVdaied Edison Co of New York.inc. 124pp. 43995:136-43995:267. 

8801110373 Forwards lr.$p Repis 50 269/87-49, 50-270/87-49 £ 60-287/67-49 on 
671120-1207 £ nouce Of violation. 

REyES.L.A. Region 2, Ofc of the D.reclor. 87/12/29. TuCKER,H.B. Duke Power Co. 
2pp. 44006 068-44006.096. 

-8801110408 Notice Of violation liom insp on 671 120-1 207.Vioiallon noted containment 
irVeorily lost during teluellnQ opeiations on 670924-26,1010-12 £ 660223-0313 in Unit 
f.on 880223 0619 In IMt 2 ion 80 1230-670309 In Unit 3. 

REYES.I.A. Region 2, Ole ot Ihe Dlredor. 87/12/29. 2pp. 44006:090-44006:091. 

-8801110415 Ir^sp Repis 50-2e9/B7-49,50-270/67-49 £ S0-2B7/e7-46 on 871120- 
12t)7.Vlolaiioris noted Major areas Inspected: conlalnmenl Integrity during rofueling op- 
erations 

BRYANT.J.C, SKINNER.P.H., WERT.L.D. Region 2, Ofc ol the Director. 87/12/23. 
Spp. 44006:092 44006 086 


8801210001 Apphcai/orr tor stnenOs to LIcenaes OPR-38,OPR-47 £ OPR-55, revising 
Tech Specs 3.16 re conuol room pressurixetlon £ filtering sys £ 4 .12 on leatkig ol 
sysjjet Generic Lir 03*37 re NUREO-0737.Fea paid. 

Tucker, H.B. Duke Power Co. 88/01/06 Document Control Branch (Document Con- 
Uol Desk). Spp. 44086:266-44086:284. 

-6001210003 Proposed Tech Spece.revlslne Section 3.16-1 re limiUng condrttons lor op- 
erations for control room pressurization £ filtering sys £ Section 4.l2-l4)roviding tor 
addi lasting of sys £ clarification of Tech Specs. 

* Duke Power Co. 68/01 /06. 16pp. 44086:269-44066:264. 


8601200231 Partial response lo FOIA request for documents re worker Irdrtfng pro- 
grams £ INPO (raining accredltaKon Forwards App F documents App E & P doew- 
menta also available In PDR.Addl records also available in FOR under Boseong FQIA- 
87-204. 

QniMSLEY,O.H. Division of Rulea « Records (Post 670413). 86/01/12. BOLEY.K. 
Public Citizerv’e Critical Maas Energy Prefect. 6pp 441 18:001-441 18:039. 

-8502060010 Forwerde OJ Shea 860106 Hr re adequacy of INPO |ob task 
analysis.INPO plans to compate.change or validate eidstlng generic fob task analyeie 
against task analy^s dale generated lor SuppI l to NUREQ-0737 activitiea. 
TFIOMPSON,H.L. Olvlalon of Human Factors Safety (800426-851124). 65/01/24. 
STRAHM.K. Instituleol Nuclear Power Operations. Ip. 44118:117-44118:133. 

-8784080019 Summary of INPO AccredtlaUon Board 870325 £ 26 meetings In 
Atlanla.GA re prograrns considered lor accreditation. AtletMlees list £ meeting agenda 

HANNON.J.N. (Dperator Licensing Branch. 87/04/01. RUSSELL.1V.T. OMsion of 
Human Factors Technology (86llfe87CM11). 7pp. 44119:129-44119.135. 


8801210090 Forwards Flev 14 to "Inservice insp Program." Approval of relrel requeale 
In Rev 14 reque8ted.Fee paid. 

TUCKER H B Duke Powef Co. 86/01/14. Oocumeni Conirol Branch (Document Cwv 
trol DeakL 4pp. 44t33:062-44l33:24|. 


-6801210093 Rev 14 lo “maarvice Im 
ROHDB,K.Q..CHEA.K. Duke Power 


Program." 

0.87/12/14. 17Spp. 44133:066-44133:241. 


8712290165 NRC Inlo Notice 87-088, "Inappropriala Application ol Commerclal-Qrado 
Compenenis." Svc list end. 

ROS^.CE. Division of Operational Evenls Assessment (Post 870411). 87/12/31. 
ConeoHdaled Edison Co. of New York. Inc. 120pp. 43995:268-43996:016. 

87t230009( NRC Info Notice 97-057, "Lessons Learned From Regional fnsps of Li- 
censee AcHone in Response lo IE Bulletin 60-11." Svc list end. 

ROSSI.C.E. Division of Operational Evenls Assessment (Post 670411). 87/12/31. 
Consolldaled Ed'son Co. of New York, Inc. I23pp. 4403e:164-44036:286. 

0801110337 Forwards Insp Repie 50-269/a7-47,50-270/e7-47 & 60-287/87-47 on 
87ii30-t204. No violations or deviations noted. 

HEROT.A.R. Region 2, Ofc of the Director. 87/12/31. TUCKER.H.B. Duke Power Co. 
2pp. 44000:01 1-44000:019. 

-6801110345 Insp Repte 50-289/87 47,50-270/87-47 £ 50-287/87-47 on 871130- 
■ 204.No violations or deviations noted.Mafor areas in6pecled:llcen8ee action on previ- 
ous open Hems £ Temporary Instruction (Tl) 2500/26,lE Bulletin 87-002 £ valve 
repair. 

£(iONOMOS.N.E., BLAKE.J.J. Region 2, Ofo ol Iho Oireclor. 87/12/28. 7pp. 
44000013-44000.018. 

8801140101 RosMnds to violations noted In Insp Repis 60-269/87-44, 60-270/67-44 £ 
50-2d7/67-44.(^rrective actlon$:lechnldans counseled. 

TUCKER, K.8. Duke Power Co. 87/12/31. Document Control Branch (Document Con- 
kel Desk). 2pp. 44046:233-44046:234. 

8801120034 Conlirms 671215 telcon between Anderson & M Sinkule re 680115 en- 
forcement conference at Region il ofc to discuss util conirol of safeguards matt. 
^UCE.J.N. Region 2, Ofo ol the Oireclor. 88/01/04. TUCKER.H.B. Duke Power Co. 
Ip. 43986:342-43986:342. 

8801160119 Forwards Insp Repts 50-269/87-48,SO-270/87-48 £ 60-287/e7-48 on 
071 fSf- 1221. No vtoiaPon or deviarior) noled. 

BROWNLEEV L. Region 2. Ole ot the Director. 88/01/05. TUCKER.H.B. Duke Power 
Co. 2pp. 44062:166 44062:177. 



DOCKETED ITEMS 41 


>4801160120 insp Repis 60 260/87-40.50-270/67.48 & 50-287/B7-40 on 871121- 
1221. N'd vUtatlon O' deviation noled.Malof areas inspected oporabons 

surveillance. ma'ni.physical socurity & review of soloty sys funcilonal Insp items. 
BRYANT, J.c, SKINNER.PH.. WERT.L.D. Region 2, Ole o1 the Olreclor. 68/01/04. 
lOpp 44062.163-44062:177. 

6801150114 Conlirms 080222-26 equipment envirorr oudMlcalion Inap.per 880104 lolcon 
With P Guil Major areas to be inspected Hsied.Llsl of documonta needed 2 wfcs prior to 
Insp end 

BROWNLEE.V.L. Region 2. Ofc of the Director. 88/01 /06. TUCKER.H.B. Duko Power 
Co. app. 44042:073-44042:075. 

8601050394 Suppi 1 to NRC Info Notice 86-081. "Brokon External Closuro Springs on 
Atwood & Morrill MSlVs." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411) 88/01/11. 
Consolidaied Edison Co. of New York, Inc. 1 23pp. 44038.04 l•440^a, 163. 

8801140352 Forwards Insp Repts 50 269/87-50.50-270/87-50,50 267/87-50. 50 369/ 
6? 45,60-370/6 7 45.50-4 l3/87-43 & 60-414/87-43 on fi7l208-O9-V»laUons 

noted. VIotallons may cliarige based on lutiher rovlQw.Enlarcemoni conlarence settod- 
ulod lor 880115. 

GRACE,/. N. Region 2, Ole ol tho Director. 88/01/11. TuCKER.H.B. Dyke Power Co. 
2pp. 44O27;350.44O27:36O. 

-8801140363 Pamelly withheld Insp Ropts 60-269/87-S0.50-270/87.50. 50-267/87- 
50.50 369/07-46.50 370/Q7-45.50-413/07-43 S 60-4I4/&7.43 on 871208-00 (rei 
tOCFR2.7gO|d) a 73 21). Major areas Inspectod cornprornlsed aaleguards Into. 
TOBIN.W./.. MCGUIRE.D.R. Region 2. Ole ol Ihe D.rector. 88/01/04. Ip 44027:360- 
44027:360. 

8801140236 Forwards parilal response to NRC Compileaco Bulletin 87-002, 'Fasienet 
Testing to Dotermlno Conlormance W/Appllcablo Mott Specs," Inciud-ng procuretnoni 
d receipt Insp program 8 methods far choosing fasteners to be tesiod 
Tucker, M B Duka Powor Co 80/01/12. QRACE.J.N. Roglon 2. Ole ol itio Director 
t2pp. 44043:234-44043.246. 

8601260529 Forwards response to IE Bulletin 85-003, "Moior-Oparaicd Valve Commor^ 
Mode Fai'.ures Ourina Plant Transients Due to Improper SwUcn Seliirtgs." Summary ol 
schedule lor rosponding to bulletin for McGuire & Catawba staled. 

TUCKER, H Q Duke Power Co. 08/01/14. Document Control Branch {OocurTtot^t Con- 
trol Desk). 2Spp 44103 33S-441O3-380. 


n. Periodic opereiing reports 8 related correspondence 

6801210032 Monthly operating repts (or Dec I9e7.w/880tl5 Hr. 

REAVIS.J.A. TUCKER.H.B. Duke Power Co. 07/12/31. l7op. 44i05;046-44105:062. 


V. Operator Examinatione 

8801260231 Portiel response (o FO'A roqueei lor documonts r« worker training pro- 
grams & INPO training aeoreditelion.Porwards App F documonts.App E 8 P docu- 
ments also avQltable in PDR.Addi records also available m FOR under Bossong FOiA- 
87-204. 

QRIMSLEY.O.H. Division ol Ruloe & Records {Post 870413). ee/0t/i2. BOLEy.k. 
Public Cillren's Critical Mass Enorgy Project. 8pp. 44 1 18.00t-441 t8r039. 

-8601910180 Forwards rosulte of posl-accroditation reviews at Susquehanna on 
e6l02i-23,0rosdon on 851118-21 i Oconee on esi2i6-l6.Si9ruticeni progress oh- 
served In improving training. 

DENTON.H.R. onree of Nudoar Reactor Regulation. Director (65il2S6704ii). 86/ 
01/28. PATE, 2, Inslilul© dl Nuclear Power Oporallons 08pp 44f f8287-44ll0:3l5. 

-9604160629 Forwards final repts from siall post-accroJiiaiion audits & comparison ol 
revised NRC review questions w/INPO accredKaflon obioedves S 
criiorla.nocommertds INPO consider adding appropriate accrodiiatlon cnietlo. 
DENTON.hr. Ollice of Nuclear Reactor Regulation. Director (051126 870411). 86/ 
04/03. PATE.Z. Institute of Nuclear Power Oporallons. 32pp. 441 18 316-441 16:357. 

-87090 10052 Roquoats certification prior to FSAR rev Ihsl reactor operator training pto- 

B rem accredited & based upon ays approach to (ralnirin per Gonorio Ltr 87-07. 

OOO.D. Project Olroclorale 11-3. 67/08/28. TUCf^R.H.B Duke Power Co Ip. 
44119't54-44119:154. 

-8801220136 Advises of attendance at 670623 Mall Nuclear Accrediting Board meoiing 
al INPO ofes in Atlenla.OA re training programs at two pfanls.Ertcis Include list o7 
Board member names & sitertdees & 871105 plant status accreditation table. 

GIBSON, A F. Region 2, Ofc ol the Director. 87/11/02. ROE.J. Division of Ucensoo 
PerfariTtance & Qualify Evaluation (Past 8704 f I). 6pp. 441 19; 168-44 119. 166. 


DOCKET 50-271 VERMONT YANKEE NUCLEAR POWER STATION 


F. Securlly, medical, emergency & fire protection plena 

8801130280 Forwards Safely Insp SepI SO-27IJ87’22 on 871201 04.No vtolsBons 
noted. 

MAHTIN.T.T. Region 1, Ofc of tho Dirodor. 87/12/30. MURPHY.W.P. Vermont 
Yankee Nuclear rawer Corp. 2pp. 44039.091-44039.096. 

-8801130292 Emergency Preparedness Insp Rapt 60-27 1/87-22 on 671201-04. No vio* 
lallon noted Major areas inspected. emergency proparodness Insp 8 871202 annual 
exorcise. 

CONKLIN.C., LAZARUS.W.J. Region 1, Ofc of tho Director. 87/12/11. 
44039:093-44039:098. 

6801120360 Forwards proprieiary revised pages of Rev 15 to physical secvnly 
plan. Revised pages Incorporate word changes discussed In lelcons between J Gibson 
& T Linn. Revised pages withheld (rof 10CFR73.21). 

MURPHY.W.P. Vermofll Yankee Nuefear Powor Corp. 88/01/08. MURiEY.T.E. Office 
of Nuclear Reactor Regulation. Director (Post 8704 1 1 j. 2pp. 43990.05 1 -43990^)52. 

6801190290 Forwards Safety Insp Rept 50-271/87-21 on 67t03M22f.MP vlofainns 
noted. 

WIGGINS, J.T. Region 1, Ofo o| Ihe Director. 88/01/08. MURPHY.W.P. Vermont 
Yankee Nuclear Power Corp. 2pp. 44047:085-44047:108. 


-6801190303 Insp Rept 50-271/67-21 on 87l03l-l22l.No unacceplabia conditions 
noted K/alor a/eas Inspeclod physical socunty. p'anc oporadons.malnl 
acuvinaa.survel'lsnco activities, fuel shipping operalions & NRC bulletin responses. 
HAVERKAMP.O.fl. Region 1, Ole ol the Director. e8/Ot/OB. 22pp. 44047.087- 
44047.108 


O. Adjudicatory correspondence 

OaOf (30059 On appeal per f0CFfl2 7i4a from Prahoanng Conference Order LSP-87-17 
Issued 670526,btief of intorvenor.* Commonwealth of MA urgos ASLAO to affirrn rfed- 
sktn based on slated given roasons CertiliCalo ol Svc end. 

OEAN.G.B. Massachusetts. Commonwealth of. (1186 5319. 37/06/25. Atomic Safoty 
and Liconslrig Appeal Panel. 25pp. 43680:335-43909:359. 

B601060285 Requests that NRC notify by telephone when meeting discussing status ol 
Vermont Yankee proposed llconse amend roquost wl'l be held. 

WEJSS.C.R. New Errgland Coalihon on Nuclear PoiiutKin. WEISS.E.R. Harmon & 
Woias #188 5288. 88/01/04. ROONEY.V.L. NRC • No Detailed Alliliallqn Given ip. 
43909:262 43909 262 

8801150084 Order.* Extends lime until 880203 lor Commission to determine whether (o 
review ALAB 869 & ALAS-876 Served on 0801 12 

CM1LK.S.J. Otfico ol tho Secretary ol the Commission. iClOD 5333. 88/01/12. Com- 
misakxufra ip. 44033 249-44033:249 


P. Operating ilcanae stage documents & correspondence 

8801130090 Forwards Into re Rosourco Technical Svcs.lnc.including summary ol NRC 
conltad work, NRC Form 20 (or three exisling coniracts. audit Inlo.work history & lists 
ol overuse aval' able lor special Insps & ol current resource sves. 

FELniOUS.RA. Resource Tochmcol Services, Inc. FIN B879Q 67/12/10 
JOHNSOJ.E H Rogiori 4, Oic of the Director. 7lpp. 43998230 43996 300. 

8801050340 Noiilios that ulli roovalualod position ro Qenarlc LIr 83-02, "NUREG'0737 
Tech Specs.liems IIK3.13 A ll.K.322.” concerning nClC resisri & sualdn.Ulil past- 
Von ro Items f A. 1.3 & 1I.K 3 3 unchanged. 

MURPHY.W.P. VeimonI Yankee Nudoar Power Corp. 87/12/28. ROONEY.V.L 
Project O-mcioreio 1-3. 2pp. 43960 353-43960:364. 

6801050684 Forwards Amend 101 to License DPR'26 & saloty evaluation. Amend ro- 
visos Tech Spec Seoiion 6 to reflect adm'nisiretlve changos as listed. 

ROONEY.V.L Project Diteciorelo i-3. 87/12/29. CAPSTICK.R.W. Vermont Yankee 
Nudeat Power Cep 6pp. 4391 1:02) -4391 1 -COO. 

-8601060666 Amond 101 to Uccnso OPR-28, revising Tech Spec Section 6 to reflect 
edmtnislraitve changos. 

ROONEY.V.L Project Diiaciotote 1-3. 67/12/29. 2pp. 4391 1 .026-4391 1:027. 

-4601060671 Safoty ovoluaiion supporting Amend i0i 10 Lfconse nFR-28. 

* Oifico of Nuciaer Roado' Rogu'abon, Director (Post 0704lt). 87/12/29. 11pp. 
43911:028 43911036. 

6801040359 Forwards Amend i02 to License DPn-26 & safely evaluation. Amend 
changes Tech Spec le da/ify & enhance li/niling conditions of operation & suAroil- 
lance toquiremonis for aiandby iquid control sye. 

RCMNEt.vl. Project D,rocto>aia 1-3. 87/12/30. CAPSTICK.R.W. Vermont Yankee 
Nvcioaf Power Co/p 6pp. 4309S.322-4389S;33d. 

-8601040364 Amend 102 to License DPn-20, changing Tech Specs to daniy & an- 
rionce ivnfting cond lions of operation & surveillance requirements for standby liqu'd 
control sys 

ROONEY.vi. Project DirectoiBie 1-3. 87/12/30. 8pp. 43895.320-43695.335. 

-8801040386 Solely evaluation 8i.mporllng Amond t02 to License DPR-26. 

* OIDco of Nudppr Reacior Reouloilon, Oi'eclP' (Post 8704>|}. 67/12/30. 3pp. 
43995.336 43095:338. 

66011 1821 1 Requesie lalcoq neiiNcsilon of proposed meoting.lf schaduled.re afeius of 
proposed Ucanao amend request based on Murphy 871218 Ur. 

W&SS.E.R. Harmon & Weiss. 89/01/04. ROONEY.V.L. NRC • No Detailed Alli'laUon 
Given 2pp 44000 050-44000 OS 1 

88011102*6 "Startup Test Ropl.Veimonl Yenkea Cycle 13." W/080104 iir. 

CAPSTICK.R W. Vermont Yenkea Nudoar Power Corp. 88/01/04. nuSSELL.W.T. 
Roglon I. Ofc Ol Ihe Diroctoi. 14pp. 43971:248 43971:261. 

6801149164 Nolificallon ol contract execution: "Local Telephone svc for Yankee 
Rowo.Vormoni Yenkqo.Malne Yankee & Pilgrim & Soabrook Ros'deni Sites," awarded 
(o Now England BoH Telopharte Co. 

OORSEY.M Contract Adminlsiralion Branch. FIN C-1012. 68/01/11. QODY.AT. 
Region t, Ofo ol tho Dlrecioi. QIANOIB.C. NRC ■ No Doleiled Alfl'lation Given. tSpp. 
44031:234 44031:249. 

-8801140174 Contract: "Local Telephone Svc lor Yankee Rowe, Vermont Yankoo.Ma-no 
YarAee.Pilgrlm & Seebrook Resident Sites," awarded to Now England Boll Telephone 
Co. 

GaMMON.S. New England Boll Telaphona Ca WIGGIN5.HJ. Division of Cenirads 
(Post 870413). FIN C-1012. 88/01/11. t5pp 44031:235-44031:249. 

86012606SI Responds to rqqueei for derificallort of util Proposed Change 142 lo Tech 
Specs ra log'c sya functional lest iniecvals.Each logic sys contact which performs 
safety function Will bo verified on Individual basis. 

CAPSnCK.H.W. Vermont Yankee Nuclear Power Corp. 88/01/20. HOONEY.V.L. 
PfOjocl Olrecloralo 1-3. 2pp. 44127:274-44127:276. 

8601270412 Forwards Amond 103 lo License 0PR-2& & safety evaluation. Amend 
chanqos Tech Specs re radiological elfluent monitoring equipmani operablllty.samplo 
poirtiTocailons A dofinillons. 

ROONEY.V.L. Project Directorate 10. 88/01/20. CAPSTICK.R.W. Vermont Yenkea 
Nuclear Power Corp. 7pp. 44155:192-44165:212. 

-8801270431 Amond 103 to License DPR-26.changlng Tech Specs re radiological efflu- 
ent monitoring oqulgmeni operab.iity, sample point locations & definitions. 
WESSMAN.RTh. Project Olroclorale 1-3. 88/01/20. 11pp. 44165:199-44155:209. 



-W012704S3 Safety avalgetion si^portirg Amend t03 lo License DPR 26. 

Olfice ol Nuclear Roacior flogulaUen, D.iector (Post 670411). 88/01/20. 3pp- 
44165210-44165:212. 

M01260223 REVIEW OF THE NATURAL CIRCULATION EFFECT IN THE VERMONT 
YANKEE SPENT-FUEL POOL.Oocket No. 50-2 71 -(Vermont Yankee Nucteat Power 
Corn) 

Memorial Institute, Pacific Nortliwest Laborelortes. FIN 1-2003. 
NuREG/CR-SOriB. 88/01/31. OIvtslort of Enainearing & Systems Tectinotogy (Post 
870411). 148pp. 441I3;158-44113:301. 


O. Inspection reports, IE Bulletins 8 correspondence 

B712210142 Responds lo NRC 671008 request for Irilo In Insp Rept SO-271/87-15 te 
conlaTlnatlon ouleide rad'aiion contjol area Source of coniemlnaliori ftom radwaate 
blcTo ogross.Sleps taken to pravont recurrence listed 

MURPHV.W.P. Vermont Yankee Nuclear Power Corp 87/t2/l0. MARTIN.T.T. Regioft 
1. 0/e ol Ifte Dlrec!or. 4pp. 43823.027-43923,022. 

8712290351 Folwarus Insp Rept 60-271/87-14 on 871005-07 A 0B09.No violauons 
noted 

JOHNSTON.W.V. Region t. 01c ol the Oitecior. 67/12/te. MURPHY.W.P. Vermont 
Yenkeo Nuclear Power Corp. 2pp. 43688.027.43868058. 

-8712290359 Insp Rept SO 271/87-14 on 871006-09. No violeilons noted Malor areas 
Insp&olea Kaensee reeporse lo USI A-7 re Mark / Conia-Vimerit Program.neiiAUng 
review ol design analyses & work plans lor mods to torus suppression cnsmber. 
VARELA.A A., CHAUDHARY.S.K., STROSNIDER.J R. Regcn 1, Ole ol the DireciOf. 
67/12/18. 30pp. 43665.029-43885.068. 

6712150366 NRC Into Notice 87-084, "Conviclion (or Falslficallon ol Security Training 
Records." Sve list enci 

ROSSI, C E. DMsIpn ol Operational Events Assessment (Peat 870411). 87/12/22. 
Conso/xJaiedEd/sonCo. o/N’ewYork. Inc. ISOpp 44153.00f-44t53-l24 

6712170119 NRC Info Notice 87-085. "Planl Operation Beyond Analyiod Ccndnions" 
Sve I St end. 

ROSSI, CE Division of Operational Events Assessment (Post 870411). 67/12/23 
Conso Idaied Edison Co. of New York, Inc. I20pp 44056.006-44056:127. 

8801050276 Forwards sirnunarv ol results cl 1967 refueling outage insps & test for pipe 
waft (h/rm'ng fn response to NRC eufferln 87-00 1, per 8^rr Itr.F^a w/ftignesl mk 
of waT thhrilng examined by visuel insp or ultrasonic lesf.'ng. 

MURPHY.W.P Vermont Yankee Nuclear Power Corp 87/12/24 flUSSELL.W.T. 
Region 1, Ole of the Director. 37pp. 43860:19543980:172. 

8712230003 Suppi 1 to NRC Info Notice 87-026. "Mr Sys Problems at US LWRs." Sve 
I at end. 

ROSSI, CE. Otvis'iQn ol Operational Events Asaessmont (Post 870411). 07/12/28 
Conwildaled Edison Co. or New York, (nc. i24pp 4399$: 138-4399S 257 

9501070364 Forwards "1987 inservice insp Summary Rept lor 670607-1005." 
MURPHY.W.P. Vermont Yankee Nuclear Power Corp. 87/12/30 OfiKe of Nudear 
Reader Regulation. Oirecior (Post 670411). ip. 43976001-43979.039. 

-5001070359 "1687 Inservice insp Summary Rept lor 670807-1005 " 

(3UIOIR.OC. vocmonl Yankee Nuclear Power Cqrp 87/12/17. 36pp. 43979:002- 
43970:030, 

1601130890 Forwards Safety insp Rept 60-271/87-22 on 67t2<lt-04No vIolaUons 
noiod. 

MARTIN.T.T. RM-on 1. Ole of the Director 87/12/30. MURPHY.W.P. Vetmor« 
Yankee Nuclear Fowor Corp. 2pp. 44039091-44039.096. 

-8801130292 Emergency Preparedness insp Rept 50-271/87-22 on 871201-04. No vio- 
(af on noted Major areas Inspeciediamatgancy preparedness map 8 871202 annuel 
OitqrcISO. 

(XDNKLIN.C.. LA2ARUSWJ. Region 1. Ole of the Director. 87/12/tt. 6pp. 
44039 093-44030.098 

5712290165 NRC Info Notice 87-068. "Inappropriate AppIcaHon ol Commerdal-Gtade 
Componenla " Svo list end. 

ROSS1.C.E. DMsIon of Operational Events Assessment (Post 870411) 87/12/31. 
Consolldoted Edison Co. of New York, Inc. 120pp. 43995 256-43996016 

8712300091 NRC Info Notice 87-087, 'Lessons Learned From Regional Insps of U- 
censoe Actions In Response to IE Bulieiin 60-11." Sve iisi end 
ROSSI, C.E. Orvislon of Operab'onal Events Assessment (Posi 670411). 87/12/31. 
Consolidated Edison Co. ol New York, Inc. 123pp. 44038.164-44038 286. 

8S01190290 Forwarda Safety Insp Rapt 60-271/87-21 on 671031-1221 No violallons 
noted. 

WIGGINS, J.T. Region 1, Ofc ol the Director. 88/01/06. MURPHYW.P. Vermool 
Yankee Nuclear Power Corp. 2pp 44 047:085-44047:106. 

-8801190303 Insp Repl 60-271/87-21 on e7103M22|.No unaccepisbfe condilioos 
noted Major areas Inspected physical secunty, plani ap«raiton$.inaini 
activities survelllarico aclivltles, fuel shipping ooetal'ons A NRC bulletin responses. 
HAVERkAMP,D.R. Region 1. Ofc of the Director. 86/01/08. 22pp. 44047d)87- 
44047:108. 

8801060394 Suppi 1 lo NRC Into Notice 86-081, "Broken External Closure Springe on 
Atwood & Mornll MSIVs." Sve list or>cl 

ROSSI CE. Division ol Operational Events Assessment (Post 870411). 88/01/11. 
Consolldalod Edison Co. 01 New York. Inc. 123pp 44036 04l.4403eT63. 

BB01200135 Forwards rasponse lo shr ^clflc actions requesied.per IE Compliance 
Bullailn 67-002. "Fastner Testing to Determine Conformance VV/Apptcatlon Mall 

N^PH'Y.W.P. Vermont Yankea Nuclear Power Corp. 88/01/12. RLISSELI..W.T. 
Region 1, Ole ol the Director. KMpp. 44057:324-44058:069. 


V. Operator Examinations 

8801200231 Partial eeapense to FOfA request for docunienlB ro worker Iraimnp pro- 
grams & INPO training accreditalion. Forwards App F documonts.App E & F docu- 
ments a'so available In PDR.Addl records also evai'ablo In PDR under Bossong FOlA- 

67-204. 

OR1MSLEy.D.H. Division of Rules & Records (Post 870413). S8/01/t2. 80LEY.K. 
Public Qdzen's Critical Mass Energy Project. 8pp. 44116:001-44116.039. 

-6601200483 Trip ropt ol 650930-1004 observation of INPO accreditation team ovalue- 
Uon ol plant (raining programs.including licensed reactor operator, nonllcensod opera- 
tor & shift lochnical adviser.iNPO evaluation loam member list oncl. 

GOOOMAN.C NRC - No Dele'led Aftillatlon Gtvon. 85/01/10. BOOHEfl.H.H. NRC - 
No Ootaifed AflUlation Given. 4pp. 44118:113-44118:116. 

-8501220136 Acfvises of attendance at 870923 Natl Nuclear Accrediting Board meoting 
at INPO ofes In Atlanla.GA ro training programs el two plants.EncIs include list 01 
Board member names & attendees & Brt 105 plant status accreditation table. 
GIBSON.A.F. Region 2. Ole of the Director. 67/11/02. ROE.J. Division of Ucensoo 
Petfumance & Quality Evaluation (Post 870411). Spp. 44119.159-44110:166. 


DOCKET 50-272 SALEM NUCLEAR GENERATING STATION, UNIT 1 


F. Security, medical, smergsney A fire protection plans 

8501110399 Revised emergency plan implementing procedures, Including Rev 1 to EPIP 
403, "Public Into Liaison/Tecnnical Writer Response - Emergency Operations Fscll ty 
(EOF)" A Rev 2 to EPIP 404, "Protective...." Revised table ol contents end 

* Pimllc Service Electric & Gas (^. ol New Jersey. 87/12/08. 18pp. 43965:147- 
43965:164. 

8801110263 Rev 3 to Artificial Island Emergency Plan Security Implementing Procoduro 
EPIP 901. "L^en'ng of Technical Support Cir (TSC)." Revised (able of contents also 
end 

* PubUc Service Electric & Gas Co. of New Jersey. 67/12/22. 16pp. 43970:178- 
43970 194. 

68010S03S4 Forwards Inservice insp (ISl) program boundary diagrams to Rev 0 to ISI 
pK^rem lot second l0-yr Inap Interval. Requeals Interim approve ol program & altond- 
ani requests lor relief be granted within 30 days of 680i(Jt.W/40 oversize drawings. 
MCNElLL.CA. Public Service Electric & Oas Co. of New Jersey. 87/12/23. Documoni 
Control Branch (Document Control Desk). 4pp. 43914:347-43014:350. 

8801110502 Revised Amliclal island Emergency Plan Admlnlstcelvo 
Ftocedures.including Rev 2 to EPIP 1006, "Emergency Equipment Inventory RadiaHort 
Proiectidi" A Rev 2 to EPIP t(}D7.Rev:sed table ol contenis also encl. 

* Public Service Stoeitic & Gas Co. ol Now Jersey. 87/12/30. 78pp. 40988 074- 
43988:151. 

6801120242 Rev 16 10 "Seiem Oenoteiing Sislion Event Classification Guido." 

’ PubBc SeMce Eiecuic & Oes Co. ol New Jersey. 87/12/30. 200pp. 43906.0a5* 
43988:228. 

8601120312 Rev 2 to Artificial island emergency plan Seclion 11, "ProlecUve Ro* 
epoose." Chance pege A revised tepie ol conients end. 

euRGlN.O., NCHOLS.J. Public Service Electric A Gas Co. ol New Jersey. 87/12/30. 
Opp. 43991:12543691:133. 

8601130103 Revised emeigpncy plan implementing proeedures.lnciudlng Rev 4 10 inblo 
conient6.Rev 2 lo EPlP 1028. "Aiori," Rev 2 to EPIP I03S. "Site Area Emorgori- 
cy." Rev 2 to EfiP 1O4S. "General Emergoncy," A Rev 1 to EPIP t05S, "Proioc* 
Uon 

’ Public Service Eieclrie & Oes Co. 01 Now Jersey. 87/12/30. 5Bpp. 44002:310* 
44003.016. 

8601270018 Revised emergency plan Implemeniing procedures, consisling ol Rov 2 10 
EPIP 602. "Rsdiolooical Dose Assessment" A Rev 2 lo EPIP 603, "Field Monitoring.” 
W/iemsed lable ol conients. 

BANNER.C.W. WHITE.P., NICHOLS, J. Public Service Electric A Gas Co. of Now 
Jersey 88/01/12. 120pp. 44142:213-44142 332. 

8501270396 Revised emergency plan implemeniing proeedures.lnciudlng Rev 6 lo lablo 
ol conienis.Rev 2 to EPiP 202S, "OpereUons Support Clr Activation A Operatlona" & 
Rev 2 to EPIP 301 S, "RaOiaUon Protection Technic!0n(s) - Onshlll Response. .." 

* Public Service Electric A Gas Co. ol New Jersey. 68/01/22. 161pp. 44145:001- 
44145008. 


P. Operating license stage documenti A correspondence 

8801120090 Forwards Into re Resource Technical Sves, Inc, Including summary of NRC 
contraci work.NRC Form 26 for three oxisting contracts,audit info, work history A lisle 
ol ewertise available for special Insps A of curroni resource sves. 

FELTHOUS,R.A. Resource Technical Services. Inc. NHC-26-67-417. 87/12/19 
JOHNSON.E.H Region 4, Ole of the Director. 71pp. 43998:230-43968:300. 

8801040511 Forwards eddi Into ro plant ATWS mitigation sys actuation circuitry 
(AMSAC],per871l09 convorsatlon Make A model number of AMSAC output aide Isa- 
ndon devices A statement ol recommonded tost frequencies lor AMSAC circuitry pro- 
vided. 

MCNElLL.CA Public Service Electric A Gas Co. ol New Jersey. 67/12/24 Documoni 
Control Branch (Document Control Desk). 6pp. 43962:358-43962:361. 

8501070205 NoOflcatlon ol 660106 meeting w/Westinghouse Owners Group Operaltone 
A Analysis Subcommiltoes in Bethesda.MD lo discuss subcommittees Investigations In 
araivsis area re Generic Llr 87-12. 

TRMriMELL.C M. Project Direetorele V. 67/12/30. KNIOHTON.G.W. Projeot Director- 
aleV. 4pp 43945:344-43945:347. 


R. Periodic operating reports & related correspondence 

8801150221 Monthly opOfaling rept for Dec 19e7.W/8e0110 lir. 

WALLINQA.. MURPHY.W.P Philadelphia Electric Co. 07/12/31. 6pp. 4404(249- 
44041:254 


8801130183 Advises that util Implemented pilot program 10 repiace.on trial basis Hvo 
mechanical snubbers w/Usega hydraulic snubber8.Ulll requests Ihel trial snubber pro- 

K be controlled under 10CFR50.S6. 

ElLL.C.A. Public Service Elecirlo A Gas Co. ol New Jersey. 86/01/04 Documoni 
Controt Branch (Document Control Desk). 2pp. 44003:100-44003:101. 



DOCKETED ITEMS 43 


0601200231 Portia! responso to F01A roquosl lor documents re wotkot Itainirtg pro- 
grams & INPO tro'nrtg accreditation Forwards App F documents App E & F docu- 
moots also availatiio in POR Addl records also ava'iabie ‘.n POP undor Oossong POIA- 
ar-so'i. 

GRiySLEY.D.H. Divis ort of Rules & Records (Post 070413). 08/01/12. BOLEY.K. 
PuWic Ciiiien’s Critics^ Mass Energy Project 0pp. “14 1 t8.0Di-44l 18.039. 

-8B01140591 Submits ol>so'vatiur\9 of INPO accroditalion board 651114 meeKrtg w/ 
utils re plant t/aming programs Salem olectrlcal & mechanical rrtalnl ueln'rto programs 
not ready for review & should not have becit accredited 

QOOHEfl.Hfl Maintenance & Training Qranch. ZWOilNSKl.j.A. QWR Pto|oct Oiroc* 
torate 1. 05/12/30. RU5SELL.WT. Division of Human Factors Technology {6S112&- 
THOMPSOW.N.L. Oivfsiort ol Bol'Ing Wgior Peaclor (8WR) Uconsjtg 
(051125-870411). 13pp. 44118:204-44118:216. 

6801270164 Appl.cation for amends to Licenses OPR'70 & OPn-75. adding ecik>rt state- 
mont & associated survol lanco to Tech Spec 3/4.6.4.1 .Changes enpheaDte when both 
hydrogen analyzers inopcrable.Fea pa'd 

MCNEILL, C.A. Public Service Electric & Oaa Co. of Now Jersey. 60/01/10. Drx^umenl 
Controt Brsneh (Oocumeni Controt OosM- OPP- 44 14t:056-44t4t 065. 

-8601270156 Ptoposorf Toch Specs. adding action sleiement A associated surveillance 
ro siiuailon when both hydrogen onelyzore inoperable 

* Public Service Electric & Qes Co. ol New Jersoy. 66/01/16. 2pp 44141:864- 
44141:065. 


Q. Inspection reports. IE Bulicllna & correspondence 

6712200374 Ack roce pi 0/ 671026 Hr infomiing NRC of actions taken to correct viola- 
lions noted <n Insp Repis 60-272/Q7-2I & 50-31 1/67-26 

QALLO.RM. Region 1. Ole ol iho Oiteclor. 67/12/16. MCNEILL.CA Public Servico 
Eloclrfc A Gas Co ol Now JorfiOy. 2pp. 43093 064 43663.069. 

6712160369 NRC Info Notice 07-064, "Conviciion for Falsit.catlort of Secunry Training 
Records " Sve list end. 

ROSSI.CE Division of Operational Events Asaeasmont (Post 670411). 67/12/22. 
Consolidated EdiSon Ce of New York, Inc I20pp. 44l63:0Ql-44i53;124. 

8712170119 NRC Info Notice 87 06S, ‘ Plant Operation Beyond Ansi/zod CondiUons." 
Sve list end. 

ROSSI.C E. Division ol Operational Evonls Asaeasmont (Post 070411). 67/12/2S- 
Consol dated Edison Co. of Now York, Inc. 120pp 44056 008-44058:127. 

6712290347 AcK receipt ol 070624 Itr inlormlnn NRC of Steps taken to correct violailons 
noted In insp Rapt SO-272/86-30 A S0-3t 1/00-33. 

MARTIN, T,T. Raglon J, 0/c of Ihrt Olroctor. 07/12/23. MCN61LI.C.A. Public Service 
Electric A Qae Co. of Now Jerboy. 2pp. 43003 0d7-43693:096 

6601040166 Forwards replacomont check for 671023 utii Inservlco insp program lor 
Second tO-yr Insp Interval 

PRESTON.8 A. Public Service Eloclrfc A Qaa Co. oi Now Jersey. 07/12/23. DIGQS.H. 
License Poe Menagoment Branch 2pp 43091:350 43Q9i'.350. 

8601060364 Forwards Insorvice insp (ISO progrom boundary diagrams to Rev 0 to iSI 
program lor second tO-yr insp iniorvat.Reguoais interim approval ol program A eiiond- 
sni roouesis for rolfof bo ofeniecJ wliivn 30 days of SC0i6t.W/4O ovorsbo drswfnge. 
MCNEILL, C.A Public Sorvice Electric A Gas Co. o( Now Jersey 07/12/23. Oocument 
Control Branch (Documonl Control Desk). 4np. 43014:347-43014-350. 

8601130276 Forwards SofoCy insp Ropta SO-272/67-31 A 50-3t1/07-32 on 671020- 
30.No violations nocod. 

JOHNSTON.W.V. Rogion 1, Ofc ol Iho Ol/eclor. 87/12/23. MCNElU.C-A, Public Sorv- 
Ico Elecf/ic A Gas Co. a/ Now jorsoy. 2pp. 440i9:344-44029.346. 

-8601130277 Insp Repis 60'272/e7-3t & 50.311/07-32 on 071020 30No viotaUons or 
deviations noiod.One unresolvod Item nolod Ma,or areas Inspoctod liconsoe eclkm on 
previous NRC findlngs.OA ouilli program A OA procedure loviow. 

FINKEL.A. PRELL.J., SILK.O. Region 1, Olc of Ifio Director. 67/12/23 I5pp 
44029:346-44029.300 

6712230003 SuppI 1 to NRC Info Notice 07-020, "Air Sys Problems at US LWRs." Sve 
list end 

ROSSl.C.E Division pi Operntlonai Events Aesossmeni (Post 070411), 67/12/26 
Consoldalod Edison Co. of Now York, Inc. 124pp 4300S:138-43995’257. 

6601140354 Forwards Seloly Insp Repis 60-272/07-33 A 50-311/67-34 on 07iii6- 
20. No violations nolod. 

MARTINJ.T. Region i, Ofc ol the 0 rector. 87/12/30 MCNEILL.C.A Public Service 
Electric A Gas Co. of New Jersey. 2pp. 44042:337-44042:345. 

-8801140362 Insp Repis 60-272/07-33 A BO-311/07-34 on 8711I6-20.NO viotallooe 
noted. Malor areas lnspoclocj:noniadlo1oglcal chomlatry progrem.lncludlng meesuro- 
monl control & analytical procedure ovtiluallons 

ZIBULSKY.il., JANQ,J.. PASCIAK.W J. Region 1, Olc of llio DliocWi- 07/12/24. 7pp. 
44042:339 44042.346. 

6712290155 NRC Info Notice 67-066. "Inappfoprraie Apprrcaliori of Commerdel-Grade 
Compononta " Sve list end. 

ROSSl.C.E. Division ol Oporallonai Evonte Assessment (Post 070411). 87/12/31. 
ConsolidaleJ Edison Co. of New York. Inc 120pp. 43995-268-43906:016 

6712300091 NRC Info Notice 07-067, “Lessons Loerned From Rcgfonel fnsps ot U* 
consee Actions In Rosponso to IE Qu'loiln 80-1 1." Svc list end. 

ROSSI.CE. Division of Operational Events Assessment (Post 670411). 07/12/31. 
Consoiidalod Ed son Co. of Now York, Inc. 123pp. 44030,164-44038:286. 

6801130171 Forwards final rosportse 10 IE Bulletin 85-003, “Moicir- Oporslod Valyp 
Common Mode Fo'luros During Plant Translonts Duo to Impiopor Switch Settings.’' re 
rovievr ol soloctod ECCS moior-opoiatod valvo switch settings. 

MCNEILL.C.A. Public Service Elocirlc A Gas Co. of Now JerseY 80/Ot/O6. Documeirt 
Control Branch (Document Control Desk). 12pp. 44003:085-44003:008. 

6601190055 Responds 10 NRC 871200 Iti ro violations noted fn Insp Repis eO-272/B7- 
30 A 60-31 l/07-3f-Corr0Clrvo acttons.radial/or worker training 5 review modufee wit 
ba sUenglhoned In eroa ol locked high radiation aroo control. 

MILTENBERGER.S. Public Service Pactrlc A Qas Co. of New Jersoy. 80/01/06. Doc- 
umoni Control Branch (Document Control Desk). 6pp. 44063:000-44063:085. 


86010S0364 SuppI 1 to NRC Into Nonce B6-08t. "Broken External Closure Springs on 
Atwood A Momll MSIVs." Svc list encl. 

ROSSI.CE. Oivls'On of Operational Evonls Assessment (Post 870411). OO/Ot/li. 
ConsoHdalod Edison Cc. of Now York, Inc 1 23pp. 44038.041-44038:163. 

8601200202 Forwards Insp Rept 50-272/87-34 on 07i i i6-20.No vioiaiiona noted. 
JOHNSTON.W.V. Region 1. Olc of the Diroetor. 88/Ot/l t- MCNEILL.C.A. Public Satv- 
Ice Electric A Gas C^. ol Now Jersey. 2pp. 44058.162-44056:170. 

-6601200212 Insp Ropt 60-272/07-34 on 871116 20 No violations noted. Major areas 
inspected post-med test program in progress during reluei ng ouiage.including review 
of Iasi procaduros A witnessing of se'oeted post -mod tests 
VANKESSEL.H F.. MURPHY.K. Region 1, Ofc of the O-recior. 07/12/23 7pp 
44058:164-44956:170. 


6801260336 Forwards response to NRC Compliance BuHatm 87-002 ro testing of 
fastnera to daiarm no conformance w/app'-icoble mail specs. 

MiTTINBRIDGE.S. Public Service Electric A Gas Co. cl New Jersey 60/01/22 
flUSKLL.W.T. Reglori 1, Ofc Of the Director. I68pp. 44169:219-44160.027. 


n. Periodic operallna reporta A related correspondence 


6£0 >079450 Frzrwards operallng Hr for IAEA survainsnee Interval ol 070922- 1 130. 
MCNEILL.C.A. Public Service Electric A Gas Co. ol New Jersey 87/12/24. Documonl 
Control Branch (Documonl Control Desk). 4pp. 43986.280-43999 283. 

8601266264 Menihty opotallnQ topi lor Dec 1 oe7.W/6001 1 1 Itr. 

WHITE.P . ZUPKO,J.M. Public Service Electric A Gas Co. of Now Jersoy. 87/12/31. 
lepp 44170:137-44170:155 


S. Reportable occurrencae, LERs A related correspondence 


6601140256 Summary ol Operating Reactors Events Meeting 80-01 on 670105 ro 
evonls that occurred since 671222 List ol attendees A viewnraphe end. 

LANNlNG.W. Evattls AassBsmanl Branch. 66/01/07. ROSSI.C E. Division ol Oper- 
attonei Events Aasasamoni (Post 87041 1). 24pp. 4-1031:033-44031:050. 

8601140076 LER Q7-0i6-00:Qn 87t206,lead/log A derivative amphliata In process A 

C DCUon corttiol ays incorroctly caiibr. Caused by procedural 

oquacy.invesligaiion continuing. Procoduros Involved modified. W/B70106 Hr. 
POLLACK.m j., ZUpKO.J M. PuL>i-c Service Electric A Gas Co. of New Jersey. 66/01/ 
06. 3pp 44036 341-44038 345 

6601260395 Special Rapt 67-9on O7t203.liro delaciion msirumontanon declared loop- 
arable lor groater thary I4 dey$.Cau$od by lonitation smoKo detector 

mailunttion-Cotocior replaced A alarm »a roslored to operable status. 

ZOPKO.JM PuMc Servicd Erectirc A Oaa Co. ol New Jersey. 06/01/15. Documonl 
Conirni Branch (Documonl Control Desk) 3pp. 44170.134-44170:136. 


V. Operalor Ekamlnaiiens 


6601200231 Partial response lb FOlA tequaal for documents to worker training pro- 
»em8 A INPO iraining accradiisiion Forwards App F decumonis.App SAP ciocu- 
mania also aveUsbio in PDR Addi records ptao available in POR undor Bossong POIA- 
87-204. 

QRIMSLEyAH Division ot Rules A Records (Post 070413). 00/01/12. BOLEY.K. 
Put4ic C^titen’s Critical Mass Energy Prelect. Qpp. 441 18.00 t-44i 18:039. 

-8606190210 Forwards final ropt on post-accreditation oud.l ol Iranlng programs con- 
decloj on 66D624-26.Slrong mgl commilmoni to training imptovomenl exists at 
lao-Mles Issuance ol INPO g-jidance will help to Improvejob incumbent training. 
RUSSELL.W T. Ottice ol Nuclear Reactor Ragu’etion. Diroclor (051 1 26-87041 1). 66/ 
06/08. STRAHM.K Insliiula ol Nuclear Power Opereiions. 10pp 44118:045' 
44118.054. 


•^811040020 Corrocia error In 660608 lopt on post-accredilallon audil ol training pro- 

fi lam9 al plant 

US^LLIrV.T. Oivlaion ol Human FaciOts Technology (85I125-3704I1L 66/10/24. 
STnAHM.k. inatitulD of Nuclear Power Oparailons. Ip. 44i 19.044-441 19.044. 

-6801220136 Advises of aitondance al 870923 Natl Nuclear Accrodiling Board meeting 
at INPO oica In AUanta.OA re training programs at two planls.EncIs Includo list o1 
Board member nemos A attendees A 0' 1 105 plant status accrGdiialion table. 
GIOSON^t F. Region 2, Ofc of the Direcior. 87/11/02. ROE.J. Division ol LIconsoo 
Perlormance A Ouailly Evaluation (Post 870411). 6pp. 44 1 19.169-441 19:160. 


DOCKET 60-274 U S. GEOLOGICAL SURVEY RESEARCH REACTOR 


P. Operating license stage documents A correspondence 


880tt30367 Forwards Amend 4 to License R-( 13 5 safely evaluation Amard eulhorires 
post^rtemenl ol certain Tech Spec aurveiilance requuomonis when reacloi detuelod. 
ADAS^.A. Sisndardirallon A Non Power Reactor Projocl Olieclorato. 06/01/04. 
MIllARO.H.T. Inierfor, Depi. of. Geological Survey. 4pp. 44005:332-44005.'346 

-6601130371 Amend 4 to license R-lt3,aulhorirlng poatponoment ol cehsin Toch 
Speo sutVBinance raqulremonls when roaefor deluglod. 

RUQENSTE|N,L8. standardization A Non Power Reactor Projocl DIrociorato. 66/01/ 
04. 0pp. 44006:336-44005:343. 

-6801130382 Safety evaluation supportirrn Amend 4 lo License R-tl3. 

' Office of Nucloat Reactor Regulation, Director (Poet 870411). 08/01/04. 3pp. 
44005:344-44005:346. 



44 DOCKETED ITEMS 


Q. Ingpectlon reports, IE Bulletins & correspondenca 

6Q0114000S Revised response lo NRC 871203 telcon ro violetion noted In Insp Repl 
^-274/87'01.Correct>ve ecuortsp'ocecduros lor handling low lovol redwaste tevisod 
& recoNed pre'lmlnary cpprovel & iraittlng In DOT & NRC rogulallons provided. 
MILLARO.hTt. Intertor, Oopl. ol. Geological Survey. 87/12/(6. WISE.R Region 4 . CMc 
of the Olroctof. 2pp. 440la043-446f0:u‘l4. 

8601210063 Acli rscept ol 87(118 i 1218 IPs informing NRC of slops laiier) foeorrsct 
Isolation 8 devlalion noted in Insp RepI 60-274/67-0(. 

YANOELL.L A Region a. Ole ol Uia birector. 88/01/(3. MILLARD, H.T. trWeriof. Dept 
ol. Geological Survey. 2pp. 44086.368'4408e.359. 


DOCKET 8l)-27$ DIABLO CANYON NUCLEAR POWER PUNT, UNIT 1 


6. NRC Ssfet)' EvelusNon Report (SER), supple A correependenea 

660(130082 TfiirteontN partial response to POIA rapuest tor docmena le 
Qiartl. Forwards App R docurnanis /^p R & S documortta available In POR & LPOR 
locaied in San LUis Ob spo.CA App T documenis may be purchaaod Irom ANSI 
QRIMSLEY.O.H. Division ol Rules & Records (Post 870413). 87/12729. QARDE.B.R. 
Government Accountability Pro|ecl 20pp. 44012.001 '44012.251. 

-B&01I30227 Forwards util response lo SSER 21, Item 23 re qua'ifical'-on ol Punman 
Power Products OC weld.'nd inspeefofs 

SCHUYL6R,J.O. Pacilic Gas & Eloctnc Co. 84/02/28. MARTIN, j.B. Region 5. Ote of 
the Director. 4pp. 440(2.338-44012.339. 

-8801(30232 Forwards dralts ol mall responding to SSER 21 aHagailons Rogidiad 
review process complete. 

HOCM.J.B. Pecilie Gas & Eleeinc Co. 84/01/12. Region 5, Ole of the 0.teci<K. I8pp. 
440l2.34(J-44012-357. 

-650l(31>24t Roguesls a/raia to enel SSER 21, Rage 2-185,Allopaiio/i 82. Review ol 
SSER 21 Indicated some faclural errors on merKup of Pese 2-185. 

SCHUYLER, J O Pacilic Gas 8 Electric Co 84/01/20 MARTin.j o. Reg'on S. Olo ol 
the Director. 2pp. 440(2:358-44012:359 

-86(11(30303 Reguesia that uiit ovafuate & resoNe issuoa re SSER 2(, Af'egaFon$02 a 
93 & welding symbology Wnltan response documenting ovaiuadons & 

lind')ga,inciudfnn relnsps oiconoetWoaeiiorirrociu'iM as eoon as poasibia. 
KinSCHjS.P NRC • No Oetallod Alfii anon Given. 84/02/06. H0(jH.J.O. Padtic Oes & 
EldCtrIc Co. ISpp. 44013:001-44013:016. 

-8801130342 Forwards partial response to queailona on SSSn 2( items et & (02 re 
design control proceea (or plant Ends 2 8 3 deaenbe moifiod (or closure ol compfetod 
work 8 reapenda to quesiiona raised et 8401 19 o>ii in(orv(ow,re$pociNOiy. 
6CHU/LER.J.0 PeclK Qae 8 Electric Co 84/02/17. >MRTiN,J.O Reofon 5. Ole of 
Ihe Director. Bpp. 44013.010-44013035. 


f. Security, medleel, emergency 5 (ire protection plans 

8801070183 Responds to 87112S Hr to NRC which enclosed request (fom 0 Reed lor 
Info on rogulailons that would require edvance noUHcailon ol lesis (O warn'>r>g «ys. 
STELLO.V. Ole ol tne Executive Director (or Oporallone 67/12/29. PaN^A,L.E. 
House of Rap. 6pp. 43i745.336-43645.343. 

-8601070196 Fo/we/da D Reed /equesl lot mfo on any loqolallons lhal n-ovid reou io 
advance noliHcation ol loala to warn'ng sys. NRC should review enci & respond 10 
Reed quesllons- 

PANEtTA,L.E. House ol Rep. 67/11/25. Commissioners. 2pp. 43945-342-43e46;343. 

8601280523 Fourteenth partial resportsa to FOIA requesl (or documents on afleoatrons 
re plant operation. Enel App U s V documenia also available in POR & LPDR (ocaled 
lit Sen Lus Obfspo.CA.App V docume/tia psniaiiy wfihheid (rel FOIA Exemptioa 67 
Qfl(MSLEY,D.H. Elision of Rules & Records (Post 870413). 88/01/22. GAROE.B.P. 
Goveinment Accounlabllity Project. 4pp. 44138:001-44 (38:238. 

-8601260549 IE Insp Ropl 50-275/78-07 on 760227 0303 No deviations or Itema of 
noncompllance noted. Meior areas Inspected emergency plannIng.Related encts In- 
clude various aliegations.OA mall 8 I Yin notes. Partially wlihheld Inferviewa 8 notes 
also enci. 

NORTH,H.S.. aOOK.H.E. Fuel Fecl'ity & Msierlats Safety Branch. R5. 78/05/26. 
206pp. 44138009-4408238. 


Q. Adjudloalory correspondence 

6801200438 Diablo Canyon Inlervenlion request by Mothers (or Peace.* Forwards Moth- 
ers lor Peace 660207 peUllon (or leave lo ln(ervane.b'ncl documenl has rtol been re- 
ceived by ASL6 A OocKeling & Sve Branch. Served on 660303. 

MCOURREN.H.J. Office ol the Executive Legel Director (Pte 860701). 88/02/20 
aEMENTS.W.r. Oockeiing 8 Services Branch. Ip. 44091.083-44091-065 

-8801200448 Diablo Canyon iicanse emend to rcreck spent lual pools ' Requesl (or 
hearing & petition tor leave to intervene In considerolion el issuance of amends to 
Ucanses DPR-8I> A DPR-82 re spenl fuel pool rerack'ng. 

SILVCR.S.A. San Luts Obispo Mothers Peace. 86/02/07. Commissfoners. 2pp. 
44091:084-44091:085. 

6801200416 Mothers tor Peace amend to pelillon lo Intervene.* Forwards aworn state- 
ment from N Culver authodzing Molheis (or Peace to act on her behsK m NRC pro- 
ceedings re Uhl application ra spent luel storage.W/o slelemenl.Sorved on 860^5. 
SILVER.S.A. Friends Peace Exchange (lormerly Mothers lor Peace). 88/03/17. 
Alomlc Safely and Licensing Board Panel, tp. 44091:133-44091:133. 

660(040266 Nofifies of new address 

MCGONAQILL.B. San Luis Obispo, CA. #186 5232. 67/12/08. NRC - No Detailed Al- 
filiation GNen tp. 43887:134-43807.-134. 


H. General correapondance 

8601200338 Forwards JA vonRudon Itr providing requisite euthorlzalion tor Santa Lucia 
Ch^ter ol Sierra Club to acl In vonRuden bohell in precoedings before NRC re 
plantper 860303 peiitlon lor leave lo Inlervene.Served on 860318. 

FERQUSON.R.B. Sierra Club. 06/02/10. Dockeling S Services Branch. Ip. 
44091.100-44091:102 

-8601200342 Advisee (hat author requested Santa luda Chapter ol Siena Club to re- 
queat hearing on reracKing proposal & to petition lor leave lo Intervene In hearing. 
VONRUDEN, J.A. Sierra Club. 86/03/17. MCQURREN.HJ. Oltico ol the Execulrve 
L^at Director (Pto 860701). 2pp. 44091:101-44091:102 

8601200310 Urges Commission to deny any requesl for another hearing re spent fuel 
storaga on site. Citizens lor Adequate energy supports PG&E request lor permission to 
aloteapetti fuel In spent fuel sroraqe pools on site. Served on 860310. 

GIGSONJ.C. Citizens for Adequate Energy. 86/03/03. PALLADINO.N. Commission- 
ers Ip. 44O61;352-4408l :352 

6601070193 Responds to 671125 Hr lo NRC which enclosed request from D Reed (or 
fnfryonregulaiions that would require advance nolif'icalion ol lesls lo warninoLSys. 
STELLO.V. Ole ol Ihe Executive Director for Operations. 87/12/29. PANETTA.L.E 
House of Rep. 6pp. 43945:336-43945:343. 

—8801070166 Forwards D Reed /oquesf (or inlo on eny reouiotlorts ihst would require 
adv^o notification ol tests to warning ays. NRC shoulo review end & respond lo 
Reod qwsdona 

PANErTA.L.E. House of Rep. 87/11/25. Commlss'onors. 2pp. 43945 342-43045:343. 


O. Aovlaory Committee on Reactor Safeguards reports & correspondence 

98012702S9 Summary of ACRS DHR Sys Subcommittee 8711(7 meeiing In 
WasMr^tori.OC to uIjJ docislort nc> lo Inslafl decHealad blowdown sys at Oevis Basse 
& in^catione ol Diablo Canyon loss ol shutdown cooling event Viewgraphs end. 

' ACRS - Advisory Commlitee on Reaclor Saleouards 87/12/16 ACRS - Advisory 
Commiiloeon Reactor Saleguarda (Spp 44(65:116-44155.135. 


P. Operating llcenae stage documsnta 8 correapondenca 

8801078208 FOIA rnquesi lor documents re ends to 87(015 iir to ulil transmitting suppi 
<0 safety eveiustlon & environ assessment. 

ORABER.L. NUS Corp. B7/t2/14. Division Ol Rules & Records (Post 670413). ip. 
43946:031-43948:031. 

8801120090 Forwards into re Resource Technical Svcs.Inc.including summary of NRC 
coniiaci wotk.NRC Form 28 lor ihtee ei>eiing contracia.audri inio.work history & l-sis 
ol er^ar^se evariable lor speciel insps & of current resource aves. 

FEirHOL/5.ftA Resource Technical Services. Me. NRC-28-87.417. 87/12/10. 
JOHNSON.C.H. Region 4, Olc ol me Director. 7lpp. 43068:230-43998.300. 

9B01040626 Noiiiicatloh ol 870(08 maoling w/uhi & Sandia In San Franclaeo.CA to 
condtfci audit o< lurblne bldg non-lmear analysis auxiliary probabilistic reaponse 
analysis (or Ireg-hty stud-.es Audil pad ei long-term seismic piogrem. 

TRAMMELl.CM. Proleci Oirocioraia V. 87/12/(7. KNiGl-nON.O.W. Project Oirocior* 

ate V. app 43896.053-43896.058. 

8901050676 Fonvards lonp-iarr' seismic program - probabilistic risk easossment front- 
line aye analyses & lop events In response lo requesia Irorri NRC during NRC/ulil 
97ilC^-06 wofliahops on fragility eveluatJon & soH-atructure intoracUon. 

SH(FF£R.JO Pacrffc Gaa 4 Electric Co. 07/12/22. Documenl Conlrol Branch (Oocu- 
meni Control Desk). 600pp. 4391 t;040-439l2 285. 

9601130089 Thirieenlh partial rasponae to FOIA request for documents re 
prani.Forwaids App R docurrxonla Mp P & S documenis available In PDR & LPOFI 
located In San Lurs Oblspb.CA.App T documenis may be purchased Irom ANSI. 
GniMSLEY.O.H. Dlvraien rol Rulea & Records (Posl 8704^13). 87/(2/29 QAROE.B.P. 
Oovernmoni Accounlabllity Projecl. 20pp. 44012.001.44027:278. 

— 8801(30137 Rev 0 to yv-60e, ''Pfocodure tor Operating Nuclear Plant Mod.” 

* Pacrftc Gas & Electric Co 82/05/07. I3pp 44012:095-44012:107. 

-M01130147 Procedure Change Notices 1-13 to Rev 1 to QCP-17, "Quality Procedure 
(or InlHallon ol Work.” 

* Howard P. Foley Co. 83/11/09. 48pp 44012:106 44012:155 

— 86Ot1JOt50 Procedure Change Nebco I lo Rsv t to HPF-E2. "Procedure tor Inelalla- 
Hon & Documentalton ol Fire Alerms.Caidox Sys, Deluge Sys & Smoke Oeteclors," 
tevlshg conduil inatailaliort.ReieiBd Inlo end. 

’HowetdP Foley Co B3/04/oe. 35pp. 44012:156-44012:190. 

—8W 1130168 Rev 0 to Project Inslnrctlon PMI. Plant Mod Follower." 

* Pacific Gas & Electric Co. 82/07/29. 9pp. 44012:191-440(2 199 

—880(130166 Rov 2 lo Procedure Hl-B, "Procedure lor Oporaiing Nuclear Plant Mod 
(OualrfY).'' 

^PadflcGas & Eleclrlo Co. 83/11/02. 21pp. 44012 200 44012 220. 

-9B01 130101 Bov 3 to Design Crileria Memo C-15, "Design Criteria for Seismic Review 
of Ciess IE Electrical Raceway Supporia al Diablo Cariyon Power Plant. " 

Y/W4.M.K.. MCCALL, J.K.. BETTfNGeR.fl.V. Pacific G^as S Oeciric Co. 83/03/23. 
37n}. 44012:285-44012.321. 

-860100210 Requests that Otc ot Invesligation followup on aiiegalion of falsificallon o( 
welder certUlcallons al pianLAriangementa tor atandin alleged to be made through F) 
Berry.No details available Irom C Nieberger at present. 

MENDONCA,M.M. NRC ■ No Oalailed AHIIiation Given. 83/10/08. KIRSCH.O.F. NRC -. 
No Detailed Affiliation Given. 4pp 44012:322-440I2.332. 

-8601 180222 Rev I (o instruetton 1-2^ "Tontporary fnsirucllons lot Review of Welds 
Associated w/Pipe Attachments on Pd&E Code Class B,C,E,E' & Q." 

* Pacilic Gas & Electric Co. 83/09/14. 3pp. 44012:333-44012 335. 



-M01}90257 Submits design & const slstus of Design Ctiange Notice 0CX>EE>446re 
cont/ol room vonlilation A pr 6 ssuri 2 aUon sys De^gn & const complete Repair, testing 
activilies & resolution scheduled to be completed by 8402 IS. 

SCHUYLER, J O- Pacific Gas A Electrlo Co. 84/02/07. MARTlN.J.B. Region S. Ofc at 
thoDtrectof Ip 44012 360 44012 360. 

->8601130364 Poniva,rds suppi to 840215 response to &ECY-84-61, Items 71.73 & 163 re 
sale & use of dnrgs at plant 

SCHUYLER, J.O Pacific Gas & Electric Co 84/02/24. MAHTlN,J.B Region S. Otc e* 
the Director 7pp. 44013.036-44013 042 

•>6601130360 Forvrards program description tor HP Foley Co r^uality records review & 
turnover.ln response to questions rais^ by NRC at 640119 ewt interview. 
SCHUYLER.J.O Pacific Gas 6 Eioctrlc Co. 84/02/29. MARTIN.J 0. Re^ 5. Ole ot 
Ihe Oireclor. I2pp. 44013.043-44013.054. 

6801070205 NoL’fleation of B8O106 meebrrg w/WestInghouso Owners Group Operations 
& An^sis Subcommittees In Belhesda.MD to discuss subcornmitlees inveati^tiorts m 
analysis area re Generic Ltr 67-12. 

TRAMMELUC M. Proloci Directorate V. 67/12/30. KNIGHTON.G.W. Project Oredor- 
ale V. 4pp 43945;344-43g45:347. 

8801120390 Notifies NRC of sampling plan for venfytng oporablHty of salety-refated 
snubbers during second refueling outaga.per Tech Spec 4.7.7. le.t. 

SHIFFER.J.O. Pacific Gas A Electric (% 68/01/04. Document Control Branch (Oocu- 
meni Control Desk), ip, 43090.061-439M.06t. 

8601190153 Forwards exemption from requirements of t0CFR20,App A in response to 
660715 suppi to 660418 afMllcation Exemption allows use of radioiodirM protection 
factor of w for Mine Safety Appliances GMR-I canisters at both units. 

TRAMMELUC.M. Division ot Reactor Projects • IM.IV.V 6 Special Projects (Post 
670411). 86/01/04. SHIFFER.JO. Pacific Gas & Electrio Co. 3pp. 44063:011- 
44053.022. 


-880t270l>18 Proposed Tech Specs changing frequency of main turbine vaVas stroke 
testing from weekly to quarterly & ot direct observation of vdve movement from every 
31 daya to quarter^. 

* Pactfic Gas 6 Electric Co. es/Oi/22. 3pp. 44137 301-44137:303 

880 127002 f Forwards spebcaVon for amenrf to Uceosss DPR-80 S DPR-6?, consisting 
ot /Vmend Request 86^1, revising Tech Specs 3/4.98.1 6 4.9 8.2 to reduce required 
RHR flowrate In Mode 6 & 3.4. 1.4.2 re RHfl pump deertergizalion in Mode 5 Fee paid. 
SHIFTER,J.D. Pacific Gas ft Electric Co. 88/01/^ Document Control Branch (Docu- 
ment Control Desk). 2pp. 44137:342-44137:359. 

-8M1370027 Application for amends to Licenses OPR-SO ft OPR-82, consisting of 
Amend Reouest 88-Ot.revia^ Tech Specs 3/4.9 8 1,4.9.62 ft Bases 3/4.9.B to 
reduce required RHR fiowrato In Mode 6 ft 3 4.1.4 2 re RHR pump deervergizaCoa 
SHIFFFRJ D. Patific Gas ft Electric Co 68/01/22 10pp. 44137:344-44137:353. 

-8801270043 Proposed Tech Specs 3/4 9.8.1,4 98 2 ft Bases 3/4 9.8. reduemg re- 
quited RHR sys flowrate dutlrig Mode 6 operation 6 3.4.1.4 2.ensuring RHR pump 
cannot be deenergtred for 1 h In Mode 5 unless reactor vessel water level tfrove 
flange. 

' Pacrfic Gas ft Electric Co. 86/0 1/22. 6pp 44137:354-44137359. 

8801270176 Ninth partial response to FOIA request for documents re SSER 26.NUREQ- 
0675 Forwards R documenlsApp U ft App R documents available In POR.App S 
A T documents partially ft totally witnneld (ref FOiA Exemptions 6 ft 7). 
QRIUSl£Y,O.H. OMsIm of Rules ft Records (Post 8^f3) 88/0f/22. DEVINE, 
DIXON Oovemmenl Accountabflity ProjecL 7pp. 44 154:001-44 154 310 

-8801270287 Forwards description ol contractor record turnover program ft 
reaulta Partially withheld related documents encl. 

SCHUYLERJ.O. Pacific Gas ft Electric Co. 84/08/11. MAnriN,JB. Region 5. Ofc of 
Ihe Director. 2S6|^. 44164.040-44154:301. 


-8801190161 Exemption from reguiiemenls of lOCFR20,App A re uae of rarflolodirte 
protection factor of SO for Mine Safety A;»liancea GMR -I carilslers at both units 
CRUTCHFIELD.O Division of Reactor Projecta - III.IV.V ft Special Projects (Post 
670411). 88/01/04. 9pp. 44053:014-44053 022. 

8801070285 Partial response to FOIA request for documents re 871015 Hr to Ifcensee 
transmitting suppi to safety evaluation ft environ assassmenL 
QRIMSLEY.O.H. Division ot Rules ft Records (Post 670413). 88/01/05. QRAGER.L 
NUS Corp. 2pp. 43946.032-43646 048. 

8801250429 Forwards Amends 27 ft 28 to Licenses OPR-SO ft DPR 62, respective^ ft 
safely evaluation. Amertds revise limiUrtg conditions for operation of preseudrer PORVs 
ft clanfy requlrernenis for startup repta. 

TRAMMELL,C.M. Project Directorate V. 88/01/05. SHIFFER.J.O. Padflo Gas ft Eleo- 
trie Co. 4pp 44116:0^44118:106. 

•4601250444 Amends 27 ft 26 to Licensas OPR-60 ft 0PR-62.respacllv«ly, ravtaing flm- 
itlng conditions for operation ol presaurhier POnva ft clarifying requirements for start 

l^lS^'ON.Q W. Project Directorate V. 68/01/05. lOpp. 44116.094-441 16:103. 

-8601250480 Safety evsfiuabon supporting Amends 27 ft 26 to Ucenaes OPR-00 ft 
OPR ■82.resp4K: lively 

* Office 01 Nuciea/ Pcacior Regulation. Director (Post 870411). 68/01/06. 3pp. 
44118:104-44116:106. 


•4801270338 Surtynailzas 840319 meeflng re Allegation RV-84-A-0043 concerning cir- 
cumvenllon ol QC proceduree ft Intimidation ft ihreais Ltr lo ailegers discusdng panel 
ftetions recommended. 

DODDS.B. Region 5. Ofo of tha Director. 84/03/21. Region 5. Ofc of Ihe Oireclor. Ip. 
44154:302-44154 302 

-8801270422 Partially withheld Hr te Allegation RV-64-A-0043 corveming drcumvenlion 
ol DC ptocedures.Inquiry Inittaled 

BISHOP.T.W. Region 5, Ofc of the Director. 63/03/21. Alfilialion Not Assigned. Ip 
44154 304-44154:304. 

-480127D438 Partially withheld Itf re 640308 meeting concerning Allegation RV-34-A- 
0043 on circumvention of OC procedures, inquiiy iniliated.lnundation concern re- 
lenea to Ofc ol InvesOgabon. 

BISHOP.T.W. Re^ TOfe ol Ihe Director. 83/03/21. Affiliation Not Assigned, ip. 
44t54'30&>44l84.305. 

•4801270439 Partially withheld lb le meelmg COhcaminQ AliegaUon RV-84-A-0037 re 
diacharaa from Bechlei work force al planL panlally wiinheld ralstad documents encl. 
SCARANO.R A. Region 5. Ofc ol the Diractor. 84/ra/23. AtfiUation Not Assigned 5pp. 
44154 30444154:310. 


Q. inapectlon raporta. IE BglksIM 8 correapondenee 


8801210104 Partial response lo FOIA request.App G documents aireedyavaiitijle in 
PORApp H docurrtenis.re INPO accrednalion trainifM.er>cl ft svaflable in POn. 
ORIMHey.OH. Division of Rules ft Records (Post 870413) 88/01/10. BOLEYJC 
Public Ciititen's Critical Mass Energy Project. 4pp 44095 001-44095-022. 


6713210193 Forwards Insp Repta 60-275/6740 ft 50-323/67 40 on 871 1 12 ft l8-20.No 
vtolaborw ot devtsUons noted. _ 

ZIMMERMAN.R.P. Ro^n 5. Dfc of the Diiector. 87/12/15. SHIFFER.J.D. Padflo Gas 
A Electric Co. 2pp. 43019:345-4361935?. 


-8801210237 Repls on NRC 851116-22 observation of INPO AccredHaiion Team eval- 
uation ol utrl training programs for reactor oper8tor8,senior reactor 
operators, nonticensed operators A shut technical advisors. 

MORISSuU.O.S. Office of Nuclear Reactor Regulation. Oroctor (pre-8Stl25} 
CREWS.J L Region 5. Ole of the Oireclor. 85/01/08. 800HEH.H R. Office of Nudear 
Reactor Regdawn, Director (Me4S1l25). FAULKENBERRY.B. Reglort 5. Ofc ol the 
Dfteclor. 4pp. 44095 02444095:029. 

8801280492 Withdraws 871030 Ucenee Amend Request 87419 Imptemontation of arty 
add actiorts logelher w/complellon ol NRC approvals could not be accompHahed 
lo next Unh 1 relueling outage.scheduled to begin early Mar 1988. 

SHIFFERJ D. Pactfic Gas I Electric Co. 88/01/19. Document Control Branch (Docu- 
ment Control Desk). 2pp. 44136:176-44139:177. 

8801270024 Forwanis util responae io NRC request lor consideration of add! Items te 
removal of RHR autoclosure Inleriock function, per 871208 meeting UtM will complete 
procedural commlimenia In end prior lo startup following rsmovaf of RHR functlott 
SHIFFER.J.D. Pacific Gas ft Elecbtc Co. 88/01/19. Document Control Branch (Docu- 
ment ConUoi Desk). 3pp. 44142:14644142:148. 


0001270135 Informs of recent organizational chanoe within Otv o( Reactor Projects.H 
Rood assigr>ed as NRR projed manager. T Chan wUl sarve as backup ptoject 
manager.LMlad lelephone numbers will be efieeflve B8020I. 

KNIQHTON.Q.W. Olv^ of Reactor Projects • lll.lV,V ft Special Projects (Post 
870411). 88/01/20. SHIFFER.J.D. Pacific Gas ft Electric Co. 3pp. 44164:343- 
44154:346. 


6601280623 Fourteenth partly response to FOIA request lor documents on alfegaflons 
re plant opefalk>n.End App U ft V docunsenls also available In POR ft LPDR located 
in san iIm Obiapo,CA.App V docurnenta partially withheld (ret FOIA Enarnobon ffi. 
GRIMSLEY.O.H. Division ol Rules ft Records (Posl 670413J. 96/01/22. (3AR0E.B P. 
Government Accountability Pn^ecL 4pp. 44 138:00 1-441 38; 2M. 


8801270013 Forwards Ucensa /Unend Request 894)2 lor Uceoses DPR-60 ft WR- 
62.changlno frequency of main turbine valves stroke testlog from weakly to quvterty ft 
of direct otraeivation of vaNe movement from even 31 da)m to quaiterly.Fee ptfd. 
SHIFFER.J.O. Pacific Qaa ft Electrio Co. 88/01/22. Oocunenl Control Brartch (Oocu- 
menl Control Desk) 2pp. 44137:29044137:303. 


•4801270016 License /Lmerid Request 884)2 lor Licenses OPR-80 ft OPR-9% <barwing 
frequenn of Uiibine valves stroke tesOng from weekly lo caiarterty A of dract 
obsarvatfon of valve movement from every 31 days to quartem. 

SHIFFER,J.D. Pacific Gas ft Electric Co. 80/01/22. 0pp. 44137:29244137:300. 


-8712319197 Insp Repts 50-275/B7-4I) ft 50-323/6741 on 671 1 12 ft l6-20.No Vida- 
Hons or devistiijiw noted Major areas Inspectedvilal plant areas ft equipnteni ft Id- 
lowim ol enforcement ft opet> Hems. 

BURDION.J.F.. MEN0ON^C/t.M M. Region 5. Ofc ol the Dfreclor. 07/12/11. 6pp 
4^91B;^474391e:^5^ 


87123101M Forwards Chemistry Team Insp Repls 50-275/87-24 ft 50-323/67-24 on 
B7101441.No vkXalione t>oied 

SCAaANO.RA Rei^ 5. Ofo ol Ihe Dveclor. B7/12/I6. 5HIFFER,J.D. Pactfic Gas A 
Electric Co. 2pp 43920:1564 3920:214. 


-6712310191 Insp Repls 60-275/87-24 ft 50-3?3/e7-24 on 871014-2t.No violations or 
devlattorw notedMajor areas inspecledpianl cl>ernialry.lnclu(fing 
organizatlen.mgLQAtriinlng ft iiuaiificaHons.water cheovslcy control ft facHIlies. 
NORTH, H.S. FTe^ 5. Ole of the Direclor. 2IBULSKY.H Region 1, Ofo ol Ihe Dirac- 
lor ROte.WJ. Region 2, Wc ol me Dkoctor. 67/12/16. 62pp. 439?0:16143920:214. 


8712169389 NRC Into Notice 87-064. “Conviction lor Falsificalion ol Security Training 
Records." 8vo fill end 

Rrasi.C.E. DMiion of Operallonal Events Assessment (Post 870411). B7/t2/22. 
ConsoMdsfad EdtoOf) Ca p/New York, Irw 120pp. 441S3.(X)1-44153:t24. 


8712170119 NRC Into Notice 874)65. "Plwtl Operation Beyond Analyzed Conditions." 
Sve Set end. 

RD^.C.E. DMsion of Operational Events Assessment (Post 070411). 67/12/23. 
C(?r?^ktoiedEdbonCo.orNewyork, Inc f20pp 44056 008 44056.127. 


8712230003 Supd 1 lo NRC Irdo NoUce 874)28, "Air Sys Problems at US LWRs." Sve 
Hat end. 

ROSSI, C.E. DivWon of Opetational Events Assessment (Posl 6704ti). 67/12/28. 
CoruofttaMd Edtoon Go. of Now York, Inc. 124pp. 43995: 13643995:257. 

9801130026 Forwwdi Inap Repts &0-275/87-36 ft 50-323/87-38 on 671004-1114 ft rto- 
licea of violation ft deviation. 

ZIMMERMAN.R1>. Ragion 6. Ofc of the Director 87/12/28. SHIFFER,J.O. Pacific Gaa 
ft Electric Co. gpp. 44944:0(344044.054. 

-8801130084 Nodes of viofadon from Insp on 871004-1 114A/iolalion noled RCS leak- 
age datsedon suivsBanoe program did not include acceptance crtteiia lor operation of 
containment cooler odMClion monitoring sys. 

ZIMMERMAN.R.P. Ro^ S. Ofc Of the Director. 67/12/26. tp. 44044016- 
44044:016. 
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-«&0t1300a6 Notice ol deviation Iro^ri Insp on e7l0O4-l1U.Oeviation noted spent iuel 
pool atea monitor RE-Sd & new fuel storage area monitor, R&S9.boltt Inslelled in Apnl 
tees.nol recorded in control room radiation monitoring racks. 

ZiSlMERMAN,n.P Region 6, Ofc ol the Director. 87n2/28. Ip. 44044:016- 
44044:016. 

-8601130036 insp Rapte &0-275/87-3a & 60-323re7-38 on 871l)04-n>4. ViOialinn & 
deviation noiecl.Ma}or areas inspected:plant operations, maini & surveillance activitloe 
& loiiowup o) ortsue eventa,open hems & LERs 

PADOVAN,LM., JOHNSTON.K E.. NABBUT.P.P Region 6. Ole ol the Director. 87/ 
12/24. Oepp. 44044:017-44044:054. 

6801130089 TIiMeentli penial fesporea to FOlA repuast lor documents re 
plarit.Forwarda App R documents ^p R & S documertts available In POB & LPOR 
waled In San Lula Ob'spa.CA App f documenia may be pureftesed Irom ANSI. 
GflIMSLEY.D.H. Division of Rules 4 Records (Post 07O413J. 87/12/86. GAROE.B.P. 
Government Accourilability Project. 20pp. 440f200t-440(225(. 

-8801130102 Rev 2 to "Procedure lor Esiabtfshing Acceptance Cmada for Anclwr 
Installations.Oiab'.o Canyon Power Plant.” 

NIEMI.T.E. Kellogg Co. 76/12/10. tSpp 44012 023-44012.030. 

-6801190122 Rev I to Procedure OAI'98. ''Procedure tor Insp ol Evlaiing Concrete Ex- 
pansion Anebors In Hanger InatallsUons " 

' Pecilic Gas 8 Electric Co. 77/02/14. lOpp. 44018;077-44012.Q02. 

-6801130411 Forwards Info re circumstances surrounding documentation ol Insp of 
1977 Nuclear Sves Com audit of Pullmeo Power Products Co.lncluding dratt Insp 
Repts 60-276/83-37 A 66-223/63'26.Rslated Into also end. 

OIRCKS.W J. Oto Of toe Executive Oi/ecior for Operations. 84/03/01. CommfaaloAete. 
3,600pp. 44013:066-44027:276. 

8712290165 NRC Info Notice 87-066, "inappropriate Application el Commordal-GrerJo 
Cemponertts.” Sve hi end. 

ROSSi.CE. Division ol Operational Eventa Assessment (Post 870411). 87/12/31. 
Consoiidalsd Edison Co. of New Vork, Inc. f20pp 4389S258 43S98<II6 

8712300091 NRC info Notice AF-OO/, "Lessons Learned From Regional fnaps of LF 
censea Actions in Response to lE Bulletin 80 11.” Svo del end. 

ROSSI.CE Division ol Operational Eventa Assessment (Post 6704li). 67/12/31. 
Consolidated Edison Co. of New York, Ino. 123pp. 44038: 164-44038.286. 

8801060098 Forwards corrected App A notice ol violations end w/67122i memo.Wotd 
"draft” aheu'd have been deleted itom top ol page. 

PATE.R J. Regions, Old Of toe Director. 87/12/31. SHiFFEad 0 Peeillc Qaa & Elec- 
tric Co. tp. 43%60.237.43880:239. 

-6801110180 Corrected notice ol violation from map on 681218-19. VIoiaUon 
noted guaiiltoallor) documematlon for Umiiorouernoiorlzed valve acluaio/a did nol os- 
tabl'Sli almilerittf between Installed aoluator 8 actuator tested. 

PAT6,fl,J, Regton 3, Ofool toe CWroctor. 87/12/21. 2pp. 43960;238-43980:239. 

8401980864 Supoi 1 to NRC tofo Notice 86-081, "firolen Exlemei Closure Springe on 
Atwo^ & Morrill MStVe.” Svo Hat and. 

ROSSI, C.E OMsion of OMrationel Evenia Assessment (Poet STOfil). S6/0l/ft. 
Consoitoaied Edison ^ of New York, ino 123pp. 44036:04i-44038:ie3. 

8801210269 Regueala add! time to provide firial repi on completed test progrem ro lE 
Bulletin 67-002, "Fastener Testing to Delermtoe Conformance W/Appilcatue Meu 
Specs " Repl win be submitted by eno of Mar 1996. 

8HIPFER,d.D. Paciflo Qaa 4> Electrlo Co. 88/Ot/tS. Oocumani Coriirol Brartoh (Docu- 
ment Control Desk), tp- 44088:088-44088.068 

8801380888 Responds to NRC 871221 It/ re vtoleiions noted In Insp Hepte 80-27B/86- 
33 & SO- 323/86-31 .Conecllve actlons:grease reliefs en gear housings ol three llmiior- 
quo valve operetore Inside Unfl 2 coniainmerri Installed. 

SHIFFER.J D. PadFio Oas S Electrlo Co. 80/01/20. Document Control Branch (Oocu- 
meni Cortlrol Desk}. 6pp 44198:198-44138:149. 

680I280S29 Fourteenlh partial response 10 FOIA regueaf tOf docurnenis on aNegalione 
re plant operation End App U S V documents also available In FOR & LPOR (ocatod 
in Sen Lula OPiapo.CA App V documents partfally wflhheid (ret FOIA Exampllon 
ORIMSLEY.O.H. Ordslon ot Rules & Hecorda (Post 870413). 86/01/22. OARC^.eP. 
Government Accountability Rroject. 4pp. 44t36.00t-44l38'233. 

-8801280542 Forwards IE Insp Rept 60-276/78-07 on 7e0227-0303-No items of non- 
complierce noted. 

BOOK.H.E. Fuel Facility & Materials Safety Branch, RS. 78/06/26. CRANE, PA Pacif- 
ic Qaa a Elecitto Co. 2pp. 44138:007-44198 008. 

-8801280649 bE Insp Rwl 60-27&/7e-07 on 7fta227-0303.No deviations or flema of 
noncompliance noied.Ma|or areas inapected'.emergency planning Related ertots In- 
clude vartoua aU^tlons.OA mall A I rin itolee.PaAlaU)' wUhheld imarviews 8 notes 
also end. 

NORTH.H.5, 600K.H.E. Fuel FadHty 8 Materials Safely Branch, RS. 70/05/26. 
20epp. 44136:009-44138:238. 


R. Perfodlo operating report# 8 relefed corresponderice 

8801270061 "Report on Discharge Monitoring ot l^ablo Canyon Power Plent,** lot Deo 
1987.W/8e012Oltr. 

TOWNSENO,J.O. Pacific Gas & ElecMo Co. 87/12/31. LEONARD, W. Calilornis, State 
of. 46prx 44189.289-44169.334. 

8801270131 Montoly operaiing repte lor Dec 1&e7.W/07OI16 Hr. 

HUG.M.T., BEOESEM.P., TOWNSEND, J.D. Paoilio Qes & Electric Co. 87/12/31. 
I tpp. 44f4I;128-44l4t;190. 


8. Reportable oecurrtnees, LERe 8 related correspondence 

6801200389 LER e7-029-00;on 671213,lo-lo steam generator level reactor trip occurred 
fdlowlru main (eedwaler pump trlp.Caua^ ^ IsJled "push to tesT' tomp 
socl(e(.socket replaced-Test procedure written 8 evaluation conUr)ulna.W/68l>l12 Hr. 
SISK.D.P., SHIFFER,J.O. Pacific Gas 8 ElecWo Co. 68/01/12. Spp. 44068:126- 
44068:191 


8801200439 LER 87-024-00:on 871213, reactor irip & subsequent turbine trip ocurred 
duo to fa/ure of detector voltage supply tor source range Channel N'92.Gau8e not 
rtetofiTilnodH-gh-voltage power supply 8 detector signal unit replacQd.W/8801l2 Hr. 
SISt<.O.P., SHIFFEB,J.D. Paclllo Gas & Electric Co. 00/01/12. 5pp. 44057:035- 
44067i339. 

6801270276 Summary ol Operating Reactors Events Meeting 88-02 on 8B0112 re 
events which occurrad since last meeting on BSOIOS.LIsl ol atlondeos.significent ela- 
monte of overlie 8 labulat-ori of long-term followup asslgnmanls to bo cornpleted ervet 
tANNiNQ,W. Events Assessment Branch. 88/01/15. ROSSVC.E. Division o! Opei- 
slional £var)is Assessmeni (Post 670411}. i^. 44155:196-44155.151 

880I26044S LER 87-026-00.on 87121 7,malf» turbine trip S leodwater lsoiet:on valve efo- 
atve occurrsd.Ceusad by lack of guidance for operators to execute operation. Memo 
win be Issued (o opejsipra providing guidance on corroci moihod.W/06Ol 19 Hr. 
WILSON50, SH1FFER.jb PaclUc Gas & Electric Co. 88/01/10. 7pp. 4412e:318- 
44126924. 

6881280483 LER 07-026-00:on 871217, unit entered Mode I In violation of Toch Spec 
3.0.4 w/o meeting limillna conditions for oporaiion.Caused by lack of procedural guid- 
ance In reporting dI signiticant digits for chemical rosuUs.W/eBOlie Hr. 

MALONE.D.D., SHIFF=^R.J.D. Pacific Gas & Electric Co. 86/01/19. Spp. 44120:346- 
44128 350. 

8801280128 LER 87-027-00:00 B7l220,fuol handling b'-dg ventilation sys shifted Into 
locUne removal mode due to tomovai of hoi panicle from spent cooi.Ceueed by leiiura 
to perform survey Radlat>pn control procedure revised W/8801 19 Hr. 

HUO.M.r.. SH»FlrER,J.D. Pacific Gas 8 Electric Co. 08/01/19. 6pp. 44f66:287- 
44166:272. 

8801280344 Special nepi SR d8-01:on 871230,radiaiton monitor RM-29 declared Inop- 
erabfe when alert mdicafod on posf-accideni monitoring panel f In control 
room Cauaed by moisture inlruslOn In delactor p'.g Pig dried & resoelod. 

SHiFFER.J.O. Pecific Oaa & Electnc Co. 86/01/20. Document Control Branch (Oocu- 
mera Control Desk) 1p. 44136:313 -44138:313. 


V. Operator Examinations 

8801200231 Penial response to FOIA requesi for documents re worker training pro- 
grema & iNTO training eccredfatlon Forwards App F documenls.App E 8 F docu- 
menia also available in POR Addi records also avaiiabio in PDR under Bossong FOIA- 
87-204. 

QRIMSLEY.O H. Division of Rules & Records (Post 870413). 68/01/12. BOLEY.K. 
PitoVcCiifzen's Critical Mass Energy Pioiect. 6pp 441 18.001-441 iB.039. 

-6601220136 Advises ol allendance at 870923 Natl Nuclear Accrediting Board medVng 
al INFO otos in Ailania.OA re traininn programs at two pianis.Encis Include Let of 
Board member names 8 sitandees & 67i i06 plant staius accreditation table. 
OlOSON.AF. Ragton 2. Oto o* the Oirccior. 87/it/D2. ROE,J. DMsion of Licensee 
Performance & Ouetity Eveiuaiion (Post 870411). Spp. 44119:160-44110:166. 


DOCKET 53-277 PEACH BOTTOM ATOMIC POWER STATION, ONIT 2 


P. Security, medioal, emergency A lira prolactton plana 

8001180344 Forwards public version ol Rev 10 to Emergency Plan implementing Proce- 
dure CP-280A. "Fire RghCng Group." W/BSOlii release memo. 

OALLAGHER.J W. PhJsdeipbie Eiecirie Co. 87/12/17. OocumenI Control Branch 
(Oocumoni Control Desk). 4pp 44049 023-44049:055. 

-8801160048 Public version ot Rev 10 to Emergency Plan Imptemanling Procedure EP- 
20eA. "Flto Flghimg Group." 

• Philadelphia tlacthc Co. 87/12/17. 20pp. 44049.027-44040.055. 

8831260122 Forwards 871204 Insp Repis 50-277/87-30 8 50-276/87-30 re compliance 
w/lfre protocHon toqultemenls of App R.Ulil (n compliance w/regulallons on 
ls»tos Hoquesie trteallng w/NRC lo clbso unresolved Hama. 

ALOEN.W M PhiledelpliTa Electric Co. 86/01/05. MARTIN, R.E. Project Qirectoraie 1-2. 
ip. 44109.085-44109:102 

8801183135 Forwards Setety loop Repta 60-277/87-36 8 50-278/67-36 on 671207- 
OO.No^aiione noted. 

MARTIN.T.T. Haoton 1, Ofc of too Direclor. 68/01/06 OALLAGHER.J. Philadelphia 
Electric Co. 2pp. 44045:302-44045:311. 

-8801180146 Emergency Preparedness Insp Repts 60-277/67-36 & 50-278/87-36 on 
671207-09 No ylorauons r»oied.Ms|or areas lr)spected:observalf9n of kcet^sas annual 

g irtlal participation emaraency exercise performed on 671208. 

OnOON.C., LAZAPUS.W.J. Region f, Ofc of the Direclor. 88/01/05. Spp. 
4404&.304-44046:311. 

8801280417 Forwards public version of revised emergency plan Implarnanting 
ptocedures includlrig Rev 18 to EP-lOl. "Classllicalion of Emergencies" 8 Rev 18 (a 
EP-102. "Unusual EvenI Reaponae." W/860t26 release memo. 

OALLAOHER.J.W. Philadelphia Electric Co. 66/01/07. Document Control Brarveh 
(Document Control Desk). Spp. 44175:069-44176 074. 

-0031289441 Pvbllo version of revs to emergency plan Implemonllng 
procedurea.IncludinQ Rev 16 to EP-tOI, "Classification ot Procedures” A Rev 18 to 
EP-102, "Unusual Event Response." 

* Philadelphia Eloctrlc Co. 87/12/08. 23epp. 44175.094-44176:074. 

8801190332 Forwards Salo^ Insp Rspls 50-277/67-24 8 60-276/87-24 on 671017- 
If27 & notice of vlolatfan.One recurrent violation w/ multiple examples concerns fan 
ure to adequately survey & post radiological conditions. 

KANE.VY.F. Reglorr 1. Ofc of the Director. 69/Of/If. GALLAGHER.J.W. Philadelphlf 
Electric Co 2pp 44062:006-44052:050. 

-8801190336 Partially withheld Safely Insp Repta 60-277/67-24 8 50.276/87-24 oi 
B710I7-I127 irel 10CFR2.790 A 7321). Violationa noted.MaJor area 
Impeciedoperationai aaloty, radiation protection & relueliru A outage actlyiues. 
WlU.IAMS,J.H., LINVILLE,JC. Region 1, Ofc ol the ulroclor. 86/01/08. 41pt 
44t»2.91 0-440^060. 



DOCKETED ITEMS 47 


88012&0610 Advises ihal licensee eltornativos lo goals In NUFIEQ-06S4/FEMA-REP> 
l.Pev i. Table B-1 re eiaHing augmenlalion goals tot omergencles fouAd acceptable In 
providing adequate sliift slatl agumenlallon. 

MARTIIT.R E. Ptoieci Oiieclorale 1-2 8B/Ot/iS. BAUER.E.G. Phlladolphla Electric Co 
4pp. 44116-124-44116:127. 

6S01260066 Forwards SER accepllog ulil 6401 16.0927 & 650605 rosportsoa to Generic 
Ur 82-33,ltem 6 re compliance w/posl-accidenl monitonng Insirumontailork gukJolnas 
of Reg Guido 1.07 concerning emorgency response laclMles. 

MARilN.R.E. Project Oireclorato 1-2. 88/01/15. BAUER.E.G. Ptilladolphla Electric Co. 
3pp. 44130:124-44130:161. 

-•6801260074 SER accepUng util 840116.0927 6 850805 responses to Generic Lir 02- 
33, Hem 6 re compliance w/posi-accideni monitoring Instrumonleilon guldel-nos ot Rog 
GuWe I 07 concerning emorgency response /acHilles. 

• Project Direclorato 11-1. 80/01/16. 3pp. 44130:127-44130:129. 

-8611030467 'Contormance lo Rog Gu'de 1 67.Peocn Qotiom Atomic Power 
Station, Units 2 & 3." Informal ropi 

UOY.A C EG&O Idaho. Ir^c. (subs, of EQ&G, Ino.). UOY.A.C. Idaho Nadonel Engineer- 
ing Laboralory FIN A-6483. EQQ-E-A-6870. B6/02/20 NRC - No OotaMed AthllaUOf^ 
Qwon. 22pp. 44130:130-44130:161. 

8601270063 Discusses condition ol noncompliance w/10CFR50 App R »t> incurocl dis- 
position ol cable (aituroa Staled combination of grounda will result in loss of core cod- 
ing by RCIC sys. Causod by personnel orror.Cet^e relocation undorway. 
GALLAGHER.-J.W. Phiiadorphia Electric Co. 88/01/19. RUSSELL.W.T. Region I. Ole 
of trio Director. 3pp. 44 t4f;0a0-44 14 1.092. 


H. General correspondence 

8712290013 AcK receipt of 871201 Hr describing plans for mgl changes ei fadUies. 
KANE.W.F Region f. Ofo of Ihe Olreatot. 8?/l2/21. QALLAGHERJ.W PhHatfefpWa 
Electric Co. 2pp. 43803.017-43893 016. 

8801040013 Forwetda NRC response lo Hunt 871109 11/ expressing ccncerrta about 
lack ol adequate public nolillceilon ol 871 104 mooting In GuarryviiIo.PA re ul4 corntryt- 
ment to excellence action plan. Display ada ot meeting ware In local newspapera. 
STELLO.V. Ofc of (he ExocuHve Director lot Operations 87/12/23. WALKER.RS 
House of Rep. 4pp. 43696:163-43895:204. 

-8601040020 Apologizes (or oversight ot lack of adequate publicity about 671 104 moot- 
ing In Ouarryviiie.PA for pubiio to comment on util commitment to excellence acUon 
pien.Commonta & advertisemenis ol meefinge enci 

RUSSELL.W.T. Region l. Ofc of the Director. 07/12/09. HUNT.W.O. Afli'iaiion Not 
Aaslgrted. 13pp. 43896: f 67-43996: 1 79. 

-8801040089 Forwards WO Huni 8711 16 Hr re lack of adequate public noMlcailon ol 
meecing lo discuss ulil comrrirmenr lo CKceiicnce acrlon plan, for constdoraiton. 
WALKER.RS House of Rep. 87/lt/i7. 2ECH.L.W. Commissioners, ip 43695:188- 
43895:204. 

-8801040041 Expresses concern re lack ol adequate public nolilicetion (or meeting in 
Peach Soitom.PA lo discuss iiconsoo cornmiimeni lo exceiisnce action plan. 
HUNT.W.O. Alfiliallon Not Assigned. 67/11/16. Region l. Ofc of the Okocior. 2pp. 
43895:161-43605:204. 


J, Insurance & Indemnity Information 

8801270214 Fonvards Endoreernsqi 121 10 NELIA Policy NP-140. Endorsement 71 lo 
MAELU Policy MP-e? & Endorsemenls 8 lo NELIA Policy N-e.MAELU Policy M- 
e.NELIA Policy N-9 & MAELU Policy M-9. 

GRADLEY.EJ. Philadelphia Electric Co. 66/01/11. 0INIT2.I. NRC • No DetaAod A1HI- 
atlon Given. 7pp. 44169.027-44166:033. 


P. Operating license stage documents 8 correspondence 

8801120090 Forwards Info re Resource Technical Svcs.Inc.includIng summary ol NRC 
contraci work, NRC Form 26 for three existing contracts, audit Info.work hfsiory & hsis 
of expertise available (or specie! Inspe & of current resource sves. 

FELTHOUS,fl.A. Resource Toohnical Services, Inc. NnC-28-87.4l7. 67712/16. 
JOHNSON.E.H. Region 4. Ofc of (he Director. 7fpp. 43998 230-43996:300. 

8801140303 FOIA request lor documents re requests lor compensaUon from Dolmerva 
Power 8i l/ghf Co or other puWlc uMe In cortnecllon w/shvKiown ol Peach Bottom 
power plant. 

LEWIS, D.B. Lewis, O.B. 87/12/16. NRC - No Oelailed AlliliaUon Giver. Ip. 
44033.006-44033:006. 

8801050041 Responds to NRC 871203 Hr re OA program description changes lor planis 
& 871003 Rev 6 to updated FSAR.IncorpotalIng inlo discussed w/NRC on 671130 & 
1211. Requests (or rev initialed & approved by nuclear OA addres^ng NRC concerns. 
GALLAGHER, J.W. Philadelphia Electric Co. 07/12/23. JOHNSTON.W.V. Region 1. 
Olo of the Director. 8pp. 43900:1 23-43900:130. 

8801130267 Ack receipt ol "Plan for Restart ol Peach Bottom Atomlo Power 
Station.Section I, Corporate Action" & approves 871 125 Implementation of corporste 
plan. 

RUSSELL.W.T. Region 1. Ofo of the Olreclor. 87/12/24. AUSTIN.J.H. PhlledelpNa 
Electric Co. 2pp. 44)39:073-44039:074. 

8801070499 Forwards summary rept reflecting schedule into through 67i21i.per utR 
Section 4.13 2 of commitment lo excellence acllon plan. 

AUSTIN, J.H. Philadelphia Efoclric Co. 87/12/29. RUSSELL.W.T. Region 1, CM© of Uio 
Director. ISpp. 43999:300-43900:317. 

8801070166 Requests addi Into supporting ulil 871106 submittal re Oenrio Ur 83- 
28.1tems 3.1.2 & 3.2.2.lnfo requested Includes list ol 20 outetanding vendor manuals & 
scheduled target dale lor receipt of updated vendor manuals. 

MARTIN.R.E PfOiect Directorate 1-2. 68/01/04. BAUER.E.G. Philadelphia ETeciric Co. 
3pp. 43950:005-43960:007. 


8801130428 Roquesis annual hourly meteorological data laps of plant onsite observa- 
trofts 8 /nosi recent sfudy containing cvacuellon time esi'msies lor argg arovnd 
site.Rcsponso raquosleo by ond of Fob 1988 

MAR7lN.n.E. Pfoloct Directorate 1-2. 68/01/11. ALOEN.W.M. Philadolphia Electric Co. 
3pp. 44008:1 12-44009:1 14. 

8601200231 Partial response lo FOIA request for documents re worker training pro- 
-ams & INPO training accreditation Forwards App F documents.App E & F docu- 
ments available in POR Addi records also available In POR under Bossong FOIA- 
87-204 

GRIMSLEY.D.H, Divislan ol Rules & Records (Post 670413). 88/01/12. BOLEY.K. 
PubfcCfdzon’s Cntical Mass Energy Project. 6pp. 44 f(6:<]0(-44f 16.039. 

-8612060547 Trip rept of 861029-00 visit lo Nall Nuclear Accrediting Board meeting to 
rouiow se/ectod training (or fl'anfa Boarcl reviewed four s-tos & 24 programs. 
MCKEE.P.F. Operating Roaclor Program Br.Orv of Inspection Pfograms.lE (050212- 
870413). 86/12/02. PERSENSKY.J.J. Maintenance & Training Branch. 2pp. 
44119077-44119078. 

••8812090030 Summary ol INPO Accredllatron Board 861016 & 16 meetings re encI list 
of (acllrty wograms. 

QI6S0N.S.F. Rog-;on 9, Ole ol the Dirocior. 86/10/17. RUSSELL.W.T. DWslon of 
Human Facioxs Techno'ogy (B51 125-670411). 3pp 44119.041-44119.043. 

8801280093 Informs Ihal 871120 paiitlon lor hearinn on util uniimev & does not ad- 
dress Commission crllarta In 10CFR2.714(a).(d). 2.7t4(a)(1) & 2.772(c) Petition reject- 
od. 

CHlUi^j. Office of ifio Socretary of the Commission. 8fl/0i/i3. MYERS.M.M. Ponn- 
sylvama. commonwealth of. Ip. 44173:287-44173.267. 

8801260260 Advises lhar treonsee 670616 submittal of addi Info re Generic Ui 63- 
28.liern 1.2, "Data & Into Capability" meats guidelines In NRC 660710 
evaluation. Issue considered resolved 

MARTrN.nE. Project IMrecloraia 1-2. 86/01/15. SAUER, EG. Philadelphia Electric Co. 
3pp. 44 1 1 6:322 44 1 1 6:324 . 

8801260188 Discusses NRC comments re procedures genorallon package lor plant 
emotgertcy opoiating procedures LUH agrees w/all commenta except Comment 1.2 re 
plecemenl ol esut-on symbols Supporting info encL 

QALUOHEn.J.W. Philadelphia Electric dSo. 88/01/16- BUTLER.W.R. Project Oireclor- 
ate 1-2. 10pp. 44130.342-44130.351. 

8601270005 Requesis addi Info lo facihlate review ol ulH FROS5TEY luel performance 
code described in Rept RECo FMS-OOS.Use ol FR08STEY (or input to LOCA analysis 
& deteimineiion of end of life intornai rod pressure should be indicated. 

MM)TlN.R.E. Project Directorate 1-2. 6B/()l/20. BAUER, E.Q. Philadelphia Electric Co. 
3pp.44l49 l37-44l40 t39. 

8801280320 Final tesponee to FOiA roquesi re alleged thresis to employee at 
ptanLCocomeni tjenb.'ied irt App A ava'Iabte In PDR. 

QRIMSIEY.O. Division ol Rules & Records (Post 070413). 88/01/21. STAPFORO.T.A. 
Aimallon Not Assigned. 2pp. 44138:301-44136:302. 

0001280683 Requests conlirmaiiort lhai diesel generator luel oil sys Included on plant 
0-llsl & designed lo Selemlo Calogory i criieda & results of testing por d7n 18 submit- 
lai. 

MARTIN.R.E Project 0>reototole 1-2. 88/01/22. BaUER.E 0. Phllado'phie Elecirle Co. 
3pp. 44 1 73.066-44 1 73:070. 


O. Inipeotlon reports, IE BuHetlre & correspondence 

8712300043 Forwards Salety Insp Repta 60-277/87-31 & 50-278/87-31 on 871102- 
06 No rdoletions noted. 

JOHNSTON.W.V. Reg'on 1. Olo of Ihe Oireclor. 07/12/17. KEMPER.J.S. Philadelphia 
0ec1r(c Co. 2pp. 436<fl:O10-4392l;O26. 

-8712300046 Insp Repis 50-277/87-31 & 60-278/87-31 on 671 (02-06 No violations Of 
dsviaiions noled.Meior areas rnspecled.NRC BuHotm 64-03 & IE Info Notice 84-93 ec« 
cessibfe portions of Units 2 & 3. 

BEBEIOWSKI.T., BLUM0ERQ.N.J. Region 1, Ofc ol the Director. 87/12/09. 7pp. 
43B21.020-43821,028. 

8712160369 NRC Info Notice 07-064, "Convlcllon lor Falsification of Security Treln'ng 
flecofde." Svo liel end. 

ROSSI, C.E. Division ol Operalionsl Events Assessment (Post 670411). 87/12/22. 
Cons<4ldaled Edison Co. Ol New York, Ino. 120pp. 44153.001-44163:124. 

6712170119 NRC Inlo Notico 87-065, "Planl Operation Beyond Analyzed Conditions.'’ 
SvcRsI oncl. 

ROSSI.CC Division of Operational Events Assessment (Post 6704U). 87/12/23. 
ConsoKdaled Edison Co. of New York, Inc. 120pp. 44066.006-44056:127. 

9712310008 Forwards Exam Repis &0-277/e7-27OL & 50-278/87-2701 ol exam admin- 
lalerod during wk of 87100S. 

G/M.L(i,R.M. Region 1. Ofc of the Director. 87/12/23. GALLAGHER, J.W. Ph'lada'phia 
Electric Co. 2pp. 43923:124-43923:267. 

-8712310011 Exam Repis 60-277/e7-270L & 60-276/87-27OL on 67t005 07.Exam 
resuHs:lour senior roaclor operators passed, two reactor operators passed & one reac- 
tor operator failed. 

HO^.A.G.. LANOE.D.J Region 1, Ofc ol the Director. 87/12/21. 170pp. 43923:126- 
43923:297. 

8801060413 Forwards Safety Inap Repta &0-277/e7-34 & 60-278/e7-34 on 871109- 
13.No 'dolatlons noted. 

JWNSTON.W.V. Region 1, Ofc of Iho Oireclor. 87/12/23. GALLAGHER, J.W. Phila- 
delphia Electric Co. 2pp. 4396l:14l-43961:150. 

>•8801050418 Insp Repts 60-277/87-34 & 60-278/67-34 on 67ti09-13No violations 
noled.Major areas Inspecieddicensea followup A corrective eclions re several NRC 
previously Identified Items. 

WOOOARD.C.H.. ANDERSON, C.J. Region 1, Ofo of the Director. 87/12/16. 8pp. 
4396t:(43-439€I;IS0. 



8713290003 SuppI 1 lo NRC Info Nolce 87-033. "AJf Sys ProbComs at US LWRa." Swc 
Msl encl. 

ROSSI, CE OMsIon of Operationa] Events Assossmem (Post 870411). 67/12/28. 
Conscltdaled EtSsonCo. of New York, Inc t24pp 43995:13843996:257. 

8712340155 NRC Info Notice 87-008, "Inapproprialo AppUcaUon of Commetctal-Qiade 
Components.'* Svc list encl. 

ROSSIC.E. Division of Oporatlonal Events Assessment (Post 07O41») 87/12/31. 
Consolidated Edison Co. of New York, Inc. 120pp. 43996:25043996:010. 

8712300091 NRC Info Notice ST-Oe?, "Lessons Learned From Regional Inspe of Li- 
censee Actions in Response to IE Bulletin 80-11.'' Svc list oncl. 

ROSSl.CE Otvislon ol C^rationai Events Assossmem (Post 870411). 87/12/31. 
Consolidated Edison Co. of New York, Ino- 123pp. 44038:164-44038 286. 

680f2S0122 Forwards 871204 Insp Repls 50-277/87-30 & 50-270/87-30 re eompkanco 
w/fire protection requirements of App RUtil In compliance w/rogulationa on 
Issues Requests meeting w/NRC lo close unresolved items. 

ALOENW^. Philadelplua Electric Co. 08/01/05. MARTlN.R.E Pra|ecl Dlrecloralo 1-2. 
Ip. 44109.-085-44109 t03. 

8801150135 Forwards Safety Insp Repts 60-277/87-30 & 6Q-278/07-3e on 671207- 
09 No vlQlalions noted. 

MARTIN, T.T. Region 1. Ofc of the DIteclOf. 88/01/08 GALLAQHERJ. PhltarJeipKe 
aectnc Co. 2pp. 4404S:30244045-3i 1. 

-8501150145 Emergency Preparedrvass Insp Repts 60-277/87-36 & 5O-276/07-38 on 
871207'09.No violations noled.MaJor areas inspected observation of liceftSOfi annuel 
partial participailon emergency exercise perlermed on 871200. 

OOROON,C.. LAZARU5W.J. Region 1, Ofc ol the Dractor. 88/01/05. 8pp. 
44045:304-44045:311. 

8801050344 SuppI 1 to NRC Inlo Notice 88-001. “Brokon External Closure Springs on 
Atwood & Morrill MSIVs." Svc list encl. 

ROSSt,C.E. Division of Opefslional Events Assessriveni (Post 870411) 88/01/11. 
Consolidated Edison Co. of New York, Ino. 123pp. 44036.041-44038:163, 

8801140332 Forwards Salely Insp Repts 60-277/07-24 & 50-278/87-24 on 871017- 
1 127 1 notice of vioia^ One recurrenl vlolellon w/ multiple examplaa concerns fell- 
ure lo adequately survey 8 post radiological conditiona. 

KANE.W.F. Region t, Ole of Ibe OirecTor. 88/01/11. QALLAQHER.J.W. PMladeIpnia 
ElecUIO Co. 2pp. 440S2.OOe-44062.050. 

•*8Mt 190334 Notice of violalion iromlnap on 871017-1 127. Idoiatlon nclad MttimOatocI 
change lo F^RG approved repair procedure lor emorgency cooling water eys Pipe 
Support 4SHB-H58 made w/o documented approval 
* Region t.Olc ol the Director. 88/01/11. 2pp 44052 008-4 4052 009 

-8801140338 ParliaAy wHhhefd Safety Insp Repra 50-277/37-24 8 60 278/87-24 on 
871017-1127 (ref tOCFR2.790 8 73.21). VioleUons Poled.MslOf ereee 

Inspected operational safety, radiation proiecilon 8 refueling & outage activtties. 
WlCUAMS.JH, LiNViLLE.J.C Region I. OlC of the Ckrector. 88/01/06 41pp. 
44052.0t0-44052.060 


8801060012 LER 87-022'0l.on B7og29,HPCl disabled due to blown power fuse in HPCI 
logic panel.Causo unkown.Fuse replaced svtlhin 35 minutes.siatic inverter placed on 
ac feed & battery lermjnal voltage monitored every 4 h W/871231 Itr. 
eiRELY.WXJ., LOGUE.R H. PWladolphla Electric Co 87/12/31. 7pp. 43902069- 
43962 075. 

8801110220 PNO-l-68-OOl:on 880104, reallgnmor>l of nuclear ntgt updated Action pro- 
vides for corporate oflicer at each plant to elevate level of plant In corporate mgt 
auiictura. 

LfNVfLlEJ . WENZiNGEn.e. Region I. Ofc of the Olrectot. 88/01/04. lo 43099:337- 
43499:337. 

8501120033 LER 67-02E-00:on 871202.Group III outboard Isolation occurrad.Cauaed bv 

e irsonnal error & tiesign & location of relay 16A • K4l.Fuse replaced, isolation reset k 
dividual counseled. W/e80i04 itr. 

eiR£LY,W.C.. LOOUE.RH. Philadelphia Electric Co 68/01/04. 6pp 44006030- 
440(M«35. 

5501120053 LER 87-026-00.on B71206.0roups 11 & 111 isoialior) of RWCU i shutdown 
cooing mode ol RHR sya occurred.Caused by leaking shutoff valve which pressurized 
tel im lo actuate reactor lovel transmitters-VaVe replaced W/080105 Itr 
BlRELY.W.C.. LOOUE.R.H. Phifadelphia Electric Co. 00/01/05. 7pp 44006038- 
44006:042. 

5801140117 Special rept;on S7l218.planned release of liquid radwasie from laundry 
dram lank B made wM being treated as dosenbod In Limiting Condition of Operation 
36 B.4.Caused by pfocfidurardariciancy.Pracedure revised 

* Ptuiodelphia Electric Co. 88/01/1 1. RUSSELL.W.T Region t. Ofc ol the OIrecior. 
4(^ 44045 281-44045:284. 

8601140234 LER 87-027-00.on 870430.primary containment Isolation occurred.Caused 
by persertel onor by Inducing ground & blowing luso while applying blocking 
permit Fuse replaced & leads restored lo ordinal cor>dltion.W/680f 12 Itr. 

8IRELY.WC. LOQUE,R.H. Philadelphia Bactric Co 88/01/12. 6pp 44061:187- 
44061-142 

5801270010 PNO'l'87.i08A:on 071 1 1S,FBI arrested lour licensee & two contractor em- 
pfoyoos accused of drug dislribufion at plant A surrourvding area.Ona util & contracior 
otr^oyeaa lound gutliy S remaining two ubi defendants suspended 
VWLLlAMS.H, WENZiNGER,E. Region I. Ofc ol the Director. 80/01/20. ip 
44137:380-44137:360. 


U. Congrtaalonal/Eaeculive Corraapondanca 


8801140371 RasporvJs to 871 113 III expressing concerns re adequacy of uM commit- 
menl to oxceiiertce action plan 8 mio on NRC actions in response lo Governor 
Schaotor 871016 Ki.Revtseo plan requested from uti.NRC response to Schaefer Itr 
encl. 

ZECH.CW. Commissioners. 87/12/30. MIKULSKI.B.A. Senate. 2pp. 44031:203- 
44031:207. 


8801200183 Ack receipt ol 671130 Ur informing NRC oi steps taken to correct violations 
noted In Insp Roots w-277/67-23 8 60-278/67-23.Roque8l (or extension until 880122 
agreed 

JOHNSTON, W.V. Re^n 1. Ofc oi the Director. 88/01/11. QALLAQHER.J w. Phila- 
delphia Elects Co. 2pp. 44052:173-44052:178. 

8801200384 Responds to vloiaiions neiod h insp Repts 5Q'277/87-22. 60 278/67- 
22,80-277/87-25 4 50-2/8/67-25 Conective actions: ovialde expert consultant em- 
plo;^ to work w/irtU to expedile completion of anafvsli 

QaIlAOHER.J.W. Philadelphia Etectno Co. 56/01/11. KANE.W F. Region i. Ole of 
the Director. 2pp. 44050:100 44066:191. 

6801210154 Responds to NRC 871204 Rr re violaUons noted In insp Repts 60-277/87- 
30 i 50-278/8/-30.Carrectrve acftona.Are brfgede members fully tramea. 

GALLAGHER J.W. Philadelphia Electdo Co. 88/01/11. JOHNSTON.WV. Report I. 
Ofc of the Director. 8pp. 44066:318-44086:322. 

8801250510 Advises that licensee aliernailves lo goals In NUREG-06S4/FEMA-REP- 
1,Rev LTaMe B-l re staffing augmenfaflen goals for emergencies found scceptabfe in 
providing adequate shill slan aoumentatlon. 

MARTIN.R.E. Prelect Dreclorato 1-2. 88/01/15 BADER.E O. Pn.ladelphia EtecUk; Co. 
4pp 44118:124-44110.127. 

8801270129 Forwards response to IE Bulfeiln 85-003, "Uofor-Opereied VsNo Common 
Mode Failure Dtiring Plant Transients Due lo Improper Bwllch Ssttir>ge. " 

KEMPER,J.S. Philadelphia Eieolric Co. 88/01/21. RUSSELL.W.T. Region 1. 01c of Ihe 
Otrector. 3 m>. 44141:139-44141:185. 

-8801270134 Rev 0 to "Peach Bottom Atomic Power Slatlon,Unils 2 8 3. Response lo 
IE BulieVn 85-003. 

* Philadelphia Electric Co. 88/01/16. 24pp. 44i4i:t42-44i4t:i65. 


R. Pertodle operating reporta 4 relited correspondence 

8801260232 Monthly operatirM repts for Deo l987.W/e80114 Hr. 

MIOOLETON,LL. ALbEN,W.M. Philadelphia Electric Co. 67/12/31. 14pp. 44168284- 
44168:277. 

8101200148 Forwards plant status rapt lor 8712 17-860107, providing overview ot pianl & 
NRC activities. 

UNVILLE,J.C. Region 1, Ofo of the Direclor. 88/01/13. KANE.W F. Region 1. Ofc of 
the Director. 5pp. 44051:357-44081:381. 


8. ReportaWo oeeurrenees, LERa 4 related cerresponderice 


-8801140373 Responds to commenis ro ubl commitment to excellence action 
pten.submitted in response lo NRC 570331 shutdown older. Commenis forwarded to 
uU fix use In revised pien Stall level rneeting planned near site. 
ftUSSELL.W.T. Region f. Ofc ol the Okociot. 87/11/17. SCHAEFER, W.O, Maryland, 
Sialeof. ip. 44031:205-44031:205. 

-8801140350 Requests that lleled eencerns be addressed re plant restart Util promises 
to unprove operation.mgi changes including guaranteed corporate mgt involvement in 
opereuon & oevolopment of emergency plan must be demonstrated. 

MIKULSKLBA. Senate. 87/11/13. ZECH.LW. Commissioners. 2pp. 44031:206- 
44031.207. 


V. Operator Eaemlnatlons 

8712310008 Forwards Exam Repls S0-277/B7.27OL & &0-278/B7-270L of exam admin- 
Istered during wk ot 871005. 

OALLO.RM. Regiort I, Ofc ot Ihe Director. 67/12/23. QALLAGHER,J W. Philadelphia 
ElectcfcCo 2pp. 43923.124-43623:297. 

-8712310011 Exam Repts 50-277/B7-270L 4 5O-27B/07-27OL on 87t00S07.Exam 
reotMisJouj aonkx reactor operators passed.two reeclor operators passed & one reac- 
tor «»«ieior failed. 

HO^ A.Q LANCE.DJ. Region I, Ofc of the Director. 87/12/21. 170pp. 43923 128- 
43923 297. 

8801120308 Advises that reactor operator licensing exams scheduled for wk of 
880215 Licensee ahoufd provide Inlo re reference mat! requirements by 870104 Relat- 
ed ends Include wntton exam administration requirements & NRC exam rules & guide- 

lA^E.DJ. Regksn 1, Ofc ol the Director. 87/12/28. GALLAGHER, J.W. Philadelphia 
Elecbic Co. 9pp 44040:114-44040.122. 

8M>1300331 Partial response to FOIA request lor documents re worker training pro- 
grams 4 INPO training accreditation Forwards App F documentsApp E 4 F docu- 
mofRa also avs'latsle in POR AddI records also availaWe in PDR under Bossong FOIA- 
87-2<|4. 

QR1MSLEY,0 H. Division ol Rules & Records (Post 870413). 88/01/12. BOLEY.K. 
PuUic Qiizen's Ctllica! Mass Erwgy ProjecL 8pp- 441 18:001-44118:039. 

•^12080057 Trip rapt of INPO Accreditation Board 850523 meeting re plant (raining 

?eSsS?SKY,J J. Licensee Qualifications Branch. 85/06/10. BOOHER.H.R. Licensee 
OuBlITicaiions BrarKh. 3pp. 441 18:136-44118:195 


8712318056 Special tepLon 871 111, diesel-driven Ore pump failed surv^Hance test 4 da- 
ds^ kioperable.Cause unkrrown Pour sets of celts for two balterles replaced 4 
charged w/portsble charger,SurveiFiance lest procedure revised. 

ALDER.W.M. Philadelphia Electdo Co. 87/12/21. RUSSELL.W.T. Re^n 1, Ofcol the 
OCtector. 3pp. 43963:301-43963:303. 


-8801280138 Adsdses ol ettendance at 870923 Nall Nuclear Accrediting Board rneeting 
el INPO olcs In Allanta.GA re training proorams at two plants.Enc^ include list ot 
Board member names 4 atlendees & ^1105 plant status accreditation (able. 

GIBSON AF. Region 2, Oio ol the Direclor. 87/11/02- ROE.J. Division ol Licensee 
Pertofmenco 4 G^iallfy' EvafualiOf) (Post 8704)1). 8pp. 44119.169-441)9:166, 


DOCKETED ITEMS 49 


DOCKET so-sre PEACH BOTTOM ATOMIC POWER STATION, UNIT 3 


F. Security, rnedlcal. emergency & lire protection plane 

M011S0044 Forwards public version ol Rev 10 lo Emergency Plen Implementirtg Pioc»< 
dufs £P'260A, "Fire Ranting Group. " W/d80f f t release memo. 

GALLAGHER, J W. PhiTadelphia Eloctrlc Co 87/12/17. Document Control Branch 
(Oocumenl Control Desk). <tpp. 44049 023-44049 055. 

*-8801160048 Public veision ol Rev 10 lo Emergency Plan Implomenung Procedure EP- 
206A, ‘’Firo Fiohimg Group " 

* PniladelphiaElectric Co. 67/12/17. 29pp. 44049:027-44049.055. 

8801250122 Forwards 671204 Insp Repis 60-277/67-90 & S0-27e/67-3O re compSartce 
w/fire protection tequlremanis of App R.Ulil in compliance w/regulatlons on 
issues Requests meeting w/NRC lo close unresolved items. 

AlDEN,W.M. Philadolptiia Electric Co. 86/01/05. MARTIN. R E. Project Olreciorate 1-2. 
Ip 44109065-44109:102. 

8801150135 Forwards Safety Insp Repis 50-277/07-36 6 50-276/67-36 on 671207- 
09.No viotaiions noted. 

MARTIN,T.T. Region t. Ofc ol the Director. 86/01/06. GAIUGHER.J. PhtiedelpNa 
Electric Co. 2pp. 44045:302-44045:311. 

-6801150145 Emergency Preparedness Insp Repis 50-277/67>36 6 50-278/B7-3e on 
671207-09. No violations noted. Major areas inspected observallon ol licensee enrtual 
partial participation omorgoncy exercise performed on 871208. 

GORDON, C Region 1, Ore or (ha Director. 66/01/05 6pp 44046.304-4404$ 3ft. 

8801280417 Fonvaros public version of levised emergency plan impiomenUng 

t rocodures.lncludir^ Rev 16 to EP-lOt, "Ciassirication of emergencies" A Rev 16 to 
P-102. "Unusual Eveni Response." 1V/680i2e release memo. 

QALLAQHEn.J.W. PhlladelpFiia Electric Co. 66/01/07. Document Control BtacKh 
(Oocumenl Control Desk). 5pp. 44175.069-44176 074. 

-8801280441 Public version ol revs to emergency plan ImpiemenUng 
rocedutes.lncludit^ Rev 16 lo EP-1Q1, "Classification of Proceoures" A Rev 18 to 
P-102, "Unusual Event Response." 

' Philadelphia Electric Co. 87/12/38 23app 44175:094 44176 074. 

0801190332 Fonvards Safety Insp Repis 50-277/67-24 A 50-276/67-24 ort 871017- 
1 127 A notice of vlolailon.One recurrenl violation w/ multiple examples concerns fail- 
ure to adequately survey A post radiological conditions 

KANE.W F. Region 1, Ofc ol Ihe Director. 86/01/11. GALLAGHER.J.W. PhUadetphle 
Electric CO- 2pp 44052 006-44052:050. 

-8801100336 Partially withheld Safety Insp Repis 60-277/67-24 A 60-27a/e7-24 on 
671017-1127 (ref 1QCFR2.760 A 7921). Violations notedMalor areas 

inspeetod'operationei saiety. radiation protection A refueling A outage aciMiiee. 
WfUiAMS,J.H ROQlon 1, Ofc of the Oireclor. 86/01/06. 4fpp. 44052.0 10440S2K150. 

8801260510 Advises that licensee aitomatives to goals in NUREQ-06$4/FEMA-REP> 
i.Rev 1, Table B-i re stalling augmentation goals lor emergendos found acceptable in 
p/ovKfmg adequate shift sian agumentetion. 

MARTiN.RE.Proloci Oiroctorata 1-2. 68/01/15. 8AUER.E.Q. Philadelphia Electric Co. 
4pp. 44lie;124-441l6:l27. 

8801260058 Forwards SER accepting uM 6401 18,0927 A 8SQ606 responsea lo Oeneric 
Ltr 82-33. Item 6 ra compliance w/post-accident monitoring instrumentation gutdetlnes 
ol Reg Guide i.97 concerning emargoncy response facilities. 

MARTIN.RE. Project Directorate 1-2. 86/01/15. OAUER.E.Q. Philadelphia ElectrioCo- 
3pp. 44l30:l24-44l90;16t. 

-8801250074 SER accepting util 6401 16.0627 A 850805 responses (0 Generic U B2- 
33,l(em 6 re compliance w/post-acddent monitoring insinjmenlallon guidefmea of Reg 
Guide t .97 concerning emergency response faeithiea. 

* Project Direclorale Il-I. 86/01/15. 3^ 44 130. 127-44 130'1 29. 

-6611030407 "Conformanco lo Reg Guide 1 97,Peact) Bottom Atomic Power 
Station.Unit8 2 A 3," informal repl. 

UDY.A.C. EGAQ loaho. Ino. (subs, of EGA3. Inc). UOY.AC. Idaho National Encirteer- 
ing Laboratory. FIN A-e463. EGG-EA e879. 66/02/26. NRC • No Detailed AfmaCwn 
GNen 22pp. 44130:130-44130:151. 

8801370053 Discusses cortditlon of noncompllance W/10CFR60 App R re Incorrect dis- 
posltlor) of cable failures Staled combination of grounds w'M rasufi in loss of core cool- 
ing by RCIC sys. Caused by personnel enor.Cable relocation underway. 
GALLAGHER.J.W. Philadelphia Electric Co. 66/01/19. RU5SELL.W.T. Region I. Oto 
of the Director. 3pp. 44141:090-44141:092 


H. General correspondence 

8712290013 Ack receipt ot 671201 Hr describing plane for mgt changes at facilities. 
KANE.W F. Region 1, Ole ol Ihe Director. 67/12/21. QALLAQHEfl.J.W. PhliadeIpWa 
Eleciric Co. 2pp. 49693.017.43693:016. 

8801040013 Forwards NRC response to Hunt 871109 ltr expressing concerrra about 
lack of adequate public rtotrhcation of 87f 104 meeting In Ouan^le.PA re utff oonvnH- 
meni to excellence action plan Display ads of meeiirtg were In local newspapers 
STELLO.V. Oto of the Executive Oireclor for Operationa. 87/12/23. WAIKER.RS. 
House of Rep. 4pp. 43695:163 43895:204. 

-6801040020 Apologizes tor oversight of lack of adequate publicity about 871104 meet- 
ing In OuarTyvIile.PA tor public lo comment on ulH commitment to excellence acOon 
plan Comments A advertisements ol meetings enci. 

RUSSELL,W.T. Region 1. Ofo of the Dlredor. 07/12/09. HUNT,W.D. AfflIlatJon Not 
Assigned. 13pp. 43695:167-43695:179. 

-6601040039 Forwards WO Hunt 871 116 ltr re lack of adequate public nolificaUon of 
meeting to discuss util commitment to excellence action plan.for conskleraiion. 
WALKER.aS. House of Rep. 87/U/17. ZECH.LW. Commisslorwrs Ip. 4M05.1AO- 
43895:204. 

-8601040041 Expresses concern re lack ol adequate public notification for meeting bt 
Peach Bollom.PA lo discuss licensee commitment to excellence action plan. 
HUNT,W.O. Affiliation Not As^gned. 67/11/16. Region 1, Ola ol the Oireolor. 2pp. 
43895:181-43695:204. 


J. Inaurance A indemnity information 

8801270314 Forwards Endorsement 121 to NELIA Policy NF-140, Endorsement 71 to 
M^LU Policy MF-A7 A Endorsements 8 to NELIA Policy N e.MAELU Policy M- 
e.NELIA PoIlM N-9 A MAEI.U Policy M-9. 

aRAOLEy,E.J. Philadelphia Electric Co. 68/01/1 1. DIN)T2,I- NRC - No Detailed Affili- 
ation GNen. 7pp. 44169.027-44169.033. 


P. Operating Hcenae stage documsnta A corretpondance 

8801120090 Forwards info re Resource Technical Svcs.Inc, including summary of NRC 
contract work.NRC Form 26 for three extsUng contracis.audit Infp.work hislory A lists 
ol amrUse available (or special iris^ A ol current resource svee 
FELTHOUS.R.A. Resource Technical Services, Inc. NflC-28-e7-4i7. 87/12/16. 
JOHNSON,E H. Region 4. Ofc ot the Director. 7 1pp. 43996:230-43998 300. 

8801140303 FOIA request for documents re requests lor compensation from Delmarva 
Power A Ught Co or other public utits in connection w/shuldown of Peach Bottom 
power plant. 

LEWiS.D.B. Lewis. D.B. 87/12/16. NRC - No Detailed Alfiliatlon Given. Ip 
44033.00A44033-.006. 

8801DS0041 Responds lo NRC 871203 ltr re QA program description changes for plants 
A 671003 Rev 6 lo updated FSAR,lncorporaling Info discussed w/NRC on 671 130 A 
1211. Requests for rev Initialed A approved by nuclear QA addressing NRC concerns. 
OAILAQHER.J.1V. PWladelpWa ElaeWe Co. 87/12/73. JOHNSJOKW.V. Region f, 
Ofo of Ihe Director. 6pp. 43900:123-43900:130. 

8801130267 Ack receipt ol "Plan lor Restart of Peach Botiom Atomic Power 
Sralk>n,Seciion l, Corporate Action" A approves 671125 implemgnistion ol corporate 

plaa 

RUSSELUW.T. Region 1. Ofc ol the Director. 87/12/24. AUSTIN.J.H. Philadelphia 
Electric Co 2pp 4^39 073-44039.074. 

8801070489 Forwards summary repl reltecting schedule Into through 671211, per util 
Sectior 4 13.2 ol commllmeni lo excellence action plan 

AUSTIN. J.H. Philadelphia Electric Co. 67/ 1 2/29. RUSSELL, W.T. Region 1 , Ofc ot ihe 
Sector. I6pp. 43996 300-43990:317. 

8801070168 Requests addi Inlo supporting util 671105 submltlsl re Osnrtc Ltr 63- 
2d.llems 3.1.2 k 3.2 2.lhto tequestM Includes list ol 20 outstanding vendor manuals A 
scheduled target dais for tecalpl of updated vendor manuals. 

MARTiN.R.E. project Directorate 1-2. 68/01/04. BAUER.E.Q. Philadelphia ElacUlc Co. 
3pp. 43050.005-43950.007. 

8801130428 Requests annual hourly meleoroioglcal data laps of pisnl pnails observa- 
dons A most recent study conwnlng avacuallon time esamates for area aroutid 
site.Rsaponse requeated by and ol Feb 1966. 

MARTitfR.E. Proiwl Oireciorsts 1-2. 66/01/1 1. ALDEN.W.M. Philadelphia Electric Ce. 
3K>. 44009:112-44009;n4. 

8801200231 Partial response to FQIA request lor documents re worker training pro- 
grams A INPO trainmg scctediiatlon Fomraids App F documenis App EAR docu- 
menie also aveilebie in poR AddI rKords also svaiisbls in PDR under Gossong FOIA- 
87 - 204 . 

ORlMSLEY,D.H. Dlviston of Rules A Records (Post 670413). 68/01/12. BOLEY,K. 
Pubtio Cittzsn'e Crtlical Mass Energy Piojea 6pp. 44 1 IB 001-44116:039. 

-8612080547 Trip rept Of 661029-30 visit 10 Nall Nuclear Accrediting Board meeting to 
review seiecteo training lor plants Board reviewed lour eliei A 24 programs 
MCKEE. P.F. Operating Reactor Piogrem Br.DIv of InspecUon Programs, IE (650212- 
870413). 66/12/02. PERSENSKYJJ MalntenatKe A Training Branch. 2pp 
44l1B.(>77-44l1B.07e. 

-8612090030 Summary of INPO Accreditation Board 661015 A 16 meetings re end lisl 
ot facility programe. 

GIBSON.A.F. Region 2, Ofo ol Ihe Director. 66/10/17. RUSSELL.W.T. OMsion ol 
Human Factors Technotogy (85 1 125-8704 1 1). 9pp. 44 nS84 1-44 119.049. 

8601280093 Informs ihsl 671120 ntitlon for hearing on util uniimely A does not ad- 
dress Commission cmeria in 10CpR2.714(a),(d). 2.714(a)(1) A 2.772(c) Pelitlon rejecl- 
ed. 

CHILK.G.J. Otflee ol the Secretary of the Commission. 68/01/13. MYERS. M.M Penn- 
eyWanle, Commonwealth of. 1p. 44173:287-44173:267. 

8801250280 Advises Ihst licensee 670619 submillal of addi Inlo re Generic LIr 63- 
26,llem 1.2, "Data A Info CapablNIy" meets guidelines In NRC 850710 
evaluadon.lssue considered resolved. 

MARTIN.R E. Project Directorate 1-2. 68/01/16. BAUER.E.G. Philadelphia Electric Co. 
3pp. 44116:322-44116:324. 

6601200160 DIscusaee NRC comments re procedures generation package for plant 
emergency operaOng piocedurea.Utll agrees w/all comments except Comment 1.2 re 

S lecement ol caution symbols. Supporting Inlo end. 

ALLAGHER.J.W. Phlladefphfa ^trto Co. 68/01/15 SC/TL6fl.W.R Project Director- 
Blel-2. tOpp. 44130:342-^130:361. 

•801270005 Requests addi Info to fadlitsle review ol util FROSSTEY luel performance 
code deserfbea in Rep( RECo-FMS-O^.l/se of FROSSTEY for Input 10 LOCA analysis 
A deteimlnaUon ol end-of-life Internal rod pressure should be Indicated. 

MARTIN,R.E. Proiect Directorate 1-2. 66/01/20. BAUER.E.Q. Philadelphia Eleciric Co. 
3pp. 44149:137-44t49;139. 

8601260320 Final response lo FOIA request re alleged threats to employee at 

g ant.Docun>enl IdontrlM In App A evallable In POR. 

RIMSLEY.D. Division of Rules A Records (Post 870413). 88/01/21. STaFFORO,T.a. 
Alflllation Not Assigned 2pp. 44136.301-44136:302. 

8601280663 Requests conflrmaBon that diesel generator fuel oil sys Included on ptanl 
Q-liat A designed to Seismio Category l criteria A results ot testing per 871118 submit- 
tal. 

MARTIN,R.E. Project Dkectorala 1-2. 66/01/22. BAUER.E.G Philadelphia Electric Co. 
3pp. 44173:066-44173:070. 


06.No violalions noted. 

JOHNSTON, W.V. Region l. Ole of (he Olfector 87/12/17. KEMPER.J.S. PriBsdelfdila 
Electric Co. 2pp. 43621.016-43921^026. 

-671330004S Insp Repts 60 277/67-31 & 60-276/87 31 on 871102-06Novlo1ai«ns or 
devlalons noted Major areas lnspacte<f:NRC Ourelln 64-03 6 IE (nfo Motice 84-63 ac- 
cessible portions of unite 2 & 3. 

REBELOWSKI.T., BLUMBERQ.NJ. Region t. 0!o ol the Director. 67/12/09. 7pp. 
43621:020-43621;026. 

8712160366 NRC Inlo Notice 67-064, 'Convicl-on lor Falslficaton ol Secunty Training 
Records.” Sve llsl end. 

ROSSI, C.E. OiviS'On ol Operational Events Assoasmonl (Post 870411) 67/12/22. 
Consolidated Edison Co. of New York, Inc. t20pp. 4416S:00l-441S3:t24. 

6712170116 NRC Inlo Notice 67-068, "Plant OpereLon Beyond Analyzed Conditions.*' 
Sve list end. 

ROSSI, C.E. Division of Operational Events Assessmonl (Post 870411). 67/12/23. 
Conso'idated Edison Co. of New York, Inc. 130pp. 440S6'006-44056:127. 

8712310008 Forwards Exam Rapis 50-277/67-2701 & S0-278/e7-27OL ot bxam admin- 
istered during wk Of 67 1005. 

QA1.LO.R M Region I, Ole ol the Oireclor. 87/12/23. GALIAGHER.J W. Phledelplita 
Electric Co. 2pp. 43923-124-43923’267. 

>6712310011 Exam Repts e0-277/67'27OL & 60-276/87-2701 on 87100S-07.Exam 
resultsilour senior reactor operators passed.lwo reactor operators pessed & one reec- 
lor operator fa.iod 

HOWE.A.Q. Region 1. Ofc of the Oireclor 87/12/21. t70pp. 43923:126-43923.207. 

8801080413 Forwards Safety Insp Repts S0-277/e7-34 & 80-278/67-34 on 671109- 
13.Na viola Hons noted 

JOHNSTON.W.V. Region I, Ofc of the Oireclor. 87/12/23. QAtLAGKER.j.W. Phila- 
delphia Electee Co 2pp. 43961:141-43961:150 

-8801050418 Insp Repis 50-277/87-34 & 60-278/87-34 on e7lt09-l3.No ylolalions 
noled Major areas lnspected:l<censee followup & corrective eclions re several NRC 
previously Idenlirad Items 

WOODARD, CH.. ANOERSON.CJ. Region 1. Ole of the Director. 87/12/16 6pp. 
43961;143-43981:l50. 

8712230003 Si/ppi I 10 NRC Info Notice 87-028. "Air Sys ProQ'errs at US LWRs " Sve 
llsl end. 

ROSSI, C.E. Division of Opetallanel Events Assessment (Post 870411). $7/12/28 
Consol.daied Edson Co. of New York, Inc. 124pp. 4389S 136-43993 257. 

B71229016S NRC Info Notice 67-066, "Inapp/opriaie Application ol Commercial-Grade 
Components.'" Sve list and. 

ROSSI,CE. Division of Operational Events Assessment (Post 8704)1). 67/12/31. 
Consolidated Edison Qo. of New York. Ino t20pp. 43995:256-43996016. 

8719300091 NRC Inlo Notice 87-067. '"Lessons Learned From Regional insps ol Li- 
cenaoe Actions in Response to l£ Bulletin 80-1 V Sve list and. 

ROSSI.CE Division of Oporatlonai Events Assassment (Post 870411). 87/12/31. 
Consol dated Edisor) Co of New York, Inc t23pp. 44036:184-44036 286. 

8801380122 Forwards 671304 insp Repts SO-277/67-30 8 $i3 370/87>30 recompUsnce 
w/lire protection requiremenia of App R.Uui In compliance w/regulalions on 
issues.Reguasis meeting w/NRC to close unresolved items 
AIDEN.WU PMiadelpnTa Elactrlo Co. 88/01/06. MARTIN.R.S Prolaot Olteciofaie 1-2 
Ip. 44109.068-44109:102. 

8801160136 Forwards Safety map Repis 60-277/87-36 & S0-376/87-3e on 671207- 
09.No viotailons noted. 

MARTiNJ.T. Region I. Olo Of the Oireclor. 88/01/06. QallAGHER.J Phiiadeipnie 
Elecldfi Co. 2pp. 44046:302'44046:3l 1 , 

-8601150146 Emergency Preparedness Insp Repts 90'277/67-36 & 50-276/67-36 on 
e7i207-Q9.No violelions noted Major areas inspeciedobseivaiion oi licensee anrxiel 
penial panldpsiion emaraency exercise performed on 671208. 

'QOROON,C. LAi:AnLlSW.J Region I, Ofc ol the Dvector. 88/01/05. Bpp. 
4404530^44045:311. 

8801050394 SuppI 1 10 NRC Inlo Notice 86-081, "'Broken External Closure Springe on 
Atwood & Morrill MSIVs.*' Svo llsl end. 

RO^I,CE. OMtIon of Operationai Events Assessment (Post 670411). 86/01/11. 
Consolidated Edison Co. NewYork, Inc 123pp. 4403e.'04l-44036:l63. 

8801190332 Forwards Safely Insp Repts 50-277/67-24 6 50'276/d7.24 on 671017- 
1 127 6t rratlce of violalion.One recurrent violallon w/ multiple examples concerrts fal- 
ure to adepuaiely survey & post radiological condlbons. 

KANE.W.F. Region 1, Ole ol the OlreclOf. 88/01/11, GAlLAGHER.J.W. Phlledelphia 
Elecirto Co. Spp. 44052.006-44052.050. 

-8601190334 Notice of violation from Insp on 671017-1 127. Violation noled r>e'.d Initiated 
change to PORC approved repair procure for emergency cooling water eys Pipe 
Supf^ 48H6-H&e made w/o oocumenled approval. 

' Region I, Olo ol the Director. 69/01/11. 2pp. 44052.008 440S2.009. 

-6801190336 Partially withheld Safety Insp Repts 60-277/67-24 & 50-276/87-24 on 
671017-1127 (ref 10CFR2 780 & 73.21). Violations notedA^or erese 

inspecled.opsrational aalety, radtaiion proieeUon & relueiing 6 outage scliviUes. 
WiLliaMSJ.H., LINVILLEJ.C. Region 1. Otc ol the DirecUH. 88/01/06. 4lpp 
44052:010-44052 050. 


8601200183 Ack rec^pt ol 671 130 Itr Inlorming NRC ol steps taken lo correct vfoleiiona 
noted In Insp Repts 60-277/87-23 A 60-276/67-23. Regueei lor extension unbi 680122 

J?HNSTON,W.V. Region 1, Ole of the Director. 88/01/11. QALLAGHER,J.W. PHIa- 
delpMa Elecitio Co. 2pp. 44052:173-44052 176. 

6801200884 Responds lo vlolebons noted in insp Repts 60-277/87-22. 60-276/87- 
22,60-277/67-2S A S0-278/87-25.COfrecUve actions outside expan consvitani em- 
ployed lo %vork w/u5l to expedite completion ol analMis. 

GALLAGHER, J.W. Philadelphia Eieolrlo Co. 66/01/11. KANE.W F. Region I. Ofc ol 
the Oireclor. 2pp. 44056:19^4056:181. 


Ofc of the D.recior. 6pp 44086:318-44086:322. 

8801350510 Advises that licensee aliernativos lo goals in NUREQ-0654/FEMA-nEP' 
t.Rev I.Table 0-l ro slafling augmentation goals lor emergencies lound eccoptable in 
provUng adequate shift slab agumontatlon. 

MARTIN.R.E. Project OIroctorale 1-2. 88/01/16. BAUER.E.G. Philadelphia ElocIricCo. 
4pp. 44116:124-44116:127 

8601270129 Forwards response lo IE Bu'letin 85 003, ‘ Molor-Oporeiod Valve Common 
Mode Fa Itxe During Plan! Transients Due to Improper Switch Soltir^gs." 

KEMPEfl.J S. Philadelphia Eloclnc Co. 80/01/21- RUSSELL.W.T. Region 1. Ofc oJ the 
O'raclor. 3pp. 44141:139-44141:165. 

-6801270134 Rov 0 lo ‘"Poach Bottom Atomic Power Slai on, Units 2 & 3, Response lo 
IE aidledn 85-003. 

' PhJadelphiB Electric Co. 68/01/15 24pp. 44141:142-44141:165. 


R. Periodic operating reports S related correspondence 


6801250232 Monthly operating repis lor Dee 1987.W/660t 14 Itr. 

MlfXXETON.L.L. ALDEN.WM. Philadelphia Elociric Co. 87/12/31. 14pp. 44168:264- 
44166:277. 

8601300148 Forwards plant status ropi lor 67121 7-860 107.provldlng overview ol plant & 
NRC scUwiUos. 

llNVIliejC. Region 1, Ofc of the Dlrecfor. 08/01/13. KANE.W.F. Region l. Ofc of 
the Drector 6pp. 44051:357-44051 361 


S. Reportsbie occurrences, LERs A related correspondence 


6713310065 Specisl rept:on 671 1 1 l.dlosel-driven fire pump failed surve'llance teat & de- 
dsted inoperabIs.Cause unknown Four sols ol cells lot two batteries replaced & 
chewed w/ponable chargor. Surveillance lost procedure revised. 

AU)fn.W.M. Philadelphia Electric Co. 67/12/21. RUSSELL.W.T. Region 1, Ofc ol Ihe 
Oirecutt. 3pp 43963:301-43963:303. 

8801650570 LER 87-0t0-01:on 871026.oponlng ol reactor vessel level Instrument re- 
sisted in Group < isolatlon.Causod by personnel error.Valve closed.varlablo leg refilled 
A normal levol Indication resiorod.Craflsrnsn di8Clplinod.W/871226 Itr. 
eiRELY.W.C.. lOGUE.R.H. Philadelphia Electric Co. 87/12/23. epp. 43915:356- 
43915361. 

8801120065 LER 67-01 i-OO on 871129, RWCU sys isolation A pump trip signals gener- 
ated during piping deconlsmlnalion process. Caused by procedural 
deteiency Decontsminallon procedure rovisod.w/871226 Ur. 

8IRELY.W.C.. ALDEN.WM. Philadelphia Electric Co. 67/12/29. 6pp. 44040.014- 
44040:019. 

8801110320 PNO'l-88'OOi:on 860i04,reaiignmsnt ol nuclear mgi updated. Action pro- 
ves lor corporate ouicor at each ptarii lo elsvale level ol plant In corporate mgt 
stnrciure 

UNVILLE.J.. WENZINGER.E Reo’on 1, Ofc ol the Oireclor. 88/01/04. Ip. 43999 337- 
43999.337 

8601190117 Spodsl rophon e7l2i6.planned release ol liquid redwasle from laundry 
dram tank 6 made w/o being treeled es described In Lirmting Condition ol Opsrallon 
3.6.9.4.Csused by procedural dsilciency.Prooodure tsvissd. 

* Ph-isdeipNa Eiecinc Co. 08/0t/tf. RUSSELL.W.T. Region i. Ofc of me Oireclor. 
4pp. 44045:281-44045:284. 

8601370010 PNO'i'87-i06A:on 871 iiS.Fdl arrested four hcensoo A two contractor em- 
ployees accused of druo d-slribuUon si plant A sunounding 8rea.0ne util A contractor 
employeos found guiiN A rsmelnirtg two util dalendanls suspended. 

WILLiAMS.H, WENZINGER.E. Region 1. Ole ol the Director. 68/01/20. Ip. 
44137:360 44137:360 


U. Congresslonel/Exacutive Correspondence 


8601140371 Responds lo 671113 Itr expressing concerns ro adequacy of ulil commll- 
n^ni to excellence action plan A Into on NRC actions In response to Governor 
Schaetor 871615 Iti.RovIsaa plan requested from ulil.NRC response to Schaefer Itr 
encl 

ZECH.I.W. Commlasfonera 87/12/30. MIKULSKI.B.A. Sensle. 2pp. 4403f:203- 
44031:207. 


-6801140373 Responds lo comments re ulil commitment to excellence aclk>r> 
plsrt.siA>mlttod In response lo NRC 676331 shutdown order. Commenis forwarded to 
Uhl for vse in ravised plan.SlaU level mseiing planned near site. 

RUSSeH,W.T. Region 1. Ole of the Director. 87/11/17. SCHAEFER.W.D. Meryland. 
Sialeol. Ip. 44031:205-44031:205. 

-6801 140360 Requesis lhat listed concerns be addressed re plant restart. Ulil promises 
lo m^Hove operallon.mgt changes Including guaranteed corporate mgt involvement In 
operslfo/) A mvelopjrent of 9/r>Ofgef>cy plan must bo demonsiraied. 

MlKtiLSKi,B.A. Senela. 87/11/13. ZECN.L.W. Commissioners. 2pp. 44031:206- 
44031.207. 


V. Operator Examinations 


8712310008 Forwards Exam Repts 50-277/87-27OL A 50-278/87-27OL ol exam admin- 
istered during wk of 871005 

QALLO,R.M. Region I, Ofc ol the Director. 87/12/23. GALLAGHER.J.W. Philadelphia 
Electric Co. 2pp. 43923:1 24-43923:297. 


43933 297. 

6601120308 Advises that reactor operator licensing exams schedulod for wk ol 
860215 Licensee should provide Info ro rolerance maH /eguvemerrls lq’870JM Relal- 
ed unds include writtori exam edminlslrallon roguirements & NRC exam rules & guide- 
tines. 

LANGE OJ- Region I, Otc of iho Director. 97/ 12/28. GALLAGHER, J.W. i^NladoIpNa 
Electric Co 9pp 44040;f 14-44040:122. 

8801200231 Partial response to FOIA request (or documents ro worker iialnlrtg pro- 
grams & INPO training accreditation Forwards App F documents App E & F docu- 
monts also avaMabiB In POR Addl records also avallabto In POR undei Bossong FOIA- 
97-204. 

GRIMSLEY.O.H. O.vislon Ol Rules & Records (Post 870413). 98/01/12. BOLEY.K. 
Public Cill/en's Critical Mass Energy Project. Bpp. 441 18:001-44119 039. 

>•8612000067 Trip repi of INPO Acctoditaiion Board 050523 meellng re plant Itatnirig 
programs 

PEnS£hlSKY,J.J. llcerrsoe OuaWiral/orts Branch. 8S/06/ia BOOHER.HB. Itcensoo 
Ouallf'catlons Branch. 3pp. 441 18:136-441 16: 105. 

-8801220136 Advises of attondanco el 670923 Nall Nuclear Accrodillng Qoerd meeUrw 
at INPO o(ce in Attanta.GA ro tralnlrig nroQrems ai two plenls.Enc^ includo Hst ot 
Board member names & aiiondees & ^1 lOS plant status accrodilaUon table. 

GIBSON, AF Region 2. OfQ of Iho Director. 97/11/02. ROE.J ONrislon ol Uconsoo 
Perlormance & Quality Evaluation (Post 0704 1 1). Bpp. 44110. 169 44119'. 166. 
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ate V. 4pp. 43945:344-43946:347. 

6801140129 Forwards aaloty evaluation granllng relief from ceda n ASME Code .Sect on 
X( raquroments re containment rocircuiaiiCn spray pump inseA-ico testing 
reqirromanis.alloctivo until 880220 Rollef may be oxlendoa it mod schedule estab- 
lished 

OERKOW.H.N. Proloct 0 recloraie 11-2. 90/01/06. STf.WART.W.L. Virgnla Power (Vir- 
girYa Etocirfc 8 Power Co.j. 2pp. 44033 19 1 -44033.194. 

-6801140131 Saloty evaluation g-enting roliol from cedai't ASME Code Section XI ro- 
qiiironienia ro containment racTiculat-on spray pump inservice tost-ng 
retM'-remanls.edeciive unt.l 680220. 

* OiNco ol Nuclear Roaclor Regulation, Oiroctor (Post 070411). 88/01/06. 2pp. 
44033.t83 44033:194 

8801260096 Forwards Amends 116 to Licenses DPR32 & DPR-37 8 safety 
evaluallon Amends roviso Tech Spec Section 3.12 re acHens to be taken by I censee 
wlilla oporaling w/lnoporabla, miseUgned or dropped rod & redefnos assemo'y banks. 
PATEL.C.P. Projdct Dlreclorala 11-2. 00/01/06. STEWART, W.L. Vtrg nia Power (Virg-n- 
ia Elecltlc & Power Co i 4pp. 44130:154-44130' 197. 

-8801260103 Amends 116 to Licenses OPR-32 & DPR-37.revislng Tech Spec Sect-on 
3.12 ro actions to bo taken by I consoo while operating w/lnopoteble.rr.isal gnod or 
dropood rods 8 rodotining luily withdrawn position ol rod assembly banks. 
RERkOW-HN. Project Oiroclorato 11-2. 66/01/06. 25pp. 44130 158-44130:182 

-8001280107 Ssloly nvaluaLon supporting Amends 1 16 lo Ucensos OPn-32 & OPR-37. 

* Olltco of Nuclear Roaclor Regulat.on, Dliocicr (Post 670411). 88/01/06. 5pp 
44130 183-44130 167. 


F. Security, medical, emergency & fire proteciion plana 

6601110511 Forwards tnap Ropta 50-260/67-34 & 50 261/67-34 on 87>t30- t204.No 
violations or deviations noted. 

CLINE, W E Region 2, Ole ol Iho Oiroctor 87/1 2/26 STEWART, W.L Virginia Power 
(Vligiriia ElocUlc & Power Co.). 2pp 43986:066-43966.066. 

-8001110S17 Partially withhold Insn Ropis 60'2aO/07-34 & 50-291/67-34 on 07il30- 
1204 fret 10CFR2. /60(d) & 73.2l).Na violations noted. Major areas Inspeciou plan/ 
procedures, mgi/organiretion, eudil.records.lighimQ.power supply & alarm sloUone 
TOBIN.W J . MCGUIRE.O.R. Region 2. Ole ol the Director. 87/12/22 ip 43086068- 
43986:066 

6601110268 Conlirms agreemeni lo submit addl Info le App R aliernailve shuidown 
anelyals by 990122, In response 10 Q71200 request Schedule acceptablo based on 
discussions during 871216 & 17 lolcons. 

STEWART.W L Virginia Power (Virginia Elociric 8 Power Co). 87/12/31. OoCumonl 
Control Srartch (Document Control Mak). Ip. 43870' 177-43970. 177. 

6601110413 Advises that 871116 Rov 10 lo phyaicat securiu plan cons-sioni w/provi- 
sions ol lOCFR5Q.54(p] & ecceplablo.EncI withhold (rel iOCFR73.2t). 

CLINE.W.e. Region 2, Olc of Iho Director. 67/i2/3t. STEWAfir.W.L- VagWa Powot 
(Virgirtia Elociilc & Power Co.) 3pp. 43gO5:16Q'43065;l62. 

8801260402 Forwards addl info ro R shutdown analysis in rnsponse lo 871209 IV 
roquestSuoporting Into, Including £nuineoring Evalualion 6, "Evaluation ol Operator 
Access to Charging Rump Cubiclos" « three oversize drawings end 
STEWART, W.L. Virginia Power (Virginia Electric & Power Co.). 66/01/22. Oocumont 
Control Branch (Oocument Conirol Desk). 20pp. 44164:109-44164:256. 

-8601280423 Rev 4 to Chapter 9. “Eloctrical Distribution Sys Coordination Study • App 
R Reanstya's " 

• Virginia Power (Virginia Electric i Power Co.). ' Slone S Wobaier Eng'neo/ing Co/R 
87/04/30. 28pp. 44184:129-44164:186. 

-8801280442 Rev 7 lo Procedure FCA-t .OO, "dale Shutdown Area Fire." 

• Virginia Power (Virginia Eiectrta i rower Co.). 67/12/18. 66pp 44164:167- 
44ie<r24t. 

-8801280503 Rov 3 to Proceduro FCA-1.02, "Limiting Emergency Switchgear 
Room-Cablo Vault Tunnel or Containment Fire.*' 

• Virginia Power (Virginia Electric & Power Co.). 87/12/18. 16pp 44164:242- 
44164:256. 


H. General correspondence 

6901270127 Requosis removal of Region II from disiribullort (is( (or sys 
drawings Drawings no longer needed. 

COLLINS, D M. Region 2. Olc ol Ihe DIteclor. 88/01/20. STEWART.WL Wginia 
Power (Virg nla Electric & Power Co.). 3pp. 44160:047-44160:049. 


J. Insurance & Indemnity Information 

8801190012 Forwards EndorsomenI 44 lo NELlA Policy NS-316,Gndor8emoot 8 lo 
MAELU Cerlillcales M-28 4 M-27 & NELlA Certificates N-28 & N-27,Endor8emet»l 68 
to NELlA Policy NF-186 & Endorsements 68 & 47 Policies MF-57 & MF-9e.roepecllve- 

ll^GLES.J.M. Marsh & McLennan, Inc. 88/01/07. DlNITZ.I. NRC • No Detailed AHii- 
etlon Given. t4pp. 44046:176 4404S:1B8. 


P. Operating license atage documenia 4 correspondence 

8801050298 Requests wKhdrawai of Tech Spec change request for containment TyroA 
testing, due to unresolved technical Issues idenUfled In combined Inap HepI 50-260/ 
66-36 4 60-281/86-36. 

STEWART.W.L. Virginia Power (Virginia Electrlo & Power Co.). 87/12/23. Oocument 
Control Branch (Document (iontrol Desk). Ip. 44040:261-44040:261. 


6801 140162 Forwerds request tor addl <nlo re util 070416 Insetvico tesllr^g programs for 
units Msoiing lo rosolvo concorns requested. Oralt responses to questions should bo 
pteparod pilot lo maeting. 

PATEL.C.P. PfOlecI Ciroctoraio II 2. 03/01/07. STEWART.W.L. Virginia Power (Virgn- 
la Electric & Power Co.) 15pp 44033 220-44033:234 

8601200231 Panial rosponso 10 FOIA request for documents re worker training pro- 
grams 4 INPO training occrodItalion.Forwards App F documonts.App E & F docu 
mertis also availablo In POR Adol records also evo lablo lri POR undor Bossong FOiA- 
67-204 

GniMSL£Y.O.»/. Divtsion ol flules & Records (Post 870413). 00/01/13. BOLEY.K. 
Public (3itiaen's Cribcal Moss Energy Proloct. 8pp. 44118.001-441 19039. 

-8607090559 Discusses attendance el 060528 4 29 INPO Accreditation Board 
mooongs Board ellot^deos iisiod 4 major faci'ity-spaciiic issuos & uM responses 
d-scussod Evaluation method appears oVect.ve ovorall NRC invoivomeni should bo 
maint^ned. 

80Q£n.e A Opoteior Liconsing Bionch. 86/00/20. RUSSELL, W T, D.v.sioh ot Human 
Factore Technology (651125-870411). 7pp. 44119:356 44ii0.0 to. 

80O12M29O Conlirms ironsmiiiel ol 1996 hourly meieorotog'cal data ispe.por 871216 
raqvasi Excorpi irorn pnniopi onci as Mwplo. 

STEWAITT.W.L. Virgin's Power (Viroinia Electric 4 Power Co). Q6/0t/l8. Document 
Convoi Branch (Docurr.enl CcMrot Desk) 3pp. 44053:305-44090:307. 


O. Inspacllon reperls, IE Bullailna 4 correaporidance 

4712160369 NRC Info Noirce 87-004. "ConvloDon lor Feln/iceilon ol Security Trelrung 
Records " Sve I'isl onci. 

ROSSI, C.E. Oivislor^ ol Operational Evonta Assossmani (Post 870411). 67/12/22. 
Cor>soi:dated Edison Co. ol Now York. me. 120pp. 44i53.00i-44l63:l24. 

6712170119 NRC inlo Noiico 87-066. "Ploni Operation Beyond Analyzed Cond-ilons.'' 
Svc list artel 

RC^Si.C-E Oivision ol Operelionei Evonia Assosamoni (Poat B704ti]. 87/12/23. 
C^sohdalod Edison Co. of Now York, me 120pp. 44056.003 44050 1 27. 

6712230003 Suppi I 10 NRC Into Noilco 87-020. "Air SyS Problems at US LWRa." Svc 
ilei and. 

HOSSl.CE Division ol Onerotlonal Events Assossmem (Post 8704H). 87/12/28. 
Consot-deied Edison Co. of New York. me. 124pp. 43995. l36-48926:257. 

8801040194 Forwards Insp Bopts 50-260/67-33 4 50-281/67-33 on 871t0l-l204.No 
vtolafon or deviation noted 

WILSON.B. Region 2. Ofc of iho Director. 07/12/28. STEWART.W.L. Virginia Powoi 
(Vitgiite Electric & Powor Co.). 2pp. 43063:237-43963 247. 

-8801040196 Insp Hept 60-200/67-33 4 60-281/97-33 on 871 101-l204.No violation or 
deviBibn nolod-Uajor ereaa mspocled:p'ant oporations.cold weather 
preparatlona-plenl malnl 4 survoillance 4 LEB review. 

HOLLAND, WE , NICHOLSON, L.E , CANTRELL.F.8. Region 2. Ofc Ol the Director. 87/ 
12/23. 9pp. 43983:230-43963:247. 

6801(13611 Forwards Inep Repis SO 260/67-34 4 60-28l/e7-34 on 871130- 1204.N*o 
vtotaUons or devlatlens noted. 

CLINE.W.E. Roglon 2, Olc ol Iho Director. 87/12/28. STEWART.W.L. Virginia Power 
(Vi^t7a Electric & Power Co.). 2pp. 43986.066 43066.068. 

-0801110517 Partially withheld Insp Repis 50-280/87-34 4 50-261/87-34 on 671130- 

S ral l0CFH2.760(d) & 73.21).No violations noted. Major areas Inspeciediplan/ 
ursB.mgt/organIzatior). audil.rocords.llghling, power supply & alarm stations. 
W-J.. MCGUIRE.OR. Region 2, Olc ol the Director. 87/12/22. tp. 43986.098- 
4399e;Od8. 

880)120005 DIsewssee Insp Rapis 50-280/87-21 4 50 281/87-21 on 870705-0829 8 
(oiwarde notice of violation. Insp 4 enforcemanl conleronces repis sent 
(veviously.Vlolailon classifiod as Soverily Level IV. 

QR«:e,J.N. Region 2, Olo ol the Direclor. 87/12/29. STEWART, W.L. Virginia Power 
(Virginia Eieciric & Power Co.). 3pp. 44044:24;-44044.'252. 
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— 8ft0t120007 Notico of vkkiatlon from Insp on 670705-0829. Viotetion rwled^Hslorf fMA- 
uaMru not cooduct&d lo del&rrnirve exislence of unreviowed safa^ quesUon & rapt ol 
Special Tests 1-ST'186 & 2-ST-ie6 not submnted 

GRACES N. Reglort 2, Ofc of the Director 87/12/29. 3pp 44044:25CM4044.252. 

B7122M1S5 NRC Irrfo Nottca 87-066, 'Inapproprfeta AppUcation ol Commercial-CraOe 
Corroonents.'* Svc tet end. 

RO^I.C E Division of Operational Events Assessment (Post 870411). 87/12/31. 
CortsoSdated Edison Co. ol New York. Inc. 120pp. 43995:258-43996:016 

8712300091 NRC Info Notice 87-067, “Lessons Lean^ed From RegionsI Insps ol li- 
certsee Actions in Response to IE Bulletin 80-11." Svc Rst and. 

ROSSl.C E Orvision of Operational Evenls Assessment (Post 670411). 87/12/31. 
ConsoTKlated Erfison Co. ol New York, Inc. 123pp. 44038:164-44038:286 

8601140002 Forwards revised table re max rftffarenttal pressue summary, per commit- 
ment in 861017 response to lE Bulletin 65-003. 

STEWART, WL Virginia Power (ii^nia Electric & Power Co). 68/Ot/OS. Doctmera 
Control Branch (Document Control Desk). 2pp 44043:263-44043:264 

8801050394 SuppI 1 lo NRC Info NoUca 66061, “’Broken External Closure Sprittgs on 
Atwood & Momll MSIVs.“' Svc Kst end. 

RO^I.CE. Division of Operational Events Assessment (Post B704II). 68/0t/l1. 
ConsoMated Edison Co. ol New York. Inc. 123f)p. 44038:041-44036:163. 

8801200139 Ack receipt of 671126 6 1222 ttrs inlorming NRCot steps taken to coned 
violations noted in Insp Repts 50-280/87-30 & 50-281 /87 -30 Records w4l be adjusted 
to reflect that no regulatory requlrmenla vioiatlon occurad re Violetlon A 
HERDT.AR. Region 2. Ofc ol the Director. 86/01/11. STEWART.W.L Vrginia Power 
(Vxginia Electric 6 Power Co.). Ip. 44052:167-44052:167. 

8801210216 Responds lo NRC Compliance BulleUn 87-002, Tsstener Testing lo Deter- 
mine Conformarv^ W/App9icato Mall Specs “' No fastener dacrepancy Idenlified 
during testing that ativerseV affects safeiy-relaled oomponents AddI Info artd 
STEWART,WL Vxglnla Power (Wglnla clectrio 6 Power Co] 86/01/12. Oocutnoni 
Control Branch (Document Control Desk) 62pp. 44086069-44066.130. 


Y. Dry Cask Indepertdant Spent Fuel Storage Instaltatlona 


6801110327 Confirms telcon during 671007 meeting re util intention to submit license 
emend 8 proposed Tech Spec mango under 1(X$R72 thal would allow use of stor- 
age caske at plant ISFSl Joint meeting w/NRC & GNSI requested. 

STEWART.W.L Virginia Power (Vxgmla Electric 6 Power Co.). 07/12/31. Documonl 
Control Branch (Document Control Desk) 2pp 43971:246-43971:247 
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f. Security, medical, emergency A fire protection plans 


6801110511 Forwards Insp Repts 60-280/67-34 6 50-281/67-34 on 671130- 1204 No 
violations or riaviations noted. 

CUNE.WE. Region 2. Ofc of the Director. 67f\2/2e STEWART.WL Virginia Power 
(Virginia Electric & Power Co) 2pp 43986:066-43966 068 

-8801110517 Panially withheld Insp Repts 50-280/87-34 & 50-2Bt/B7-34 on 671130- 
t204 hel 10CFR2.790(d] & 73.2l).No vtolalJons noted Major areas inspected plan/ 
proceaures.mgl/organdation, audit.records.itghling, power supply & alarm stations 
tOaiN.W J Region2.0tooltho Director 87/12/22 tp 43966 068‘439e6-068 

8601110256 Confirms sgreerwenl to submit addi into re App R altemaliva shutdown 
a/ialysls by &&0t22.in response to 871269 requesL Scheie acceptable based on 
tfiscussions dun'ng8712t6 & 17 telcons. 

STEWART.W L Virginia Power (Virginia Electric S Power Co ). 87/12/31. Document 
Control Branch (Do^ment ConVol Desk) ip. 43970:177-43970.177. 

6861110413 Advises Ihst 671 1 16 Rev 19 to physical security plan conslstonl w/provl- 
sions of lOCFREO 54{p) & acceptable End withheld (ref 10CFR73.21) 

CLJNE.W.E. Region ?, Ofc of ilia Director 67/12/31. STEWART.W.L Virginia Power 
(WgVM Electric 6 Power Co). 3pp. 43985 180-13965:182. 


8. Reportable occurrerteet, LERa 8 related eorreapondervce 

8712290119 LER B7-033-4)0.on 87t124.chatgir»9 pump componeni cooling water sys 
(EllS-CC) became Irtoperable Caused by InadMuate hydrostatic test 
procedure Procedure enhanoemenl lo Inckroe eys omessurtung instructions 

g annedW/e71222 Itr. 

ENSON.OL Vtrgmla Power (VxglnLa Electric 6 Power Co). 87/12/22. 4pp. 
43893:1tQ-*M93:U3. 

8712310213 LER e7-034-00.on 671l26.speclfic acIMty samda of reactor coolant 
Utowod dose equNalenl 1-131 of 1.19 uCl/cc.Caused by fuel element defect In reactor 
core Remired Tech Spec 4.1.28 Implemaniad W/87f 222 itr. 

BEN30N.0L Vkalnla Power (VMglnla Electric A PoiW Co). 87/12/22. 4pp. 
43964-025-13964.026. 


8601260402 Forwards addi info re App R shutdown analysis In response to 871209 tir 
laquast Supporting Info.induding Erwlneering Evaluation 8. "Evaluation ol Operelor 
Access to CnargliM Pump Cubicles“' s three oversira drawirns oncf 
STEWART.WL Vxginia Power (Virginia Electric & Power Co). 88/01/22. Documonl 
Convol Branch (Document Control Dosk] 20pp 44164:109-44164:256. 

-8601280423 Rev 4 lo Chapter 9, ' Electrical Dislribullon Sys Coordination Sludy - App 
R ReanaVsis." 

• Virginia Power (Vuginie Electric 6 Powor Co). * Slone 8 Webster Enolneefing (^rp. 
87/04/30. aepp. 44164;129-44ie4 156. 

-8801280442 Rev 7 lo Procedure FCA-l.OO, "Ssfo Shutdown Area Rre.“’ 

441 ^ 24*1 (Virginia Electric 6 Power Co.). 87/12/16 85pp. 44184:157- 


6712310232 LER 07-O374)0.ofl 671203, emergency diesel generelor 3 aulomaocaliy 
aiaried Caused by btown ruse 6 failed relay. Undervoltage rein 59 A6C-1Jt 6 dc 
oontfol luao r<^ced.W/ Q71222 It/. 

BENSON.OU Wdnia Power (Wginia Electric 8 Power Co). 87/12/22 4pi> 
49920:165-43920:168, 


-8801280503 Rev 3 to Procedure FCA-102. "Limiting Emergency 
Room.Cable Vauil Tunnel or Containineni Fire.” 

* Vsoinia Power (Virginia Elociric 6 Power Co.]. 67/12/16. 16pa 
44 1 of 256. 


Switchgear 

44184:242- 


8801120190 LCR 87-03S-00:on 870717, emergency diesel generator degraded/ under- 
voltage protection auivelilanca not p^otmed.Cause<l by (allure to fricorporale Tech 
amend Inlo test program. Special testa of Inierlorriis performed.W/en231 Hr. 
BENS<3N,OL Vrminla Powor {Vxginla Electric 6 Power Co). 67/12/31. App. 
43997;337-43967;340 

6801120430 LER 87-036-00:on 671202, during hot shutdown inner door of contakvnent 
personnel air lock exceeded leakage crile^ for Periodic Test 167.Caused by kied- 
equaie waF Shim welded to ecluator mechanism la allow proper seaErig W/67 1 »t Hr. 
SEnSON.O.L Virginia Power (Virginia Electric & Power Co). e%l2/3l. 4pp 
43990.348-43990 351. 


H. Oencral correspondence 


6801270127 Roquesis removal ot Region II irom disiribuHon list for sys 
fkawings. Drawings no longer needed 

COiUMS.DM Region 2, Ole ol the Director. 66/01/20. STEWART.W.L Vrginia 
Power (Virginia Electric & Power Co ). 3pp 44150:047-44150 049. 


3. Insursrrce 8 lodemrtny Information 


660(120257 LER B7-038-00:on 671206.calculated offsite thyroid dose Irom sleom gef>- 
erator tube rupture increased due lo poteniial posl-trip steam generalor lube bundle 
uiKOvery.Caused by reanalyste udng updated F^R assumptionaW/680107 Itr. 
BENSON,O.L Vbwiia Power (Vvgm Electric 6 Power Co). 86/01/07. 5pp. 
44044:229-44044 233. 

8601180092 LER 87-03900:on 871215, proleciion sys channel Inoperable due lo Wled 
swnmslor in signal condrbonlng dreuitCaused by loss of power lo sumrnalor Affected 
protection channels & surnmator replaced & relumed lo rvxinal.W/8eOI 13 Ur. 
BENSON,O.L Vvtynia Po«m (Vi^nla Electric 6 Power Co). 88/01/19 4pp. 
44l08:223-44108i26. 


V. Operator Examinationa 


6601200231 Partlaf response lo FOIA request for documents re worker uslnlng pro- 
grams 6 INPO iraMng accredilatlon.Forwards App F documenlsAra E A F doc«>- 
menla also avaHaMs In PORAddI records also available In POR under Bossong FOIA- 
87-204. ^ 

GRiMSLEY.D.H. OMsIon ot Rules A Records (Post 670413). 88/01/12. BOL£Y,K. 
Public Citizen's Critical Mass Energy Projecl Bpp. 441 18.001-44116.039. 


—8801140591 Submits obseivellons ol INPO accredUaUon board 851114 meeting w/ 
ubls re pl^t Icaining cxograms.Salem electrical A mechardcal rrkalnl training programs 
not rea^ for review A ehoirid not have been accreckted. 

BOOHER,H.R. Maintenance A Training Branch. ZWOLINSKU.A 8WH Protect OIrec 
torale 1. 65/12/90. RUSSELL.W.T. Division of Human Factors Technology (651125- 
670411), THOMPSW.H.L Oiviston ol Boiling Waler Reactor (BWR) Ucen«ng 
(651126-870411). 13pp. 44118^04-44110:218. 


8601190012 Forwards Endorsemenl 44 to NELIA Policy NS-31B,Endorsemonl 8 to 
M^LU Ceriircales M’28 A M-27 A NELIA Certificates N'2B A N-27.En6otsem0nl 66 
toNEUA Policy NF-IBS A Endorsements 66 A 47 Pobcies MF-57 A MF-06.respectlve- 

!)^IES,JM. Marsh A McLennan. Inc. 66/01/07. OINITZ.I NRC • No Delailod Altiil- 
ationOven 14pp 44045:175-44045:166 


P. Operating Hcerrae stage documents A correspondence 


8601050298 Requests withdrawal ol Tech Spec change request lor containment Type A 
iesbr)g.due to unresolved technical issues idenlified in corrblned Insp Rept 50-260/ 
86^650-261/66-38. 

STEWART.W.L Virata Power (Virginia Electric A Power Co ) 87/12/23. Document 
Control Branch (Documenl Control Desk), ip. 44040:261-44040 261. 

9801070205 Nolificabon ol 680106 meeting w/Westir^ghouse Owners Group Operations 
A Analysis Subcommiiloes in 8ethesda.MO lo discuss subcommittees Investigetions In 
anaNste area re (3enertc Ltr 67-12. 

TRAMMELLC.M. Pr(^ Directorate V. 87/12/30. KNIGHTON.G.W. Project Director- 
ate V. 4pp. 43945:3^-43945:347. 

6801140126 Fonvards safely evaluation granting rallel from certain ASME Code Section 
XI regukemehls re containmoni recirculation spray pump Irrservlce testing 
requkemenls, effective until 880229.Relief may be extendecT H mod schedule estab- 
kshad. 

BERKOW.H N. Project Directorate tl-2. 68/01/06. STEWART.W.L Virginia Power (Vir- 
ginia Electric A Power Co.). 2pp 44033:191-44033:194. 


-8801220196 Advises of attendance at 670923 Natl Nuclear Accfeditbg Board meetmg 
at 11^ ofes In Atlanta,GM re training programa al two plants.Encb include Usl w 
Board member names A anendees A 87 1 1 05 plani status accredHation W>to. 

GI^ON AF. Regton 2. Ofc of Ihe Oiraclw. 87/11/02. HOe.J. DMsion ol Licensae 
Performance A Quality Evaluation (Poet 870411). 6pp. 441 19:15944119:166. 


-8601140131 Safely evaluation granting reltel irom certain ASME Code Section XI te- 
QuIrerTtents re containnyenf recitation spray pump irtsetvice testing 
reowameiyls.efleciive unUI 660229. 

* Office ol Nuclear Reactor Regulation. Director (Post 870411). 86/01/06. 2 dd 
44033 193-44033:194. 



DOCKETED ITEMS 53 


M0I360MS Fonvaids Amonds 116 to Licenses OPR-32 & DPR-37 & ssfety 
evaluationAmends revise Tech Spec Section 3.12 re actions to be taken by licensee 
while operaiirtg w/inoperable, misalignod or dropped rod & redefines assembly banks 
PATEUC P Project Duectorate 11-2- 88/01 /06 STEWART.W L Viromla Power (Vtawi- 
ia Electric & Power Co ) 4pp 44130.164-44130:187. 

-8601360103 Amends 116 to Ucenses OPR-32 & OPR-ST.revlsing Tech Spec Section 
3.12 re actions lo be taken by licensee while operallrtg w/inoper^le,rnTsst>grted or 
dropped rods 6 redermlno fully withdrawn posrtioo of rod assembV bartka. 

BERkOW,H N. Project Oiieclorate 11-2. 68/01/06. 25pp 44130.t56'4413aiB2. 


6601050364 SuppI i to NRC Into Notice 86-081, "Broken External Closure Springs on 
Atwood a Momil MSIVs. " Svc list enci 

ROSSI.CE. Division of Ope/allona) Events Assessmen! (Post 870411) 88/01/11. 
Consolidated Erkson Co. of New York, Inc. 123pp. 44038:041-44038:163. 


6601200139 Ack receipt ol 671128 6 1222 lirs Informing NRC of steps taken lo correct 
violations noted in Inso Hopis 60-280/87-30 & 60 281/87-30 Records will be adjusted 
to reflect that no regulatory requirrnents violation occurred re Violation A 
HERDT.A.R, ftegiort 2. Ofo of the Direcfor. 86/01/11. srEWAHT.W.L Wrglnfa Power 
(wrglnia Electric & Power Co.]. Ip. 440S2 167-44052.167 


-6601360107 Safety evaluation simporting Amends 1 16 to Ucensea DPR-33 & OPR-37. 
* Office of Nuclear Reactor Regulation, Director (Post 670411). 86/01/06 Sod 
44t30:1B3-44130;187. 

6601140162 Forwards request for addi info ro util 870416 Inservice testing proniamalor 
units Meeting to resolve concerns requested DraH responsaa lo questions snould be 
prepared prior lo meeting 

PATEUC P. Project Direclorate 11-2. 68/01/07. STEWART.V/ L Virginia Power (Vkan- 
la Electric & Power O).]. iSpp 44033:220-44033 234. 


6601210216 Responds lo NRC C;ompllat)ce Bulletin 67-002, “Fastener Testing to Deter- 
mine Conformance W/Applicable Matt Specs." No fastener discrepancy WentifTed 
during testing lhal adversely affects safety-related con>ponenls.Addl into erKl. 
STEwART.W L Virginia Power (Virginia Electric & Power Co ) 66/01/12. Document 
Control Branch (Document ConUd Oesk) 62pp. 44066:069-44086:130. 


V. Oparalor EsamlnaUona 


8801300231 Partial response to FOIA request for documents re worker (raining pro- 
grams A INPO Iralnliig accreditation. Forwards App F documents App E & F docu- 
ments also available in PDR AddI records also available In PDR under Bosaorta F01A- 
87-204. 

GfllMSLEY,D.H Divislor) of Rules S Records (PosI 870413) 88/01/12. BOIEY.K. 
Public Ciiiien's Critical Mass Energy Project 6pp 441 16:001-441 18:038 


6601300231 P^al response to FOIA request for documents re worker tralnlrw pro- 
grams 6 IMPO training accreditation Forwards App F documenlsApp E 6 F do^ 
ments also available in POR.Addl records also available in PDR under Bossong FOIA- 

GRiMSLEY,D.H. Dlvlslofi of Rdes & Records (Posl 870413). 68/01/12. BOIEY.K. 
Publlo CHben's Critical Mass Energy ProjKL 8^. 44118.001-44116 039. 


-66070905S6 Discusses attendartce el 860526 & 29 INPO Accreditation Board 
meetings Board attendees listed & major lacilily-speciflc Issues 6 uU rosponaes 
discussed.Evaluatlon method appears effective overall. NRC Involvement should be 
msfnfalned. 

BOGER.BA Operator Licensing Branch 86/06/20 RUSSELL, W T. Division ol Human 
Factors Technology (651 t25'8ro41 1). 7pp 44 1 18:356 441 18:010. 

6601200280 Confirms l/ansmiltal of 1986 hourly meteorological data (ape.per 871216 
reoMSt. Excerpt from printout erKl as example. 

ST0MART,W.L. Virginia Power (Wginla Electric 6 Power Co). 68/01/15 Document 
Control Branch (Document Control Desk). 3pp. 44058 305-44058:307. 


-6601140561 Submits observations ol INPO accredilation board 851114 meeung w/ 
utils re plant training jyograms.Salem electrical 6 mechanicat maint training programs 
r>ot tearw lor review A should not have been accreoiied. 

BCOHEft.H R. Mainlenanca A Tral^ Branch. 85/12/30. flUSSELUW.T Division of 
Human FarriorsTechnotogy (851125-670411). 13pp. 44118 204-44110:216. 

-66012M136 Advises ol ailendancs si 670923 NaH Nuclear Accrediting Board meeling 
S| INPO olcs In Alisnta.QA ra training programs at two plants Enc^ Include list ol 
Board member names A attendees A BrIloS plant status accrednatlon table. 
GlBSON,AF. Region 2, Ofo of the Director. 87/11/02 ROE,J. Division ol Ucensea 
Performance A Ouaiity Evaluation (Post 870411). 8pp. 44119:15944116.166 


Q. Inspection reports, IE Bulletins A corrssponderKe 

6713160366 NRC Info Notice 87-064. “Conviction lor Falslflcsuon ol Security Training 
Records." Svc list end. 

ROSSI.CE. OMsion ol Operational Events Assessment (Poai 870411). $7/12/22. 
ConsoHdalad Edison Co of Now York. Ino i30pp 44IM.OOi-441S3:f24. 

6712170116 NRC ln(o Notice e7-06S. "Plant OperaUon Beyond Analyyed Condtions." 
Svc list and. 

ROSSI.CE DNidon of Operational Events Assessment (Post 670411) 67/12/23. 
Consolldaiad Edison Co. ol New York, Ino. 120pp. 440S8.006-44056:I27. 

6712230003 SuppI > to NRC Info Notice 87-028. “Air Sye Problems ef US LWRe." Svc 
lisi end. 

ROSSI.CE. DMsIon of Operational Evonts Assessment (Post 670411). 67/12/28. 
Consolidated Edison Co. of New York, Inc 124pp. 4399S: 136 43995:257. 

6601940164 Fonvards Insp Repts 60'260/87-33 A 50-281/87-33 on 671i01-l204.No 
vfdaUon or devfailon rratM. 

V/ILSON.B Region 2, OfC Ol the Director. 87/12/28. STEWART.W.L Virginia Power 
(Virginia Electric A Power Co.). 2pp. 43963 237-43963 247. 

-6601940196 Insp RepI 50-280/67-33 A 50-261/67-33 on 671 lOt 1204.740 violation or 
deviation noted Major areas inapectodplant operailons.cold weather 
preparaUons.plant maint A aurveillance A LER review. 

hfOLLANO.W E . NICHOLSON.LE . CANTRELL.F.S Region 2. Ole ol (he OIreclor. 87/ 
12/23. epp. 43963:239-43963-247. 

6601110511 Forwards Insp Repis 5a280/e7-34 A 60-281/67-34 on 671130- l204.No 
violaliona or devfstiorK nefed 

CLINE.W.E. Region 2. Ofc ol Ihe Director. 87/12/28. STEWART.W.L VKginla Power 
(Virginia Electric A Power Co ). 2pp. 43986:066-43986:068 

-8A01110S17 Partially withheld Insp Repis 50-280/87-34 A 50-281/87-34 on 871130- 

S re( IOCFR2.7eO(d) A 73.21).No vidallons nolod. Major areas inspected plW 
ures.mgt/organizatlon, audit.records.Ughtlng.power supply A siarm stations. 

,W.J . MCQUIRE.D.R. Region 2, Ofc ol the Dlieclor. 67/12/22. Ip. 43966:068- 
43966.068 

660112000S Discusses Insp Repts 50-280/87-21 A GO-281/67-21 on 6707054)029 A 
forwards notice ol t^ation.lnsp A enforcement confererKes repts sent 
previously. Violation classified as Savertly Level IV. 

QRACE.J N. Region 2, Ole of the OIreclor. 87/12/29. STEWART.W.L Virginia Power 
(Virgirda Electric A Power Co.}. 3pp. 44044:247-44044:252. 

-6601120007 Notice of violatfon from Insp on 670709-0B20.Vlol8tlon noted:ilsted oval- 
uations not conducted to defeimlno eicrsKanoe of unrevfewed safety question A re^ of 
Special Tests l-ST-166 A 2-ST-18e nol submitted. 

GRACEJ.N. Region 2. Ole ol the Director. 67/12/20 3pp. 44044:250-44044 262- 

B7122901S5 NRC Info Notice 87-066, "Inappropriate AppIleaUon of Commerdal-Gmde 
Components." Svc list end. 

ROSSI.C E. Division of Operational Events Assessment (Post 870411) 87/12/31. 
Consolidated Edison Co. of Now York. Inc. 120pp. 43995:266-43996:016. 

6712300061 NRC Info Notice 87-067, “Lessons Learned From Regional Inapt of Li- 
censee AcUons in Response lo IE Bulletin 60-1 1." Svc list otkI. 

ROSSI.C.E. Oiyidon ^ Qperationsi Events Assessment (Post 870411). 87/12/31. 
Consolidated Edison Co. of New York, Inc. 123pp. 44036:164-44030 206. 

6801140002 Forwards revised table re max differandal pressure summary, per commit- 
ii>ent in 661017 response lo lE Bulletin 85-003. 

STEWART.W.L Virginia Power (Virdnia Electric A Power Co ). 66/01/05. Document 
Control Branch (Oocrmient Control (jesk). 2pp. 44043 263-44043264. 


V. Dry Cask inoapendent BpanI Fuat storage Installatlona 

6601110327 Confirms lelcon during 671007 meetiiK re util Intenlion lo submil license 
amend A proposed Tech Spec change under 10CFR72 lhat would allow use of stor- 
age caska at plant ISFSI Joint meeting w/NRC A GNSI requested. 

STEWART.W.L Virginia Power (VirBihia Eleclric A Power Co.). 07/12/31. Document 
Conbol Branch (Document Control Desk) 2pp. 4397l-246'439n;247. 


DOCKET 56-292 PRAJRIE ISLAND NUCLEAR STATION. UNIT 1 


F. Seei;r)t)r. madlca^ amergerwy 6 Dr* protacUon plara 

S601 110196 Revisad emergency plan impterremlng procedures, including Rev 6 lo F3-2, 
"CiassiflcaUon of Emergericies, Rev 6 lo F3-10, "Personnel Accountability," Rev 6 to 
F3-f2. "Emergency Exposure Control" A Rev 4 to F3-2S.W/07t22e itr. 
MENOELE.DJ. FEY.F.L Northern Slates Power Co. 67/12/26. 122pp. 44006.097- 
44006:216. 


P. Operating llcenee etaoe documents 6 eorrsspondtnce 

6712310163 Forwards application for amende lo Licenses DPR-42 A DPR 60. revising 
Tech Spec Page 5.1-2 re flood prolecUon measures periodic drills Fee paid. 
MUSOLF.D. Notihem Stales Power Co. 67/12/16. Otflce ol Nuclear Reactor Reguls- 
Hot. Direclor (Post 8704 1 1). 2pp. 43923.007-43923:116. 

•^712310166 AppUcabor) lor amends k> Uconaos OPR-42 A DPR-60,/evislng Tech 
Spec Page 5.1-2 re flood protecUon meaeures perlodk: drills. 

MUSOLF.D Northern Slates Power Co. 87/12^16. 7pp. 43923.09943923 105. 

-6712310169 Proposed Toch Spec Page 5.1-2 re flood proteebon measures periodic 
drills 

‘ Norfhem States Power Co. 87/T2/f8. f3pp. 43923: (0643923; 1 <8. 

6601070420 inlonns that regulatory elfecUveness review resolulloru commitlad lo in 
860621 111 will be delayed until S9l231.Mods required for resolution dependent upon 
rtew plant adminlstrallon building cornplelion In 1969. 

MUSOLF.D. Northern States Power Co. 67/12/29. Office of Nuclear Reactor Regula- 
tion, Dliector (Posl 87041 1). Ip. 43999:20443999:264. 

6601070205 Notiflcalion ol 660106 meeting w/Weslinghouse Owners Group Operations 
& Analysis Subcommittees In Bethesda.MD lo discuss subcommittees InvastigaUons In 
analysis area le Generic Ltr 67-1 2. 

TRAMMELLC.M. Protect Orectorafe V. 67/12/30. KMOHTDN.G W PfOleet Oreclof- 
eie V. 4pp. ^945:344-43945:347. 

B60113019S Forwards Rev 2 lo 670614 application lor amends to Licenses 0PR42 A 
DPR-60 Rev alters changes proposed lor Tech Spec Figure 6 1-2 re plant organization 
A reqyirementa for senior reactor operator requirements for mgt A support staff. 
MUSOLF.D. Northern States Power Co. 88/01/04. Document Control Branch (Docu- 
ment Control Desk). Ip. 44003:10344003:117. 

-6601130302 Rev 2 lo 870614 application for amends lo Licenses 0PR42 A OPR- 
62/evl8lng Tech Specs re plani organization A requirements for senior reactor opera- 
tor requlremenis for mot A support slaN. 

MUSOLF.D. Northern States Power Co. 86/01/04. 7pp. 44003:10444003:1 10. 

-6601130211 Rev 2 to proposed Tech Specs from 670614 appflesuon for amend to U- 
ceme 0PR-22.changing plent organlza^ A requirements lor senior reactor operator 
requirements lor mot A stmport suH. 

' Northern States Co. 66/01/04. 7pp. 44003:ttf44003;lf7. 
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6601270110 Informs ol roc«nt organiza'Jon change with.n Olv ol neacfo' Pro|ect$0 
O'lanni remains as NRR prolsci manager for piar.l & T Ojay Wll serve as backup 
project manager. Faci.'ity transferred to eudror diracioraie. 

VtRGlUO.MJ, Ptolecl Ouectorare lii-t 83/01/23 MuSQLF.QM. Nonhorn Slates 
PowarCo. fp. 44149:204 44149-204. 


0. InapecHon raports, lE Birtletlns A cerreapondence 


6712160069 7/RC In'o Nofxra 87-064, “Conveuon for Fa'S’flca'.ori of Security Tra cing 
Records." 9vc "st end. 

ROSSI, CE. Division ot Operational Events Assessment (Post 870411} 67/12/22. 
Conso'iWated Ed.son CO- ol Now York, Ino. taopp. 44 153.001 -44 160:124. 

6712170119 NRC Into Notice 67-066, "Plant Opereton Qayortd Analyzed Cortdbons" 
Sve I'st end 

nOSSI.CE. Otvfsion of OporaUonaJ Events Assessment (Past 870411). 67/12/23 
ConSQ'ufatad Edison Co or New York. Inc. I20pp 44066 008-44056 127. 

8712230003 Suppl 1 to NRC Into No'jce 87 026. "Mr Sys Propte.ris a) US LWRa " Sve 
I'Sl er>cl. 

ROSSI, CE. DeviSiOA ot Operational Evonls Assessment (Post 670411). 07/12/36. 
ConsolidalsdEdsoiiCo oINewYoiJi, inc. 124pp 43995:136-43995 257. 

0712390165 NRC Info Notice 67-066, "frisppropnaie Application ot Commerciai-Gtade 
Components." Sve list end. 

ROSSl.CE Onrtsiorr o( Opetatonal Events Assessment (Post 870411) 87/12/31. 
Consolidaied Edison Co. oi New York. fne. 120pp. 43995 258 43996016. 

6712300091 NRC Inlo Notice 67-067, "lessons Learned From Reganai Insps oi U- 
censee Actions in Response to iB Guiaiirt 80-1 1." Sve fist end. 

HOSSi.C.E Division of OperaUonal Events Assessmont (Post 670411). 67/12/31 
Conso'Idaied Edison Co. of New York. Inc. I23pp 44038.164-44039 266. 

8601110267 Forwards Safety fnsp Repis 50-2e2/67-16 & 50-306/87-15 on 671004- 
1 1 14 & notice ol vtolation 

GULOcMONO.W.G. Region 3. O'c of (fie D-rector. 87/12/31. LARSON.C t Noniiam 
States Powet Co. 2pp 43970 202 43970 213. 

-8801110271 Notice of violaton from Insp Qri 871004-1 1 14 ViQial'on notodon 
871028, one oi two paiha from g/fd ip Salogga/ds 4kV bus not fuiy oporei-anel for 13 
minutes a acUon noi inlilaied lo place resetor in eo'd anuidown. 

GULOEMONO.W.Q. Region 3. Ofe of the Director 87/t2/3l 2pp 43970204- 
43970.805. 

-8961110878 Safary hsp Repis 60-888/87-I6 A 50306/87-1$ on 67l004.til4 Vloie- 
iipns noted Major arees tnspeciod previous Insp 5n(i,ngs,pfani operaOone> 
S8fety,me.'n(.8urveiiianc08. SMnt luof pool adlYOes a meeungs w/corporeie met 
OEFAYETTE.n. Reg:9n 3, 0!c ol the Director 87/12/29 6pp 43976206-43970213 

8601110962 Ack receipt ol 871005 IP Informing NRC ol steps taken lo correct 
violations Requests eddi info re Violauon ii in order to reach conc'us>on concerning 
atfoquacy of conectrve sciions.NRC remained coi>cerned w/rmpaci of personnd 
errors 

N0REUUS.CE. Rag<0A 3. 0(c of me Director. 87/i2/3f LARSON.CE Noflhotn 
States Power Co 2po. 43972;t69-43972 17Q. 

6861050994 Suppl 1 to NRC Into Notice 86 OSl. erokon Eiciernei Closure Springe on 
Atwood a MorAil MSiVa." Sve list enci. 

ROSSl.CE. Dnesfon o> Operatonai Evania Aasossment {Post S704ii|. 88/01/11 
Conso'Idaied EdsonCo. of New York. me. 123pp. 44036 04 t-44039:i63. 


R. Periodic operating reports a related correspondence 


8801150266 Monlftty operating repts for Dec t987.W/880l07 itr. 

OuGSTAD.P, MUSOLF.O. Nonhem Slates Power Co. 67/i?/3f. 9op 44041064- 
44041 072 


S. Reportable occurrences, LERs a related coaespendsnee 

8801120484 LER 6S-013-Or.on 66091S,one feedwater conl&mment isotabOA valve to 
steam genoraior IB failed (o open during sledup. Caused by ovorneadngot moUx op- 
erator to vaNe.Uolor valve pfogiam iTT>p:emontodVil/880i07 in. 

HUNSTAO,A.. MUSOLF.O Nor^em Slates Power Co 86/01/07. 4pp 43966 353- 
43986:356. 


V. Operator Enamlnatloni 


8601200231 Partial response lo FOlA reguesl for documents re worker training pro- 
grems a INPO training accreditaUon.Forwarcfs App f documajils.App E S F docu- 
manla also available in POR Add! records also aval'ab/e in POR under So&song FOlA- 
87-204. 

GRIMSLEY.OH Dfvlslon ol Rules & Records {Post 870413). 88/01/12. BOLEYJC. 
Public Citizen's Crittcel Mass Energy PtolecL 8pp. 441 18 001-441 16:039. 

-8607490559 Oiscuaaea atlendance ai 860523 8 29 INPO Accre^iation Board 
meetings.Board attendees listed 8 major fecil'ty-specilic Issues & uiii responses 
discussod. Evaluation method appears enacUve overall.NRC involvemeni sTknM be 
maintained. 

SOGER, 6 A. Operator Ucenslng Branch. 88/08/20 RUSSELL.W.T. Olvfston oi Human 
Factora Technology (851125-870411). 7pp 44f 18.358-44119010. 

-6801220136 Advisas ol altendarKS a( 870923 Natl Nuclear Accred-Ung Board rneebng 
al INPO ofes in Atlanta, OA re training programs al two piant3.ErKU include nsl cw 
Board member nsmee & aRendees & 871105 plant acatue accreditation (able. 
GJBSON.AF. Region 2, Ofc of the Director. 87/11/02. ROE,J. Divislonol Ucensea 
Pedormance 6t Quality Evaluation {Post 670411). 8pp. 44116-.1&9 4 4119:166. 


DOCKET 60-285 FORT CALHOUN STATION, UNIT 1 


F. Stcurlty. medical, emergency 9 Itre protection plans 

•8010S0072 Revised emergency plan implemeniing procedures.including Rev 0 to EPIF- 
EOF.20, "Irr.minerri/Proiectod Release Calcu'ationa" & Rev 6 lo EPlP-RR-19. "Erroi- 
gency Recovery Organization Operal'ona Support Manager.'' W/871226 Ur. 
ANOBEWS.R L. Omaha Publ.c, Power Oisirlcl. 97/12/28. 17po. 43900.0tS-439(>Q))')1. 

M4113D37S Rev 5 it> Erretgency Plan IrTpiementlrig Procedure EP'P RR-22, "Rocevary 
Organization Health Physics/Chomistry Supervisor." Revised Page VII lo tob'o of con- 
tents end W/B00105 Ur 

ANOflEWS.R.L Op-naha Publ'C Power OiStret 96/01/05 6pp. 43990 352 43900:3)7 

6601140010 Advises that 871120 8 l20i revs to omorgoncy plan accoglable 
CAlLAN.t.J. Region 4, Otc 01 the D.reclor. 68/01/06 ANDREWS, R.L OmahQ Pulric 
Power Oisincl. 2pp 4401 r 176-4401 1 177 

6801220496 ResponSs to NRC 971204 lii re vic/allons noted In Insp Repl 50-285I&}- 
2SCOTectivo actions lire doois to ba replaced to clim'nate high ma.'nt door dosgns A 
now hardware insia'ied cn doois. 

ANDREWS, RL. Omaha Public Powoi Oistricl. 03/01/11. Docuinoni Control OraiK'i 
(Dacumeni Cor>*rol Desk). 5pp. ‘14170.292-44170 296. 

0801210129 Revised Emergency Plan Irrpiomeni'ng Procoduio EPlP-OSC-l, "Emoigon- 
cy Class ficafaon " W/(abla ol conirnis & B60ll2Tir. 

ANOflEWS.R.L Omaha Pubic Power Dislrlci. 88/01/12. 10pp. 44082:001-44002012. 

889I22041S EN 88'00l:on 6601 lO.notico ol violation & proposed Imposition of chni pa.i 
altesin atnounl ol $75,000 tssusrl Act'orr basoo onl,Bied violations including lapiwo 
lo lock doors lo high radiation areas & lo follow Lsiad procedures. 

FLACK.E. LiEBEHMAN.J Otc Ol Enlorcemenl iPo.sl 870413). 88/01 7l3. Ip 
44168 074-44168 074 

88012S047(> Forwards Insp Rapt 50-265/67-32 on 071116-20 & nollCO ol 
v.oiaiionC<uicofn noted re safeN-safaguards iniarlaco appl.cable lo compensatory 
measuras-Nobob with.iieid (rel 10CFR73 21] 

Cai.lan.l j. Regiot^ 4. Ole of the Director. B6/O1/15 . andrEWS.RL. Omaha Pubc 
Powoi O isttH:i 3pp 44ii030l-44tt0304 

-6801160474 Petl'aHy withheld insp Ropl 50285/87-23 on 871116-20 (10I 
iOCFR73 2i).Vio'aiions nptod.Major areos inspected previously idem. Led 
■tems^ecurdy plan & impiamenhno procedures, mgi etioctiveness & security otoonirs- 
Lon 

KEUV.J.A.. YANDElL.LA Region 4, OlC Ol Ihe DifOeler 87/12/28, Ip. 441l0'0t)4- 
44110 304. 


P. Opftaiing license stage documents & correspondsnee 

8891040563 Fo/wards marked up pages of Tech Specs re inconsistencies found in 
Amends 1OD.110 & iH to License I^R-40 

ANCMEWS.R L Omaha Pub.'ic Powoi Diat'ici. 87/12/29. Document Control Branch 
(Document Control Desk) ip 43894.065 43694.090. 

-8801040576 Morkod up Tech Space correcting inconsislencies lound In Amords 
100.110* 111 wuton»eOPR-46 issued by NRC. 

* Omaha Public Power Dlsmci. 67/12/29. 5pp. 43694:086-43694:090. 

8801260100 Forwards "L/pdaie ol Progress re Chairman ?och Nov 1986 Visri (0 Fo'1 
Calhoun Slat/Oh." addressing concerns expressed during visit. 

JONES.WC Omaha Public Powoi Disiricl. 66/OI/O8. MARTlN,R.D. Region 4, Olcol 
IhaOseCUH. tp 44124045-44124:094. 

-8801260109 "l/pdate Ol Progress re Chairman 2ech Nov 1966 Visit lo Fort Calhoun 
Stetroa” 

'Omshs Public Power Dislnct. 08/01/06. 40pp 44124.046-44124:094. 

8801279175 Discusses specific Hems util will act on par 671230 mooting to continue lo 
h^ove ^relion ol plant 

PETERStN.F.M. Omaha Public Power DiSlnci. 08/01/07. MARTIN, R.O. Region 4, Ofc 
oltheDkoctoi. 2pp 44188 012-4r)|68 on 

6601210194 Parlial response to FOIA request App G documents already available In 
POR^p H documeni3,ra INPO accredrtaiion traimng.encl & available In POR. 
GfliMSLEY.O.H. Division ol Ru'es & Records (Posi 870413). 89/01/19. 80L6Y.X. 
Public Citizen's Criilcal Mass Energy Prolect. 4pp. 44095:001 •44095.022 

-68012W371 Oiscussos INPO Accredliation Board 970429 meeting & obsetvalloft ol 
INPQ evaluation ol util training programs during wk ot 870601. Author favorably Im- 
pteseed w/bofh Board * Atctodilalion Team 

OAGliAnoCLJ E Region 4, Ofe of Iho Director 67/07/28. PERSENSKY.J J. Reg on 
4. Ofc ol the OiiBCier. 2pp. 44095.085-44095 088. 


O- Inspection reporta, IE Bulleilna & correspondence 

9712160369 NRC Info Notice 87-064, "Conviction lot falsillcation ol Secutiiy Training 
Records. " Sve list end. 

ROSSl.CE. Division oi Operational Events Assessment {Post 870411). 87/12/22. 
Consolidaied Edison Co of New York, inc. I20pp. 44153:001-44153:124. 

6712176119 NRC Into Notice 67-065, "PlanI Operaiion Beyond Analyzed Conditions." 
Sve ksi end. 

flOSSl.C.E. Division ol Operational Events Assossmenl (Post 670411). 87/12/23. 
Consisted Edison Co. ot New York, Inc 120pp. 44056:006-44056:127. 

8712230003 Suppl 1 to NRC Info Notice 87-020. "Air Sys Problems el US LWRs." Svo 
list end. 

flOSSLC.E. Oivisfon ol Operational Events Assessment (Post 870411). 87/12/28. 
CoraoMated Edison Co. 01 New Yotk, Itw. 124pp, 43995'.136-43995.257. 



S7123S016S NRC Info Notico 87-066, "Inappropriate Applfcailon or Comrr>6fCial*Qrade 
Compononis.'' Svc list end. 

nOSSl.CE. Division o( Operational Events Assessment (Post B7G411). 87/J2/31. 
Consolidated EdiSon Co. ot New York, Inc. t20pp. 43905:2&0-43900 Qt6. 

6713300091 NRC Into NoHco 87-067, "Lessons Learned From Regional Insps of Li- 
censee Actions In Response to IE Quiletin 60-11.'' Svc list end. 

ROSSI, CE. Division of Operational Events Assessment (Post 670411). 67/12/31 
Consol'dated Ed.son Co. pi New York, Inc. I23pp. 44O38;i64-44O30:286. 

6601050394 Suppi I to NRC Into Notico 86-081, "Srokon External Closure Springe on 
Atwood & Mottiil MSIVs." Svc ksl end. 

ROSSI.C E. DMslon of Operailortal Evonis Aseessmont (Post 870411). 88/01/11. 
Conso'idated Edison Co of Now York, Inc. 123pp. 44030:041 -4'1038; 163. 

6601220486 Responds to NRC 871204 Hr re violations noted In Insp Repi 50-265/87‘ 
SS.Corrociive acll<in8:Mra doors to be replaCQd lo ctimlnate high maint door designs 8 
now hardware inslelled on doors 

ANOREWS.R.L Omaha Public Power Olstrlcl 66/01/11. Documenl Control Drench 
(Document Control Desk). 5pp. 441 70:262-44 170 296. 

6801150180 Insp 50-205/87-26 cancolod No Insp repi will bo Issued for ropt number 
CALLAN,L.J. Region 4, 0(c ol the Dlroctor 88/01/12. ANDREWS,R.L.. Omaha Public 
Power District ip. 44036.046-44038:046. 

680122041S EM'68-OOI .oT^ 8801 19,notice Q( vlolotlon & croposed impoatlton ol Clv4 pen- 
alties in amount of $76,000 Issued Action based on llstod violations including fariure 
to lock doors to high radiation areas & to follow listed procedures. 

FLACK E, LIEBERMAN,J Ole ol Enforcomenl {Post 870413) 88/01/13. tp 
44168;074-44168O74. 


B8012S0470 Forwards Insp Repi 50'2eS/87-32 on 871118-20 & nob'eo of 
vlolallon.Concetn noted re saloly-salaguarde Interface appUcebre to compansaiory 
measures Notico withheld (ref 10CFR73.21). 

CALLAN,L.J. Region 4, Ofc of the Olroclor. 80/01/15. ANDR£WS,R L Omaha Public 
Power DISiriCl 3pp. 441 10.301 -441 10:304. 

-6601350474 Partially withheld Insp Rept 50-285/87-23 on 871116-20 (ret 
10CFR73 21). Violations noled.Ma]or areas Insneclod previously (danlified 
Items, security plan & Implomenl ng procodiiros,mgl eifecifveness & security organira- 
tion. 

KELLY,J A , YANDELL,L.A Region 4, Ofc of IhO Dlroclor. 87/12/28. ip 44110:304- 
44110304. 

8601260415 Responds lo NRC Compllenco Bullehn 07-003 re sample lest of safely S 
nonsafaty-relaied lesienors Preliminary resuiis from tasting indicaio conformance to 
specs w/chomicai. hardness & proof loads being nccepiabte.Te8t results anci. 
ANDREWS,R.L. Omaha Pubnc Power District. 68/01/19. Document Control firanch 
(Oocumonl Control Oosk). 32pp. 44126:238-44126:269. 


n. Parledle operallng repo/te 8 related correspondence 


66011U113 Monthly ^recinu rept (or Dec t967.W/8e0it4 Ur. 
eLESSIE.W J., ANOREWS,R.L., OATES, W.D. Omaha Publ.c Power Oisfttcl. $7/12/31. 
9pp. 44063:I7I-44063;179. 


S. Reportable oecurrencae, LERs 6i related correepondence 


6801060164 LER e7.038-Ol}:on 071 t30,leak rale In excess of 18,000 SCCM Tech Speo 
llmil found.Caused by position ol valve being slightly past Miy closed 
posltian.Ad]Uslmenl of mechanical slops for actuator correaled.W/07 1 230 Hr. 
LEHMAN.L., ANDREWS,H.L. Omaha Public Power Oielrlci. 87/12/30. 4pp. 43903 023- 
43903026 


6601060152 LER 87-028-01:on 87l008.di8COvered that apodal repi on tire barrier oper- 
ability re lire barrier rendered Inoperable on 870319 not submitied.Ceused by Inad- 
equate tracking process lo ensure rapt issued.FIre watch e9lebli$hedW/87l23f Hr. 
MCIVOfl,T.J., ANDREWS, R.L. Omaha Public Power Olstrlcl. 87/12/31. 3pp. 
43927.023-43927:026. 


8601070424 Advises Ihat LER 67-039 erroneously designated aa 87-038 in cover 
itr.Subj LER conlained correct LER number. 

ANDREWS,R.L. Omaha PuWtc Power Oislrtct. 80/01/05. Oocumeni Cotdiol Branch 
(Document Control Desk), ip. 43991:167-43991:167. 


V. Operator Examlnsllone 


8801200231 Partial response to FOIA request lor documenls re worker brrinlno pro- 
grams & INPO training accredilellon.Forwards App F docomenls.ApP E 4 F docu- 
menla also available in PDR.Addl records also available In PDR under Bossong FOIA- 
87-204. _ 

GRIMSLGY.O.H. Division q( Rules 4 Records (Post 070413). 00/01/12. BOLEY.K. 
Public Clll/en’s Critical Mass Energy Prelect. 8pp. 441 18:001-44110:039. 

-6703260570 Trip rapt of attendance at 870225-26 Natl Nuclear Accrediang Boanf 
meeting In Atlanla.QA re ulll training programs.Meetlng agenda enct. 

BOGER.B.A. Division ol Human Factors Technology (B51126-07O41«. 07/03/17. 
RUSSELL.W.T. Division of Human Factors Technology (851125-0/O4II). 9pp. 
44116:120-44119:126. 

-0601220136 Advises of attendance at 870923 Nall Nuclear Accrediting Board meeting 
at INPO ofes In Atlanla.QA re training programs ai two plants.Encfs Include list of 
Board member names 4 attendees & 671 toS plant aiatus accredhadon table. 

GIBSON, A,F. Region 2, O(o of the Director. 87/11/02. ROE.J. Divlalon of Licensee 
Performance 4 Quality Evaluation (Post 870411). 8pp. 441 19:1 69-44119. 169- 


DOCKET 50-206 INDIAN POINT STATION, UNIT 3 


F. Security, medical, emergency 4 fire protection plane 

6001050824 Revised emergency plen Implementing ptooedures.Including Rov 7 to IP- 
1003, "Obtaining Mo'.eotologicel Data," Rev 5 to IP-tOSS, "Evacuation of SjIo" 4 Rov 
2 lo lP-1057. "Tornado Emergency (Hurricane Emergency)." Revised index else end. 
CHAUBARO.M A. New York Power Authority (formerry Power Authority ol (he Stale ol 
New York). 87/12/22. B7pp 43916.032-43916:116. 

8801290190 Advises that NRC lirvla no error <n reoplent tesLmony at plant hoaruxg on 
radiolonical risk 4 omorgency planning. Assumption that delayed emergency response 
woi/d nave litHo Impact on readers deemed valid Related Inlo end. 

MURLEV.T.E. Olllce ol Nuclear Reactor Regulation, Diiedor (Post 870411). 86/01/ 
21.flOWSOME,F.H. Oak Ridge Associated Ur«v8. Ilpp. 44179-32M4179-.362. 

-0706040086 Inforins ol possible errors In author testimony ai faell.ty hearing on risk In 
1963 4 to h'ghlighi evidence that emergency planning may be Incroas'ng radiological 
rt^ posed by nuclear power plants Assessmeni end. 

ROWSOME.F.H. Oak Ridge Assodelod UntvS. 67/07/28. UURLEY.T.E. Ofllce of Nu- 
dear Reactor Ragulalion, Director (Post 870411). Mpp. 44179.339-441 79.352. 


H. Qanatal correiponderca 

8801160242 Forwards revised Pages 8,14,31 & 48 to ui.) 870928 comments on drah 
NUREG-1 150,co;recling editorial errors. 

DRONS,J.C. New Yo'k Power Authority (formerly Power Auihority ol the Slate ol New 
York). 88/01/12. Document Control Branch (Document Conirol Desk). 7pp. 
44036:183-44036:169. 


P. Operallng llcensa slags documents 4 correspondence 

6801120000 Forwards Info re Resource Technical Svcs,lnc,including summary ol NRC 
contract WOIK.NRC Form 26 for thrao oxislmg conlrads.audit info.work history 4 lists 
of expertfss avaiable for spociai Insps & ol cu'ronl resourco svcs. 

F£LT>f<XJS,RA. Rosource Technical Ssivicos, ino. FiN 8-6767. 37/12/16 
JOhNSON.E.)!. Region 4, OIC of tha Director. 7lpp. 43098:230-43996.300. 

8712300113 Forwards epplication Ipr amend lo License DPR 64, revising Toch Spec 
Soefon 3. 13 re salaty-rolaled snubbors afteded by mod lo prossuiizor safety 4 rel-ef 
valves discharge piping 4 steam generator blowdown sys upgrade. Foe paid. 

6RONS.3 C. hw Votk Power AuThoiity (formerly Power Authertly of the Slate of New 
York) 87/12/21. Documenl Conirol Branch (Oocumonl ConVol Desk). 2pp. 
43d2(k209 43920:281. 

-8712300117 AppticaLen lot amend lo Uconse DPR'84,tev1slnQ Tech Spec Section 
3.13,Tebio 3.13-1 re saloiy-relaied snubber eliecled by mods 10 prassuHer selety 4 
reflet valves discharge piping & sioom generator blowdown sy$. 
enONS.J.C. New York Power Auihoilly (foimerly Powc Aulhonty of ihe State ol New 
York). 87/ 12/21. Ip, 4D92027)-43&20,2?1. 

-0712300119 proposed Tech 5pecs.revi8ino Section 3.l3,Tabio 3.13-1 re changes lo 
safeiv-roletad snubbo's ailedod by mods to pressun/er safety 4 rehal valves dia- 
char()e piping & deem gonaraior blowdown sys. 

• New York Power Authority (loimetiy Power Aulhonty d the State of Now York). 87/ 
12/21. 10pp. 43920:272-43920 201. 

0001 070206 Notilicaiion ol 860106 meeting w/Westinghousa Owners Group Operations 
4 Analysis Subccmmliiees in Beihesda.MD lo discuss subcommiilees invesllgaiionB In 
analysts area re Oenedo Lir 67-12. 

TRAMMELL.C M. Piejoct Oirectoteis V. 67/12/30. KNiQKTON.G.W. Ptclecl Oiteciot. 
alo V. 4pp. 43945 344-43945 347. 

6801130127 Forwards corrected pages to 870921 fir re response lo Qenaric Ltr 67-12 
concerning loss ol RHR while hCS partially lllleb & 871113 Ur re safety Sys outage 
mod insp Ijssign Rapt 87-013 due lo editorial errors. 

BRONS.J.C. New York Power Auihority (formerly Power Authority ol the Stale ol New 
York). 67/12/30. Dccumonl Control Branch [OocumenI Doni/ol Desk). 8pp 
44003018 44003.026. 

6801200231 Partial response to FOIA request for documents ra worker training pro- 
-ams 4 INPO balntng accreclilalioaFerwardS App F documonts App E 4 F docu- 
ments also aval.'sbla In PDR Addl rttcorda also availablo in PDR under Bossong FOIA- 
87-204 

ORlMSLEY,D.H. Division ol Rules 4 Records (Post 870413). 83/01/12. BOLEY.K. 
PO^CiUier^'B Ctiltcal Mass Energy Prolect. 8pp. 44110.001-441 18.039 

-8612060547 Trip rapt of 881020-30 visit lo Nell Nuclear Accrediting Board meeting lo 
review selectau Iralnlng for plants Beard reviewed four sUes 4 24 programs. 
MCKEE.P.F. OperaUng Reactor Program Qr,Div of tnspeoilon Piograms.iE 1650212- 
8704 i3jL 86/12/02. PERSENSKY.J.J. Maintenance 4 Training Branch. 2pp. 
44119.077-44116.078. 

0001210105 Forwards "Reactor Coniainmont Bldg Iniegralod Leakage Rate Test," final 
rMt. Leakage rate acceptable. 

JOStQER.W.A. Now York Power Authority (formerly Power Authority ot the State of 
New York). 68/01/15. Office of Nuclear Reactor Regulation, Director (Post 870411). 
3pp 44082.013-44062:096. 

-6001210193 "Reactor Containment Bldg Integrated Leak Rate Teat," flnal rept. 
CUOEWELL.R., OILLON.P. Ebaaco Services, inc. (subs, ot Ensorch Corp.) 87/0?f27. 
81pp. 44082:0 1 0-44082:096. 


O. Inapsctton reports, IE Builenns 4 corraapondence 

8712160309 NRC Info NoUce 07-064. "Conviction for Falsification of Security Training 
RewMtJs." Bve I'sl end. 

ROSSI.C.E. Division pi Operational Events Assessment (Post 870411). 87/12/22. 
Qxnolldated Edison Co. of New York, fno. 120pp. 44153:001-44153:124. 



56 DOCKETED ITEMS 


6712170119 NRC inlo N'O'Jce G7-06&. "Plant Operation Beyond Analyzed Conditions*' 
Svc list encl. 

ROSSl.CE. Ovision ol Operslional Events Assessmertl (Post 670411). 67/t2/23. 
CoosoUdaled Edison Co. of New YorV. (oc. tZOpp 44056006-44056.127. 


6712230003 Suppl 1 to NRC tnlo Notice 87-026, "Ah Sys Pioblems at US LWRs" Svc 

flOSSI.C E Division 01 OpefaOonal Events Assessmenl (Post 870411). 87712/26. 
Consoiideied Edfeon Co. of New York. Inc. I24pp. 43965:13a-43fl9S-257. 

6601860032 Inlorms oi licensee efforts re recent assesamervl ol perlormance piosonied 
in SALP Rapt 6i>-2e6/8S-96 Meeting held on 67 1 1 1 3 produc'jve & aKorded opportuni- 
ty lor frank exchanpe of Ideas between respective stans. 

JOSIGER.WA. Now York Power Authority (lormerfy Power AuUionty ot the Stale ol 
New York). 87/f2/28. ftUSSEt.L.W. Begon 1. Ofc of (he Director. 4op. 43916J»57- 
43916360. 

6601130127 Fonurards corrected papas to 670921 IP re response to Oenertc Ltr 87-12 
ooncernlrtg loss ot RHR while nCS parha'ty Tilled & 671 1 13 ltr re safety' sys otiiarje 
mod insp Oeston Repi 67-013 due to editorial errors. 

eflONS. J C York Power Authonty (lormerfy Power Authority ot the State oi New 
York) 87/12/30 OocumenI Control Brancn (Oocumeni Control Desk). 8pp 
44003.018-44003.025. 


8712290155 NRC Info Notice 87 066, "Inapprophaie Application of Commercial-Grade 
Con^onents." Svc hsl encl. 

ROSSI.CE Diviefon ol Operational Events Assessment (Post 870411). 87/12/31 
Consotidaled Edison Co of New Yodi. Inc. IBOpp. 43905256-43996016 

8712300091 NRC Into Nodes 87-067, "Lessons Learned From Regional insps ol U- 
censee .Actior^s In Response to lE Bullshn 6011." Svc l>st enci. 

RO^I,C.E Division of Operational Events Assessment (Post 870411) 67/12/31. 
ConsoTidated Edison Co. of New Vo^, )r>e. 123pp 44038 164-44036 288 


8801 120286 Forwards Insp Rept 50-286/67-22 on 870921-25 8 notice of vtoiabon 
JOHNSTON, W.V. Re^ 1, Ofc ot the Qveclor 66/01/07 JQSlQER.W. New Yort 
Power AuLhorrty (formerly PiMer AulMrrty of the Slate of New York) 2pp 44044 253- 
44044 277. 


-8801120290 Notice of violafion from Insp on a70921-25.Viaiabdn rKiied weed leslst- 
artce temp detector eecutecy (equiremente not datermined 8 <iuaiiT<cetron ot C*aes H 
insulabon for Urriotorque mow-oporeied valves noi established. 

' Region \ Ofc ot the Oaeciot. 8B/01/O7. ip 44044 .236-44044 259 

•^801120299 Insp Rspl 90-266/87-22 on 87092l-2SVIals()one noied.Ma^ areas 
inspected emdrort guejlflceuon program & impiernantaoon (q( ssfety-refated eiecMcal 
egutpmeni & licensee response & resoiuQons to eouipmeni concerns 
PAOltNO.HJ. ANOERSON.CJ. Region 1, Ole of the Ouecior. 88/01/06 22pp 
44044:26fr-44044'277. 


680(050394 Suppl t to NBC fnlo Notice 86-681, "Sroken Eaemal Cosure Springs on 
Atwood « Mo^i M3IV8.*' Svc list enef 

R03Sl.CE. ONnlon ol Operational Eyonta Asaossment (Post 6?04il>. 86/0Uti. 
Consoiideied Edison Co of New York, fnc t23pp 4403e.04t-4403a.163. 

8801200087 Forwards 'nap Rept 60.288/87-26 on 87l 1 1 1- l22t.No violauoru noted. 
WENZtNOER.E.C Region 1, Ofc Of the Oireclor 88/01/11. JOSiGER.W. New York 
Power AiAhonty tlormerty Power Authemty pi the State ol New York) 2pp. 44032 220- 
44052 238. 


-8801200078 Insp Repi 50286/87-26 On 87ll|1-t22i.No viotations noted Mayor 
areas inspected Rconsee action on previousfy Identified Insp findings 6 measures to 
delect steam flonwatof & reactor coolant pvifp seat tnlecdon leakage 
JOHNSON.J.R. Region t. OfC of the Oirsclor. 88/01/07. 6pp. 4405? 23l-440$2 238 

8801200422 AcNtses that rept requealed by Acbon Hems 6 A 6 of NRC Compfience 6uf- 
letin 87-00? re fastener testing lo delsrmlne conformance w/applicebie matl specs 
delayed to 680212 due to unavaKabilfty of lab lesl results until end d Jan 1986 
JOSIgER,W.A. New York Power Authonty (formerly Pt?wer Authority of the Siele of 
New YoriO- 83/01/11. BUSSEa.W.T. Region 1 . dTc o' the Otreclor 2pp. 44037.04?- 
44057;04l 

8801260067 Forwards response lo IE Bulletin 634)03. "'Motor Operated VeNe Commork 
Mode Failures During Pl«nl Transients Due To Improper Swfich Settings Cncls re- 

S to Acbon Items (e) 6 tO 8 supersede info submitod on 860313. 

ER,WA New York Power Authonty (formerly Power Authonty of (he Stele of 
New York) 68/01/fS. RLISSELL.V/.T Orxurnent Control Branch ((Tocumeni t^mtrol 
Desk). 3pp. 44123:22?-44t23i29e 

•4901260078 "'Descriptkin el lP-3 "HPCi/Cere Spray* & Emergency Feedwater Sys.*' 

* New York Power Authonty (lormerfy Power Authonty of the Slate of New York). 86/ 
01/15. 6pp. 44123 ?25-44lb;230 

-8801260078 '*Baslc Motor-Operated Yslve Description i Design Base Info & Bases lor 
EsUblishinQ Max Expected DiHerenuei Pressures " 

* New York Power Authonfy (forrnerty Power ^Ihodty of (lie Stale of New York). 86/ 
01/15 t3pp. 44123231-44123:243 

-8801260086 *'Swnch Sefting Policies." 

• New York Power AuthorWy (formerly Power Auihorrty ol the Slate ol New York). 89/ 
01/15. fSpp. 44123 244-44123:258. 

-8901280091 "'Test Results & Evaluations ” 

* New York Power Auihorrty (lormerty Power Authority oi the Stale of New York). 80/ 
01/15. Oepp. 44123:259-44123:294. 

-8801260093 "Molor-Opereied Valve Program Oescriptiaa" 

‘ New York Power Authority (formerfy Power Autho^ ot the State of New York). 68/ 
01/15. 4pp 44t23:?95-44l23.?98. 


R. Ferfpdle operabitg reporta 8 related correapontfence 

880I3S0363 Monthly operating repi for Dec 1987.W/8801 14 ltr. 

KELLY, L. JOSJGER,W.A. New York Power Authority (lormerV Power Authority of the 
State of New York). 87/12/3 1 . 8pp. 44 1 10 098-441 IQ: IQS. 


S. flapoHable occurrences, LERs & relalad correapondanca 


8801110292 LER 67-01 1-OO.on 87ll30.dlscropancIes of environmentally qualified equip- 
ment Ideniiftod Caused by insulficient procedural Instructions Procedural changes & 
vaningof applicable personnel implemented W/871230 ltr 

ANMRSON.J.J.. JOsiGER.W.A New York Power Authonty (formerly Power Authority 
OtlhaStalBoi NSW York). 67/12/30 lOpp 43972 235-43972 244 

8901270100 LER 67-Of2-OOon 87t228.auloma(Jc trip occurred Caused by ms'function- 
ing relay lot Loop 4,Chanr>ei tit due lo tarnish bund up on conlaci Relay lep'acod 8 
sampifng of protection (ogle relays davel<^d.W/660l21 llr- 

ttllNN.M.F. JOSIQER.W.A. New York Power Authority (formerly Power Authonty ol 
the Stsla of New York). 88/01 /?1 . 3pp 44 141 258-44 1 4 1 262 


V. Operitot Examlnaliona 


8801200231 Partial response to FOlA request for documents re worker training pro- 
grams & INPO training sccreditallon.Forwards Apn p documents App E 8 P docu- 
merde also available in PDR.Addi records also avejiable in POR under Bossong FOIA- 
87204. 

QBtMSt£Y,O.H. Division of Rules A Records (Post 670413) 68/01/12. BOLEY.K. 
PuN-c Cdfjen's Critical Mass Energy Pro}ecl 8pp 44118:001-44110 039. 

-8601220136 Advises o< attondance at 870923 Natl Nuclear Accieditlng Board moetng 
at INPO olcs In Alianla.OA m training prodrams at two plants. Ends include li'sl ot 
Board member names & attendees & 871 105 plant aiaius acciadilalion table. 
GiBSON.AF. Region 2, Ofc of the Dveclor 87/11/02. ROE.J Division of Licensee 
PerKxmance 8 Quality Evaluation (Post 8704 tt). 8pp. 441 19:159-44119.166 


DOCKET 50-267 OCONEE NUCLEAR STATION, UNIT 3 


F. Security, medical, amergancy 9 fire protacllon plana 


6601130319 Forwards public varalon of revisod chsia mgt implementing 
ptoceduree.inctuding Rev 22 to CMiP- 1, "'Recoverv Manager i Immediate Staff.'’ Rev 
15 to CMlP-2. "Newa Group Plan" a Rov 21 lo CMlP-4. ’’Admtnialration. -.*' 'Nl 
660111 release memo 

TUCKERH.B. Duke Power Co. 87/12/14. Document Control Branch (Document Con- 
trol Oesk) 7pp 44004:125-44005:268. 

-880113<I380 Public version of revised cnsls mgi Implemonling procedures, including 
Rev 22 10 CMiP-1, "Recovery Mane^ & immediate Btatt," Rev 15 to CMlP-2, "News 
Grotip Plan" & Rev 21 to CMiP 4. "Administretion & Logistics Plan." 

HAnRlS.R E. Duke Power Co 87/11/13. 400pp 44004:133-44005 268. 

8801110*68 Forwards FN Victor 871111 final rept on emergency preparedness exorcise 
lor control room Excessive prompting by controller observed.Llse ol simulator provided 
high degree ol realism & use in subsequent exercises recommended 
jAaiSON.j.D. Batieiie Memorial inslnuia, Paciiic Northwest Leboretorles. 07/12/20 
TESIA.E. Region 2. Ole ol tbe OlreWdt. 7pp 43971;U7-43971:123. 

8801110538 Advises that B71023 Rev 21 to physical securlly plan consistent w/provl- 
siens ol tbCFR30.54|p} & acceplBbla. End lb 671023 Hr boir^g withheld per 
I0CFR73 21. 

CllNe.WE Region S. Ofc of the Director. 87/12/30. 7UCKER.H B Duke Power Co, 
3pp. 43086 063-43006 065. 

8601130300 Forwards Rev 67-4 lo emergency plan manual fVol A) & Rev 87-7 to imple- 
mentrng procedures manual (Vol Cl.per 10CFH50.54(q). 

TUGKra.H.8. Duke Power Co 87/12/30. Document Control Branch (Oocumenl Con- 
not 0«K). 2op. 44003 202-44003:278 


-8801130310 Rev 87-4 lo Vol A of emergency plan 
JENNINGS.C.C.. HARLIN.C.L. Duke Power Co. 07/12/31. 46pp. 44003:204 
44003 246 


-6801139333 Rev 87-7 to Vol C ol implemeritinQ procedures ametQenty plan. 
TOCKMAN.M.S. Duke Power Co. 87/12/31. 33pp 44003 247-44003 278. 

990112003* Confirms 871215 lelcon between Anderson & M Slnkuie re 880113 en- 
kxcement conference at Region II ole lo discuss util control of safeguards mail 
GRACE, J.N. Region 2, Otc of the Director. 88/01/04. TUCKER.H.B, Duke Power Co 
ip. 43886 34243686 342 

8801150119 Forwards Insp Repts 5O-269/e7'40.5O-27O/87-4e & 50287/87-46 On 
871121-1221 No vtQletion or deviation noted. 

BROWNLEE, V.L Region 2. Ofc of the Dtreclor. 88/01/05, TUCKER.H.B. Duke Power 
Co.2pp 44062;156-*4062:177. 

-0801150120 Insp Repis 50-269/87-48.50 270/87-48 & SO-267/87.48 on 871121- 
3221.No violation Ot deviation noled.Major areas Inapectedoperailons 
COTveHlance.malnl, physical security & review of safety sys functional msp Items. 
eRYANT.j.C- Region ?. Ofo of the Director. 88/01/04. 10pp. 44062:168-44062:177. 

88011*0352 Forwards Insp Repis 5O-2e9/87-S0,6O-270/87-50.S0-287/97-50. 60-369/ 
87-45.50-370/67-45,60-4t3/87-43 A 50-414/87-43 on e7l208-09.VioleIions 
PQtad Violalions may change based on further review Enforcement conference sched- 
uled for B80f IS 

GRACejN. Region 2, Oto ot the Oliector 88/01/11. TUCKER.H.B. Duke Power Co 
2pp. 44027:358-44027:360. 

-9901140363 Padtally withheld Insp Repts 50-269/87-S0.50-270/87-50. 50-287/87- 
50.SO-369/B7-45.50-370/87-45,50-413/e7.43 8 50-414/87-43 on 871208-09 (ret 
10CFR2.790(d} A 73.21) Malor areas lnspected:compromlsed safeguards Info. 
TOeiN.WJ. R^ri2. Ofc ot the Oireclor. 88/01/04. Ip. 44027:360-44027:360 
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P. operating llcanM stage documents A correspondence 

9601120090 Forwards Irtio re Resource Technical Svcs.Inc.irKludirig summary ot NRC 
contract worh.NRC Form 26 tor three existing conlracis.eudit Info, work hlsK^ A ksta 
ol ewertise available lor special Insps & ol current resource sves 
FELTHOUS.R.A. Resource Technical Services. Inc. NRC-2e-87-4ie. 07/12/10. 
JOHNSON.iH. Region 4, Ole ol the Director. 71pp. 43096 230-42096:000. 

6601150060 Clarities uU responses to Generic Ltr 83-28, Mem 2 2 1 re ktentrflcaUon ol 
salely-relaled equipment & components on plant documents. 

TUCKER, H.6. Duke Power Co 68/01/05. Document Control Sranch (Document Con- 
trol Desk). 2pp. 44062:259-44062:260. 

8601210001 Application tor emends lo Ucensos OPR-36,OPR-47 A DPR-SS, revtslng 
Tech Specs 3 IS re control room pressuri/ation 6 Tilterlng sys & 4.12 on leslirtg 
svs^r Generic Llr 83-37 re NUREU'0737.Fee paid. 

TUCKER, H B Duke Power Co. 68/01/06 Document Control Branch (OocumenI Con- 
trol Desk). 3pp. 44086:266-44086 284. 

-6601210003 Proposed Tech Spocs.revising Section 3.16-1 re hmitirvo conditions lot op- 
eraUons for control room pressurization S tillering ays & Section 4.t2-t,providirtg lot 
eddi testing ol sys & ciarttlcatlon ol Tech Specs. 

* Duke Power Co 68/01/06 lepp 44086:269-44066:264. 

6601200231 Partial response ta FOIA request lor documents re worker training pro- 
grams & INPO Ualnlt^ accreditation Forwards App F documents App E 8 F docu- 
ments also available In POR AddI records also available In PDR under Qossong FOIA- 
87-204. 

GRIMSLEV.OH. Division of Rules 8 Records (Post 870413} 89/01/12. BOLEY.K. 
Public Citizen’s Critical Mass Energy Project, app. 44118:001-44118:039. 

-6502060010 Forwards OJ Shea 850106 ltr re adequacy of INPO Job task 
analysIs.iNPO plans lo compare.change or validate exisiirig generic Job task analysla 
against task analysis dais generated for Suppi 1 lo NUREG-0737 activities. 
THOMPSON, HL DMsIon of Human Factors Safety (800428 851124). 85/01/24. 
STRAHM.K. institute ol Nucloaf Power Operatlona. tp. 441t0 U7-44li6-t33. 

'•6704060019 Summary ol INPO Accreditation Board 870325 8 26 meetings ie 
Atlanta, OA re programs considered for accredilaiion Attendees list 8 meeting agenda 
end 

HANNON.J.N Operator Uconslng Branch. 67/04/01. RUSSEU.W.T. OWteiorv ol 
Human Factors Technology (851126-870411). 7pp. 44119 129 44110-135- 

8801210090 Forwards Rev 14 to "InservIce Insp Program." Approval ot relief requests 
in Rev 14 requesied.Fee paid. 

1UCKER,H.B. Duke Power Co. 66/01/14. OocumenI Control Branch (Document Con- 
trol Desk). 4pp. 44133:092-44133:241. 

-6601210093 Rev 14 lo "inseiMce Insp Program." 

ROHOE.K.Q.CHEA.K. Duke Power 03. 87/12/14. I75pp 44133 0d6-44l33.241. 

8601260210 Forwards response to Requests S-12 re NUREG 0737, Item U.0.1. "Per- 
formance Testing o( Relief 8 Selely Valves," per NRC 670422 reques(.Respons« wHi 
be provided by 8602 1 0 lor Request l . 

TUCKER, H B. Duke Power Co. 86/01/iS OocumenI Control Grencb (Document Con- 
trol Desk). 20pp. 44166.041-44158:060. 

8601260541 Fonvarde eddI Info re Generte ltr 63-37 8 NUREG'0737 Items, per NRC 
871 1 19 requesl.Teeh Specs re Inslrumontation lor detection ol inadequate core cool- 
ing will be submilled by 860216. 

TUCKER.H.B. Duke Power Co. 88/01/16. Oocurnent Control Brartch (Oocumerit Con- 
trol Desk). lOpp. 44127:245-44127:264. 

6601270117 Summary of ACHS Subcommittee on Generic Hems 871216 meeting w/uU 
In WashInglon.DC re effectiveness of NRC process Ihst deals w/gerterlc Issues 8 
USis.Viewgrapns 8 prosenlallon schedule encl. 

' ACRS • Advisory Committee on Reactor Safeguards 68/01/22. ACRS • Advisory 
Committee on Reactor Safeguards. 42pp. 44140:248-44149 290. 


0- Inspection reports, IE Bulletins 8 correspondence 

8712160360 NRC Info Notice 87-064. ‘Conviction lor FalsIlicaMn of Security Trafnirtg 
Records.” Sve list encl. 

RO^I.C.E Division ot Operational Events Assessment (Post 870411). 87/12/22. 
Consolidated Edison Co. of New York, Inc. 120pp. 44163 001-44153:124. 

6712170119 NRC Into Notice 87-065, "Planl Operalkin Beyond Anelyzed CondWons.” 
Sve list encl. 

ROSSl.C.E Division of Operallonat Events Assessment (Post 870411). 87/12/23. 
Consolidated Edison Co of Now York, Inc. 120pp. 44056:008-44096:127. 

6601040106 Ack recelpl of 671019 llr Informing NRC of slops laken to correct violations 
noled In Insp flepls M-269/87 31, 60-270/87-31 8 60-287/87-31. 

HERDT.A.R. Ro^ 2. Ole of the Director. 87/12/23. TUCKER.H.B. Duke Power Co 
Ip. 43923 050-43923:050. 

8601070290 Forwards utJI 670902 ltr forwarding proprietary B&W 1169806A-O, "^oieci 
Plan lor Ultrasonic Exam ol Oconee Unit 1 Reaclor Vessel Flange-lo-Shell Weld.'' de- 
sc^ng InservIce Insp plan for Iscllity.RepI Hilhhekl. 

TUCKER, H-B. Duka Power Co. 87/12/23. OocumenI Control Branch (Otscumsnl Cor*- 
IrolOesk). Ip. 43999:187-43999:166. 

-6601070295 Forwards proprtslary '’Projecl Plan for Ultrasonic Exam ol Oconee UnH 1 
Reactor Vessel Flange-lo-Bhell Wekl.'’ Repl withheld. 

TUCKER, H.B. (3uke Power Co. 87/09/02. DocumenI Control Branch (Docoirwnl Con- 
trol Desk) Ip 43999.188-43999:168. 

6712230003 Suppi 1 to NRC Into NoHce 67-028, "Air Sys Problems et US LWRs." Svo 
list encl. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 87/12/20. 
Consolidated Edison Co. of New York, Inc. 124pp. 43965:138-4309S:257. 

6001110373 Forwards tn^ Repis 60-269/67-4S,60-270/e7-49 8 50-287/87-49 on 
671 120-1207 8 notice of violatloii- 

REYES.LA. Region 2. Ofo ol me Director. 87/12/29. TUCKER.H.B. Duke Power Co. 
2pp 44006:086-44006:096. 


-0601110400 Notice of violation from insp on 671 120-1 207. Violation noiod.contaJnmenl 
tntegnly lost during tsiueling opetalior\s on 870924-2&.1010-12 8 8€p0223-03i3 in Unit 
f.on 860223 0819 In Unit 2 8 on 861230-670309 in Unit 3 
REYES.1. A. Region 2. Ole ol the Director 87/12/29 2pp. 44006:090-44006:091. 

-0601110415 Insp Repts 50-269/87-49.50-270/87-49 8 50-287/87-49 on 671120- 
l207.Vlolai)onB noled.Ma)or areas Inspecied: containment Integrity during refueling op- 
erations. 

GflYANT.J.C. SKINNER.P.H., WERT.LD Region 2, Ofo ol the Drector. 87/12/23 
Spp 44006:062'4400S.096. 

6712290156 NRC Info Notice 87-066. "Inappropriaie Application of Commercial-Grade 
Components " Sve list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411] 87/12/31. 
Consolidated Edison ol New York, Inc. 120pp. 43995:258-43998.016 

6712300091 NRC Into NoOce 87-067. "Lessons Learned From Regional Insps ol U- 
oensee Actions In Responso lo IE Bulletin 60-11." Sve list end. 

ROSSl.C.E. OvIsJon of Operational Events Assessment (PosI 670411). 87/12/31. 
Cotrsolidaled Edison Co. ot New York. Inc. 123pp. 44038:164.44038:268. 

6801110337 Fonvards Insp Repis 60-269/87-47,50-?70/67-47 8 50-287/87-47 on 
871130-1204 No violations or dWiaUons nolod. 

H£RDT,A.n Region 2. Dio ol the Oireclor. 87/12/31. TUCKER.H.8 Duke Power Co. 
2pp 44000 011-44000.019. 

-8801110345 Insp Repts 60-269/B7-47,50-270/67-47 8 50-287/87-47 on 871130- 
1204 140 violations or deviations noted. Ma|or areas Inspecled.Hcensea action on previ- 
ous open Items 8 Temporary Instruction (Tl) 2500/2e.lE Bulletin 87-002 8 valve 
repair. 

CI^NOMOS.N.E, BLAKE.J.J. Region 2, Ole ol the Director. 87/12/28. 7pp. 
44000013-44000019. 

0001140101 Rounds lo vlolaliohs noted In Insp Repts SO-269/87-44. 50 270/67-44 8 
50-267 /67-44.Con»clNe actionsiechnlclans counseled. 

TUCK£R>I.B. Duke Power Co. 87/12/31. DocumenI (^trol Branch (OocumenI Con- 
trol Desk). 2pp. 44046 233-44046:234 

6801120034 Confirms 671216 lelcon between Anderson 8 M SInkule re 680115 en- 
iorcoment conletence at Region II ole lo discuss uHl control ol safeguards mafl. 
QRACE.J N. Region 2. Olo ot ihe Director. 88/01/04. TUCKER.H B. Duke Power Co 
ip 439ee.342-439a6;342 

6601150119 Forwards Insp Repts 60-269/67-48.60-270/e7-48 8 50-207/67-48 on 
871 l2l-l22l.No vioiailon or devletion noted. 

BAOWNLEE.V.L Region 2. QIC ol me Director. 88/01/05. TUCKgR,H.8. Duka Power 
Co Spp 44062:156-44062:177 

-6601150126 Insp Repts 5O-269/e7-46,50-2r0/e7-46 & 50-267/67-46 on 671121- 
122i.Ne vioielion or devieiion noled.Ms]or eieas inspecied operabons 
eurveiilanee,malni,phys)cal eecuniy 8 review cl eaieiy sye luncuonai Insp Items. 
BAYANTJC.. SKINNER.P.H, WERT.lD. Region 2. Olc Ot the DireclOf. 66/01/04. 
11^ 44002:166-44062:177. 

6601160114 Confirms 880222-26 equipmeni environ nualificetlon in8p.per 880104 lelcon 
with P Gull Major areas lo be inspocied Hsied Usi of documenis noeded 2 wke prior to 
(nap end. 

BROWNLEE.V.L. Region 2. Olo ol me Diiacloi. 66/01/06 TUCKER.H.B. Duke Power 
Co.3(K> 44042:073-14042.075. 

6601050394 Suppi 1 lo NRC Inlo Notice 66-081, “Broken External Closure Springs on 
Alwoi^ & Monill MSIVa." Sve list er>cl. 

ROSSI, C E. Division ol Operational Evonls Assessmont (Post 670411). 86/01/11. 
Consolidated Edison Co. of New York. Inc. 123pp. 44036.041-44038:163. 

6601140352 Forwards insp Repts 50-269/87-50,50 270/87-60.50-287/87-50, 50-369/ 
e7-4S,50-370/B7-4S.50-413/e^43 & 60-414/87-43 on e712O8-O9.VioIati0ns 

noted. Vlolailons may change bssod on lurlher tevtew.EnforcemeiM conletence sched- 
uled lor 600115. 

QBACE.3.N. Region 2. Ofe of the Dfreclor. 66/01/11. TUCKER.H.B. Duke Power Co. 
2pp. 44027:356-44027:360. 

-6601140363 Partially withheld Insp Repts 50-2e9/87-50.50-270/87.50, 50-287/87- 
50.50-369/e7-45.S0-370/e7-45,50-413/B7-43 & 50-414/87-43 on 871208-09 (ref 
10<^R2 790(d} 6 73.21).Malor areas Inspecied compron^sed safeguards Info 
TOBIN.W J . MCGUIRE.D.R. Region 2. Ofe of the [^rector. 6e/0f7O4. lp. 44027:360- 
44027:360. 

6601140236 Forwards partial response to NRC Compliance Bulletin 87-002, "Fastener 
TesUng to Dslormine Corformance W/Applicable Mall Specs," Including procuremenl 
i recewl map program & methods for chooslrw fasteners lo be tested. 

TUCK^)4 B. Duke Power Co. 88/01/12. GRACE.J N. Re^ 2. Olc ot the Oireclor. 
12pp. 44043.234-44(>43:245. 

6601260529 Forwards response to IE Bullelin 85-003, "Motor-Operated Valve Common 
Mode Failures During Plant Transients Due to Improper Switch Seltir>gs.'' Summary of 
schedule for responang to bullelin lot McGuire & Catawba siaierS 
TUCKER.H.B. Duke Power Co. 68/01/14 OocumenI Control Branch (Document Con- 
trol Desk). 25pp. 441O3:335'44t03;359. 


R. Periodic operating reports 0 relattd correspondence 


0601210033 Monthly pperalir>g repU lor Dec 1087.W/ee01 15 ltr. 

REAVIS,JA.. TUCKER.H 8. Duke Power Co. 87/12/31. 17pp. 44105.046-44105.062. 


S. ReportaMo occurrence*, LERt 6 related correspondence 

0601190013 LER a7-009-00 on 6712Q7,analysis ol engineeted safeguards ays analog 
Charnel 8 kJeniifted faulty ralary switch that rendered portion of sys inoperable since 
87t203.Caused by Inadequale procedure Switch replaced.W/seOKw ltr. 

NORTH,P.J.. TUCKER.H.B Duke Power Co. 88/01/06. 9pp 44045:189-44046:197. 



$a DOCKETED ITEMS 


V. editor 


900120023) ?art>4l U fC'h '«!««' OoC^ft’i 

»W^4 fSPO 9*^ aco«!>taionPof»ra/as App F PDWU 

*rac sviSaCie lo MW A*9 lecvit iso ava-at-e -n FOR unde. Bossono FOiA- 

GmSstfrOH Ot^kdo o( flJes A ReewOs (Post 6704(3) 60LEV.K 

PlWc C*? er! * Crocat Mass £ne»gy Projoa 8pp 44i 18 00(-44t 18.039 


-00013)0180 FerwarS) rwLtrs c( pcsi-accedSa'jon yST 

M*i 02 i 23t>e*«n oc 85iii62( A^Oconee on 85 i 2 i 6 -l 6 Si 9 nrf»cafit prf> 9 .ess oto- 

MMTON.H^r^^e C»^»ar fisac'o. 

0U2a PATEZ 'racuAs ct ftodear Pew©, opeta’jons 38pp 44it8267-44ll83ib- 


-9004150029 ForwOs hna) tetAs '-on su*) pest 8Kt«Ha*joft avKfctt A conipanson of 
ntvsed NRC fev»w ooeswns w./KPO accrodrta'joo objecuves A 

cr4®faB©eomrw(Ss.NPOcons-3e.«W«»pp.oprji6^f«^^^^ 

OtKTOHHR WHM 0* Nijcl«« Rwtw R^labon, OifectV t65)l2M7M|U W/ 
04/03 PAIE.Z 4n«*,ie Of fAJCfea/ Pow Operat/ors 32pp 44llB3l6-44nB357. 


-9709010002 ReOjesa ttrtficaMn pro. lo f SAR re» O'ai realtor opota** oain.ng pfO- 
aart accredted A based upon sya aroroach fo trairungpe. Generic 19 87 07 
15 dOOO Pn::?ecf Oeeci.^ it-3 67/08/28 TUCkER.hB OuKe Power Co. ip 
aasfpi^A-saifT't&a 


-90OI2MI30 Advtsea of stieryiance ai 870923 Natl Nuclear Accredi!.rra Board moobng 
al WPO efes m A0anu.GA re ea«na proota’ns ai two pfanis Enefs inckKle fcsi of 
Boarl membea rair«s A aneraieea A 671105 planl accte<5tatton ubie 
G«SONAF flaaon 2. Ofc o* tf>e t3»ecior 87/it/02 flOE.J Oivisw of Licensee 
PerlOfBiyce A Oua^ Eva/uabon (Posi 87041 1) 8pp 44ti9 i 59-44ttd i£8 


DOCKET 66-3*9 THREE MILE tSUNO NUCLEAR STATION, UNIT I 


f. Security, mecHcal, Mnerpertey A Are proleccion plana 


AAOlGAOtSd Forearda Rm I lo Corporaie Ernergency Plan 1000 PIN 130001. Rev re- 
flects rae^bon of TMi emergency prepa/edrvess program organitabon A 
iaciBbea Surima/y of mafor cnaj'iges m plan aiso enci 

ROCHEUB Gererai Pubbe vniftes Cerp • GPU Service Corp 87/12/23 Document 
Ccrurcl Branch (Ooeurneni Coniml Oesfl) Spp 43902 049-43903 022 


-08O1M610Q (Wr 1 «3 tQO0-PUl-(30Q0i. Corporate Em«r<}encv Pian for TMi A 
Oytter Creea NuCMer Subons ' 

* Qeiwal Puo6c Ubltbes Cc^ • GPU Service Corp 67/12/22. 300pp. 439020S4- 
43803022. 


I7123I4I99 Rev 3 to Erriergency Plan Inpiementing Procedure 041SIMP-I3OOO8. 
'Add AssMunce A NooAcabori" 

* Gerwal PuMe UOMtes Corp • GPU Service Corp 87/12/29 34pp. 439i93S3- 
43920020 


9001210009 Reneed •riwgerc'i plan eTcternertrgptoceduies.t/iciudmgRerv 1 to 6410- 
3. "TMt-i BaM A CrosvRefeence, Rev 4 to eatO-iMP-iOOOOa. "Con- 


AOM.t30000 

tKt/Ctfouf el Emarpency Parponnel" A Rev 2 to 041SIMP 1300 10 

' OvwM PubSc Utttm Corp • GPU Service Corp 66/0i/t5 8$pp 44104:29S 

.4410S.0W 


0001200037 Rev«ed emergerKy plan vnpiementvig procedures.mcttrding Rev e lo 6420- 
IMP-130002, Emerpency Oreeboo' A Rev 2 lo 6415 iMP-1300 16. ' Conwminaled 
Inemee" W/retnoed taM of contents. 

BKJVVKN . WARSHAILW J . POTTS. Vr £ General Public Ublrttea Corp • GPU Serv 
tee Co^ 68/01/16 44pp. 44157 199-44137 242 


8801200400 Rmr 4 K} Emergency Plan (mpfemenbng Proce<Kve64l<7lMP-l300 28 "Ac- 
Mean o( Teclmcal Support Cv ' 

BEAVEHjR. General Pub9c Ugfloes Corp. • GPU Service Corp 88/01/20 lioo 
44125J26-44I2S 3301 


G AdlMflcabBry eorreapondenee 


®A9tO0OW1 MenuranAan A order.* Certifies lo Commssion ouesbon ol whether lo rei- 
roedvefy cvend flradctnn of preceding lo encompass issue Introduced bv trial 
Mdgi^ HuiM Job pedorntance Served on 680104 


SFCC MAXER/3j. Aionee Salety and Ucen^ Appeal Panel ||II88 5275 87/12/3). 
OOce of Ihe Qeneril CounseL 29po 43909 220U3&9248. 


H. Oeneret corre tp pndence 


871219 JF Oleary was lo to^ 


pt^rwiio WOKuhns as churman A chief executive officer (C£0)'ol GPUWG 
Oom reSfoment A eiecled chairtTian A CEO ol f ' 


Q^Nuciw — " <» ^tu of GPU A chaeman of 

ui^^'tp Service Corp- 87/12/31. 

fAicfear fleeclor Renton. CVecior (Post 8704)1). ip 


P. Operattno SeenM atape documenU A correspondence 


*^2Sb2£i .5?^ ,22^' documenIsFonvaids App G 

in POft Pertons ol App 8 documents -intt^ 

of R t^ A Records (Posl 870413J 68/01/06. WEISS.ER 
Unwi of {^ncemod Soertests. 5pp. 44087 013-44089593. 


■40M1M82ORe<rO 10 1000-AOM- 731701 
Piteic UMteee Corp. . OPU 


I. "Ec 


nl Environ ^oMicabon.*’ 
4/01/20. 5?pp. 44087.256- 


‘“'Es.aa 


iS: .isff 

44O87;O2b-44b87;022. 


-TS^Xall“ 

MATAKASR.A. Region 1, Ofo of Ihe Oiredor. 1-84-021. 60/01706. l6pp. 44087.: 
44067:323 


ftanii90342 Fonvards application for amend lo License DP^'^O.conelaljno ol T 
&e^u09l r80.ii)Cfea9lnQ eilowaW enrichment for now fuDl «B8oml 

Cwtrel Stanch (Documenl Control Desk). 3pp. 44061. 196-44061.207. 


-80O119O2SO Applicaiion ter amend to License DPR-BO.conblbllng ot Tocii 8 
Change fleguasl 180, Increasing allowable enrichment for new fuel floaombiloa f/ 

MUXKLh'o'^gSi’p^^^^^^ Corp. . GPU Service Corp. 88/01/12. / 

44081:199-44081:202. 


-6601190254 Proposed Tech Specs, Increasing allowable enrlchmenl lOf now luot 
sambl-as from 3.5 to 4,3 welQht percent U-235. /to .lanrti-fl 

• General Public UW/Uaa Corp. - GPU Service Corp, 88/01/12. 6pp. 44061.8 

44081:207 


6601290152 Forwards Amend 138 lo License DPfl-60 A safety evaluation. Aimond I 
Vidas hmiting condiiions ol operation ior chlorine delooiing sys to compiy.tn pan 
HUflEG-0737,ltem III.D.3 4, "Control Room Habitability flequiremenle. , _ . , , . 
EOlSONG.E Project Directorate 1-4. 88/01/14. HUKILL.H.D. Qonotal Public Olili 
Co^ - GPU Sar^e Corp. 2pp. 4417fr.337-4417B.346. 


-6801290167 Amend 138 to License DPn-50,provldifiQ limiting condition of o^ra' 
lot chiofine dbieclmg syb to comply.ln part, w/NUHEQ-OTa/.llam Hl.D.3.4, 'Con 
Room Habitability Reoulremenls." 

STOtZ.J F Projocl Directorate 1-4. 88/01/14. 6pp. 44178:030-44170:344. 


-6601290163 Satety evaluation ai^porllng Amend 136 to License DPn-60. 

’ Office of Nuclear Reactor Regulation, Dlrsclor (Poal 87041 1). 86/01/14. 4 
44176345-44176.346, 


8601210053 Partial response to FOIA request lor documenia re environ quaiifloailDr 
(sc4tty Forwsids doeumenis itsied In App C.Oocumenls also avolleble In PDR. 
GRIMSLEY.O.H. 0/vision ot Rules A Records (Poflt 870413). 8B/01/1S. WBI$S.E 
Union ol Concerned ScianUsls. Spp. 44001 :l47>4409t;248. 


•6601210252 Saniioed propriaia^ "Review of licensee Resolution ol Outaiaixl 
Issues From NRC Equipment Environ Qualification SERe (P'tt A B-60]," tocbltl 


'Review ol licensee Reeoluiion of Outaiand 


evaiualtcm repts.Vo) i. 

P/UfOEY.5. Franklin ineiMule. NRC-03-78-t18. TeR.C6267-49E V01. 02/11/ 
ShEMANSKI.P. NRC - No Deiailad Atlllistion Given. Sepp. 44091;i60-440ei:24B. 


6601260276 Partial response to POiA roqueeie.Foiwarde App A documanis. Docume 
betng pisced in PDR.Only files in NRC Ofo of Qovernmenlal A Piibllo Affairs eoarof 
lor documents responsive to requeslper 671028 telcoa 

ORIMSLIY.O H. Division ol R lies A Records (Po8l 870413). 86/01/22. CONNOF 
Ooc-Sea/ch Associates. 3pp. 44139:290-44139:334. 


-6601260340 Provides list of questions re NRC comments on Commission 840tS0 
ol Integrity Issues In TMI-1 reslan proceeding 

MyERS.ri SIMPSON.J. Alfilietion Not Aeslgned. 84/03/81. KAMMGRER.O. NRC • 
Deiafled Attilialion Given. 2pp. 44139:316-44139:317. 


O. Inspection reports, IE Bunetine A oorreepondenot 


6712190306 NRC Info Notice 87-064, "ConvIoUon lor FalsHEoatlon Of SacutKy Tral 
Records. Sve list end. ' 

Aeaesemeni (Poel 870411). 87/18 
Conjoiidaiod Edison Co. of New York, Ino. f20pp. 44163:001-44163:124. 


Op®™*'®'’ S«yo®<* Analyjad Cooditto 


Opsfawqnal events Asaesameni (Poet 870411). 67/12 
Consolidated Edison Co. olNew York, Ino, 120pp. 44068:006^40661 127. 


Safety Insp Repl 60.289/87-22 on 671102.0e.No vIOfW 

?! <3lfector. 87/12/23. HUKILUH.D, a«f 
ihKrtc UWilteb Corp. • QPU Sendee Corp. 2pp. 44029:307-44020i306. 


'"®P ,'’®P' 50-289/87-22 on 871102-06.No violalfona or d«vtal 
PreparaUon A measurliHg A le^l SqoSf 

Region 1, Ofo of the DIreefor. 87/12/23. 11pp. 4402drl 


’ "Aif 8ye Problemi at US LWRa.' 


37/12 

oerrCkiLJAi r«4#ww. . .... ... 




biiow'iifl^ tead Wtodr WWr 

fleg«n i. Ofc of me Olrector, 9r/l2(^p jg. 
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-eB01120274 Ifisp Root 60-2B9/&7-19 on 871002-3VV>olation notod.M&;cit ueas 
inspocted.plant operaOons.maint & survol'lencd. incluctinn InoperabJily of omergency 
diesel generaiors & reactor protection ays trip broakor replacemonl. 

COWOILL.C. Region 1. Ofc of the Oirecior. 07/12/22. SSpp. 44040M26-44040.ieo. 

0712290186 NRC Into Notice 67-066, "tnapproprlato Application of Commercial-Grade 
Components." Svc i.9l encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 070411). 67/12/31. 
Consolidated Edison Co. of New York, Inc. t20pp. 43995 258-43996.016. 

0712300091 NRC Into Notice 07-067, "Lessons Learned From Roglonel tnspe of U- 
oansea Aclkms lt\ Responso to lE 8ullotir\ QO tl " Svc llsl encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 670411). 87/12/31. 
Consolidated Edison Co. of Now York, Inc. 123pp 44030: 164-44038-266. 

8601200182 Partial response to FOIA request for documents Forwards App B 
documonis Oocumenls also available In POR. Portions of App B documents vdihheld 
(ref FOIA Exemptions 6 & 7). 

GRIMSLEY,O.H. Division of Rulos & Records (Post 870413], 88/01/06. WEISS.E.n 
Union of Concerned Scientists 6pp. 44087.013-44087:255. 

—6801200233 PaniaHy deleted Invosilgatlon Ropl I '64-021. No mail false aiatemenls 
willfully made w/ln(er\t to deceive M^a|or areas lnvQsUgated'83052Q & 840210 rneil 
false slatemonia submitted re facl'ity environ qualllicatlQn program. 

MATAKAS,R.A.. CHRlSTOPHER.R. Region 1, Ole of the Director. KAYES.B.B. Office 
of Investigations. 85/09/26. 46pp 44087:023-44087:068. 

0601060394 Suppt 1 to NRC Into Notice 86-081, "Broken External Closure Springs on 
Atwood & Morrill USIYs." Svc list end. 

ROSSI.CE. Division of Operational Events Assessment (Post 870411). 86/Ol/tl 
Consolidated Edison Co. of New York, Inc. I23pp. 44038:04 1-44036:163. 


R. Periodic operating reports & related correapondance 

0601050667 Forwards revised pages to "Semiannual EfIluenI & Release Ropl (or Fiol 
Half 1967." correcting errors in ladloiodine samplos.Valuos raporied were conserva- 
tive. 

HUKILL.ff D. General Public Utilities Corp. • GPU Service Corn. 67/12/28. Oocumam 
Control Branch (Oocumant Control Desk). lp. 43918:011-43916 018 

—8801050660 Revised pages to "Semiannual Effluent & Release Repi for first Half 
1 087." correcling errors m tadialodino samples. 

* Gonoral Pubirc Utilities Corp. • GPU Service Corp. 87/06/30. 7pp. 43918:012- 
43818018. 

6801260003 Monthly operailno repi (or Dec iea7.W/680l 15 Hr. 

SMYTH.C.W., HUKILl.H.O. General Public Utilities Corp. - GPU Service Corp. 87/12/ 
31. 8pp. 44120:3S2-44t20;3S7. 


V. Operator Examlnatlena 

0601200231 Partial response to FOIA roquesl for documents re worker iralnlttg pro- 
grams & INPO training accrediiaiion.Fonvards App F documents App EOF docu- 
moms also aveiieblo In POR.Addi records also available <rt POR urvier Bossorvn fOiA- 
87-204. 

QRIMSLEY.O.H. Division of Rulos & Records (Post 670413). 60/0i/i2. 0(DLEY.K. 
Pub'ie Ciilsen'a Critical Mass Energy Profecl. 8pp. 441 16.001 -44116:039. 

-6001320136 Advises Of attendance a( 670923 Nall Nudaar Accrediting Soard meeHng 
at INPO ofea In Alianla.GA to training programs at two plania.Enc^ IncKrdo hsl of 
Board member names 5 eiiendeea & 871105 plant status accreditatien table 
OiGSON.AF. Region 2. Ofc oi the Director. 67/11/02. ROE.J. Division of Licensoo 
Performance & Quality Evaluation (Post 670411). 6pp. 441 19: 159'441 19.166 
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F. Security, medical, emergency 6 fire protection plans 

6601120142 Opposes any consideration of restart until all local emergency prepared- 
ness measures In place.fully lasted & ready lor lmplemonlation.Compleilon of etner- 

B ency contingency operation expected in June 1 986. 
lACMAHONiJ.F. Marsnileld, MA. 87/12/10. KANE,W.F. Region t. Ofo of the Oirec- 
ior. ip. 44030:203-44030-203. 

8712290309 Forwards Insp Repi 50-293/67-43 on 671 1 02-05 No violations noted.Order 
modifying license Issued on 641126 due to NRC identified deficiencies In radiological 
conlrol8,Termlnaled. 

RUSSELL,W.T. Region I, Ofo of the Director. 67/12/22. BIRO,R. Boston Edison Co. 
3pp. 43006:075-43105:097. 

8601110316 Forwards Safety Insp Rept 50-293/67-45 on 870915-1026 & noUce of 
violalfon.Ellecliveness of improvement programs hampered by listed problems 
KANE,W. Region 1, Ofo of the Director. 67/12/23. BIRO,R.G. Boston Edison Co. 3pp. 
44030:273 44030:306. 

-6801110319 Notice Of violallon from Insp on 670915-l02a.Vlolatlon noled;mn (ob-te- 
lalod reading mall & card playing mecnine found in central room reactor operator 
computer console & containment of spray sys nozzles rtot fnspected. 

• Region 1, Ofc of the Proctor. 87/lf/23. 2pp. 44030:276-44030:277. 

-8801110323 Insp Rept 50-293/e7-45 on 8709t&'t02e.Vlolation8 notsd.Msjor areas 
Inspeciediradlation proiectlon.physical 8ecur1ty.planl events, malnl,sunrolllance,ou(a 9 e 
aclivllies & repis to NRC. 

BLOUQH,R. Region 1, Ofc of the Director. 87/12/10. 2epp. 44030:27e-44030-.306. 

8801140054 Forwards Safety Irrap Rapt 50-293/07-54 on 87t208-10.No viofatlotw 
noted. 

UARriN,T.T. Region 1, Ofc of the Director. 87/12/30. BIRO,R.O. Boslon Edison Co. 
2pp. 44029.262-44029:269. 

-8801 140061 Insp Repi 50-293/87-64 on 871208-10.No violations noted Major areas 
inspected:llcensee annual emergency exercise on 671209. 

CONKLIN, C, LA2AflUS,W.J. Region 1, Ofc of the Dlreclor, 87/12/21. 8pp. 
44020:264 44029.269. 


0891080269 Final response to FOIA lequest lot documents re Die ptoteetton & App R 
oxomptlons.Forward^s App 0 documents. App C & 0 documents also In POR. 
GRIMSLEY.D.H. Division of Rules & Records (Post 670413). 67/12/31. SORGl,0. 
Massachusetls, Commonwoallh of 4pp. 43929:240-43930:264 

—6412050217 Roquosts FR pubfcallon of notice of issuance of Amend 84 io License 
OPR-35changirrg Tech Specs to reflect replacement of carbon dioxide Tre suppres- 
sion ays w/Ha'on sys. 

VASSALLO.D.B Operating Reactors Branch 2. 84/11/27. MILL6R,J.fl Operating Re- 
actors Branch 3. 2pp 43930:001-43930.034. 

—6601060279 Forwards Amerrd 29 to License DPR'35 Amend revises Tech Specs to 
provldo l.mliing conditions for operation & surveillance requirements for existing fire 

G oieclion aguipmeni & adminielrstive controls for lire proiecllon 
:AR.O. Operating Reactors Branch 3 (Pre 790625). 76/03/03. ANOOGNINI.G.C 
Boston Edison Co. 3pp. 43929:246-43029'246. 

-660 1 060266 Amend 29 to Licanse DPR-35.revlsing Tech Specs to provldo (Imiling con- 
ditions lor operation & su/vallfance requirements Tor existing fire protection equipment 
& edmtrystrallve controls tor fire protection 

LEAR.O. Operating Reactors Branch 3 (Pie 791030). 70/03/03. 23pp. 43929-250- 
43920 272. 

—6601060294 Notice of Issuance of Amend 29 to License OPR-SS Amend incorpoialos 
5te proiecllon Tech Specs on existing lire proiociion equipment 0 adds adrn'nisirallve 
confrols re firs protection. 

LEAR.Q Operating Raactors Branch 3 (Pre 790625). 76/03/03. 3pp. 43626:273- 
43029:282. 

-8601860322 Discusses Halon sys Installation status.Prollmlnary plans & schedules lor 
Installation cunenlly being reviewed w/vendor selected to Install sys.Componsalory 
Ire watch wKI continue until Insiellatton completed. 

HOWARD.J.E. Boston Edison Co. 83/01/10. STAROSTECKLR. Region 1, Ole of the 
Direclor. tp. 43929 263-43929:359. 

—8801060494 Rev 2 lo Vol 1 lo "Pilgrim Nuclear Power Station Unit t Fire Protection 
Ar^afysls.lOCFRSO.App P.” 

* Boslon Edison Co. 67/04/30. 200pp. 43930 035-43930.264. 

8601130394 Responds lo 871217 Itr (orwerding rept re plant emergency preparedness 
& OKptessing concern on number of omergency prepaiednass & plant related Issues 
(hai remain unresolved at pleni.Pleni will not restart until Issues addreasoif. 

ZC^.UW. Commiss'oneis. 66/01/06. DUKAKiS.M.S. Massachusetls, Commonwealth 
of. 2pp. 44172:070-44172:114. 

-6601180406 Forwards CV Barry rept on emergency preparedness at plant Concern 
expressed that iisied l88uoa.inciuding dovsiopmsni el procedures for assisting apodal 
needs populations & PRA should be addressed Adlud calory hearing suggesied. 
0UKAKI3,M S. Massachusetie, Commonwealth of. 67/l2/t7. ZECH,L. Commission- 
ers. 39pp. 44172:076-44172:112. 

-6601280269 Advises that Commonwoallh of MA has dotaimlnad that expoauie pluma 
paihway should be raconfigured EPZ wH inciuda eniirety or Canrar & 
Marehfieid PorUona of other towns, within lO-miie raclius,wlii s'so be Included 
BOULAY.R.j. Messschusetts, Commonwsaiih of. 67/07/24. RUSSELL, W,T. Region l, 
Ofo of me Oxectoi. 2pp. 44l72:1 13-44172:1 14. 

-8801130414 Advises that reconligurailon of plume exposure EP2 for plant lo Include 
towns of Carver S MarahHeid deferred to enable priority attention be given lo elforta 
w/curreni EPZ communliies.por 870724 request- 

RUSS6LL.W.T. Region 1, (5lo of the Oneclor. 67/09/29. BOULAY.R.J. Massachu- 
setle. Commonwealth of. iOpp. 69165-237-69165:246. 

-6601130417 Advises Ihel due lo nature ol InvesUgallons of nuclear power 
pfents.accompankneni would not be permltled,per 620624 request to accompany NRC 
regional or resident Inspectors on Insps ol plants In Commonwealth ol PA.Relalad Into 
end. 

HAYNES.fl.C, Region 1. Ofc Ol Ihe Director. 82/1 1/05. GERUSKY.T.M. Pennsylvania, 
Commonwealth ot 14pp. 44172:126-44172:136. 

-6801130432 ConFirms eoneral agreement reached as result ol meetings w/ Berkowltz 
re Surveillance ol nuclear power plants operating In Stale ol NJ. Stale officials may 
aUend.as observers.al NRC enforcement conferences & meolings w/licensees. 
RUSSELl.W.T, Region 1. Ofc of Ihe Direclor. 67/07/13. OEWLINQ.R.T. Now Jersey, 
Slate of. 17pp. 44172:139-44172:165. 

6001270139 Provides addi frdo to support uUI 631116 6 641227 submittals re 
10CFR5D.App R Exempllon Requests 11,12,13 & M.per 871124 moeifng. 

BIRO.RQ Boslon Edison Co. 86/01/19. Document Control Branch (Document Con- 
trol Dosk). 120pp 44168:207-4416e;326. 

8601200393 Foiwards revs to plant securfly plen.per l0CFR60.64(p],lo coned areas 
(ksouesed In LER 87-017-00 re classification ol standby gas Irealmenl aroa as 
vital Ends withheld (ref 10CFR73.2t). 

BIRO.R.G. Boston Edison Co. 68/01/22. Document Control Branch (Document Con- 
(Id Desk), ip. 44125.004-44125:004. 


H. Qeneral correepondence 

0001120204 Ofacusses addI Improvamenls lo mgt structure developed during Refueling 
Outage 7, per Tach Spec 6.2.C.Reporbng structure based on listed considaratlona. 
BIRD.R.Q. Boslon Edison Co. BB/Of/07. Document Control Branch (Document Con- 
DeaK). 2pp. 4399 1 : 1 09-4399 1:111. 

-0601130027 Boston Edison Co nuclear organization transition phase. 

’ Boston Edison Cki. 86/01/07. Ip. 4399f:1 11-43991:1 It. 


J, Insurance ft Indemnity Information 

8801270111 Forwards Endorsements t14 & 117 lo NELIA Policy NF-186, Endorse- 
ntenlB 95 & 08 to MAELJ Policy MF-SS ft Endorsements 6 lo NELIA Policy N-31 ft 
MAELU Policy M-31. 

VIETEN.M.J. Marsh ft McLennan, Inc. 86/0t/1 1. OINITZ.I. Office of Nuclear Reactor 
Regulation, Director (Post 87041 1). flpp, 44166:328-44166:336. 



60 


docketed items 


BoslofiYdison Co. 87/01/14 9™, j,n^ Jan i&sa wmlamiual 

BM1 130375 FOIA ■WOM.SSS-MOflfi.ase. 

|a teSPsS"" " ■^"•'"«*" « ^ 

_;»■ ip. 4403»:J03.JTOI,:la.‘^ ’“N^.W.K R^n 1. Ofc « ». o,^ 


''»“«•"« 4ptUS?43® “Will). "S/Ot/07. SMOU.Y.S 

''1130355 RnaJ «« ‘’®®^2;°34^30g?;084, 

'^'DaJ resDonsa in fai* 


— “• w., o//u//ai_ 

GRIMSLEY.D.H. Division mo, ^ ^ ^ 

‘=”™”'«K"p 5 p"S 1 KoSSI'' «="' 

-38051S0I61 FoiwarrisQFD ^o.^as. 

GAMMON.S Now En , . 'o New England Boir To!^ 

« T«,.pp„„, Co. P,R <„„,3, 

aySSlS^° fT*' f™""’ •JlY 

“'““■‘=°'"™»»»«p|.4p"SS?,fe„»» Smi/,',. sorqix 
801140208 ■•pnjiv\*«i ATiiin «. . 



•^W^IOISSRsooesteZ:: 

•< «» »«„. ,%. 43S'a’,!g3. ^°” « ® ')'i«'®|!: IJ2SS % 

IiTtoiflfrMnrf r«f of -bnl 


-•707J4 ••"•'/- "ANe.w.F. Regf, 


“♦"W^Triprop, of 8707 »m “I*”" 

^0 lo Llc&nta ADrr n, . 


“«01o;02W N »« 

W0f070190 n™i 78/03/03, 3pp. 43820:273. 

p, „p 

ajtrTcrror 


WE|SV^.rS.'"p'^^ 

■««173:28eJM173^?r 

• — ,. ..«. Mvaiwii cgieofl UC 

s ™ pipipiy » 

-8M1280S38 SafaK, 80701/21. 31pp. 44173:292wJ4173:322, 

«,73:P45-,4'?>1^)»-=' 1-3. aa™„.P. p„„,, , 

*piwd‘ rr* " '" •«»“'" 1 

CO. tp.44H8:34a44149;:Mr®"™"' 88701/25, BIRD.R.G. Boslon Edi= 

a^r^T 

3w. •*38a6:07S-.|^e9>"'= ^7/W2Z BIRD.R. Boston Edison Ct 

Malw area: 

«• a)pp. 43fl86:07^®r69?^BAKY.M.M. Region 1. Ofc of tf« Director. 87/12/ 
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-6801 1 10319 Notice of vioiatioo from Insp on Q70915-1 026 Vioialion noiodnon |ob-fo- 
tatod leading niatl & card playing machino found irt central room reactor operator 
computer conso'e & containment of spray sys nozzles not Inspecittd. 

• Region i. Ole of tfie Director. 07/12/23, 2pp. 44030:276-<14030.277. 

-6801110323 Insp Rept 60'293/07-4& on 87O9if)-l026.Vlolailona noiodMaiot areas 
inspected. rad'ation protection, physical socurity. plant oventa, malni,surve.llarM».outage 
activities & (opts lo NRC. 

BlOUCH.R. Region i, Ole of tho Director. 87/12/10. 29pp. 44030.27e'4403&.306. 

88010S0S20 Forwards Safety Insp Rept S0-293/a7-Sl on 67itO2-0eNo vio'atlons 
noted Power ascension program in prei'mlnary stages of dovelapmeni.conlroty to NRC 
expectations of lull irrpiomentation per 07t0tS suomiUat. 

JOHNSTON, W.V. Region 1, Ofc ol the Drcctor. 07/12/24. OlflO.RG. Boston Edison 
Co 3pp. 43962 157-43962 164. 

-6601050529 fnsp Rept 50'393/07-SI on 071102 06 No violations noted. Ma|or areas 
inspectedJicenseo action on previous insp findmgs.powei ascens'on test program.& 
post mod tta.nino. 

EVANS.M. LANGE.O. Region 1, Ole ol the Oiroctor. 67/12/16. Spp. 43962:160- 
43963.164. 

8712230003 Suppi 1 lo NRC Info Notice 07-020, “Air Sys Problems at US LWRs." Sve 
I, si encl- 

ROSSl.CF. 0-vislon of Operalional Events Assessment (Post 870411). 67/12/28. 
Consolidated Edison Co of New York, Inc. i24pp. 43995:136-43695 357. 

6801070463 Provides addi info ro second i0-yr Interval iriservles insp program plDn.per 
ut.'l B71002 commilment & NRC 670714 request. Attachment 2 Is overa'I rovised com- 

K nl lisili^. Including 26 addI welds. 

.R.G. Boston Edison Co 67/12/20. Document Control Branch (Oocumanl Con- 
trol Desk). 60pp. 43999 312-43999 260 

8601070330 Responds to violations noted In Insp RepI 60-293/67-36. Cortacirvo 
actions error in manliest corroclod.documenleilon process for shipment ol ratfwasie 
being oulometed A personnel undergo-ng training. 

QlRO.RG Boston Edison Co 07/t2/3a Document Control Branch (Oecumeni Con 
trot Desk). 3pp. 43661:205-43991:207. 

8601140054 Forwards Saloly Insp Flepi 60-293/67-54 on a7i208-t0No violailorts 
noiad. 

MARTIN, T.T. Region 1, Qlc of the Oiroctor. 87/12/30. filflO.fl.G. Boston Edison Co- 
2pp. 44029:262-44029.269. 

••ae0t140001 insp Rapt 60'293/67-54 on e7t208-lO.No violations noted Me|or areas 
Inspected iieonseo annual emergency exorcise on 671209. 

CONKLIN.C. LA2ARUS.W.J. Region I, Olc of the Oireclor. 07/12/21. 6pp. 
44029 264-44036 360. 

671220Q1S5 NRC Info NoUce 67-066. “inepp'optiata Appiicauon ot Comrnetc>e(-O>(ede 
Companenis." Sve llel enei. 

ROSSl.CE Division of Opemiional Events Aeseesmeni (Post 67041 1). 07/12/31. 
ConsoMdoiod EdiSon Co of New York. Inc. t20pp 4399S'268'43996:016. 

6713300061 NRC Info Nollco 67-06/. ''Lessons Loomed From Rogionel insps of li- 
censee Actions in Response lo lE Bulloim 60-1 1." Sve Ksi enci 
ROSSl.CE. Division of Operational Events Aescssment (Post 0704li). 07/i2/3i. 
Consolideiea Edison Co. of Now York, Inc. i33pp. 44038:i64-44038;366. 

8801050384 Suppi t to NRC Into Nolicd 86 081. "Qroker External Closure Springs ort 
Atwood A Morrill MSiVs '' 8vc list end. 

ROSSl.CE. Division of Operational Events Assessmeni (Post 870411). 88/0t/ii. 
Consolidated Edison Co. of Now York. Inc. 123pp. 44036:041-44038:163. 

8801190338 Responds lo NRC Bulletin 07-002, "Fastener Testing to Ooletmino Con- 
(ormanco W/ Applicable Mall Specs." Ends Include descnpuon of roce'pt kwip of ias- 
leners & Internal controls during storage A Issuance. 

BIRD.RO. Boston Edson Co. 08/01/11. Document Control Branch (Document Con- 
trol Desk). 84pp. 440&t.084-440St.167. 


R. Periodic operating reporls A related correspondence 

8801200367 Monthly operating ropi for Doc l987.W/e601 14 Hr. 

HAMILTON.P., BtRO.n.G. Boston Edison Co. 87/12/31. 7pp. 44108251-44106257 

8801120137 Forwards bl-woohly status ropI for 671217-31. 

BLOUGH.A.R. Region 1. Olc of the Oirocior. 88/01/07. WIQQINS.J T. Region 1. Ote 
of me DIreclOf. 8pp. 44030:173-44030:180. 


8. Reportable occurrences, LERs A related correspondence 

8712290071 LER 87-01 4-01 :on 871 1 12, loss Of preferred otfslle power occurred Caused 
by series of slorm-rolsted fsulls in power transmission sys remote to sietfon.Plsnl mod 
in progress to Install blackout diesel generator. W/a71223 Hr. 

HAMILTON.P .J., BIRO, R.G. Boston Edison Co. 07/12/23. I3pp- 43693,»14. 
43663:126. 

8712290074 LER 67-016-00:on 671 124,prlmery A socondery containment sys eclwaled 
due to coll replacement In primary conlainmoni Isolation control sys logic rolsy.Caused 
by Inadequate controls. Addi reviews A controls asl8bllshed.W/87i2231ir. 

ELUS.O.W., BlflO.R.Q. B08tor\ Edison Go. 87/12/23. 6pp. 43886;063-43886.068. 

8801110496 LER 87-01&-00:on 671207 A 06, Isolation sfgnels terminated RMR shutdown 
cooling subsystem. Caused by inadequacy ol Procedure 2.1.6. 1, "CLoss 1 Sys Hydro- 
sIsHc Tesl.” Subsys restored A Procedure 2.1. 6.1 revlsed.W/860104 Hr- 
HAMILTON, P.J., BinO.R.Q. Boston Edison Co. 80/01/04. 6pp. 43986:205-43986:200. 

6601200319 LER 87-0ie-00:on 871 123,24 A 26.eutomallc actuations In RWCU sys por- 
tion ol primary conlainmeni Isolation control ays occurred Caused by partially clogged 
pressure gauge snubbers A felled coll.W/6801i3 Hr. 

ELLIS.D.W.. BIRO.fl.G. Boston Edison Co. 08/01/13. 0pp. 44134:165*44134:172. 

8801220101 LER 67-020-00:00 671217, fire damper CPR-2 failed lo close. Caused tn 
clover hook calchmg on edge of damper blade. Hooks changed so open side ot hoofi 
faces away from damper blades W/8801 14 Mr. 

HAMILTON,P.J.. BIRtS.R.Q. Boston Edison Co. 88/01/14. 6pp. 44159:181-44169:185. 


6801260288 LER 87.019 00 on 871217, RWCU sys operation hterrvpted due to actu- 
al'on 0 / RWCU sye pomo.n of primary containment Isclailon control sys.Caused by 
personnel error Fuse replaced A Isolation rosot.W/80Ot 14 Hr 
ELLIS.D.W.. OinD.R.G. Boston Edison Co 88/01/14. Spp. 44158:300-44158:304. 


r. Hearing transcripts on non-antltrust matters 

6801120045 Psnidi response to FOlA requost for documonis Forwards App 0 
documsms App D documonts be'ng made svs lab's in POR.App E documenis withheld 
(rot FOIA EvompHon 5). 

QRtMSLEY.OH Division ert Rules A Records (Post 070413) 88/01/07. SHOLLY.SC. 
MHO Technical Associates. 4pp 43991:327-43992 101. 

-660I12034S Tostimony ol LW 2ech before House Subcommttoe on Energy A Power 
on 071001 ra H R. 2603 (NRC Legislative Proposals), H n.lS70 (Nuclear Power Emer- 
gency Response Data Sys Aci ol 1987) A H.n 3025 (Appalachian Low Lovel Rad- 
waste. .} 

2ECH.L.W. Com.T.i8Scner8. 87/10/01. lOpp 43992;O65-43092 Oe2. 


V. Operator Examinations 


8801200231 Partial trsponso lo FOIA request for documents re worker Ira'ning pro- 
grams A IN/V training accred laHon. Forwards App F documents App E A F docu- 
monis also evai'ablo in PDR.Addi records also eva-feb's In POR under Bossong FOIA- 
87-204 

GRIMSLEY.O.H. Division ol Rules A Records (Post 870413). 08/01/12. GOLEY.K. 
PublicC-lizen’s CtiHcal Mass Energy Pro, act. Spp. 44116:001-44118 039. 

-8601220138 Advisoa ol attondance at 870923 Natl Nuclear Accrediting Board mooting 
at INPO ofds In Aiianta.GA ro hairing programs at iwo planis.Encis Include Hsi of 
Board mombor names & altondoos A 671 lOS pfani status aecrodital'on table. 
OiBSCN.AF. Region 2, Ofc ol Iho D.recior 87/11/02. ROE.J. Division ol Licensee 
Portormanco A Quality Evaluation (Post 870411}. 6pp. 44119:156-44119:166. 


DOCKET 60-294 MICHIGAN STATE UNIV. RESEARCH REACTOR 


P. Operating license stags documenta A correspondence 

8801130224 App'icoiion for amond to Liconso R-1 la.iemporariiy suspending Tech Spec 
roQuTemonta lor semiannual puisa A annuel power csiibr in order lo minlinizo radi- 
ation oxposdro during docommissionino. 

WILKINSON.R. Mich gan Slaio Univ., lest Lsnsing, Ml. 67/12/22 Ooeumenl Control 
Ofanch (Oocumenl C^lioi Desk) 2pp- 44003:131-44003:132. 


DOCKET 60-295 ZION NUCLEAR POWER STATION, UNIT 1 


f. Sacurhy. madtest, amargency A lira piolaalion piana 

9801280560 Addisssos lochnical issues associAted w/poienlial violBiion Idenlifled 
during NRC audit on 071 1 16 1220 A lusliflos that lecii-ty in compl'snce w/oxisling 
Tech Spocs for required i:ro barnois. 

LENTiNE.F.G Commonwealih Edison Co. 67/12/17. H0LMES,J. Rog'on 3, Olc of the 
0»ectOr.4pp 44127:270-44127:273. 

8712310053 Requests uM 10 Inlilalq Invosl'gailon to luHy analyze Impact on socurity A 
vaAdity of ei.'egoiions ro porsonnol, Ir-cludmg litnoss tor duiy.Al'egaiions contained in 
Dept ol Labor 071207 Hr 10 PInherlon.Inc. 

HIND.JA nogion 3, Ofo of Iho Diroclor. 07/12/26 REED.C. Commonwealth Edison 
Co 2pp 43624.001-43924 002 

8601210125 Forwards Rev 10 lo socurity plan All amond Hems will bo Implemented 
upon tocolpl of NRC approval notification w/ Istod oxcopllons.fnc'udmg manual log- 
angwhsn hoy access not funclionsl Rov withheld (ref 1CCFR73.21). 
BUirERFiELD.L. Commonwoallh Edison Co. 68/01/14. Documont Control Branch 
(Oocumerxt Control Dosh). Ip. 440BB:350-44086'350. 


J. insursnea A Indemnity Information 

8801220599 Forwatds Endoiscmenls 9,3.5 A 3 to NELIA Pokc'.es N.1,N-2. N-3.N-29.N- 
30.N-42.N-43.N-7I.N-63.N-69.N-101 A N-108 A MAELU Policies M-2.M-3.M29.M- 
30.M-4?,M 43.M.71,M-B3,M-83. M-IOI A M-IOS 

OSTGnj. Commonwoallh Edison Co. 86/01/19. DINITZ.I. Olllco of Nucloar Reactor 
Rogulation, Oireclor (Post 07041 1) 24 pp. 44247:199-44247:221. 

8801220820 Forwatds EndorsemecMs 10.17.26,29.168.193.40.48,102 A tOS lo NEUA 
Prflcles NF-204.NF.277.NF-43.NF.253,NF-107 4 NF 201 A Endorsemsnis 

10.12.20.21,162.167,28.30,65.88,80 A 84 to MAELU Policies MF-I26.MF-1 14.MF- 
22.MF-104,MF-S4 A MF-e4. 

OSTER.J. Commonwoallh Edison Co. 86/01/19. DINITZ.I. Olllce of Nuclear Reactor 
Rogutatlon, Director (Post 670411). 49pp. 44247: tOl -44247:147. 


P. Operating llcensa stage documenta A correspondence 

8601050446 Requesls that 660923 proposed amond to Licenses OPn-39 A DPR-48 lo 
extend duration ol OLs to allow tor 40 yrs ol operation be portlonad into separate 
requesls lor Units 1 A 2 duo to problems w/raaclor vessel satlslying 10CFR50 6I. 
lEBLOND.P.C. Commonwoallh Edison Co. 87/12/14. Documenf Control Branch 
(Oocumanl Control Desk). 2pp. 43962.1 15-43962:116. 

8712280216 Forwards Rev 4 lo second Interval inservico lesling program, per 670726-29 
flreolings w/NRC.AddI into.summary of program changes A h-siorv of related corro- 
spwidonce eiso encl.Progrsm rovs will be luiiy Implemonted by 8B9831. 
lEBLOND.P.C Commonwealih Edison Co. 87/12/17. Documanl Conirol Branch 
(Documont Control Desk). t4Spp. 43893:207-43693 351. 
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DOCKETED ITEMS 63 


6S01140t32 Notification o( 660126 mealing w/util In Rockwille.MO lo discuss 
lOCFRSO.^p R to allomallvo safe stiutdown & mgl level prosentatlon. 

GEARS, G.E. 01c oi Special Prolecle flO/Ol/C? ZECH.G.G Otc ot Specie) Pfnocts 
3pp 44033:195-<t4033.197. 

8601190282 Ack recolpi ol uM 871126 Itf inloiming NRC of slops leken to conect vtota* 
lions noted in Insp Repis 50'2S9/B7-34, S0'296/97-S4 & S0'296/87-34.Plan (or sec- 
tion Supervisor due to lack oi Poaltti ptiyslcs experience appiopilslo. 

BARR.K P. Ofc of Special Projects. 6B/01/1 1. WHITE.S.A. Tennessee Valley Auitwr- 
fty. 2pp. 44050.257-44030 250. 

6601210136 Provides Into re dates uHl commited lo complete listed & doveloped rel 
cHecks lor individuals requesiina unescorted access lo nuclear sites, par WJ Tobin 
roquesi.EncI withheld (ref l0CFn73 21). 

GrIOLEY.R.L. Tennessee Valley Authority. 06/01712. Oocumeni Control Bianch 
(Document Control Desk) 2pp. 44066: 1 55-44066: 1 56. 


P. Operating license stage documents 6 correspondence 

8801120090 Forwards Info re Resource Technical Svca.inc.Includ.ng sunvnary of NFtC 
coniract work, NRC Form 26 for throe axistlng conlracls, audit Into.work history & kata 
of expenise available for special Inspa & of current resource aves. 

FELTHOUS.RA. Resource Tochn'eal Sorvlcos, Inc. NHC-2e-87-4l7. 87/12/16. 
JOHNSON.E.H. Region 4. Ofc of the Director. 7lpp. 43908 230-43998:300. 

6601040516 Requests authorirailon for use ol ASME Goilet & Pressure Vessel Code 
Cases N-341 & N SSB lor plants. Required justiflcailon for use onci.Concurronco on 
use of cases requested by 66021&. 

GniOLEY.R. Tennessee valley Authotily. 87/12/29 Oocunioni Control Branch (Oocu- 
monl Conlrol Desk). 3pp. 43961:203 43961:205. 

6e0tt30403 Forwards Amends 130.135 & 1 10 lo Licenses DPR-33.0PR-52 8; OPA- 
66.respoctivoly.rowslng Tech Spoc Secllon 6, '‘Adminisirativo CMlioia," to change 
upper I mii ol cariein roquiremonta ol high radiation oroaa. 

ZECH.G G Ofc ol Special Projects 07/12/31 WHITE.S A Tonnesseo Valley Aulhor- 
.ty. 5pp. 44008.252-44006 275. 

-8601130418 Amends t39,135 8 110 to Licenses 0PR-33.0PR-S2 8 OPR 66. 
rospectively.revising Tech Spec Socilon 6, '‘Adminisirativo Coniiois." lo chango upper 
limit of certain roquTremonfa of high redlQllon areas 
ZECH.G.G Ofc ol Special ProjocTs. 87/12/31. I6pp. 44008:257-44006:271. 

-8601130426 Safety ovaluaiion aupparting Amends 139.135 & ilO lo Licenses OPR- 
33,OPR-52 & OPn-68,te8p9Clivsly. 

' Ofc of SpoelBl Projects. 07/12/31. 2pp. 44006 272-44008 273. 

-8601 130439 Requests FR publication ol notice ot issuance ol Amends 139. I35 8 tiO 
to Liconsos 0PR-33.0PR-S2 & OPR ea.Amonds correct Tech Spec 8.0.31 by cheng- 
ing upper l.'mit roqu'remonts of high radiation oroas. 

ZECH.G.G. Ole of Spociel Projects. 67/12/31. NRC • No Oelsied Afiifatfon Qlveo. 
2pp. 44008:274'4400e:27S. 

8801110376 Forwards labia iisilng Sequoyah 8 TVA generic allegations investfgatod by 
util 8 noted In QG Zech 870729 Hr Id SA White as restart issuos.Tabfo also nolos 
subm'sslon dates for repts. 

GniOLEY.R. Tennessee Valley Authority. 60/01/06. Document Control Branch (Oocu- 
mont Control Desk). 3pp. 43969.082-43960:064. 


8601280002 Forwards Amends 140.136 & ttt to Licenses OPR-33.DPn-S2 8 OPR- 
68,rospeciivoly & saloty eveluatlon.Amends c'arify Itip level setting for standby gas 
troatmentsys relative humidity healer. 

ZECKf^D. Ole of Special Piojecis. 66/01/10 WHITE.SA. Tonnessoe Va ley Author- 
ity. 3|^. 44164 060-44 164:100 

-6601260005 Amanda 140,136 & 111 to Licenses OPR-33,DPR.S2 & DPR-eo, 
rospoclivaVcIarifying Tech Spec Table 3 2 A re trip level setting fo' standby gas treat- 
mem sin relative humid.ty heater. 

ZECH.G.G. Ofc of Spoc'al Projects es/Ot/tO. 15pp. 44164:083-44164 007. 

-6801260009 Safely evaluaiiort supporting Amends 140,136 & ill to Licerisoe OPR 
33.0PR-&2 & DPR 66,rospectively. 

* Ofc of Special Projects. 66/01/19. 2pp 44164.098-44164:099. 

-8601260012 Raquosis FR publication ol notice of issuance ot Amends 140. 136 & 1 1 1 
lo Licenses DPR-33,DPR-S2 8 DPR OO.respoctivQly. Amerxds clarify trip lev^ apiting 
lor standby gae ueatmeni relative humidity healer. 

ZECH.G.G Ole of SpoC'Ql Projocls. 68/01/10. NRC - No Oolai'od Affi.'iation Given. 
Ip. 44164:100-44164:100. 

880127014 1 Final response lo FOiA toquost for dccuments.Fofwatds App A documents 
8 porllon of App 0 document App A documents placed In POR. Portion ol App 6 docu- 
mont withholtf (rel FOIA Exemption 6) 

GRIMSLEY.O.lL Div.slon of Rules & Records (Post 670413). 88/01/21. CONNOR.L. 
Ooc-Soorch Assoefatos. 4pp. 44155.006 44155:026. 

-8801270400 Discusses intarvlows of negicn li personnel by Subcommittee on Over- 
slghi 8 Invosdgaiions ra TVA laci'lties. 

KAMMERED.c.C. Olf.co of Congressional Affairs (pre 670413). 85/12/13 PALlA- 
OiNO Coflvnissionors. 2pp. 4At6S:0l6 44155:023. 

8801280457 Summary of 880120 moeiing between Commissioner Bernihal & Admiral 
WlHa of TVA re ulll request to retain Ole ol Special Projocte aa overseer of p'ants 
after Ser^oyah t rosiart & invitotipn lo Bernihal fo tour Sequoyah plant. 

KAOAN.C CommiBS'onere. 88/01/21. Commissioners fp. 44172 360-44172 360. 

8801280446 Application tor amends lo Licenses DPR-33,OPR-S2 8 DPR-68, revising 
Tech Spoc 226 re InlerptocaHon ol survoT'ance Instruci'on operability entena for lest- 
inoof reactor bldg.toacior zona & refuel zone radiailon mon tore. Foe paid. 
QriOLEY.R. Tennessee Valloy Auihorlty. 88/01/22. Documoni Conlrol Branch (Docu- 
mom Control Desk). 3pp 44l80-.t37-44l60.W7, 

-8601280454 Proposed Tech Specs re mtotpieiation of 6uryo.|ianc« Instruction oper- 
ability raquiromonie concerning losilng of reactor bidg.roeclor zone & toluei zone radi 
elion moniiors llsiod m Table 3.2 A. 

* Tennoseea Voiloy Authority. 66/01/22. 38pp. 44i60’i40-44i60.t77. 

8801260826 Forwards saloly ovoivsiion supporting uiii 870520 [usl’ficatlon lor proposod 
use of ertiHolei ground moilon iimo history as enemale salemic input for salsmio eye 
analysis 

ZECH.0.0. Ofc of Special Prolecta 66/01/25. WHITE, SA. Tonnesseo Velloy Author- 
ity. 3pp 44173 252-44173:256 

-8801280633 Salaty evaluation supponing utii 070626 jus'ilicoiion to use ariiliclal 
orourtd motion iimo history es oiiornative seismic Input lor seismic sys analyses 
'OIC of Special Projects. 00/01/25 2pp. 44173-255 44173260. 


8601250133 Summary ol 071215 moei.'ng w/TVA in Bolhosda.MO ro TVA program to 
address microbioiogically induced corrosion. List of eiiondeos 8 viewgraphe enci. 
aulUCk.R. OIc ol Special Projocls OO/01/tt. Ofc of Spodei motecls 76pp. 
441 16:219 441 16;294. 

860ttd0124 Forwerds revised weekly schedule ol TVA activilles for wke of 680111 8 
18, changing 8 adding lo schedule previously Issued on 860111. 

KELLY./l Ofc ol Special Projeefa. 88/01/12. ZECH.G.G. Ofc of Spodaf Projecle. 
5pp 44052:356-44052:359. 

8601200231 Parllal response to FOIA request for documents re worker ira'Hng pro- 
grams & INPO (raining accreditation. Forwards App F documents App E 8 F docu- 
ments also available in PDR.Addl records also avaHablo In PDR under Bossong FOIA- 
07-204. 

GRIMSLEY.O.H. Division of Rules 8 Records (Post 870413). 88/01/12. BOLEY.K. 
Publ'c Citizen's Crlilcal Mass Energy Piojoct. 8pp. 441 16:001-44118:039. 

-0612090030 Summary of INPO Accrodilatlon Board 861016 8 16 moeUngs ro onci Hal 
ol facility programs. 

GiBSOIU f Region 2, Ofc of (he DIroclor. 06/10/17. FIliSSELL.W.T. Division ol 
Human Factors Technology (851 f25-87041 1). 3pp. 441 19.04 1-44 119.043. 

-8711020491 DIcusses attondanco al INPO Accredilallon Board meeting on 871022 8 
23 in Atlanta, GA re accrodHaiion ol licansee training progroms on mmnt 8 tochrical 
support areas. Future NRC observers should bo given Info prior to mooUng. 
LAINAS.G.C. Assistant Director for Region li Reactors. 87/10/28. RCTE.J.W. Division 
of Licensee Performance 8 Ouadly Evaluation (Posi a704>l). 4pp. 44ft9’l67- 
44119:171. 

8801200151 Application lor emends to Licenses OPR-33,DPF-52 & OPR-60. chang'ng 
Tech Specs lo correct footnote refs re insliumontallon for core & cont^nmeni sys & 
radioacllve gaseous olfluenl inslrumeniatlon surveillanco.Fec paid. 

GRIOLEY.R. Tennessee Valley Auihorlty. 68/01/14. Document Control Branch (Docu- 
ment Control Desk), 8pp. 44tO8:W&-44tO0-.1Q2. 

-8G012001SS Proposed Tech Specs. revising two incorrect foolnole refs in Table 3.2.B 
8 Table 4 2.K re Instrumentation that initiales or conirols core & conlaInmorH sys 8 
radioactive gaseous effluent Instrumeniallon surveiHanca.respectively. 

’ Tennessee Valley Aulhoiity. 88/01/14. 7pp. 44108.186-44 106-.192. 

8801200092 Fonwards revised ASME Section XI Inservlce svs pressure test 
program.Prooram oullines requirements lor performing first lO-yr Interval ays pressure 
tests on ASME Code Class 1,2 8 3 or equlvalcnl components containing water or 
steam 

GRIOLEY.R.L. Tennessee Valloy Auihorlty. 68/01/15. Document Control Branch 
(Document Conlrol Desk). 31pp. 44134:243-44134:273. 


6601290096 Forwd'ds 5AI rev-ew of uil 661230 summary ropt oh DCRDR.for Info.Siia 
visii sclieduled lor 660222-26 to discuss ropi & audit conlrol room Auifii agenda also 
oncL 

- ZECH.C-O OIc ol Special Projocls. 88/01/25. WHITE.SA. Tennessee Valley Aulhoi- 
lly. Ikpp 44178:012-44178:022. 

8801290158 Forwarda DNWL technical evaluation ropt based on review ol uiH 840622 
ptocerfuioa gonaretion package .nubirviietJ per NUREG-0737.Ueni IC 1.NBC 8 cor>- 
tractor wJi visit alto on 880222-26 lo review concerns & open items. 

ZECII.GG- Ofcol Spociel Projocls. 60/01/25. WHITE.S A Tennessee Valley Author- 
ity 3pp 4417B340-44178:3G1. 

"8801260189 ‘Procodurea Oonoration Package Revie-rr Operating Roaciora," lachtvcal 
ovaluation rept. 

MYERS.LB, CLIFF. W.C. Qnitelle Memorial insMulo. Pacilic Norlliwesi Laboratories. 
66/06/30. lOpp 44176352-44170361. 

880129018) Forwards Rev O to "Cable Progtam Plan." addreesTig posa b>lity oi under- 
sized elacirical cab'oa due lo rnadoqueto dos'gn aids Planned corroctrve actions w.ll 
venfy adequacy of cables at various voilage levels. 

OniDLEY.R Tonnesseo VeMey AiUhoniy. 60/01/25. Documerst Control Branch (Oocu- 
monl Control Desk). 2pp. 441()3:249 44103 262. 

-8801290184 Rev O to “Cable Ampacity Program Plan.Browns Ferry Nuclear Plant." 
Heleted documentation onci. 

* Tennossee Volley Authority. 80/01/13. 12pp. 44183:261-44163:262. 

8801290285 Oranis util auihorlzaiion lo use ASME Code Cases N-341 & N-356 lo 
extend cortitication period (or Level III NOE examiners from 3 to 5 yrs.per 671229 Itr. 
ZECH.G.G. OIc of Special Piojecis. 80/01/25. WHITE. S A. Tennessee Vallay Author- 
ity. 4pp. 44177:357-44177:360. 


O. Inspection reports, IE Bulletins & correspondence 


8661040136 Forwards Exam Ropt 60-259/OL-87-03 ol requalKIcaiion exam admlnls- 
loted on 87072Q-23.Rept for all uniis.tnierim progam rating aaUsfactorv.Final deternM- 
rtetion ^1 be rnade upon completion ol evaluation process in Mar 1980. 

BARR.K.P. Olo ol Special Projects. 87/12/17. WHITE.S A. Tennessee Valley Author- 
ity. ?pp. 43923:3{3-43923:343. 

-880)040)45 Exam Rept 50 259/01.-67-03 on 671 1 17-18 Exam lesullsone reactor op- 
orator & senior roactor operator passed oxam. Repi for all three units. 

PAYNE.I).C Ofo of Special Projects. 67/12/03. 2dpp. 43923:3 1 5-43923:343. 
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Racoida " Svc^! 3 i'eria°''^^ 0?-OM. 'Convfcton fot FalsUicauofi trf SecuFty Ttaliteg 

S«WM ApalpaJ CoMlte- 

S£L13£: £ 

Authority. 2pp^3S8l'33^«9e6f33^^^'°^' WHITE.S.^ Tofnioaseo Valloy 

439fl6.338.439Ce;338. ^ "^9'®" 0' ‘fio Oiracior. B^/Ig/Jl. ip 

"./Sr 87.020. "A.. Sy, Problems at US LWfls.- Svc 

Siri^dSn <^. K°C 


— •--•w 


JSONSD SOiSBYB oliOam ^ 

Authority. ?pp. 'fl-toiArOBSwiASa^log/*^ 87/12/30. WHJT^S.A T«ooessea Valay 

PAULK.G L Ota Of SpactatP.olacia. 07/12/81. SSpp. 4404-i;057.4404<-09l 
"^mSla.?si'^ro",lc^ "'^^PP^^P^aia App., ca.cn of Co«n.ercia..Q.ada 

flSS“W! wVIVjita-'n^o"® - S^S (tat^ncT "’*'** “■ 

c?n?ol&dKh"<S! 

A 50.296/02.39 on 

ftAooS a*?!? *'"Oi9*ocy tacriiwa obsa®!^'^ ® -aakocaaes ta ftot.«cabofls to 

iV 2pp. '4392f:28S-i?92*';ao|,'^'® WHITE.S A Teansssaa Valtay AoUw- 

43971'2e7-4397f;3O0. ' ^ta o( lha Oiroclw. 67/f2/IO. 20pp. 

Ity. 2pp. 44062.222.^062.-267. ’ ^o'y’/W. WMiTE.S A Tenpassoe Vattey Awihof- 

> S0 09«,6F.« NO. 

fl. 34pp. 44062:224-44062 2 57'. Ragon 2, Ole ol the Orfocior. 07/12/ 

Oos^o Sp^taga o« 

33.4™iM/e7-^'4*50%e6/87.-V3*^rr«™^ac[io'^s ^259/67- 

^nlSlLri.rirP-W^ Dccun.emCon..ci Branch ,Ooou- 

^9^*ls't^!'ln“®Kepts%®2VB?fl^!34'^^2sl/ll^^^^ 

Ity. 2pp 44050.25?-w^:25e ^ Tenrtejseo Valley Autttof- 

'" «P R.P1S S0.259/.,. 

meni Contfol Desh). app. 44 106:345M41 06.352''’^' Coniroi Branch (Doco- 

■’Sf?v9'r«,,rc'stS '-»-«» 

PylfiO • Browns Fony." by 080226 Outli'n^of mil^R 7^of^a",i ^ ^ ' Saismic 
ZEc 3.Q.Q. Ofc Of SMCfalProlwis 08/01/19 p/ooram also wcf. 

«y. 3pp. 44117:00 t-^t 7 02^ oo/w'/iS- WHJTE.S.A. Tennessee Valley Awhof. 

mania of 10CFR2.80I ^ov,oo-vv a sy 496/884)9 flesponsa meals require- 

2^!^4'41?7°236^7l2^37'®'='® A Tennessee Valley Author- 


« 60.208/874)6 an 

achieve goals Sev^I weaknaosn^^tS? 2'^^’^°®!,®"’ cof»aloed essential olamcnis ij 
oevp. weaknesses should be addrossaq belor© NGC esn appi^ 

Auihori^°3?p^'44?5^083.44?l5l®'iy''“^ 60/01/21. WHITE.S.A. Tonnossoo VaHoy 

« 60.»/87.sa on 07, 0» 
achieve Inlanded Mai* & obleci^es^rSf.?^^^ contains essential elemenls noeded is 
13EORQIEV.Q.0.. “eaRN P LWw'B^n n?^ fe Implementation ol progrom listod 
4416S-.O60.«iS5.ri7 ■ ■ 0' Special Prelects 88/01/15. I6pp 

belDQ place*?!? PCflc?m5ft/e8^i?Nn^fc’^^^ ^'PP ^ documenis. DocinnoMs 

Ooc^ch'ASoSfltw.S^.'lfej^^^^^ 68/01/22. CONhW 

H. Periodta ope^bno report. « related correepondence 


1987. 

13pp. 43920:139-43920.154. 




meni Con'irol Desk) Document Control Branch (C>ow 

44111:271 44lfi:347,^*'’^"'‘^^ Tonnessee Valley Authority, 87/12/31. 71pp 
<tocwnefit6.A^DVl*§ocumeni- a^ilabla^iiVrio**’^ d«umonte,FofWBfde App 0 

^ |I»0Bl 870413). 88/01/14. WANN.L 

"^^NTON^ *®'^"l** Involving TVA Irom 860203-07 

02/12. SVeu<?\^C>Ic ?n?e c?eS?hvL”&s5f^^^^ (651125.0704111. Ml 

<4081:281. ° ® cxaculfve Director lor OperaUons. 3pp. 44001:270- 

**KEtiY!j*'"c5?“o?Speci^^ p3^u?Be/0^M*5®“2erVftft'‘®^^^ ®®°c ® 

^P- 44116.0)0-44116^14. 88/01/18. ZECH.G.G. Ole Ol Specie) Pfo)eci8. 

®^UY;j.L^cS?“ofsS|' PmS ae/Yirt's’ T^eJn «''n?’ 

4pp- 44139:Oei-44l39^. 68/01/22. ZECH.Q.G. Ota ol Special Projacls. 

V. Operator rsamlnslfona 


(ea^f/Mhto^aactoI*"?ii^alor'rM^ schedule lor 

tty- 9pp. 43963: j 643^^; /ea**’®' wSlTE.S.A. Tennessee Valley Author- 

aOng a pfal*^!?anis**fM''« I^ /°n>^?J.°i"®t*-y.^“**'*® written, simuiator/oper- 
880314 8 660502-13 fBaDacH!«ii#^Sfi®^.i^i.®®^ feaclor operators during wk ol 

BAflR.K P. wc of ^iSraSfe®?S'/T|]', 

•ly. lOpp. 43962,340N430e2^^?™ 87/12/1 1. WHITE, S.W. Tennessee Valley Author- 

^ ..rt..o„ „ „p. 

PAYNE.O C 8 H^S/KiI?c «“ uri'ls 

43923 343. ^IWAN.K.E, Ofo Ol Spedal Projects. 87/12/03. 29pp. 43923 315- 

f® w^er training pro- 

2«^a.eo avaltable i^PDR.^^SSaTs^ai^^^^ 

Board member names A atfendMaA^/f^niT^t S ^ ^anta Encis Include list ol 
rimeunM .. tr,*n!!?r* * « 8'llOS plant ttalus accroditaiioo table. 

dViAr A7/I4/AA BAA* I ew. -»_. 


A C q"® * ananoeea a a/i 105 plant atatua 
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F. Security, medicat, emergency A fire protection plana 

d71S3t019S Revised ornergency plan l.■np!or^,ontlng procodures.mcludng Rov 10 10 
5. 7 7. "Activation o( Tochn'eal Support Cu" & Rov to to 6 7.10, "Reloeso Relo Oetot- 
irlnalion." W/871223 Ur. 

MERRILL, C, MEACHAM,J.. TREVOnS,GA Nebraska PuMc Power D.stnct- 87/12/ 
23 34pp. 43098:172-43898.2O5 

8601070t02 Forwards Insp Rept 50-298/87-27 on 871026-20 Violailora notod Agrees 
to scftedulo enlotcemont conletenca in near luiuio to rtscusa ull underatarxlno ot 
violations, por Q7I223 lelcon.lnsp doiails w.ihhold (rel 10CFR73.21). 

CALLAN.LJ. Regdn A. Ole ol tbo Dvecior. 07/12/30. TflEVORSQA Nobraska 
Public Power Olsirlcl. 2pp 43078 356-43976 358. 

-8801070106 Partially withhold Insp Rept 50 208/07-27 on 071026-29 (ref 
iOCFB73.2l).Viola>lons holodMalor areas irispocleP.provlous Irisp Lndtrns.eccoss 
conirol ■ porsonnol.locks,key6 & con'.blnatlons,cammunicaiions & dolecuon uda - vital 
area. 

CALDWELL,R.A.. YANOELL.L.A. Rogion 4, Olc of the Oitoclor. 67/12/07. Ip. 
43 9 70:350-43978:358. 

8601120375 Forwards response lo 871 120 lir re vansmiiilng resulle & conCueiona ot 
rogiilotory olfociivonoss rov.ow on 070309-13 Reaponsa withhold (rof ICCFR73 21) 
TREVORS, QA. Nebraska Publ.c Power District. 86/01/05 Oocurnont Conirol Branch 
(Oocumont Conirol Desk), ip 43990.050-43060.060. 

6801130146 Confirms 660120 onforcemeni conforenco in Rogion IV otc to dscuss vlo- 
lalions re eocuniy mattors as docurr.enied in insp Repta 50-298/87-27.50'208/07-3i 
& 60-290/07-32. Proposed meeting agenda enci Inap ropte bo'ng forwaidod aoparalo- 

(?ALLAN.L.J. Region 4. Ofc o( the Director. 88/01/00. TREVQRS.GA Nobtasko 
Public Power Dalricl 3pp. 44026 302-44029:304 

8801140081 Nofificaiion of signit.cam Hconsoo rr.oeling on 080120 for onfotcomeni con- 
ference re fnsp Ropis 5O-2QO/07'27 6 50-208/07132 lo dscuss socur>iy mailers & 
violation concerning design rovlow In Insp Rept 50-280/87-31. 

HOLLER.E. Region 4, OTc of the Director. 80/01/06. Reg on 4. Ofc of the Oirecior 
Ip. 44010.056-44010:056. 

6801130343 Provides addi Info lor conslderellon In ellod to allow eiall to satslactonly 
rosolvo romalning oport items Idonhilod in Insp Repl 50-290/60 U.ErKi wilhhold (rei 
10CFR73 21) 

TREVORS, Q.A. Nebraska Public Power District. 88/01/08. Oocumeni Conirol Branch 
(Document Control Desk), tp. 44000:120-44000 120 

8801140017 Forwards Insp Repl 50*290/87-Si on e7i20i-2i.Vloiaiion 
noted. Snforcemeni eonlorenco scheduled on 070120 to coincide w/enrorcemont con- 
lorenco ro aocunty manors discussed in 071229-30 loicona 

CALLAN.L.J. Rogion 4. Olc ol the Oirodor 88/QI/08. TREVORS.OA. Nobtaeks 
Public Pewor OiStrlcL 2pp. 44038'208'44038'20e. 

-6601140020 Insp Rapt 60'290/07>3t on 87l20l-2i.vldiailon noiad.Ma|or etoos 
inapoGiedooeratipnal safely vorification.monuiiy survol'ianco & malni 
obsorvations.radioipgicai proiociion. co'd weather proparoLdn & seofrity. 
PLETTNER,B.A., 0ENN6TT,W.R., HOLLER.E.J Rog'on 4, Ofc of the tSkoelot. 08/01/ 
05 7pp- 44038:290-44038:208 

8901190444 Fo/warda msp Rapt SO-208/07-32 on 871 101-30 Violation noted Agrooa to 
schedule onforeemom confaranco In near future lo d.scus8 uiii undoraiandmg ol 
violaiiona,por 671223 lalcon. 

CALLAN.Lj. Raglon 4. Ofc ol iho Oirecior. OO/Ol/il TREVORS.OA Nebraska 
Public Powor Oisirlei. 2pp. 44000:142-44000:145. 

-8801130448 Partially withhold Insp Rept SO-298/07-32 on 871101-30 (rol 
10CFR73.211. Violation nolod.MaJor areas tnspociod security. 

PLETTNeR,E.A., DENNETT.W.R. MAOSEN.G L. Region 4. Ofc of tho Ditoclor. 87/ 
12/10. 2pp. 44000:144-44000:145. 

8801870028 Forwards ulil rospensa to concerns ro rov lo socurtiy plan & lovisod page 
reflocling concern noted In 871209 tolcon. End withhold (rot 10CFn73 72). 

TREVORS, G. A Nebraska Public Power District. 88/01/18. Documor>t ConUrri Branch 
(Oocumeni Conirol Oosk). 2pp. 44142:144. 44142:145. 

6601270061 Amended notlllcatlon ol 680120 mealing w/utll In Arlington, TX to discuss 
security matters as described In insp Ropis EO-208/87-27 8 60-298/07-32 8 apperoni 
violation re design review as doschbed in Insp Rept 60-2Q8/87-31. 

HOLLER. E. Region 4, Olc of Iho Director. 88/01/21. Region 4, Olc of the 0<rocior- 
2pp- 44141:261-44141:202. 

8601270518 Ack receipt of NRC 871210 Ur ro six deficiencies nolod In Insp Repl 50- 
296/07-25. One area noods clarilicailon.Throo ovonis observed during omergency 
oxercIse.Requesis schedule for corroding dellcloncy 296/8725-02 within w days 
CALLAN.LJ. Region 4, Ofc ol the Diredor. 88/01/22. TREVORS.OA. Nebrashe 
Public Power Disirld. 2pp. 44148:356-44148:351. 


J. fnaurance ft Indemnity Information 

8601260638 Forwards Endorsement 8 lo NELIA Conillcale N'4t & Endorsoment 8 1o 
MAELJ Corllllcate M'41 for coverage for socondory layer of financial prolocbon re- 
quired under Price-Anderson. 

iBEVORS.G.A. Nobraska Publto Powor Oisirtct. 88/01/18. Oocumeni Corrtret Branch 
(Oocurnont Control Desk). 3pp. 44t36:l66-44t36:170. 

8801280S62 Forwards Endorsements 69 & 60 to MAELU Policy MF-70 & Endorsemenie 
75 & 76 to NELIA Policy NF-200. 

TREVORS, Q.A. Nebraska Public Power Oistrlcl. 88/01/18. Document Control Brandi 
(Document Control Desk). 9pp. 44136:129-44136:137. 


P. Operating license stage documents ft correspondence 

W01070346 "OUslte Dose Assessment Manuel & Process Control Ptogtem." W/ 
670630 Itr. 

' Nebraska Public Power Oistrlcl. 87/05/31. 250pp. 44007:168-44007:299. 


8801120090 Forwards l.'ito ro Resource Technical Svcs.Inc.including summary ol NRC 
contract work. NRC Form 26 for throe oxisllng contracts. Sud.l lnfo,wot)i h story & I'sis 
of e^rtise available for special Insps & ol currr^nl resource sves. 

FELTTICUS.RA Resou.'ca Technical Sorvicos, Inc. NRC-26 B7-4ie. 87/12/18. 
JOHNSON.E H Region 4. Ofo ol m© Director. 7ipp. 43990 230-43998-300. 

8801050073 Forwards Amer^d 114 to Licenso OPR-46 & safety evaluation. Amend 
changes Tech Specs to extend certain containment isolation logic fundional test Inior- 
val from 6 to 18 months 

LONG.W.O. Ptoloct O-rectotate W. 67/12/22. TREVORS, G A Nebraska Public Power 
Olsinci 2pp 43910 341-43910:350. 

— 8B01050077 Amend 1 14 to License DPR-4G. revising Tech Specs lo oxlond ceria n 
conta.ntnenl laolalion logic lunciional lost Intervals horn 6 lo id months 
RUBENSTEIN.L S. Pro)ecl Direclorato IV. 87/12/22. 5pp. 43910 343-43910:347. 

— 66010S0083 Safety ovalual-on supporting Amend 1 14 to License OPR 48. 

• Office of Nuclear Roaclor Reoulaiion. Director (Post 870411). 87/12/22. 3 do 
439)0:348-43010:350 

8801120241 RopuQsts w.thdrawal ol Pioposed Chatioo 30 to Tech Specs lovis'ng sut- 
vetUorKe roqu'remonis fer gasoous 8 liquid elfluonl monitoring Instrumente.Proposed 
change redundant to curroni Toch Specs. Add! nu-danco not requ red. 

TflEvOflS.G.A. Nobraska Public Powor Dlsblct 08/01/06 Document Coni'Ol Branch 
(Oocu-mant Control Oosk) Ip. 43906 357-43908 357. 

8881200243 Forwards response lo NRC Compliance Bullolin 8/-002. "Fasinor Testing 
10 Datormno Conlormanco w/Applicablo Moll Specs" EncI results ol losilng per- 
(ormod ft excorpl from OA Inslruclion QAI-0 wilhhold. 

KUNCL.L.G. Nebraska Public Power Oistrlcl. 08/01/11. f/ARTlN.R.D. Region 4, Olc 
ol tho eXfocror. 6np 44050 154-44058:169. 

8801250294 Forwards safety avaluatlon of uUl second tO-yr inservico testing program 
submitled w/660730 itrCertaln re.Tel requests domsd where proposod altornairve lest- 
trg unacceploble.Techn'cal evaluation rapt also onel. 

LONQ.w.O Piolecl Diroclorata IV. 86/01/13. TREVORS, G A Nebraska Public Power 
CHsirici 3pp. 44i|3302-44lt4:045 

-8801260297 Ssloty eva'uatlon concluding that Inservico testing program submittod w/ 
060730 itr as mod.liod in sub] safety evalualion will provide reasonablo assurance of 
opotaiionai readiness of safoiy-ioialad pumps & valves 

* Office of Nuclear Reactor Roguis'ion. Oiractor (Poai 870411). 88/01/13. 9pp 
4411330544113:313. 

-0712040169 Rev 1 to "Pump & Valve inserviea Testing Program.Coopor Nuclear Sta- 
don " technical ovelueiion repl. 

COOK.T.L . RANSO.V.C.B. EQftO IdshO, Inc. (8Ut)9. of EOftO, lne.|. COOXJ.L. Idaho 
NaHonol Enginoorihg Laboreioiy. FIN A 6812. EGO NTA-7419 R01. 97/10/31. NRC • 
No Dolaltod Alliilalion Oivon. 02pp. 441I3:3I4-44114045. 

8001210194 Partial response lo FOiA roQuesLApp 0 documents already available in 
POR./^ )i documanis.te INPO cicerodiielion lrairilng,oncl & ovailablo In POR 
GRIMSLEV.O.H. Division of Ru'os ft Records (Post 870413). 08/01/19. BOLEY.K. 
Public Ctii/on’a Cniicei Moss Energy Ptojeci 4pp. 44095:001-44095.022. 

-0001210371 Oiscussea INPQ Accreditaiion Board 870429 maeTno & observation of 
INPO ovpiuatipn of uM training programs during wk of 07060i.Auihor tevorebly im- 

g eased w/boih Board ft Acoradiiailon Team. 

aQliardOJ.F.. Region 4. Olc ol the Diroctor. 07/07/26. PERSENSKYJ J. Region 
4. Ofc ol the Oirecior. 2pp 44095 085-44095.000. 

0801270487 Forwards proprietary Allachmonl 2, "Lead Tost Assembly (LTA) Deacrip- 
non" g AtiBOhmanI 4,FftPMT 07-178-040, "QE Mall Test Conirol Rod LTA." Allach- 
menta 2 ft 4 wilhhold (rel iOCFn2.790). 

TREVOflS.G.A. Nebrasko Public Power Oistrlcl. 80/01/21. Document Conirol Branch 
(Oocument Control Desk) 7pp 44140:013-44140 019. 


O. Inapeotlon reports, IE Bulletins ft correspondence 


6712180369 NRC Inlo NoLce 67-064, "Convicilon lor Falsification of Security Tia'nlng 
Records" Svc llsl end. 

HOSSI.CE. Division of Operalional Evanis Aasossmant (Post 670411). 67/12/22. 
Consolldatod Edison Co. of New York. Inc I20pp. 44153.001-44153:124. 

8712170119 NRC Info Notice 57-065, "Plant Operation Boyond Analyred Conditions." 
Sve Hat end. 

noSSLC.E. Division of Oporotlonal Evanis Assessmenl (Post B704I1). 87/12/23. 
Conso<Tda)8(l Edison Co. of Now York, Inc. t20pp. 44056 008-44056:127. 

8712230003 Suppi 1 to NRC Irtfo Notice 07-026, "Air Sys Problems at US LWRs." Svc 
tel ettci 

POSSI.C.E. Owlalon ol Operalional EverUs Asssasmanl (PosI 870411), 87/12/28. 
Consf^tdaled Edison Co. of New York, Ino. 124pp. 43995:136-43995:257. 

8801970102 Forwards Insp Repl 50-298/87-27 on 871026-29. Violations noied.Agrees 
to schedule onforcemeni conference in near future to discuss ulil understanding of 
vWallona.pQr 871223 lelcon.lnsp doiails withheld (rel I0CFR73.21). 

CALLAN.LJ. Rogion 4, Olo ol Ihe Di/oclor. 87/12/30. TREVORS.O A. NebresVa 
fhiblfc Power Dlelnci. 2pp. 43978:356-43976 368. 

-0801070106 Panially withheld Insp Rept 60-296/67-27 on 871026-29 (ref 
)OCFR73.21).Vlolailon8 noted. Major areas InspoClod previous Insp findings, access 
control • personnel.locks.keys & combinatlons.communicatlons 6 doiQctlon dds ■ vital 
area 

CALOWELLR A., YANDELL.L A. Reg'on 4, Olc of the Diredor. 67/12/07. Ip 
49976;3S8-43fi70 35a 

8712290156 NRC Info Notice 87-066, "Inappropriate Application ol Commerclal-Orade 
CoinporxenlB." Svc Uslsncl. 

noS^.C.E. Division ol Operational Events Assessment (Poal 670411). 67/12/31. 
Consolidated Edison Co. ol Now York, Inc. 1 20pp. 43995:258-43996 0 1 6. 



censee Actions in Response lol£8u''el'nM-u.^c«si ew. fl7/l?/3f 

ROSSl.CE. Dmsioo o( Opefational Events AssessrnenI (Post WWIJ- 07/17 Jl. 
ConsoGdaled Edison Co oiNew YorK. (nc. I23pp a4039.'M-44038.286. 

SW1130017 Foftvards Insp Repi 50-298/87-29 on 07l2O7-lOMo viofations or ttevi- 

cTOt!u ReOW 4, Ofc of the Oucclof. 86/01/00. THEVOaS.G.A. Nebtaska 
Piific Powaf Distncl ^ 44039.158-44039.167. 

-8801130020 Insp Repl 50-298/87-29 on 
noted Melor a/MS inspected tadiation ptotecOon program incliKWg 
t)0<\a! exi»W9 control 4 persona) dos'metry & internal exposure control * assoss- 

ai^flRE., MURRAY.B. Region 4. CHc ol the Oveclor. 07/12/29. 0pp 44030 160- 
44039167. 


M01130148 confirms 880120 enforcemerJ conference in ”|9*°2fl'y«?'«‘?rSS/n7^ 
labons re security matiers as docurnenied in Insp Repis 5O-298/07-27.W208/O7-31 
4 50-298/87-32.propose(l meeting agenda encl.lnsp tepls being torwartled separate- 

JJaoANL-J Region 4, Ofc of the Director. 66/01/06. TREV0RS.6.A. Nebtasha 
PubSe Power OistrtcL 3pp. 44029 30244029 304. 

8801130155 Forwards Insp Repl 50-298/87-23 on 871118 26140 vtolellona or dawl- 
aeons noted.One unresolved item Wenlified. , _ ^ 

CALLANLJ Region 4. Ofc ol the Director. 88/01/08 TREVORS.GA NaPraska 
Public Power OistnCl 2pp. 44029 33544029 336 


-8801130181 insp Rapt 50-298/87-23 on a7l1l6-20No vtolal'oAs or daviaitons 
noted Orie unresolved item noted Maior aress Inspected licensee splirt radwasle & ra- 


dkiective mans transportation programs. 

BAER R E . MURRAY, B. Hegioo 4. Otc ol the Ovector. 87/12/22 7pp 44020 337- 
44029343. 


1801149081 Notification Of sionfficanl licensee meeting on 060120 lo>en(oicemontcoA- 
lerence re Insp R^ta 50-^/67-27 4 50-298/87^2 to discuss secunly mailers & 
viQiebon concerning design review In Inu Repl 50-338/67-31. 

HOLLER E. Region 4. Ofc of the Orecfor 88/01/06. Region 4. Otc ol the Oiracior. 
Ip 44010-05644010056. 

0801130343 Provvfes addi info lor consideration In edorl to allow staff to saHsfectorily 
resolve remairAig open items identined in Insp Repl S0-298/86.l4£nc) withheld (lal 
10CFR73 21) 

TREVORS.GA Nebraska Public Povrer OistricL 66/01/08 Oocumeni Control Bmncti 
(Document CoflUolOeik) ip. 44000.120-44000. 120. 


S80tt400l7 Forwards Insp Raol 50-29a/87-3l on 87l20l-2l.Violauon 
noted Enforcement conlerence scheduiod on 870120 to coincide w/entoicameAt con- 
ference re sectmiy maners dscussed In 071229-30 letcons. 

CAUAN.CJ Region 4, Ole o( the Ovector. 06/01/08 TRCVORS.OA Nebraska 
PubAe Power Outnci 2pp 44038 266-44036 296 


-0801140020 Insp Rept 5O-290/07.3I on 07t2ot-2t.vioia(ion ftoied.Ma)0( eiees 
mapecled'operabonai safety vertficabon.monimy surveuance 6 mainl 
gbserraSw.fedioie9»cai.pioieci»n, ecM weaihei prepartwn 4 $ecu%. 

PLfTTNER.E A. BEnNETT.WR. HOLLER, £J. Region 4, Ofc of the Olteclor. 68/01/ 
05. 7pp 44O34:29O44O30'296. 


8801050394 SuDpi I to NRC info Nobce 86-081. "Broken Extemaf Oosure Springs on 
Atwood 4 Moini M3tvs “ Sve tisi er^ 

RO^i.Cl Division of Operational Events Assessment (Post 6704ii|. 86/O1/11. 
Consofidated Edison Co. Of New York, Inc. l23po 44038 04144030:163. 


8801130444 forwards Insp Repl 50-298/87-32 on 871101-30 Violation ooled Agrees 10 
schedule enlorcement conlerence m near future to discuss vbl undersiandino ol 
vlolalions.pere7i223 lelooa ^ 

CALLAN.LJ. Region 4. Ole of the Oveclor 88/O1/II. TREVORS.GA NeUaska 
Ptiliie Power OtstrtcL 2pp. 44000.142-44090 145 


8801200231 Partial tesponao lo FOIA roquesi for documents ro worker Ira.nitig pro- 
grams & INPO Iralnlng accrodltatlon.Forwards App F documents.App E & F dofV 
mertts also avattabla in POR Addi records also available In FOR under QossongfQA- 
67-204 

QfllMSLEY.O.H. Division ol Rules & Records (Post 870413). 88/01/12. BOlEY.K. 
Public Citizen's Critical Mass Energy Project, epp. 441 18:001-44116:039. 

-8801220138 Advises ol attandanco at 870023 Natl Nuclear Accrediting Board moeiing 
at INFO ofes In Allanta.GA re training programs at two planIs.EncIs Includo isi 01 
Board member names & attendees & 671 105 plant status eccredilellon teblo. 
GIBSON, A F. Region 2. Ofc ol the Director. 67/11/02. ROE.J. Division of Lfcensoa 
PetYormanco & Oual'ty Evaluation (Post 670411). 8pp. 44119:159-441 18:166. 


DOCKET 50-301 POINT BEACH NUCLEAR PLANT, UNIT 2 


F. Security, medical, emergency & tire protection plans 


8601040057 Conlirms 680105 & 06 silo visit to tour emergency response laci' tos.pei 
671214 IsIcon.Llcensoes not expected to backlit to provide Increased faclit) 
space.Outiine ol areas lo be reviewed etMil. 

SNELL, W. Region 3, Ofc of the Director. 67/12/24. ST£V6NS,D, Wisconsin Efoclry; 
Power Co. 2pp. 43063.043-43963:044. 

8801140376 Requests Idontlficetlon of fecial circumstances lo support 660611 rcquosi 
lor exemption worn 1DCFR50,APP R, Section ill.Q.O.b re component cooling wetor R> 
& boric acid lank room A computer & Instrument rack room. 

WAGNER, D.H. Project Diroctoraio llf-S. 66/01/04. FAY,C.W. Wisconsin Elociric Powo 
Co. 3pp 44031:127-44031:129. 

6001130080 Fonvarda FEMA 871207 Hr discussing evaluation ol alert A notification syr 
lor planl.Alert & nolificailon sys satisfies criteria of NUREG-0e54/FEMA.REP-t.Rev 1 
4 FEMA- REP-10. 

SNAFER.WO. Region 3, Ofc ol the OVecloi. BB/Ot/05. FAY.C.W. Wisconsin Elet'-rk 
PoworCo. 2pp 44001:016-44001:242 

-6712310282 Forwards FEMA 871207 Hr re evaluallo(\ of alert & rfoUKcaliod sys (0 be 
t/ansmltled to i.'consoe. 

MATTHEWS.D.B Emergency Preparedness Branch. 87/12/22. HIND.J.A. Rog'on 3 
Ofc the Diiector. ip. 4400 1:018-44001 ;242. 

8801120395 forwards rov to modified amended security plan,por NRC 87102' 
request. Rev withhold (ref 10CFR2,60,70 & 73). 

CA^iDY.T.j. Wisconsin Electric Power Co. 60/01/06. Document Control OrancI 
(Document Control Desk) ip 43886^67-43986:287. 

660120DD45 Forwards Selaiy Insp Rapls 50-266/87 22 & 60-301/67-23 on 57)101 
1215 No violarions noted. 

OULDEMONO.W.Q. Region 3, Ofc el lha DIreclor. 88/01/12. FAy,C.W. Wisconsli 
Eteouic Power Co. 2pp. 44052:267-44052:206. 

-0801200089 Insp Repis 60'266/67'22 4 50-301/67-23 on 67llOI-l216.No vlofaliOrU 
or deviations noted.Major areas Inspeeled: operatlona 

aafety.maini,sunreuianca.physfcai secuniy. radiological proiectlon,outage8 A eonfain 
menl Iniagniy. 

HAQUE.RL. Region 3. Otc Ol the Director. 66/01/06. 6pp. 44052:269-44052.286. 

8801190294 Responds lo vfoiaiions noted m tnsp Repis 50-266/67-07 & 60-301/67 
07.(^rraciive actionsrencl '’Technical Evaluation of Fire Damper Teals el Point Sfrsd 
Nucioar Plant,'' daveiopeo 

FAY.C.W. Wisconsin Electrfo Power Co. 66/01/13. Document Conirol Branch (Oocu 
moni Conirol Desk). 22pp. 44D04;O72-44O64:O92. 


J. Inaurance A lr>demnlty Information 


-aMll»0448 Parsaify withheld Insp Rapt 50-298/87-32 on 87ii0l-30 (rel 
rO CFH7 3.2l|.Vioiatlon nolad.M^ vaas Inspected-, secumy 

i2/I^:llw.^aS^t^^ '' “■ 

8801210040 Cor^firms 800119 lelcon afrarwmenis to reschedule 880120 enlotcemeni 
co^enca re 1^ Repta 50-29e/87-27. S0-296r87-3l & S0-298/87-32.due lo Inclem- 
ml weather. Con^ence rescheduled for 860129 in Region IV ofe. 

^LAN.U Region 4. Ole c4 the Director. 68/01/21. TREVOflSOA Nebraska 
Public Power DWnci 2pp. 44lS7:l97-441S7:t90 


BBOI26O20O Forwards Endorsemenis 66 4 69 to NELIA Policy NF-178, Endorsement: 
72 4 73 to MAELU Policy MF-S3, Endorsement 8 to NELIA Certlflcales N-16 4 N-16 1 
Endorsement 6 to MAELU Certliicales M-16 & M-t9,iespecl<vely. 

OUNOAS,W.J Wisconsin Electric Power Co- 66/01/20. NRC • No Oelallod AlflliailOi 
Given. lOpp 44123:135-44123:147. 


P. Operating license slags doeumenla & correepondence 


M * '2. 'Hi!* *** OsfWencies rjoted lo Insp Repl 50 

299/y -^One area cterfficabcin. Three events observed durtno emergenci 

?!!!*'’'"9 deficiency 288/8725-02 iStoV dayi 


R. PertoAo epereUttg reports A related correspondence 
*df Oec 1967.W/880108 bi 

SW^gM2^^HOR^f.Gl. Nebraska Public Power DlatrtcL 87/12/31. 6w 


8. Reportable occurrences, URs A related correspondenot 


Poslion.Ra»road car r^ 

HOLLBLE3. Reglofi 4. Ole of me Oreclor. 68/01/11. ip. 44039 047-14039 047. 


8801040426 Discusses ulil program of accldtrnt reanalysis to support amend to incraas 
Tech Spec core power paaliing lectors. Proposed sch^ule lor increased peeHin 
factor leanalysis A approval encl. 

FAY.C.W. Wisconsin Elecirfc Power Co. 67/12/22. Oocumeni Conirol Branch (Oocl 
menl Conirol Desk). 43962-.t70-43962:t7& 

8801110280 Discusses InservIce testing program for insfallation of flow measuring ir 
slrvunentatlon lor sve water pumps, per NRG 870116 SER denying util Pump Relief Rt 
quest 7.Atier inslsliailon, util will have capaDlliiy of measuring flow from each pum) 
FAY.C.W. Wisconsin Elociric Power Co 87/12/29. WAGNER, O. NRC • No Deiaiie 
Afflllalion Given. 2pp. 43972:246-43972:246. 

06O1O7O2OS Noiiltcalion 0) 660106 meetino w/Westinghouse Owners Group OperaUon 
4 Analysis Subcommittees In Belhesda.MO to discuss sub^mmlttees invesUgations J 
analysis area re Generic Lir 67-1 2. 

TRAMMELL, C M, Prolecl Oiredorale V. 87/12/30. KNIGHTON.G.W. PfO|ecl Directoi 
ale V. 4pp. 43945:344-43945:347. 

8801070489 Forwards addI Info re ATWS mitigating sys actuallon clrcuits.per NRC re 
quest during 671 1 16 lelcon. 

FAYC.W. Wisconsin Eleciric Power Co. 87/12/30. WAGNER, 0. Project Oireetorat 
111-3. 7pp. 43999:261-43999:267. 
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6601120337 Appl'catlon for amends to LIcartsoa OPR'24 & DPR-S?, consiatirkg oi Toch 
Spoc Change neguest <20, modifying Tech Spec Section 1S.6, "Adminietrattve Con* 
trols," to document changes (o orgar^zellon.Foe paid. 

FAY.C.W. Wisconsin Electric Po'ver Co. 67/12/30. Document Control Btaoch (Oocu* 
mont Control Desk). Spp. 43986:32 < '43066:335. 

-aaOT120347 Proposed Tech Spec Soctlot> <5.6, "Admlnlawa<N 0 Coftttota" ntodKying 
o/gan‘ 2 atlonal structure. 

• Wisconsin Electric Power Co. 87/12/30. 0pp. 43086:337-4390e:335. 

6601120381 Corrects 871130 Itr discussing commitment changes re meteorological A 
dose assessment software lor use at plant. Subroutine will occouni for trapplrtg not 
rocircuiallon associated w/leke breeze phenomenon. 

FAY.C W Wisconsin Electric Power Co. 67/12/30. Document Control BraiKh (Oocu* 
mani Control Desk). 2pp. 43990:053-43990.054. 

6601 130416 Forwards Amends < <0 A < 13 to LIconass OPR-24 A DPFl-27. respecitvoly 
A satety evoluellon.Amends modify Tech Spoc 15.6.10 A others to correct minor ad- 
m nlslrativo errora. 

WAGNER, DH. Proiect Direcloraie III-3. 88/0 1 /OS. FAY.C.W. Wisconsin Electric Power 
Co. 3pp. 44009:155-44009:187. 

-8801130422 Amends 110 A 113 to Llcanaos OPR-24 A OPR-27,respeottveiy. modllying 
Toch Spoc 15.6.10 A other Tech Specs to correct m'nor adminisiralivo errora 
PERKINS.K.E. Project Oirecloraia l1l-3. 86/01/05. 27pp. 44009:158-44000:164. 

-6801130423 Salety evaluation supporting Amends 110 A 113 to Licenses OPR-24 A 
DPR-27.re8pociivoly. 

* Oltice ol Nuclear Reactor Regulation, OIroctor (Post 870411). 68/01/05. 3pp 
44009:185-44009:187. 

880t 140164 Nollflcallon ot contract execution: "Local Telwhono eve lor Yankeo 
Rowe, Vermont Yenkee.MaIno Yankee A Pilgrim A Sonbrook Resident Sites." awarded 
to New Eng'and Bell Telephone Co. 

DORSEY.M. Conlraci Admlnlstfailon Branch. FIN C-1012. 06/01/11. GOOY.A.T- 
Reglon 1, Ole ol the Director. 15pp. 44031:234-44031:249. 

-6801140174 Contract: "Local Telephone Svo tor Yankee Rowe, Vermont Yanhee.Malne 
Yankea-Pilgrlm A SeabrooK Resident Sites," awarded to Now England Sell Tolephono 
Co. 

QAMMON.S Now England Bell Telephone Co. FIN C-1012. 66/01/11. I6pp 
44031:235-44031:249. 

6601160267 Forwards WCAP-1t687 A proprietary WCAP11I68. "Point Beach Unit 2 
Evaluation lor Tube Vibration Induced Fatigue " A Wostinghouso aulhoruation 
Itr.Proprlota^ repl withheld (rot 1(}CFn2.790) 

FAY.C.W. Waeensin Electric Power Co. 86/Qi/t I. Oocumont Control Branch (Oocu- 
mont Control Desk). 2pp. 44047:109-44047:254. 

-8801190309 Requests that "Point Beach Unit 2 Evaluation for Vibration Induced Fa- 
tigue" be wlthneld from publio disclosure (rof 10CFR2.790). 

WIESEMANN.R.A. Waslinohouse Etacirlc Corp. 67/12/16. MURLEY.T. Office Ol Nu- 
cloar Reactor Regulation, Director (Post 670411). lOpp. 44047:1 11-44047:120. 

-8801 190326 Nonprprlolaiy WCAP>1 1667, "Poini Qoach Unli 2 Evaluation for Tube Vi- 
brntlon induced Falioue."^ Withheld. 

‘ Woslinghouse Eleclrlc Corp. WCAP-t 1667. 67/12/31. 134pp. 44047:121-44047:264. 

8601260417 Advises thal procedures w/commliments in 671006 Hr re procedures for 
disposal of contamlnatod sewage sludge acceptable provided that Hr porrnat>enUy In- 
co/porelod into oflsHs dose celculation manual 

CRUTCHFiELO.O. Division of Reactor Projects • ill.lV.V A Special Projects (Posi 
670411). 68/01/13. FAY.C.W. Wisconsin Electric Power Co. 3pp. 44115-350- 
44115:361. 

8801260469 Application for amende to Licenses DPR-24 A OPR-27, consislino ol Tech 
Spoc Change Request 122, collecting or clahlying listed Tech Specs tor ailmlnlaltallve 
reasons. Foe paid. 

FAY.C.W. Wisconsin Electric Power Co 80/01/19. Oocumenl Control Branch (Docu- 
ment Control Desk). 4pp. 44136:178-44136:197. 

-6801260497 Proposed Toch Specs.correciing or clarifying Hems. Including more com- 
plete A accurate doscripllon of methods available to assess aubcoolmg mergirk 
' Wisconsin Elecino Power Co. 80/01/19. 16pp. 44130:182-44136:197. 


Q. Inspection repohe, IE Bullatine A correspondence 

8712180369 NRC Info Notice 87-064, "Conviction lor Falsification ol Securtly Training 
Records " Svo list end. 

ROSSI, C.E. Division ol Operational Events Aesesstrenl (PosI B7041I). 67/12/22. 
ConsolWted Edison Co. of New York, Inc. 120pp. 44163:001-44163:124. 

8712170119 NRC Info Notice B7-065, "Plant Operation Beyond Analyzed CondiGons.*' 
Sve list end. 

ROSSl.C E. Division ol Operational Events Assessment (Post 870411). 87/12/23. 
Consolidated Edison Co. of Now York, Ino. 120pp. 44056:006-44056:127. 

8712310066 Forwards SALP Repts 60-286/67-01 A 50-301 /87 0I for Apr 1986 - SepI 
iee7.Mgt attention required In listed areas to assure performance 
improvemeni.Overall performance acceptable. 

DAviS,A.B. Region 3, Ole ol the Director. 87/12/23. FAY.C.W. Wisconsin Eleclrto 
Power Co. 2pp. 43920:232-43920:267. 

-6712310071 SALP Repis 60-266/67-01 A 50-301/07-01 lor Apr 1986- Sepl 1967. 

• Region 3.0fo ol the Director. 07/12/23. 34pp. 43920:234-43920:267. 

6801040057 Confirms 680105 A 06 site visit 10 lour emergency response facBHIes.per 
871214 telcoaLlcensees not expected lo backlit lo provide increased facliiy 
space.Outllne o( areas to be reviewed end. 

SNELL.W. Region 3. Ofc o( the Director. 07/12/24. STEVENS.D. Wisconsin Eiectrto 
Power Co. 2pp. 43963:043-43963:044. 

8712230003 SuppI 1 to NRC Inlo Notice 67-028, "Air Sys Problems at US LWRe." Swe 
lisl 0 ncl 

ROSSl.C E. Division ol Operational Events Assessment (Post 870411). 87/12/28. 
Consolidated Edison Co. ol New York, Inc. 124pp. 43995:138-43996:257. 


87122901SS NRC Info Notice 67-066. ‘Tneppropriota Application of Commercial-Grade 
Components." Sve list end. 

ROSSl.CE. Division of Operational Events Assessment (Post 070411). 87/12/31. 
Consolidated Edison Co of New York. Inc. t20pp. 43995.2S8'43996 016 

6712300091 NRC Info Notice 67.067, "Lossona Learned From Regional Insps of U- 
consoe Actions In Response lo IE Buhetln 80-1 < ." Sve fist end. 

ROSSl.CE. Division ol Opereiionel Events Assessment (Post 870411). 87/12/31. 
Consolidsted Edison Co. of New York, Inc. I23pp. 44036:164-44038:286. 

6601060394 SuppI 1 10 NRC Inlo Notice 06-081. "Broken External Closure Springs on 
Afwood A Morti'l MSIVs " Svc Usi enci. 

ROSSl.CE. Division ol Operational Events Assessment (Post 870411). 88/01/It. 
Cor»ol.daled Edison Co. of Now York. Inc. I23pp. 44036.041-44038:163. 

6601200046 Forwards Salety Insp Repis 60 265/87-22 A 60-301/87-23 on 871101- 
1215. No violations noted. 

OULDEMOND.W.Q. Region 3. Ole ol the Director. 88/01/12. FAY.C.W. Wisconsin 
Eleclrlc Power Co. 2pp. 44052.287-44052:206 

-8801200059 Insp Repis 60-266/e7-32 A 50-301/87-23 on 67ll0l-1216.No violations 
or deviations nolod.Major areas inspecied: operational 

aalety.malnt.surveillanca.physlcal security, radiological proledlon.outages A conta'n- 
men! IniMdty. 

HAQUE.fl L.. LEEMON.R J.. DEFAYETTE.R. Region 3. Ole of Ihe Director. 88/01/08. 
Opp 44052'2e9-44052:290. 

8601190294 Responds to violeiions noted Irv Insp Repis 60-266/67-07 A 50-301/87- 
07C<MtecUvo aclions'onci "Technical Evaluation ol Fire Damper Tests at Po nt Beach 
Nuclear f^snl," developed 

FAY.C.W. Wisconsin Eiecinc Power Co. 08/01/13. Document Control Branch (Docu- 
ment Control Dosk). 22pp. 44064 072-44064:092 

6691200043 Responds lo NRC Compllanco Bulletin 87-092, "Fastener Testing to Oeier- 
pilne Conformance W/ Applicable Mail Specs." Results of tasting performeeon solect- 
ed sample o< In stock, salety-cciated A rtonsalety-ceteted fasteners at plant end. 
FAY.C.W. Wisconsin Eleclrlc Power Co 68/01/13. Document Control Branch (Docu- 
ment Control Desk). 64pp. 44107:114-44107:167. 

6601220277 Ack receipt Ol 871116 A 071119 lira A payment of civil penalty In amount 
Ot SSA.OOO.Corrodive actions desetibetj In 671119 lit will be examned during future 
in^ 

LIEBERMAN.J. Olo Of Enlorcamani (Post 670413). 88/01/19. BRin.R.W. Wisconiln 
Eleclflc Power Cks ip. 44170:302-44170.302. 


R. Perlodio operating report* A related eerreependence 


8691 140340 Monthly operating repts lor Doo l987.W/e60l08 Itr. 

KRAUSE.C W.. FAY.C.W Wisconsin Electric Power Co 87/12/31. 9pp. 44062:270- 
44062:278 


8. Reportable oeeurreneee, LER* A related correapondenee 


6712290943 LER 07-006 OOon 071 1 20,cort!rot rod C7 discovered lo be out of 
angrimeni.Ceusad by blown luse.Ouadrant flux Hit verilled A found eccoptabie.Fuse 
topiacodW/B7l217 Itr. 

FAY.C.W. Wisconsin Eleclrlc Power Co. 87/12/17. 7pp. 43863:167-43893.163. 

8601280128 Pari 21 rapt re design doHciency In Intorlocking arrangement lor emorgency 
power supplios Io4l60 voil selaguards switchgoar. Appl'catlon of coll svnthches exam- 
ined in response lo IE Inlo Notice 87-06 1 . 

FAY.C.W. Wisconsin Electric Power Co. 88/01/13. DAVIS.A.B. Region 3, Ole ol the 
Director. 4pp. 44156:123-44166:126. 


V. Operator Eaamlnallons 

8601200231 Partial response lo FOIA laquesi lor documenis re worker training pro- 
greme A INPO training accredilatlon. Forwards App F documonis.App E A F docu- 
mente also available in PDR.AddI records also eva:lablo In PDR under Bossong FOIA- 
87-204 

GRiMSLEY.D.H. Division ol Rules A Records (Post 670413). 88/01/12. BOLEY,K. 
I^rblic ClUzen’B Crillcal Mass Energy Project. Qpp. 44118.091-44118.089. 

-9801220136 Advises ol attendance at 870923 Natl Nuclear Accrediting Board meeting 
at INPO ofes In Atlanla,QA re training programs at two plants Ends Include list ol 
Board member names A attendees A BTiloS plant status accreditation table. 
GIBSON.A.F. Reg'on 2. Olo Ol the Director. 87/lt/02. ROE.J. Division ol Licensee 
Performance A Quality Evaluation (Post 870411). 8pp. 441 19.169-441 19:166. 


DOCKET 60-302 CRYSTAL RIVER NUCLEAR PUNT, UNIT 3 


F. Security, medical, emergency A fire protection plans 

8712300118 Rovised emergency plan implomontlng procedures.including Rev 9 to EM- 
204(B}, "Releaae of Oralto Dose Assessment (During Radiological Emergencies... 
(Cornputer Melhod]" A Rsv 1 to AR-952, "WOB Annunciator Response." 
ST^HBNSON.J.B. Florida Power Corp- (subs, ol Florida Progress Corp ). 87/12/08. 
42pp 43920.329-43d21:0<0. 

87123001 16 Rev 4 to Procedure AR-703."SSFR Annunciator Responae." 
MARSHALL.W. Florida Power Corp. (subs, of Florida Progress Corp). 87/12/16. 9pp. 
43964:065.43964:073. 

8718300131 Revised procedures.consisting of Rev 8 lo AR-403, "PSA H Annunciator 
Response," Rev 3 to AR-901, "DGA Annunciator Response" A Rev 3 lo AR-902, 
"OGQ Annunciator Response." 

MM^SHALL.W. Florida Power Corp. (subs. o( Florida Progress Corp.]. 67/12/16. 
26pp. 43963:342-43964:007. 
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8713300134 Rev 5 Id P/ocedufO An-70l, "SSFP Annuncialor Responso.” 
WAHSHALL.W. Klorida Power Corp. (subs. o7 Florida P^ooress Core.). 87/13/17. 
3ipp. 43964:074-43064.094. 

6712300137 Rev 6 lo Procadura AR-703, "SSFO AmunCaiOf Responso." 
MARSHAU.W. Florida Power Corp (subs oi Florida Progrosa Corp). 87/13/17. 
2lpp. 43964.C9S-43964 115 

9713340139 Rev 3 to Ptocedute AR-504. "iCS L ArvHjnc'aW Response" 

MARSHALL, W. Florida Power Corp, (sobs, of Florida Progroaa (^rp). 87/13/17. 8pp. 
43964:116-43964.124 

6713300133 Rov.'sed procodures.conslslmg of Rev 7 lo AR-503. "ICS K Anr.undalor 
Rc^nse." Rev 4 lo AR-eoi. "TCF M Atinuncialoi Raspoftae" 8 Rev 6 lo AR-60t. 
"ICS 1 Annunciator Response." 

MARSHAUL.W. Florida Power Corp. |SLb9. ot Florida Ptooross Corp). 87/12/21. 
26pp. 43964:161-43934:186 

8713300143 Revised proceduree.cortaiatiRg ol Rev 3 lo AR-502, "ICS J Annunclfttoc Re- 
eponso" & Rev 2 lo AR 603. ‘TGF 0 Annunc'alor Response." 
wrrTMAN.n. Flonda Power Corp. (sobs, of FlondQ Pregresa Carp). 67/12/21. 28pp. 
43964:133-43964:160. 

8801160061 fle-vlsed ptocodutoa.lncludino Rov 4 lo AP-Sia. ‘ TewKs Gas." RevO io AP- 
625, "Continuous Conirol Rod Moh’on.'^Rev 6 to AP-530. "Natural Cucirlatlon," Rev 6 
lo AP-680. "Reactor Trp" & Rev 4 to AP-660, "Tu.'Wne Trip." 

WlfTMAN.R. Florida Power Corp (suba of Florida Progress Corp.) 87/12/21. SOOpp 
44001:269.44082,163. 

6601 1S0067 Revised procedures.Includrig Rav 1 (o VP-540, "Runback verilicaiiOA Rro- 
ceduro" S Rev 7 lo VP-5aO. "Plat>l Salet/ Verification Procedure 
WlTTMAN/l Florida Power Corp (auba.ol Florida Ptograes 87/12/21. i6pp 
44042.083-44042.097 

6801 160202 Rav 7 to Procedure AR 602. "TCF H Annunciaiai Response" 
WARSHALUW. Florida Power Corp. (subs ol Florida Progress Corp). 87/12/23. 
t4pp 44064.131-44064:144. 

8881310133 Revised omeigency plan Impisrrenling procedures, <nclud>ng Rov 6 lo £M- 
219 re duties of dose assessmerii leam.Rev 6 to AP-770 ra omergancy dfesel genera- 
tor aduatien & Rev 10 lo aP- 450 to emergency feadwaier aciuai'on 
S7£PHSNSONjJ 0 , WtTTWAN.R. Florida Power Corp. (subs Ol Florida Piooresa 
Corp.) 88/OI/OS. 60pp. 44003:145 44083 204. 

8801130130 Raaponde lo vloiei/ons noted in fnsp Rogi SO-302/87-34. Corrective 
ael.OriS fire waicb lnva.Vod Insinrcled on proper piecomeni l responsiDiiities of liro 
watcri,f!oo( 6 well opeiMnga proiected & addi itre waicb ess<gned 
SiMPSON.E.C. Florida Powor Corp (subs of Florida Progress Corp) 08/01/07 Doc- 
ument Ccnvoi Brands (Oxi/meni Control Desk). 4pp. 44044 00i . 44044004. 


*•8801070108 Proposed Tech Spec Change Request 169, revising surveillance & oper- 
abiMy requlromenis for post-accident monitoring Instrumeniailon.per uM cornmitnveiiis 
lo Red Curde t .97. 

• Ftoiua Power Corp. (subs, ot Florida Prooross Cotp.l. 67/12/31. epp. 43938322. 
43938:330. 

8801110630 Requests discretionary enforcement re Surveillance 4.8.1.1.2.d.S concern- 
ing diesel generator loading since amend lo License OPR-72 in responso to Tecr 
Spec Change Request l&7.Rev 1 will rrol be Issued to support leslerl. 

8)MPSON,E.C. Florida Power Corp. (subs. o( Florida Progress Corp ). 60/01/04. Ope- 
umani Control Branch (OocumenI Control Desk). 2pp. 43086:061-43906:062. 

8801110262 Responds lo 870616 Itr re conformance lo Reg Guide 1.97, Rev 3 All iiorrs 
scfieduldd lo be completed on or belore Refuel VI complele.Remalning open ilams 
ksied Ubls plans lo submit revised set ot variable sheets on 060229. 

SiMPSON.E.C. Florida Power Corp. (subs, of Florida Progress Corp.). 86/01/06. Ooc- 
ume<H Conirol Biencti (Oocumant Conliol Oosk). 2pp. 43§85..260-43965;26l. 

8001110270 Noiifles that ME Smith reassigned on 660104 from position lor which need 
of Ucenaa OP-20072 cortWedjier iaCFFfto.74(aj. 

WILGUS.W.S. Florida Power Corp. (subs, of Florida Progress Corp.). 68/01/07. Oocu- 
merit Control Branch iDocument Control Desk). Ip. 43985;327-43^5;327. 

8801120022 Forwards modified lest program re diesel generator loading ls8uo3.per c..|ii 
671218 response lo NRC 871117 conllimsllon ol acllon llr.Pump load testing com- 
pleied w/sslislaciory results. Final adjusied values will be provided. 

RiMPSOM.E C. Florida Power Corp. (subs, ol Florida Progress Corp.}. 86/01/07. Doc- 
umei^t Conuol Branch (□ocumani Control Desk), lepp. 43e87:293-43987ri310. 

8M)1201>231 ParllBi response to FOIA request lor documents re worker training pro 
grame 0 INPO italnlrtg accredilallon. Forwards App F documents App E 8 F d^u- 
mants also available In PDR.Addl records alao available In PDR under Bossong FO'A- 
87-284. 

QnfMSlEy.O.H. Division of Rules A Records (Posi 670413). 66/01/12. BOLEV.K. 
PubHc Cituen's Critical Mass Energy Protect. 6pp. 44116:001-44116 039. 

-8612230330 Submils obsenralfons on INPO Accradilallon Team 660906-12 evaluation 
ol sbi Hsisd plaM tralnihO ptogiams against Rev 1 ol INPO Criteria B5'0D2.Team ova'- 
uaiora appropriately qualliied. Dai ol team members onci 

ROE.MI.. Maintenance & Tialning Branch. 66/12/18. PERSENSKY.J.J. MalnlajianM 
8 Ttelning Btar«:h 6pp. 441t9:1ll-44110;1l8. 

-871)020491 Oicusaes aiiendence at INPO Accreditation Board meeting on 671022 & 
23 m Aiiania,QA re accreditation ol licensee training programs on marni & technical 

n areas Future NRC obsaiveia should be given info prior lo meeting 

r.G.C. Asslstsht Director lot Regiori tl Reactors. 6^10/28. ROE.J-W. Division 
ot Licensee Performance & Quality Evaiusllon (Post 670411). 4pp. 44l(0.167> 
44110:171. 


6001860667 Advises that 671203 Rev 4-t0(S) to physioal security plan consiaienl w/ 
prowisione o( i0CFRSO.64(o) & acceptable. 

CUNE,W.£ Roflion 8, Ore of Ihe OreciO' 88/01/14. WHGUS.WS. Florida Power 
Co'p. (subs, cl Florida Prog/oss Corp.). 3pp 44112.327-44112 329. 


$001180272 Submils applicaHon fee Ipr 671203 Request 240 re core Hood nor/ls 
exeinj>er NRC 07)226 request. 

S>MPwN.E.C. Florida Power Corp. (subs, of Florida Progress Corp.). 60/01/13. Ooc> 
ument ConUol Branch (Document Control Desk), tp. 44063:170-44063:170. 


8601260273 Responds lO violations noted in SAlP fn$p Repi 60-302/87-27. Cotieoirve 
aetonerulii wl:i Imbste sN-sh,li rotation tl efiovon operator kcenses obis'ned lo leouce 
operaiof overtime. 

Progress Corp). 80/01/18. 
1-4/1 89:040 


«rwW11«rVt8» 1111VQ883 li VllVg^l "WC 

operaiOf overtime. 

wLOuSaV.S. Florida Power Corp. (subs of Floras Fror 
GRACE.J N Rag on 2. Ofc of ihe O'rector. 6pp. 44169 033-44 


0001260046 Amplication for amend to Ucense DPR-72,con8lttlno of Change Requoit 
leo.reviaing Tech Specs lo provide specific aeirona when one battery supplying dc 
control power to 120 kV ewitchyWd breakers inoperebie.Fee paid. 

WilOUs.VV. 5. Florida Power C^rp. (subs of Florida Piogresa Corp.). BO/Ot/20. Oooo- 
ment Conliol Brarich IDocument Conliol Desk). 6pp. 44 124:339-44124:354. 


^H. Oenerai correspondence 

8801040275 Corr4iiein on propcpsed rulos 1CCFH4, 11.25,30, 31.32.34,35.40.60. 
60,61,70,71.73,74,76,95 & 110 re reienllon period lor records Formsi Tech Spec 
emends should nol be/equ'red to Implement changes 6 no iOCFRt70 lees sbovfcTbe 
Incurred 

SfMPSON,E.C. Florida Power Corp. (subs of Fiorfda Progress Corp). 67/12/22 
CHILK,S J. Office of the Secretary ol the Corr>m;sskin 2pp. 43694:092-43e94K)93. 


P. Operating license stage documents 8 corretpondence 

6001040098 htorms that util eclions re diesel generator loading coricetn adoqu8le.pei 
071210 response to Item 1 of NRC 67t117 cont'rmalorY eciion Ib-ilt'deiatat)^ ol 
actions confirmed. 

GRACE.J.N. Region 2, Ole ol Ihe Dlrecior. 07/12/23. WILGUS.W.S Ftorkla Power 
Corp. (subs, ol Florida Progress Corp.]. 2pp. 43963:012-43963.013. 

0801110527 Forwards Rev 1 to "Iriservlce Inw Pump & Valve Program Cryatal BNor 
l/rilt 3," reflecting testing performed through Refuel VI & listed chanoea.per Iterrt 6 to 
InspRyrl 50-302/87-17, 

Simpson. E.C. Florida Power Corp. (subs, of Flonda Progress Corp ). 67/12/29 Doc- 
umenl Control Brar>ch (OocumenI Conirol Desk). 2pp. 43969:104-43970.122. 

—0801110630 Rev 1 to "Inservice bsp Pump & Valve Preuram Cryeial River Unll 3" 

* Florida Power Corp. (subs, of Florida Prograsa Corp). 87/12/29. 296pp. 43969:186- 

43970:122. -v .• t'r 

8801980162 AppticstlOri lot amand lo License OPR-72, conalattno of Tech Spec Change 
Request 6,Rev 2,corTeciir)g actuation channel setpoints 0 re/lecSng total 20 s delay 
llnva for Inlttalion of load shedding for degraded voltage channels. 

WILGUS.W.S. Florida Power Corp. (subs of Florida Progress Corp ) 87/12/31 (Xku- 
meni Conirol Branch (Document Control Desk). 6pp. 43960.3 10-43960:322. 

-8801080174 Proposed Tech Specs, correcting actuation channel setpoints 6 rellecStig 
total 20 8 delay time for Initlatfon ol load shedding lor degraded voltage cnarm^ 

• Florida Power Corp. (subs o( Florida Ptogross Corp). 67/12/31. 7pp. 43960.316- 
43980:322. 

8801070096 Application (or amend to Ucense DPR-72.conslsIing ol Tech Spec (^nge 
Request lS6,revlsfi)g surveillance & operabilHIy reqiilramenis for post-accideni rriors- 
toriru Instrumentation.^ util commitments to Reg Guide 1.97 .Fee paid. 

WILauS,W.S. Roflda Power Corp. (subs, of Florirfa Progress Corp.). 67/12/31. Ooco- 
menl Control Branch (Document Conuol Desk). 21pp. 43938;S0)-43936:33CI. 


-00O1269O54 Proposed Tech Specs, providing specific actions to be taken when one 
battery eupplyU^ dc conliol powai to 230 kV switchyard braakeie Inopeisbie. 

’ FtoridB TOwer Corp. (subs, of Florida Progress Corp.). 08/01/20. 8pp. 44124:347- 
44124:354. 

8001260639 Forwards response lo NRC comments consisting of Rev 1 to Amend Re- 
quesl ISO is miscellaneous amends/search requIremenis.Response 
wflhheM.CerTificaie of svo end. 

WllGuS.W.S. Florida Power Corp (subs, ol Florida Progress Corp.). 00/01/20. Docu- 
ment Control Branch (Oocumant Control Ooak). 4pp. 44t27:24l-44l27:244. 

8M13Ki846 Submits revised response lo Generic Ltr 83-26.ltem 2.2.1 re eoulpmanl 
ciassificailon 0 vendor inierfaca (programs for all safety-related comporienl8).Rev to 
Subiism 2 21 3 not Irtcluded In Dm 1907 Hr. 

S1MP80N.E C Florida Power Corp. (subs, ol Florida Piogresa Corp ). 88/01/22 Doc- 
ument Coritrol Brarrch (Document Control Desk). 6pp. 44136:162-44136:167. 


a Inspection repoHa, IE Bulletins « correspondence 


8712160889 NRC Info Noltee 07-084, "ConvlcUon for Fsislfioallon of Security TraWng 
Records." Svo list end. 

ROSSLC.E. Dlvrslon of Operational Evems Assessment (Post 870411). 87/12/22 
ConsoiKfated Edison Co. of New York, Ino 120pp. 44t63:00t-44t63;t24. 

07)2170118 NRC Info Notice 07-065, "Plant Operation Beyond Analyzed (^dibona.'' 
Sve fist encl. 

ROSSI, C.E. Division of Operational Events Assessmeni (Post 870411). 87/12/23. 
ConsotidBted Edison Co. of York. ino. 12^. 44056:006-44056:127, 


0712230003 SuppI I to NRC Info Notice 87-026, "AH Sys Problems at US LWRs." Sve 
list encL 

f^SSI.C.E. Division of Operational Eventa Assessment (Poat 670411). 67/12/26. 
ConscMalad Edlsori Co. of New York, ino. 124pp. 4a99S:)36-43d95:2&7. 


6001110627 Forwards Rev 1 to "Inservlce Insp Pump & VaNe Program Crystal River 
UnR 3." reflecting testing pedornted (hrotloh Refuel vl 6, Med changes, pet Item 6 to 
InspRepI 60-302/87-17: 

SIMPSON, E.C. Florida Power Corp. (subs, ot Florldis Progress Corp.). 07/12/29. Doo- 
urnent Control Brarich (Document .Control Desk). Zpg. 43969;184-43970:f22. 


-0901110830 Rav 1 to 
’ Florida Power Corp. 
43970:122. 


"(rweivice )t^ Pump 0i Vatye Pioor: 
(subs. ofFtorfoa prOgfeHO#)- 87/ 


ilai River Ur4t 3." 
!G^, 43969:186- 
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8801060236 Roguesis oxionsion of date lor rosponsa to violations l.sted in Insp Rmi 
50-302/67 -34 until 080108 In order to discuss response w/NRC residor^i inspector.TF 
Stetka 

SIMPSON, E C. Florida Power Corp. (subs ol Florida Prooresa Corp ). 67/12/30. Doc- 
ument Control Branch (Oocoment Control Desk). Ip. 439i7rMQ-439i7:l46. 

8801 110226 Forwards Special Insp Ropt 50-302/87-22 on 870024-0904. Woaknossea 
Identified in enginooring/dasign control area & in plant support areas such as commit- 
tee activiiios & corroctivo actions 

VARQA.SA Division of Reactor Pra|acis - l/ll (Post 870411). 87/12/30. 
WlLQUS.W.S Florida Power Corp. (subs of Florida Progress Corp). 4pp. 44030.817- 
44030:271. 

-6801110230 fnsp Rapl 50-302/07-22 on 870024-0904. Major areas Inspected: licunsae 
operational saloty performance, including plant oporailQns,malni,s(irvaciance testing & 
related activiiios. 

AnotlTZGL,R6. Olvl6ior> o( Roacior inspQCllon & Sologuaids (Post 0704tt) 
H9AUGHN£y,C.J. Spec'al Inspection Branch. 87/12/04 Stpp. 44030 221-44030:271. 

6712280166 NRC Info Notice 07.066, "Inapproprlola Application ot Corrmeidol-Grado 
Components " Sve list end. 

ROSSI.C.E Division ol Oporallonal Events Assessment (Post 870411). 87/12/31 
Consolidated Edison Co. of Now York, Inc. I20pp. 43895:268-43098.010 

8712300091 NRC Info NoUco 87-067, "Lessons Loarnod From Roglgnai inspa ol Ll- 
cenaee AcLons In Response (o IE Bulletin 80-11." Sve list end. 

ROSSI.C.E. Division ol Operational Evenia Assosamani (Post 870411). 87/12/31 
Consol'dalod Ed-son Co. of New York. Inc. f23pp 44036:164-44Q30:266 

6801060407 Forwards updated "ASME Section XI Pump & Valve P«»<am Inservice 
Insp." Vois I & II. Revised teliel requests & recommended schedule lot issuance ol 
NRC approval also onci 

SIMPSON, E C. Florida Power Corp. (subs, ol Florida Ptogrosa Corpj. 87/12/31. Ooc- 
umant Conirol Branch (Documont Control Desk]. 34pp. 43032:063-43933:051. 

-8801060461 vela 1 8 11 lo "ASME Sociion XI Pump & Valve Program inaoivlce Insp." 
VV/62 oversize drawings. 

* Florida Power Corp. (subs, ol Florida Progress Corp) 67/12/31. 250pp 43932 tl7- 
43933051 

8601110330 Forwards Insp Rapt S0-302/97-3Q on 871102-10.No violations or dovt- 
al'orts noted 

MEROT.A.n. Roglon 2, Ole Ol the O-racior. 07/12/31. WILOUS.W.S Florida Power 
Corp. (aubs. ol Florida Progress Corp.). 2pp. 44000.059-44000.069. 

-6801110332 Insp Ropt 50-302/87-38 on 87ll02-lQNo viofatlone or devloUons 
nolod.Ma|Of areas inspectodiconielnment intogratod leak rata tesfing-inciudlng obset- 
vallon ol lost preparations & lost performance & rovmw of fast procodure 
WtHITENEfl.H.L., JAPE.F. Region 2, Ofe Ol tho Oiroclor. 87/12/30. Opp 44000081- 
44000.060. 

8801130138 Responds to violations noted in insp Ropi 60-302/87-34. Cortocuvo 
actions fire watch involved Instructed on proper piaeomoni S rosponsibiSiiioa ol Ivo 
waich/ioor & well openings proiecied & aodi (Iro watch assigned. 

SIMPsON.E C- Floilda Pewei Cotp. (subs o( Florida Ptogtosa Coip.). 88/01/07. Doc- 
ument Control Brandt (Document Control Desk). 4pp 44044.00i-44<)44:004. 

6601060394 SuppI 1 10 NRC Info NoUco 86-061, "Broken Gxiornal Ooeure Springs on 
Atwood & Morrill MSiVs." Sve lisl end. 

ROSSi.CE. Division ol Oporallonal Events Aesossment (Post 670411). 88/01/11. 
Consoildafod Edison Co. of New York. (no. I23pp 44038041-44030:103 

8601300201 Forwards Insp Repi 50 302/87-41 on 871130'l204.Vlolation8 dosenOed m 
end under conaldorallon lor escalated onlorcomonl ecilon.Enforcemoni conietenco to 
diScuss viofallon will be scheduled al luiuro dels. 

QRACE.J.N Region 2. Ole ol Ihe Oirecior. 66/01/12. WlLQUS.W.S. Florida Power 
Corp. (subs, ol Florida Progress Corp.]. 2pp. 44068:171-44058:176. 

-6601200206 Insp Rept SO-302/87-41 on 071 130-1204. Violation noled.Me|or arose 
inspected diesel generator loading 

PILLION, P.J., CONLON.T.E. Region 2. Ole ol the Diroclor. 07/12/30. 6pp. 44056 173- 
44058:178. 

880120<>284 Responds lo violations noted In Insp Rapt 50-302/67-39. Corrective 
acUons:luluro solidified waste shipmonis will not be maefo until cause of violalion do 
lormlned & corrected. 

SIMPSON, E.C. Florida Power Corp. (subs, of Florida Progress Corpj. 88/01/14 Doc- 
ument Control Branch (DocumonI Control Desk). 3pp. 44058:291-44058 293. 

6801250273 Responds to violallons noted in SALP Insp RepI 60-302/67-27. Corrective 
aciions:utll will Inlllale sIx-shIft rotation if enough operator licenses obtained 10 roduca 
oparator overtime. 

WIL(3US.W.S. Florida Power Corp. (suba. of Florida Progress Corp.). 88/01/18 
QRACE.J.N. Region 2. Ole ol the Director. 8pp. 44169:033-44169:040. 

6601220575 Responds to violations noted in Insp Ropt 50-302/87-32. Correcbve 
aclionsiradiqgtabhs for production welds reread. 

WILGUS.W.^ Flonda Power Corp. (subs, ol Florida Progress Corp). 08/01/20. Deco- 
merit Control Branch (Document Conirol Desk). 2pp. 44169:134-44 (69: 135. 


n. Periodic operating reports & related correspondence 

6801 190075 Monthly operating rept for Dec 1987.W/660106 Hr. 

STEWART ,S., SIMPSON, E.C. Florida Power Corp. (subs ol Florida Progress Corp). 
87/12/31. 6pp, 44108:260 44100:254. 


8. Reporlable ocourraneat, LERa & related correspondence 

6801060355 LER 67-009-02:on S70702.CRD B mechanism circuit breaker opened nor- 
mally when shunl trip device lesled.bul would nol rectose afler lesting.Caused by lal- 
ure of Inverter due lo opening ol breaker.Inverler repaired.W/871230 f(r. 
MOFFATT.L.W., SIMPSON, E.C. Florida Power Corp. (eubs. ol Florida Progress CorpJ. 
87/ 12/30. 4pp. 43927:220-43927:223. 


8801060434 Inlorms that supplomortt to LER 87-019 scheduled tor submission on 
871230 will bo submitted on 660220. Calculations on diosel load.ng & tost resulis to 
vonlV load calculations being revised. 

SIMPSON.E C. Florida Power Coip. (subs ol Florida Progress Corp.) 07/12/30. Doc- 
ument Conirol Branch (Oocumonl Control Desk), ip 43 D 28 .l 3 e- 43 e 20 : 130 . 

8801110541 LER 07-028 00.0(1 a7t205,du(irig opoiMions lo power down B mvetlet tor 
maLntifflp'opar vital bus switching sequence led to engineered safeguards sys 
^uaHon.Causod by inadOQuate operator training. Addi training program 8Ol.W/880l04 

MOFFATT.L.W., SIMPSON, E.C. Florida Power Corp (subs ol Florida Progress Corp.). 
08/01/04. 6pp. 43906 054.43986 060 

6801270325 LER 87-031-OO.oiv 87l2lO,dl5Covered seismic monitor w/ measurement 
ranges nol incompl'ance w/Tech Spoca.Causod by personnel error in perlormanco ol 
saloty ovaVat-on for 1970 procedure change.Ootectora replaced. W/88I>1 18 Itr. 
MOFFATT.L W., SIMPSON.E C. Florida Power Corp. (sabs, of Florida Progress Corp ) 
88/01/18 4pp. 44145 240-44 1 45 243 

6801230676 Special Repi 87-05:durlng Rofuol IV outage, stoam generator oddy current 
leaung revealed deloctivo tubes Prn-ouiage p'annmg developoa 6% random samp'irig 
Insp dan ihei would to comploiad on "A''' steam gonaraior 

WlLQUS.W.S. Flofids Power Corp. (subs, ol Flontia Progress Corp.). 68/01 /20 Docu- 
ment Control Branch (Document Conirol Desk). 2pp, 44159.132-44159 133. 


V. Operator Exsmlnallona 


8601200231 Partial response to FOIA request lor documents re worker Irenng pro- 
grams & INPO training accrodital’on Forwards App F documonts.App E & F docu- 
monia also ava'lob'o in PDR.AddI reco'ds also ava lablo :n PDR under Bosaonq FOIA- 
07-204 * 

(3niMSLeY,O.H. Division of Ruloa & Records (PosI 870419). 88/01/12. BOLEY.K. 
Public Cibron's Critical Mass Energy Project. Spp 44118:001 44110.039. 

-6611170042 Summary of INPQ training accradltailon board Q60723 & 24 moaLngs re 

I rrogtama lo> norviicensod oporsior, reactor oporator & san er reactor oporalor posl- 
lons ior tarMiiiios Agones. notoa on Issues & other related documentalio/i encL 
rtOWSOME.FH. Human Factors Issues Branch. 86/11/07. RUSSELL, W.T. Division ot 
Human Facfota Technology (851125-870411), PERSENSKY.J.J. Malnlor'onco & Train- 
ir>g Branch 22pp. 441 19 055 44119:076. 

-6601220136 Advises of eitondance at 670923 Nsti Nudoar Accred linn Board mooting 
at INFO olcs rn Alienia.QA ro naming programs el two p’anis.Encls Include list m 
Board member nemos 6 attendees & 871105 pisnt atsius acc'Oditeilon labia. 
OIGSON.AP. Region 2. Ole oi iha Oiiocler. 87/11/02. ROE.J- Division of Licensee 
Perlormanco 5 Quality Evaluation (Post 070411). 6pp. 44119:158 441 16 166. 


DOCKET 50>304 ZION NUCLEAR POWER STATION, UNIT 2 


P. Secuilty, medical, amargenoy S lira protection plana 


8601260560 Addrossos tochnical issues essocialod w/poiontial violation idantillod 
during NRC audit on 07i 116-1220 & justiiios that laciiiiy in compliance w/oxlstmg 
Tech Specs tor roqui/ed lire barriora. 

lENTlNE.F.G. Con-.fnonweaith Edison Co. 87/18/17. hOlMES.J. Region 3, Ofc of ino 
D.r0CWf 4pp, 44 1 27:270 4 412?:2?3. 

8712310063 Roquesia uiil lo irkitielo invosilgaiion to fully analyze impact on security & 
volidity ol Biiogailorta re personnel, fncluoing fitness lor duty.Allogaiiona comalnod in 
Oopi of L{U)0t 871207 Itr to Pinkerton.lno. 

HINOJ.A. Region 3. OIc Of iho Dlrocfor. 07/12/28. REED.C. Commonwaallh Edison 
Co 2pp 43924.001-43924:002. 

8601210126 Forwsida Rev 10 to security plan All amend liema will bo Implomonted 
upon (ocoipl ol NRC approval noiificallon w/ listed sxcopllons. Including manual log- 
gingwhen Key access not tunctlonaI.Rov withheld (rol 10CFR73.2I). 

BU^ERFtELO.L Commonwoallh Edison Co 08/01/14. Oocumonl Control Branch 
(DocumonI Conlio) Desk), tp 44066 350'440Q835I>. 


J. Inauranca A Indemnity Information 


0801220500 Forwards Endorsomenis 8,8,6 S 3 to NELIA Policies N-l,N-2, N-3,N-26,N- 
30.N-42,N-43,N-7l,N-83,N-93,N l01 & N-100 & MAELU Polidas M-2,M-3,M-29,M- 
30,M-42,M-43.M-71,M-63,M-93. M-iOl & M-108. 

OSTER J. Commonwealth Edison Co. 68/01/19. DINITZ.I. OlHce ot Nuclear Reactor 
Reguiatlen, Director (Posie704l I). 24pp. 44247:190-44247:221. 


P. Operating lleenae atage documents A correspondence 


8601050446 RequBSlB Ihsi 860023 proposed amend to Ucansos OPR-39 & OPn-46 10 
oxtond duration ol Ous lo allow ior 40 yrs ol operailon bo porlionod into separate 
roquosts (or Units 1 & 2 duo to problems w/reaclor vessel satisfying 10CFR50.6I. 
LEBLOND.P.C. Commonwealih Edison Co 87/12/14. DocumenI Conirol Branch 
(Doojment Conirol Desk). 2pp. 43962:1 16-43982:1 16. 

6712260216 Forwards Rev 4 to second Interval Inservico testing program, par 870728-29 
moolings w/NRC AddI Info, summary ol proeiam changes & hislory of related corre- 
spoodence also encl.Program revs will be (ully Implemenfed by 860891. 
LEBLONO.P.C. Commonwealth Edison Co. 87/12/17, Document Conirol Branch 
(Oocurnent Conliol Desk). 145pp 43693:207-43893:351. 

6601 140167 Application lor amends lo Licenses DPR-39 & OPR-48.allowing steam gen- 
erator lube repair utifiririg Wesllnghouse or C-E mechanical sleeving 
moLhodology.Proprletary WCAf^11€69 & nonproprietary WCAP-11670 end. Fee paid. 
LEBLOND.P.C. commonwealih Edison Co. 87/12/24. Document Control Branch 
(Document Control Desk). 3pp. 44026:240-44029:063. 



-eeoiuotn Rei^&ls txopivatBiv WCAP-u&Su. "S\oaiv Geraiaw Slaevtns 
(Mechanical Sr&eves)." be withliGkl (re( tOCFR2 790). Irom publ'c distiosure. 
'AieseWANN.R.A. Wesbngtvwsa Eleclnc Co/p. 67na/’Q9. MURLEY.T. OMrf» ot Nu- 
clear Reactor Reoi/laiion. Direcior (Post 670411). ?p(t. 44026-243-44028:249. 

-6601140177 Proposed Tech Specs allowing use el WesUnghouse or C-E Noavittg 
tr.ethodoiogy (Q tepa't a‘.eam oeReraior tubas. 

' Commonwoe.'Oi cd.son Co 87/12/24. lOpp. 44026 260-44028:269. 

-6801140162 “Sieam Generator SleeWng Repi (Mechanical Sieaves).'* 

’ WesUrxabouse Electric Coip WCAP-i 1670 87/12/31. I65pp 44028260-44029063. 

6601070205 NotiFcaliQn ol 860106 ireetna w/WesUnghouSQ Owners Group OperaMns 
6 Analysis Subcommitiees in Bethesde.MD (o discuss subcornnkllees Irurostl^lions In 
analysis area ra Generic LU 87-12. 

TRAMMELL, CM. Project Oireclorete V. 87/12/30. KNIQHTON.GW Pia|aci Oreclor- 
ateV. 4pp. 43946:344-43945:347. 

6801110421 Advises of Intern to utilize Bechlel Topical Repi.DN-TOP-l iesilng meihod- 
oto^ at all plants. 

LEOlONO.P.C. Comrnonwcalih Edisor) Co. 87/12/31. OocumenI Control Brattch 
(Pocurneni Control QesFJ. Ip. 4398&.0O6-439e6:O0S. 

8801260456 intorms trial Rovs 42-46 of OA Topical RopI CE-I-A acceplab'a per 
l0CFR60,Apj)e. 

WRIGHT.GC Region 3. Ofc of llie Director. 68/01/20 REED.C Conarnoriwesfili 
Edison Co. 2pp. 44125:108-44125.100 


Q. inspection reports, IE Bultelirts & corraapondenee 

8712160369 NRC Into Notice 67-084, "Conviction for FalS't.caiton ol Security TiaiNAg 
Records." Svc fist end 

ROSSI.CE. Oivi&ron of Operational Events Assessment (Post 870411). 87/12/22. 
Consolidated Edison Co oi New Voile, Inc. I20pp. 44tS300i-44lS3:l24. 

67121701 19 NRC Info Notice 67-06S, "Plant Oporat on Beyond Analyzed Coi>dii<ons.‘‘ 
Svc list end 

ROSSl.C.E. Orv,slon of Oporaiional Events AsseasmanI (Post 870411). 87/12/23 
Consolidated Edison Co. or New Vorlt, Inc. I20pp 44056 006-44058-127 

6601160266 Oocumenls conversations between author & R Kiesel6 M Rino duririnwlis 
ol 871207 8 14 ra status Ol implemenlauon of IE Quiieim 65 OOSAcuon fiems C 8 0 
contpieted for all faciMies except Quad Cities Completion sebeddeflstad 
MORQAN.W E. Commonwaailri Edison Co. 07/12/23 OAViSAB. Redort 3. Ofc ol 
trio Oiroclor. 2po. 4404];053-44O4l.OS6. 

8712230003 SuppI 1 to NRC Info Notice 87-026, "Air Sys Problems el US iWns " Svc 
list enci 

ROSSI,CE. Oivtslon ol Operadonai Events Assessment (Pool 670411). 67/12/26. 
Conao'idalad Edison Co or New York, Inc. 1 24pp. 43695; 138-43995 2S7. 

6601110203 EN e7-l06:on 860i04.notce ol proposed imposiliort ol dv.l pens-ty m 
amouni of $100,000 will do issued to ilcenseo Action based on inadMvecies in trie 
licensee QA program. 

WONQ.M, l1EeEnMAN,J Ole of Enforcornant (Post 870413) 67/12/29 Ip 
44000.043-44000.043. 

6712290165 NRC info Notice 87-068. "Inappropriate Application oi Commercial Grade 
Corripenorna." 8vo Hat enc). 

ROSsi.Cf Owision ol Operational Evenis Assessment (Post 670411) 87/12/31. 
Censd' dated Ed son Co. cf New York. tnc. 120pp 43995;2S6'43996:0I8 

8719300091 NRC info Notice 87-C87. lessons learned fiom Reoicmai insps ol li- 
censee Actions In Response to l£ Bulfeiin eo-i 1." Svc Mi encL 
ROSSI.CE. Orrwtors ol <^re1ional Events Assessmant |Posl 870411). 87/12/31. 
Consolidated EdisoriCd. or New York, (no. f23pp. 44036:104-44036 286. 

6801110306 Forwards Insp Reals 50 265/67-32 8 50-304/87-33 on 870021- 1028 & 
notisa ol vfclaiton & proposoo anposiOon of cwi penalty NRC bas isaued sovoiai doc- 
umenls re measures to assure fso'aiion of certain pressure fadatfon chock vaWos 
OAVlS.AS. Region 3, Ofc o( the Diiector. 86/01/04. 0'CONNOR.J3 C^tnorwveaittt 
Edison Co. 4pp. 43985:330-43965:360. 

—6601110362 Notice ol vlalalian & proposed Imposition ol dvii penalty in atrtouil ol 
SIQO.OOO from (nsp on 67092t.1028.V«otations noted ecbwtuee atteoUng quality not 

B roacribed by lrislructiot)s or procedures appropriate to clrcumsiances 
AVIS.AB. Region 3. Ole of the Director 66/01/04 4pg. 439SS.334-430$5.3eo 

8601140013 Forwards Safety Insp Repls 50.266/67-36 6 504)94/87-3Q on Q7I20M7 
& notice of vfolatiori. 

HARRISONJ J. Region 3. Ofc ol the Oirecior. 66/01/07. REEO.C Commanweallh 
Edison Co. 2pp. 44038 309-44036.317. 

-8601140015 Notice ol violaifon from Insp on 671207- 17. Violation noted- unconirolied 
vendor equipment technical In/o used In three nia.'nl depis tor partormerKe of saleiy- 
relaied acliviiios. 

HARflISON.JJ. Region 3, Ofc of the Dreclor. 88/01/07. Jp. 4403a-3li.4403&3ll. 

-6801140016 Insp Repts 50-295/87-38 S 50-304/87-39 Ori 871207-17. VlolaOon 
noled.MeJor areas Inspectsd.ficensee actions re lE Bulielin 84-02 6 licansee Imple- 
mentation of Generic Ltr 83-28 In areas including egulpmenl clesalOcallort. 
NElSLER,JH., QARONER.RN. Regiorz 3, Ofc of Irie D'lecior 68/01/07. 8pp. 
44036:312-44038:317. 

6601050594 SuppI 1 Id NRC Info Notice 86-081, "Brokan External Closure Springs on 
Atwood & Moriill MSIVs." Svc list at>cl. 

ROSSI.CE. Oivisiort ol Operational Evenis AssessmenI (Poet S704II). 66/01/11. 
Consofidated Edison Co. ol New YorK, Inc. t23pp. 44C39.04f'44036;l63. 

9601140367 Forwards response to NRC 871106 Bulletin 67-002 requesllng licensees to 
review receipt Insp requirements & Iniernat controls for faslaners & lo hdeperKfanUy 
determine through testing It fasteners meet mechanIcal/cMemIcal specs. 
MORGAN,W.E. Commonwaa.'iri Edison Co. 36/01/12. DAViS.A.a Region 3. Ofo of 
trie Oirecior. 2S0pp. 44045:317-44046:232. 


6601210030 Forwards vorificaUon ol completion ot program re awltch settir^g 
Bulletin 85-003. Vel.dity of calcufatlons not fully confirmed Response 10 concerr 
In Insp Repts 50-237/87.33 & 60-249/07-32 cotMaltred irx Erie! 1A 
MORQAN.W.E. Commonwealin Edison Co. 80/01/16. DAVIS, A.B. Region 3, 
lha DIroclor. 107pp. 44066:159 44086:265 


R. Periodic operatino reports 8 related correspondence 

6601160306 Monthly oporating ropt for Doc I987.W/8601 II Hr. 

AUSTIN.G, PLIMU.G.J. ConworweaHh Ed'son Co. 67/12/31. I2pp. 44( 
4404I;M1. 

6001260006 Forwards corrocled monthly oporatmg repts for Nov l907.Ropt cor 
utas of OIOSS thermal energy gotiorated. 

PUML.C J. Commonwealiri Edison Co. 80/01/10. LOVELACE, W. NRC - No 
Alli'iatiorv Given tp. 44130.262-44130.293. 

-6601250559 Corrected monlhly opaiaffrig repts for Nov 1967. 

AUSTIN, Q. Commonwealth Edison Co 87/ 1 1/30. 1 1pp. 44130:283-44130 293 


V. Operator Eyamlnsttons 

88D1200231 Partial responso lo FOIA request lor documents re worker Ireir 
grams & INPO traln'ng nccrodiiation. Forwards App F documonisApp E & 
menis also available in PDR Addi records also available In PDR under Bossor 
67.204. 

GRIMSLEY.D.H. Divlsioft ol Rules & Records [Post 070413). 86/01/12. B 
Publ'c Cilizon's Cniical Mass Enorgy projsci. Opp. 441 18.001-441 16:030. 

-8S10260SOO Trip rept of visit to INPO accreditailon board 050924-26 meelin) 
process & plenl visits waq conceived & exocuied.NRC partlc'pal'on In all scci 
board meellngs unnecBssary. 

BOOHER.K.h Licensee QuaWltolions Branch 85/10/17. RUSSELL.W.T. 0; 
Human Factors Safely (800426 851124). 3pp. 441 16:197-44118:199. 

-6601220136 Advises of aliendanca at 670923 Nall Nuclear Accredlling Board 
el INPO otes In AtlerMe.GA re training piogiams at two plants Ends Inc'ud 
Board membar names & attondees & 671105 plant elaius accrodiieiion table. 
GIBSON.aF, Region 2, Otc ol the Drector, 67/tt/02 ROE.J. Division of I 
Perlormonce & Oualily Evaluation (Post 870411). Bpp. 44119:159-441 19:166. 


DOCKET 60-305 KEWAUNEE NUCLEAR POWER PLANT 


F. Securiiy, ntsdicai, emergency & tire protection plans 

6601120191 Forweids FEMA 671207 ltr discussing evaluation Ol alort 8 noi.’Dct 
tb) piem Evsiuatiori doiermlned trial eiert & noliHcailon ays sellsfles cr 
NUREG-0654/FEMA- REP-1,flev 1 & FEMA-REP-IO, 

SHAPER.V/.O. Region 3, Ole ol me Oiiecior. 88/01/05. HlNT2,O.C Wlacofis 
Service Corp. 2pp. 43997:304-43998:167. 

6601130060 Forwards FEMA 671207 ltr discussing evaluation of alort & notilci 
lo< plant Alon & netitiCBlion sys sstislies ctiloiia Ol NUREG-0654/FEMA-REP 
SFEMAflEP-lO. 

SHAFER, W.O. Region 3, Ofc ol ihe Ditetiof. 88/01/06. FAY.C.W. Wisccniin 
Powei Go. 2pp. 44'D0I.Ol6>4400l;242. 

-6712310282 Forwards FEMA 671207 ltr re oveluation of elort & notlfieetion a 
tisnsmitted to liceneee. 

MAnHEWS.D.O. Emergency Preparedness Drancri. 87/12/22. HlND,J.A. R 
Ofcol we Director. Ip. ?4Q0V.0te-44001:242. 


P. Operating license siege documents & correspondence 

6601070206 Nolification ol 660106 meeting w/Wo8iinghouse Owners Group 0; 
& Analysis Subcommlltees In Qeiriesda.MD 10 discuss subcommitiees Investig 
enelysls area re Generic Ltr 67-12. 

TRAMMELL, C.M. Project OIrocloiBib V. 87/12/30. KNIGHTON.G.W. Prefect 
Bie V. 4pp. 43945:344-43945:347. 

8601070504 Forwards description of overall validation & vonllcallon program & 
schedule lot compistlon of SPOB ptootam. In response lo NRC 661007-08 
SER(NUflEO-0737,Suppl 1). 

HlNT2,O.C. Wlaconsln Publlo Service Corp. 97/12/30. OocumenI Control 
(Document Control Desk). 9pp. 43990:265-43999:293. 

6601110355 Forwards Rovs LMK & LML to P&IO M-209,re8pectlvely.per 
lequest.Two ovorsizQ dtawWgs end. 

HlNT2,O.C. Wisconsin Public Service Corp. 66/01/04. Document Control 
(Docurrrenl Control Desk). 2pp. 43986.003-43986.004. 

6601140223 Expresses appreciation lot expedrllous handling of ravlew an leal 
break techno.'ogy.lnpul will be used along w/ihal supplied by Mechanical £n( 
Branch to resolvo snubber Issue on Ume 

PERKINS.K.E. Projeci Olrectoraie [11-3. 88/01/06. CHENG.C.Y. Materials Eit( 
Brencri. Ip. 44033:106-44033:106. 

8901200231 PertJsl response lo FOlA request for documents re worker Irair 
grams & INPO training accreditaUon.Forwards App F documents App E A 
menis also available In POR.Addl records also available In PDR under Bossor 
67-204 

GRIMSLEY.D.H. Division of Rules A Records (Post 870413). 86/0l/f2. 6 
Public Citizen’s Cniical Mass Energy Projeci. 6pp. 441 18:001-441 18:039. 

-6612080647 Trip rept of 861029-30 visit lo Natl Nuclear Accrediting Board mi 
review salecleo training for plants Board reviewed four sites A 24 programs. 
MCKEE.P.F. Operating Reactor Program Gr.Oiv ol Inspection Programs.lE | 
670413). 66/12/02. PERSENSKY,J.J. Maintenance A Training Branc 
44119:077-44119:076. 


DOCKETED ITEMS 71 


O. Inspection reports, IE Bulletins & correspondence 

6712160369 NRC Info Nolico 87-064, "Conviction lor Falsllication of Socunty Training 
Records." Svc list end. 

nOSSI.C.E. Division ot Operational Cvonis Assessment (Post 070411) 87/12/22. 
Conso'idalod Edson Co. of New York, Inc. I20pp 44153:001-44153;I24. 

6712170119 NRC Into NoUco 67-066, "Plant OpereMon Qeyond Anolyzod Conditions." 
Svc list end. 

nOSSl.C.E. Division of Operational Events Assessment (Post 670411). 07/12/23. 
Consol dalod Edison Co. of New York, Inc I20pp. 44056:008-44030:127. 

8712310080 Informs that Insp Repf SO-305/B7-18 iransmitlod <iv/67tt20 Ur incorroctly 
assigned numbor.Rept number should be changed to 60 305/B7-17. 
GULDEMONO.W.Q. Region 3, Ofc of the Director. 87/12/24. HINT2.0.C Wisconsin 
Public Service Corp. ip 43620 208 43920:268. 

6712230003 Suppi I to NRC Into Notice 87-028. "Air Sys Problama at US LWRs." Svc 
fist end. 

ROSSI.C.E. Division ot Operational Events Assessment (Post 870411). 67/12/28. 
Consolldalod EdiSon Co. of New York, Inc. I24pp. 43995:138-43996:237. 

B71229016S NRC Info Notice 07-066, "inappropriate Application of Commerciai'Grado 
Components " Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 67/12/31 
Consolidated Edison Co of Now York, Inc. 120pp. 43905:256'4389G016. 

6712300091 NRC Info Notice 87-oe7. "Lessons Looinod From Reglenat insps of Li- 
censee Actions In Response to IE BuDolin 60-11." Svc fiat end. 

ROSSI.C.E. Division ol Opeiailonal Events Assessment (Post 870411). 87/12/31 
Consolidated Edison Co. of New York, Inc. 123pp. 44036:164-44038:260 

680 1 1 10306 Provides info roquirod by Action Korn I ot IE Bulletin 85-003, "Moior-Opor- 
Bled Valve Common Made Palluras During Plant Transients Duo to Improper SwIlcti 
Sotting." Three valves operators did not meet spedfled thrust 
HINTZ.OC Wisconsin Public Service Carp 66/01/04 Documertt Coniroi Qtartch 
(Document Control Desk). l3pp. 43971:207-43971:219. 

8601060394 Suppi 1 to NRC Into Notice 66-081, "Broken External Closure Sprlr^s ort 
Atwood & Morrill MSiVs." Svo llsl and. 

ROSSI.C.E Division of Operational Events Assessment (Post 870411). 88/01/11. 
CcnsoTdalod Edison Co. of New York, Inc. 123pp, 44038.041-44036.163. 


R. Periodic operating reports & refatad correspondence 

8801130093 Monthly opereling ropi for Dec I687.w/e80i08 Hr. 

RUITER.G.fl.. ltlNT2,D.C. Wisconsin Public Service Corp. 67/12/31. 6pp. 44029:326- 
44020 329 


8, Reportable occurrences, LERs 6 related correspondence 

8601280147 LER 67-OH-00:on 87i208.iicensee was advised by ancihor util of concerrt 
ro premature failures ol certain relay due to ovcrvoliegc.Cause uncortain.U(ii working 
w/^oxboro to develop permanont hardware 8aiuiion.W/860i22 iir. 

BERQMANN.J.W., HINTZ.Q.C, Wisconsin Public Service Corp. 69/0>/2$. 5pp. 
44166:259 44168:263. 


V. Operator Examlnallons 

8801300231 Partial response to FOIA requost lor documcnis re wo'ker trainlno pro- 
grams 6 INPO training sccreJrtstlon. Forwards App F doeumonls App E 6 F docu- 
manis also available In POR Addi records also available in POR under Bossong FOIA- 
87-204 

GRIMSLEY,D.H. Division at Rules 6 Records (Post 870413). 88/01/12 BOLEY.K 
Public Citizen's Crillcsf Mass Energy Project. 6pp. 441 18:001-44116 039. 

-8801220136 Advises of ellcndance ai 870923 Natl Nuclear Accrediiing Ooard meoUng 
at INPO ofes In Atlanla.OA ro frainlng programs at two plants Enc^ Include ksi ol 
Board member names 6 attendees & 6/1 1 05 plant slalua sccroditaHon table 
OIBSON.AF. Region 2, Ofo of the Director. 87/11/02. ROE.J. Division of LfeensM 
Performance 6 Quality Evaluation (Post 070411). 6pp. 441 19:169-44 119:168. 


DOCKET 60-306 PRAIRIE ISUNO NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency 6 fire protection plana 

8801110166 Revised emergency plan Implomoniing procoduros.lncludlng Rev 6 to F3-2, 
"Cfassllicalron of Emergendoa,'' flov 6 to F3-10, ■'Personnel Accountability.'’ Rev 6 to 
F3-12, "Emergency Exposure Conlfol" & Rev 4 to F3-25 W/07I228 lit. 
MENDELE.D.I, FEY.fCl. Norlhorn Slatos Power Co. 67/12/20. 122pp. 44006.007- 
44006:218. 


P. Operating license stage documents & correspondence 

8712310163 Forwards application for amends lo Liconsas DPR-42 & DPR-GO. revisirtg 
Tech Spec Pago 5.1-2 re Hood protection measures periodic drHIs.Fee paid. 
MUSOLF.O. Nonhern Stales Power Co 87/12/18. OHlce ot Nucloat Reactor Regula- 
tion. Director (Posl 67041 1 ). 2pp. 43923:097-43923; 1 1 8. 

—8712310166 Application for emends to Licenses □PR-42 6 OPR-60,revlslng Tecfi 
Spec Page 5.1-2 re Hood protection measures periodic drills. 

MUSOLF.O. Northern Stales Power Co. 67/12/16 7pp. 43923:099-43923:106. 

-8712310169 Proposed Tech Speo Page 5.1-2 re Mood protection measures penodic 
drills. 

* Northern States Power Co. 87/12/18. 13pp. 43923;I06'43923:11B. 

8801070420 Informs that regula (07 effectiveness review resolutions committed to In 
860621 Itr will be delayed until 89l23t.Mod3 required (or resolulion dependent upon 
new ptsm adm'mlsliatlon buHding cornplellon In 1989. 

MUSOLF.O. Northern Slates Power Co. 87/12/29. Office of Nuclear Reactor Regula- 
tion. Director (Posl 870411). Ip. 43999;2e4-43999;284. 


6801070205 NotiFcalion ol 080106 meet'ng w/Wostinghojse (^^rnol9 Group Operations 
& Analysis Subcommittees in Bolhosda.MO to discuss subcomm:iteos Invesbgatlons In 
analys s area ro Generic Lir 07- 1 2 

TRAMMELL.C.M. Project Direcloiaie V, 87/12/30. KNIQHTON.G.W. Project Director- 
ate V. 4pp 43945:344-43945:347 

S8011301BS Forwards Rov 2 lo 870014 appTcalion for amends lo Licenses OPR'42 & 
OPR-60.Rev allors changes proposed lor Toch Spec Figure 8.1-2 re plant organization 
& requirements for senior ronctor oporator requYemonis lor mgl & support staff. 
MUSOLF.O. Northern Steles Power Co 80/01/04. OocumonT Control Branch (Docu- 
manl Control Desk), ip 44003:103 44003:1 17. 

—8601130202 Rev 2 to B70G14 appLcation for amends to Uconses OPR-42 & DPR- 
63.revi^ng Tech Specs re plant oiganizellon & requirements for sen'or reactor opera 
tor requirements for mot & support stall 

MUSOLF.O. Norlhsrn Stales Power Co 80/01/04. 7pp 44003:104-44003 110 

8801270110 Informs ol roceni organization change wilh'n Oiv ol Reactor ProIectsO 
Ollanni remains as NRR prolocl manager for plant & T Quay will serve as backup 
prqloci manager Facil-ly iranstoaed lo author dTeciotelo. 

VIROILIO.M.J Project Diroclorate lll-l. 86/01/22. MUSOLF.O.M Northern Stales 
Power Co Ip 44149 204-44149 204 


O. Inspection reports. IE Bulletins & correspondence 

8712180389 NRC Into Notice 67-064, "Convict'on lor Faisihcal.on ol Security Training 
Recorda" Svr: Hst end. 

ROSSI.C.E Division ol Oporetonal Events Assossmenl (Posl 870411). 87/12/22. 
Consolldalod Edison Co. of New York, Inc. i20pp 44i63.00l-44l63;t24 

0712170119 NRC Info Notico 07-066, "Plant Operation Beyond Analyzed Condilions." 
Svc llsl oncl. 

ROSSI.C.E. Div.slon of Oporabonel Events Assossmont (Post 670411). 87/12/23. 
ConsoBdeteJ Ed son Co. of New York, me. 120pp 44068 006-44058.127. 

8712230003 Suppi 1 to NRC Info Notice 67-028. "Air Sys Problems al US LWRs." Svc 
Hsi encl. 

ROSSLCE. Oivislen of Oparatlorwl Events Assossmonl (Post &704tt). 87/12(26 
Consoidatad Edison Co. of New York, Inc 124pp. 43B05;136-43995:267. 

8712290155 NRC inio Noilco 67-068, '‘Inapproprlato Application ol Commercial Grade 
(^mponettia.'' Svc list oncl. 

ROSSI.C.E. Division ol Oporetional Events Assossmont (Posl 870411). 87/12/31. 
Conso»daisd Edison Co. of New York, me. t20pp. 43965’258'4360d.0l6. 

8712300001 NRC Info NoHco 67 087. "Lessons Learned From Regional insps of Li- 
censee Acuorss in Response to lE BuHei'n 80-i l." 6vc i-st end. 

ROSSI.C.E. D'vision of Oporoiionel Events Assessment (Post 870411). 87/12/31. 
Consokdstod Edison Co. of Now York, mo. I23pp. 44036:164-44038:288. 

8601110267 Forwards Ssloty Insp Ropts 50-262/07-10 6 50-306/67-16 on 871004- 
1114 & notice ol violation. 

QULOEMONO.W.O. Region 3. Ofc ol the Director. 67/12/3t. LARSON.CE. Northern 
Sletes Power Co. ?pp. 49»70:202-43070;2t3. 

-8601110271 Nonce Ol violalion from Insp on B7I004-1 im.Viotaiion noiedion 
07l026.ono of two paths irom grid to Safeguards 4KV bus not tuhV operstionel for 13 
njnutos & action not inliiatod lo place reactor in cold shutdown. 

GULOEMOND.W.Q Region 3, Olo ol the Duoctor 67/12/31. ?pp 43870:204- 
43970.^5. 

-8601110272 Safety Insp Repis 50-282/07-19 & 60-306/87-16 on e7lO04-l114.Vtola- 
lK>ns noted Me)or ereas )nspocled:prev)ous insp lindlngs.plsnl opeial'iona) 
safety, m^nLsurvelHancos. spent fuel poof aclrvlllea & meolings w/cerpotale mgl. 
OEFAVenE.R. Region 3. Ofc of the Oiroclot. 07/12/29. Cpp. 43976:208 43070 213. 

8901110382 AcK receipt of 671005 Itr Informing NRC of steps taken to correct 
'^lob'OTsRequasis sddi Info ro Violation II In order lo reach conclusion concerning 
edoquBcy of corrective actions.NRC remained concerned w/lmpsct ol personnel 
errors 

NORELiU3.C.E Region 3. Ole of the Director. 67/12/31. URSON.C.E. Norlhorn 
Sietes Power Co. 2pp. 4397? 169-43972:1 70. 

8601060364 Suppi I lo NRC Info Notico 66-081, "Broken Exiernal Closure Springs on 
Alwood & thrill MSlVs." Svc llsl oncl. 

ROSSI.C.E. Division of Operoltonal Events Assossmont (Post 670411). 68/01/11. 
Consotidaled Edison Co. ol Now York, Inc. 123pp. 44036:041-44038 163. 


R- Periodic operating rspotls & related correspondence 

660(180268 Monthly operating repts for Deo I967.W/880107 Itr. 

OUGS7AD.O., MUSOLF.D. Northern Slates Powor Co. 07/12/31. 9pp. 44041:064- 
44041:072. 


V. Operator ExemlnaUons 


6601209231 Partlol response to FOIA requosi lor documents ro worker training pro- 
grams & INTO Iralning eccreditation.Forwerds App F documonts.App E 6 F docu- 
ments also available In PDR.Addl records also available In POR under Bossong FOIA- 
e7-2Q4. 

QRIMSLEY.OH. Division ol Rules & Records (Posl 870413). 68/01/12. BOLEY.K. 
Pubiio Citizen's Critical Mass Energy Project. 6pp. 441 16:001-441 16.039. 

-6807090659 Discusses altendance at 660628 & 26 INPO Accreditation Board 
meetings. Board attendees listed & major facility- specific Issues 6 util responses 
discussed. Evaluation method appears ellecllve overall. NRC involvement should bo 
nvalnlalnod. 

BOQER.B.A. Operator Licensing Branch. 86/06/20. RUSSELL,W.T. Division of Human 
Factors Technology (051125-87041 1). 7pp. 4411B;36B-441 19.010. 
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8601II0S02 Hevisod Artificial Island Err.cigancy Plan Adminsirabve 
Procadiiros.lncluding Pev 2 to EPIP 1006. "Emorgency Egapmont Invorttory Redisilon 
ProlQcDon” & Rev 2 to EPIP i007.Rovtsob table ol contents also oncl. 

* Public Soruice Electric & Gas Co ol Now Jorsoy. 67/12/30 76pp. 43d66074> 
43966:151 

6601120242 Rov 16 to "Sfllom Gonoraimg Stoilon Event CiaasHicalion Guido. " 

* Public Semico Eloctnc & Gas Co. ol Now Joisey. B7/12/30. 2Q0pp. 43d86.066- 
43966 228. 

8801120312 Rov 2 to Artiliclal Islond omargency plan Soction It. "Pioloctive Re- 
sponeo.*’ Change pago 6 revised table ol contents oncl. 

BURGIN.O,. NICHOLS, J. Pvrblic Service Electric 5 Gas Co ol New Jeisoy. 67/12/30 
Opp- 43091:125-43991:133. 

8801130103 Revised omergoncy plan Implemenilng procedures.Includng Rov 4 to table 
of contents, Rov 2 lo EPfP 103S, "Alert," Rev 2 to EPIP 1035, "Silo A/oa Entorgon- 
cy," Rov 2 to EPIP 104S, "Qonotal Emetger'cy." & Rev 1 to EPlP tOSS. "Ptoioc- 
tion... ■' 

* Pub'lc Semico Electric & Gas Co ol Now Jersoy. 67/12/30. &8pp 44002:310- 
44003 016. 

8801270015 Rovisod emecQency plart implemortting pcocnduros.conslsling ot Rov 2 to 
EPiP 602. "Radiological Ooso Assosamem" & Rev 2 lo EPIP 603. "Piola Monnorlng " 
W/rovIsod table ol contents. 

BANNER.C.VV.. WHITE.P.. NICHOLS.J. Public Son/lco Electric 8 Gas Co. ol New 
Jersey. 00/01/12. I20pp 44142;2i3-44l42,a32. 

6801370306 Revised emergency plan Implomenting procoduros.lncluding Rev S lo lab’e 
ol contents. Rev 2 to EPIP 202b. "Operations Support Cir Activation & Operations" & 
Rov 2 lo EPIP 301 S, "Redlallon Protection Tochnlclan(a) • Onshllt Rosponso. 

' Publ'c Service Elocidc & Gas Co. ol New Jersey. 88/01/22. t6tpp 44145001- 
44145:006. 


P. Operating llcente slags documents & eorreapondencs 

8601120000 Fo/warda inlo re Roaoutce Technical Svcs.tnc,lnclud‘ng eummary ol NRC 
coniract worh.NRC Form 26 lor throe exisling conirecis. audit Inlo.work hislory & ilsta 
ol expertise nva iablo lor special Insps & ot current resource aves 
fEL'mOUS.R.A. Resource Technical Services, Inc. NflC-2a-67-4i7. 87/i2/i6. 
JOMNSON.Im. Region 4, Ole of Ihe Director. 7tpp 43996 230-4 3096300. 

8601070205 NotiUcallon of 860106 mooling w/Weslinghauee Ownors Group Operattone 
& Analysis Subcommitteea in Bethoada.MO to discuss subcommiitoos investigaiiorts in 
analysis erea re Generic Ltr 87-i 2. 

TRAMMELL.CM. ProiOCt Olrocloraie V 87/12/30 KNIGHTON.Q.W. Project Oiroctor- 
ate V. 4pp. 4394S’344-43Q45:347 

8801200231 Partial response (o FOIA request lor documonis re worker iraming pio- 
grams & INPO training accrediiaiion.Forwerds App F documQnts.App E & F docu- 
monta also ova>laDio in POR.Addi records also available in POR under eoasong FOiA- 
87-2(14. 

GRIUSt.Ey,D.H. Division ol Rules 8 Records (Post 070413). 08/0t/i2. OOlEY.K. 
Publ'c CKisen'B Cniicai Mass Energy Prolocl. Opp. 441 18 001-441 18.039. 

••8801140691 Submils observations ol iNPO accred-iation boerd dStiH meoiing w/ 
utils ro plant (raining programs Salem oiecirieoi 8 mechanical meini training progrems 
not ready for review 8 should not have boon accredited 

800HEn.H.R. Maintenance 8 Training Orancit 85/12/30. RUSSELl.W.T. Division ol 
Humen Paciore Technology (66 1 125-87041 1). I3pp. 441 18 204-441 i8:2i0 

8801270164 ApoUcalion for amends lo Licenses DPR-70 8 □PR-78.addlng action sleio- 
menl 8 associated surveillance lo Tech Spec 3/4.e.4.I.CHBngo3 applicable when both 
hydrogen onalyzere Incperable.Foo paid. 

MCNcILL.C A. Public Service Electtlc 8 Gas Co ol Now Jersey. 08/01/10 Oocument 
Control Qranch (Documsnl Control OosK). 6pp. 44141:050-44141:085. 

-8801270168 Proposed Tech Spocs.adding action sialemoni 8 assocaled sutwoliance 
re siiuatron when both hydrogen analyzers Inoperable. 

* Public Service Electiic 8 Gas Co. ol Now Jersey. 80/01/19. 2pp 44(41.064- 
44141:065. 


Q. Inspoollon reports, IE Bullellna 8 correspondence 

8712290374 Ack receipt of 671028 ltr Inlorming NRC of aclions taken lo corroci viola- 
Uonsrwtad In Insp Roots 60-272/87-21 8 60-31 1/07-28. 

GALLO.n.M. Region 1, Ofc of Ihe Difoclor. 87/12/16. MCNEILL.C.A PuMc Service 
Eleciric 8 Gas Co. ol Now Jersey. 2pp. 43893:084-43693:089. 

6712180389 NRC Info Notice 87-064. "Conviollon for Falsllicailon ol Security Training 
Records." Sve list oncl 

ROSSI.C.E Division ol Operallonal Events Assessment (Posi 870-111). 87/12/22. 
Consolidated Edison Co. of Now York, Inc. 120pp. 44153:001-44163:124. 

8712170119 NRC Info Notice 87-065, "Plant Operation Beyond Analyzed Concfcllons." 
SvQ lisi and. 

ROSSI, C E. Division ol Operallonal Evonis Assessment (Post 870411). 87/12/23. 
Consolidated Edison Co. ol Now York, Inc. 120pp. 44056.006-44056:127. 

6712290347 Ach receipt ol 870924 Hr Inlorming NRC of steps taken lo correct vroiaUons 
noted In Insp Repl 60-272/86-30 8 50-31 1/66-32. 

MARTIN, T-T. Region 1. Ofc ol the Director. 87/12/23. MCNEILL.C.A PubMc Service 
Electrlo 8 Gas Co. ol New Jersey. 2pp. 43693:097-43693:098. 

8601050384 Forwards Inservica Insp (ISJ) program boundary diagrams lo Rev 0 to ISI 
program lor second lO-yr Insp inlorval Requests Interim approval ol program 8 alienrt- 
ant requests for rellel be granted within 30 days of 880idf.W/40 oversize drawings. 
MCNETll.C.A. Public Sorvfco Eleciric 8 Gas Co. ol Now Jersey. 87/12/23. Document 
Control Branch (Document Control Desk). 4pp. 43914:347-43914:350. 

8601130276 Forwards Salely Insp Ropls 50.272/67-31 8 60-311/87-32 on 871026- 
30.No Violations noted. 

JOHNSTON, W.V. Region 1, Olo of the Oireotor. 87/12/23. MCNEILL.C.A. Public Smv- 
Ice Electrlo & Gas Co. of New Jersey. 2pp. 44029;344-44029:345. 


-8801130277 Insp Repts 50.272/87.31 8 60.311/87-32 on 671026-30 No volauons or 
deviodoT.s notod.Ono unresolved item nolod. Major areas inspected I'censoe action on 
provous NRC tindings.OA audit program 8 OA procedure review. 

FINKEL.A. PRELL.l, SfLK.O. Region 1, Ofc ol tho Director. 07/12/23. 15pp. 
44029 348-44020:360. 

8712230003 Suppi 1 to NRC Info Notice 67-026, "A-'r Sys Problems at US LWRs " Sve 
Usi end. 

ROSSl.CE. Division of Oporational Eva.nts Assessment iPosi 070411). 67/12/28. 
Consoijdaied Edison Co. ol New York, Inc I24pp. 43995:138-43995 257. 

8801140354 Fonvards Salely Insp Repts 50-272/67-33 & 50-311/87-34 on 871116- 
20.NO v.olabons nofed. 

MARTIN, T.T. Region 1, Ofc ol iha Direcior. 67/12/30. MCNEILL.C.A. Public Serv.co 
Electric 8 Gas Co ol Now Jersey. 2pp. 44042.337 44042.345. 

-8801140382 Insp Repis 50-272/67-33 8 50-311/07-34 on e71ll320No violations 
noled.Majo/ suoas hspected:nonr8diologlcal chem'suy program, including measure- 
moni conirol & analytical procedure ova'uations 

ZieULSKY,H. JANQ.J , PASCIAK.W.J. Region 1. Ole ol the Director 87/12/24 7pp 
44042:339 44042:345 

9712290156 NRC Inlo Notice 07-066. "Inappropriate Application of Commerdal-Qrode 
Components " Sve list end 

ROSSI.C.E. Division ol OpnralionsI Events Assossment (Post 370411). 07/12/31. 
Consolidatod Edison Co. ol New York. Ins. 120pp. 43995 25B-43996 0I6 

8712300001 NBC Info Not co 67-067. "Lossons Learned From Reyonai Insps of U- 
censoe Acirons In Responso to IE Bulletin 60-11." Sve hsl dncl. 

ROSSl.CE Oivlsion pi Oporational Events Assessment (Post 870411). 37/12/31. 
Consolidated Edisori Co. ol Now York, Inc t23pp. 440.10:I64-44038 286 

8601130171 Forwards final rosponso to IE Bul'otln 85-003, "Motor- Operaiod Valve 
Common Modo Fai'uros During Plant Translonis Due lo Improper Sw.Ccn Settings," ro 
lOvlew ol soiocied ECC5 motor opsraied valve switch soilings. 

MCNEiLL.C A. Pub'lc Sorvico Eioclrlc & Gas Co. of New Jersey. 83/01/05. Oocumoni 
Control Branch (Document ConKol Oosk) t2pp. 44003 085-44(j03:096. 

8831190085 Responds lo NRC 871209 Hr re vlolaUons noted In Insp Repis S0-272/e7- 
30 8 50-31 1/87-31. Corroclive ocilons rad ation worker training 8 ravlow modules will 
be strengihenod In ares of locked high rad'etion area coniroi 
MILTENQEROER.S Public Servico Oeciric & Oas Co. ol New Jersey. 88/01/08. Ooe- 
umonl Conirol Branch (Oocumont Conirol Dosk). 8pp. 44063:000'44CieO:08&. 

6801080394 Suppi I 10 NRC info NoHdO 86-081, "Broken Eklornal C.'oBuro Springs on 
Atwood 8 Morrill MSivs " Sve Hsl oncl. 

ROSSl.CE O-vision ol OporaL'onai Evonts Assossment (Post 870411). 89701/tt. 
Cor^solldaiod Ed«on Co. ol Now York, Inc. 123pp. 44038.041-44038:183. 

6801260339 FprwQrds rosponso to NRC Compliance Bulletin 07-002 ro testing ol 
fasinors (odsteimino conlpirnsnco w/appliceblo mail spocs 
MITTiNGRiOGE.S Public Service Eloouic & Gas Co. erf New Jecssy. 88/0U22. 
RUSSELL.W.T. Region l. Olo ol the Director 160pp. 44160.219-44160:027. 


8. Repodsbla oecurrenees, LERs ft related correspondence 

8801040878 lER 87-009-06:on 871l25,uli| task force cxaminrng comp'lancd w/ 
lOCFRSOApp R found madoguecies ra RhR room coolois ft control codings Caused 
by inadequate design ravlew.Design change mods being made W/B7 1224 Hr. 
POLLA(^,M,j., ZUPKO.J M Public Sorvico Eloctrle 8 Oas Co. of Now Jorsay. 07/12/ 
24 I3pp. 43961 183 43081:195 

8801040691 LER 87 0l6-00.on 071 t27.Qnglnootlng review n1 plant eieciricof sys re- 
voaied potenlial for insdenuaio voltage In motor conirol circuits lo pickup starter 
coll.Caused by inadoqualo i/osign reviow.Circuits cortec(ed.W/67l224 Hr. 

POLLAGK.M J , ZUPKO.J.M Public SorvJco Eleciric 8 Gas Co. of New Jersey. 87/12/ 
24 8pp 43601:173 43961:178 

0801070036 Special Rapt e7-7:on 871207, valid lost lal'ure ol dfesol generator 2A 
occtviodCsused by parsonnei error.Fusa leads disconnected 8 inslai'ed corrocHy 8 
coniiacior suporvr&lori counsolod all contreclor aleciriclans. 

ZUPKO.J-M- Public Sorvico Electric 8 Qas Co of New Jorsey. 87/12/29. Oocument 
(^nlroi Branch (Documont Control Dosk) 3pp. 43970:359-43976 361. 

8331120026 LER 87'016'00ori 87l207.dlosel goneraior 2A survoillanco m-ssed. Caused 
by poraonnal arror.Porsonnol disciplmod, survalHenco completed 8 nvrtnl rovlow 
planned lor Incorporation Into training programs.W/060l08 Hr. 

POILACK.M J.. ZUPKO.J.M. Public Service Electric & Gas Co ol New Jorsey. 88/01/ 
08. 4pp 44030:07l-44030074. 

8601120068 LER e7-017.00.on 87t206.vllal 26 & 125 volt batlerles declared inoperable 
sincQ measured grawitios did nol meet Tech Spec survel'lancea.Caused by procedure) 
^adequacy. Procedure revised 8 batlerles charged W/870106 Hr. 

POUACK.M.J.. ZUPKO.J.M. Public Service Electric 8 Gas Co. ot New Jersey. 88/01/ 
06. 5pp. 44030:103-44030 107. 


V. Operator Examinations 

6801200231 Partial response lo FOIA roquosi tor documents re worker training pro- 
grams 8 INPO Irainirtg accreditailon. Forwards App F documents.App E & F docu- 
manis also available In POR.Addi records a>so available in PDR under E3o88ong FOIA- 
87-204. 

GRIMSI^Y.O.H. Division ol Ru'ea 8 Rocords (Post 870413). 68/01/12. BOLF.Y.K. 
Public DUzen's Critical Mass Energy Projoct. Opp. 44116.001-441 18.039. 

-6808100210 Forwards final rept on posl-accrodilatlon audit ol training programs con- 
ducted on 860624-26.Sirong mgl commitment to training ImprovemenT exists at 
iadlib'es.lssuanco of INPO guidance will help to Improve job Incumbent training. 
RUSSELL.W.T. Olfice ol NuCloar Reactor Regulation. DuoclOf (651125-870411). 80/ 
08/00. STRAHM.K. Institute ol Nuclear Powar Operations. lOpp. 44116;045- 
44119.854. 
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•^611040020 Cor(oc!s oner m 060603 (epi On pos>-ecciod (ebon audit ot tra.ning pto- 

R iarrs at plant. 

USSELL.W.T. Division ol iiuman Factors Technology (8St1SS-8704tl). 86/10/24. 
STRAHM.K In&tilute ol Nuc'oar Powor Operat'ons Ip 44lio. 044-44110:044 

•^601320166 Advises ol attendance at 870923 Natl Nuclear Acc/ediiing Board meeting 
at INPO oica In Atlanta, GA ro training progranis at tvro pianIs.Bnc/s irK'ude kst ol 
Board ir.ember names A attendees & 07II0S plant status accreditation table. 
G'8SON,A.F. Rs^on 2. Ofc o( Ibo Qirectat. B7/tl/02 ROB.J. OMaton ol Ucertsee 
Performance & Quality Evaluation (Po8l0704l 1). Spp. 441 t9.1S9-44ll9:t66. 


DOCKET 50-312 RANCHO SECO NUCLEAR OENERATINQ STATION 


F. Security, medicar, emergency 8 lire protection plana 

57123 10293 Forwards Insp Rept 50-312/57-33 on S7t0te-23 No vtotation noted. 
WENSLAWSKt.F Region 5. Olcot the Director. 87/12/17. ANOOGNiNt.C. Secramen 
to Municipal Ulirty District. 2pp. 43964:023-43964:037. 

-8712310238 Insp RapI 50-312/67-33 on 57IOIO-23NQ denctencios or violanons 
noiedMajor areas Inspected emergency pieparedness program Includ-ng meieoteiogy 
8 lol'oviri*p ol open items. 

PRENOEHQAST.K, FISH.R. Region 5. Ofc ol the Oiioclor. 87/12/16 7pp. 
43964 .031-43964037. 

6691060085 Forwards Insp Repi 50-312/87-27 on 87t 102-09 No delidenctes or vioie- 
t.ona noted. 

W£NSLAWSKI,F.A Rog'on 5. Ole of IHQ Director. 87/12/21. ANOOGNINI.C. Secra 
rnento Municipat UlA.ty Otatrtet. 2pp. 43360.266-43960-275 

-8601080091 Insp Rept 50-312/87-27 on 671102-06 No violatiens noted. Me(or areas 
fnspecied.emorgencv preparedness ezeiclse. aasoc-'ated critique 5 lollowup liema. 
PRENOEROAST.K . GOOO.Q M . PEROTTi.O Reg'On S. Ole of me Oirectoi. 07/12/ 
21 app. 43930268-43960 276. 

8801110347 Forwards Insp flepl 50-312/97.39 on 87ltl6-1®.No vtolaiions 
noied.Underalandi/ig ol correedve actions cn pre- A post restart coneoms auniina- 
rized In AppsAA G 

PAT6.R.J Region 6, OIc ol the Ohector. 81/12/24 ANDOGNINI.OC. Sacramenip 
Munlc-pal Uli'ily Oisiricl. 2pp. 4387l:t70-4397i;tee. 

-8801110381 Insp RapI 50-312/S7-39 on e7lli6-ie.NO vfo'atlons ct devieiione 
noted. Me|or areas inspected followup cn previously Identiisd oportiiama & Irreproiec- 
Ion program 

RAMSEy,C, RiCHAROS.S Region 5. OIc ol the Drector. 87/12/24. 17pp. 
43e71;l72-^3971:t88 

8801200138 Porwa/ds "Proposed Alarm Sys Mods NFPA 720 Complianco."* onsudng 
ibai plant Lra proiacllon 8 daieeiion sys meet NFPA raquiremonis.pe/ LER 67-29 
commnmania. Corrective actions ro Tocit Spec violaiion also encl- 
ANOOQNINI,Q.C. Secrameitio MuiVcipal UtH-^ Oietrtct. a6i'01/02. WARTIN.J.e 
Ragpn S. Olc ol the CMrecior. 22pp. 44051-295-44051:342 

-8801200141 "P/opoaed Alarm Sys Mods NFPA 720 Compl.ance." 

• Sacramento Municipal Utility DisWcl 87/12/31. 26pp. •r40Sl:3l7.4405l;342. 

8601270051 Forwards minutes of 87fi24 & 1207 maotinas whicb discussed 
procuremenUire proieciloaconirol room esseni'al air ccnd.iion.ng tasting & other loM- 
cal concerns & propnaiary 871202 memo ro summary of l-quid spills Momo wiih7>enl 
KIRSCH.D F. NflC • No Detailed AlflUalion Given. 68/01/11. ANDOGNfNi.GC. Socre- 
tT-.enlo t^uftlcipal UVtity District. 2pp 44140 247-44140:302 

-8801270095 Summary of 871124 meeilng w/uN at Region IV re pfocuremom 
program, reedinoss of nre proleclion sys lor rosian & cuireni concerns Notice ol aignU- 
tcant licensee meol.ng 8 viewgiaphs oncl. 

MILLER,!.. Renton 5, Ofc ol the Ditecior. 87/12/03 Region 5. Olc of ihe DHecioi 
42pp. 44t40 219-44140.290. 

-6601270115 Summary of 671207 meeting w/uM at plant site re recent events at 
lacility.conirol room HVAC & lacllity readiness lor restart Mealing agenda 8 viow- 
Qiephs oncl. 

MILLER, L Reg'on S, Olc ol the Oiroctor. 67/12/14. Region 5. Ofc of the Orector 
f2pp 44140;2§l-44t40302 

8801200050 Notifies ol complelon ol review of 871104 emergency plan rev.fnclud-'ng 
dariflcailons & lesponses ourlng 871218 meeling & 660106 lelcon.EmargenrY plan.8S 
chang^.maels 10CFPI50.47(b) sids6 l0CFR50,App £ roquiromonta. 
flSHfl.F. Region 6. Olc of the Oiroctor 68/01/12. ANOOGNlNLC Sacremenlo Mu- 
nicipal UtlLty Oisiricl. 2pp. 44106.196-44106:197. 


P. Operating llcensa stage documenta 8 correspondence 

8801250208 Forwards ’’Sys Review & Tesi Program Mol Overview Manual." 
ANOOGNiNI.GC Sacramento Municipal Uti'itv QiSinci. 87/08/25 MARTIN J6 
Regions. Olcol the Director. Ip. 44158:309-44168 344. 

8801110419 Submls monthly update ot reslert scope llsl & longrenoe scope 
llsl.including loial statistics as ol 871221, restart items voided or downgraded lo long- 
canga since 07it2O,r\ew(asLarl Items & new iusufied long-isnge & In-vaTid Aains. 
COWARD.G.A Sacramento Wunfc-pal Uiil.ty Disinct. 87/12/^3, MARIINJ.B. Region 
6. Ofc of (he Director. 206pp. 43983:341-49984.186. 

6801130236 Appilealion for emend lo License OP/l-54,consisl'ng of proposed Amend 
159 incorporatifta aoeWent monitoring insliumerrtaiion lecenlly irstalteif or 
upgradedj>or Rev 3 to Reg Guide f.97.Suuersedas Amends l3l 6 132 Fee paid 
FiRLir.J.F. Sacramento Municipal Utility District. 67/12/23. MIRAGLIA/J. Aasoctsie 
CSreclOf lor Pro)ecls (Posl 870411). 2pp, 44003:278 44002:294. 

—6601130238 Proposed Tech Specs tncorporaHrig accidani monitohng insirumorrtallon 
recently Irrstafled or upgraded- 

■ Sacramemo Municipal Utility Olstrici. 87/12/23. 15pp. 44002.280-44002 294. 


6801140032 Supplomonlal appilealion lor amend lo LIcenso DPR-54, consistlngof Rov 
2 to Proposed Amond iSS.esiabfishlng new act ot lower limits ol detecHon for pre- 
batch leieaso A composHo post-release analyses 

FIRUTJF Sacramonlo Murddpal Utility Dishici 87/12/23. MIRAQLIA.FJ Assooa*-9 
Director lor Projects (Post 870411). 2pp. 44010:105-44011:084. 

-9801140034 Proposed Tech Specs, ostab'lshinu new set lower limits ol detoctian fpr 
prebalch release & composite post-reloase antfysos 

' Ss^ramonlo Mui^tclpal Utility UvStrlCt. 87/12/22. 40Qop. 44010.107-44011:084, 

6801110474 Forwards Rov 5 to AP.310, "Olfslto Ooso Calculation Manual," lor rovlew 
(o support evaluation of proposed Amend 155, Rov 2. Rev incorporates rosulls of veri- 
fication & validation as vvall aa NRC & internal reviews. 

ANOOGNiNI.G.C Sacretnet^to Municipal Utility Dialncl. 67/12/27. MlRAGLiAFd. As- 
sociate Croctor for Prolecis (Post 870411). tp. 43986:160-43066 204. 

-88O1tl0469 Rsv S to AP.310, "Olfsifa Dose Calculation Manual." 

’ saciamenio Municipal Ulillty Oistncl. 87/12/21. 44pp. 43986:161-43986:204. 

6801130099 Forwards rosuHs ol 870909-25 eddy current Insp ol lacilfty gonerators.per 
commlmem In 671215 Itr to Invostigaio statistical d'Scropancles re results ol stoart 

S Bperaior eddy current evam 

IEYEH.K.A. Sacramento Municipal Utility District. 67/t2/29. MARTIN.JG. Recon 5 
Olcol thoOvector. 3pp. 44039 1D8.A4D39 1 10 

8801190030 Forwards updaio of posl-accUenl samp'ing sys status rapt summary ;q 
mods.losilnaprocadi/res.iralning.malnt & spare pans for sys 
CROLEY.a.G Sacramento Municipal Ulil-ty Disihcl. 80/01/04. MARTIN.J.O. Rogion 5, 
Olc of the (Erector 4pp 44045196-44045:202. 

8801120213 Advises that oddl mods lo control room/tochnlcal support clt IIVAC syo 
rteodsd to improve ra.’iab.lity & oporabllity.Util will notify NRC of data when lostod sys 
w8i be ava labia for NRC observation. 

ANDOQNiNI.GC Sacramento Municipal Utility Dislrlci. 66/01/05. MlRAQLiA.F.J. As- 
sociate Oiiecior lor Projects (Post 8704 1 1). Ip. 4369O:234-4309O:234. 

8801190246 Forwards FR not'eo of cons'deraiion of Issuance ol amond to Licenso 
C^n-54 & proposed NSHC & Ppporfunity lor hearing on 870030 request re revs lo 
cad-iXogicat eiiiuoni Toch Specs. 

KALM^.O. Piojaci Duecioraie V. 88/01/05. ANDOONiNl.G.C. Sacramonto Mumcips) 
Ubiity OisiriCt. 2pp >t'l05& 19t-44055:<99 

-8712280298 Nonce of considoreHon el issuance ol amend lo License OPR-94 & p-o- 
posed NSHC doloiminaiion & opponunity lor haaring on 870630 /equost lo 
l:Qu(d.gaseous 6 solid radwasie sys 

KALMAN.O Project DiectO'ete V. 87/12/16. 7pp. 44055:ie3-4405&.19e. 

6001250226 Forwards Amend 93 lo Liconsa OPR'54 & safety evaluation. Amend to- 
vises criteria re auxilary loedwaiei sys 8 sdds specific requlroments sssoclaied w/ 
otno/QMicy loedwaier insirumenlaiipn 8 control sys. 

KALMAN.G. Picked Dneciotate V. 88/01 /05. ANOOQNtNI.Q C. Sacremento Muricipat 
UUKy 0.strtci. 3pp. 441 16:139-441 16 215. 

-8801250241 Amend 93 to License OPR-S4, revising criierla ro auxiliary foadwaier sys 8 
add-ng specific requirements associated w/ omatgoncy feedwaier instnrmenislion S 
contiot e^ 

KNIQHTON.0 W Project Directorate V. 66/01/05. 42pp. 44116:142-44116:162. 

-8801260246 Safety eveluatlon supporting Amend 93 to Liconso DPR-54. 

* Office ol Nuclear Reactor Regulation, Dirnctor (Post 870411). 88/01/05. 33pp 
44116 183-44116:216 

8601130396 Supplomeniat applucetion tor amend lo Ucenso DPR-S4, consolidaling ap- 
pl'cab-lity raquirement for containment Iniogniy in Tech Spec 3.6 applicab.lity state- 
ment. 

FtnuT.J.F SBcamonio Municipal Utrtiiy DlsWcl. 68/01/06. t^lRAGLlA.F.J. Assocmie 
OIreclOf lor Projects (Post 87041 1) 3pp. 44002:251-44002:255 

-8801130399 Proposed Tech Spec 3 G.consol-’datlng applicability requirement lor con- 
l^rMnent Integrity In app.'Icabilrly staiomant 

* Sacramento Municipal Ull'ilyDiSlrlci. 68/01/06. 2pp. 44002:254-44002:255. 

8801130278 Forwards eupplemenial Into to radioactive liquid effluent ays deactiplon 
prowded via Ltr GCA 07-763 did 671 1 12,lo supped ovaluation of Rev 2 lo proposed 
Amend l56.Concerns raised ro radioaclive liquid elliuent ays listed. 

ANOOGNINI.GC. Sacramonto Municipal UMity District. 08/01/07. MIRAGLIA,F.3. 
NRC • No Delalfod AfMlaiion Given. I2pp 44000:234-44000:245. 

8801130377 Forwards response to NRC questions re reactor coolant pump undcfcur- 
lent relay. 

FIRIITJ.F. Sacramonlo Municipal Utility District. 88/01/08 MIRAGLIA.F.J. Associalo 
O.rector for Projects (Posl 870411). 5pp. 44002:266-44002:260. 

89DI19029S Forwards prinipul reflecting current status & schedule of plant resisri 
review Approx 74% ol 135 reviews, insps £ roslen Tech Specs complotod.Resla't 
SSER VAll ba Issued by 8801 IS. Add! SStR wifl be issued before siarlup. 
HOLAHAN.G.M. Assistant Dfrecior for Region Ilf £ Region V Reactors. 68/01/12. 
MiRAGLlA.F.j, Associate Oiioctor lor Piojects (Post 870411). 7pp. 44054:003- 
44054:009 

6801210081 Notifies that 125 volt dc nuclear sve bsllorles replaced during curient 
oulego.Prooperetional testing of balieries comploied.demonsirating operabl'ity of 
battedes.Dtscusaion of testmg ertef- 

FIRLirj.F. Saciamanto Mun'eipaf Utility District. 89/01/13. MlRAGLIA.F.J. Associate 
Dteefor lor Projects (Post 870411). 2pp. 44105:080-44105.061. 

6801210279 Forwards addi Info re control room habitability ays.per NRC 871215 re- 
quest. 

FlRLIT.J F. Sacramento Municipal Utility District. 88/01/13. MlRAGLIA.F.J. Associate 
atecior for Projects (Post 870411). 21pp. 44095:337-44096:051. 

-8601220351 Rov 3 to "Refueling interval.Specfal Frequency Control Room/ Technical 
SuppMt Cv Essential HVAC Sys Actuation Gy RAD Monliors £ Chlorine Oeteelors 
Train A." 

' Sacramsnio Municipal Utility District. 88/01/13. 26pp. 44095-358-44096.023. 
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-8601220370 Flev 2 lo "Uonihl/ Survei'Iancd Tost ol Control Room/ Tochnica) Support 
Cit Essential Ventilation Sys Loop A." w/one oversize drawing 
' Sacramento Munic'pal Util ty Oistrlcl 60/0(713. 20pp. 4<l096 02<l-4409eost. 

6801260456 Forwards radioactive llQuid efiluont sya evaluation damonstratng plant ca* 
pab i.Ues (or limiting radioactive liquid releases 

ANDOONINI.G.C Sacramento Municipal Ut lily District. 60/01/13. MiRA6LlA/.j. As- 
sociate OitectOf lor Piojocls (Post Q704ttv tp. 44125.33?-44t26.000. 

-8601260461 "Radioactive Liqu'd Eliiuont Sys Evaluation Using Program Liquid Eflluent 
Based Operating Guides Rov II." 

MURPHY.P., STORY.U, MARTIN.O.W. Sacramento Municipal Utlily ObliicL 88/01/ 
31. 32pp. 44125:330 44126.009. 

8801270411 Application to emond License OPR-S4,consl9llng o( Proposed Amend 
165, changing fecli Specs lo add veniilailon radiation monior to interim onsite alorags 
b'dg. Foe paid. 

FIRLIT.J.F. Sacramento Municipal Utility Oietrlcl. 00/01/13. MlRAGLlA,F.J. Associalo 
O’rector (or Projects (Post 670411). 2pp. 44140.073 44140:062. 

-6601270413 Proposed Tech Specs.consiating of Proposed Amend les.addlrtg voitbla- 
ilon radiation monitor to interim onsite storage bldg. Related info enci 
* Sacramento Municipal Utility District. 80/01/13. Spp. 44140.076. 44140-06? 

8801270560 Forwards status schedule tor lasting at plant. Update provides lalosl into on 
procedures Identified by NRC. 

CROLEY.Q.G. Sacramento Municipal Utihly District. 66/01/14. MARTIN.d.B Region 5. 
OfC 0( the Director. 2pp 44t45:105-44145:l06 

8801220S40 Forwards response lo NUREQ-1276, "Oporaling Expotienco Feedback 
Ropt ■ Now Plenta." NjREG-t275 recommondailons have boan reviewed tor rol- 
ovance to plant restart & posi rostarl eclivillea. 

FIRLIT.J.F. Sacramento Munic'pal utility District. 06/01/19. MIRAQli/LF.J. Associalo 
Director lor Projects (Post 070411). 21pp. 441 59:136 44 159:166. 

6901260081 Discusses end Inlo re invesllgaiion Into talsltlcalian of cable Insiaiiaiion 
records at tecl.'lty, Including ropta ol licensoo internal Investigation & final lesulis ol 
cable insp program. W/o siafou onda. 

KN1GHTON.Q. Proioct O.rectorale V. 00/01/19. MARSH.R. Region 5. Ofc ol iho Ol- 
iQCtot. app. 4«130.l6a'44130.t63. 


O. inspacilon reports, IE Bullellna 5 correspondence 

8712310212 Forwards Insp Rept 60-3t2/e7-3a on 071026-30 8 tlie20No vtolaiions 
noted 

ZIMMERMAN, R. Region 6, Olo of the Director. 87/12/15. ANOOGNINI.G.C. Sacra- 
mento Municipal Ulility Oislhct. 2pp 43963:313-43963 323. 

-8712310214 Insp Ropt S0'312/e7-36 on 671026-30 & 1tt6-20No vidailons 
notod.Mejor aroos ln6pacted:iicenseo actions on proviousiy idontliied nspocior Homs 
OiLERs. 

ANQ.W.P., MILLER, L. Region S. Ofc of (ho Director. 67/12/(4. 0pp. 43963:316- 
43963:323. 

6901070201 Forwards Rev 0 to Engineering Root EHPT M OOS?. 'ResoMioit of Audit 
Findings Pertaining to Flro Pumps/' per open liom (n Insp Ropi 60-3t2/07-1S.SctHXI- 
ule (or completion «^ll be provided by 671231. 

ANOOGNIM.G.C. Sactamonio Municipal Utility District. 67/12/15. MARTlN.J.e. 
Region 6, Ofc of Iho Oireclor. (p. 43001:220-43991.243. 

-8601070218 Rev 0 to "Resolution of Audit Findings Perlpnlrtg (o Fire Pumps." 

’ Sacramonio Municipal Uli'ity Olslrlcl. ERPT M.0067. 67/12/04. 23pp. 43991:221- 
4399t;243. 

6712310233 Forwards Insp Root 60-312/87-33 on 671010-23 No vicieiion noted. 
VYENSLAWSKI,F. Region 5, Ofc ol tho Director. 67/12/17. ANDOGNfNI.C. Sacramen- 
to Municipal Utility District. 2pp. 43964:029-43964:037. 

-8712310236 Insp Rapt 80-312/87-33 on 8710l9-23No deficiencies or vioiailons 
roied Mejor araes Inspocted omergoncy prepsrodnoss program inciurling metoorologY 
8 followup ol open Hems. 

PRENDERGAST.K, FISH.R. Region 6, Otc of Iho Director. 07/12/16. 7pp. 
43964:031-43064:037. 

8901060086 Forwards Insp Rapt 60 312/07-27 on 871 102-06 No dofidondes or viola- 
tions noted. 

WENSLAWSKI.F.A. Region 6. Otc of the Dlroclor. 87/12/21. ANDOONINI.C Sacra- 
mento Municipal Utilily District. 2pp. 43060:266-43060:276. 

-9801060091 Insp Rept 60-312/07-27 on 071102 OS No vioiailons nolod Major areas 
(nspocted emergency preparedness oxorciso, ossodaiod crillquo 8 ioHoiwup Homs. 
PRENDERGAST.K . GOOO,G.M., PEROHI.D. Region 6, Ofc of Ihe Direcior. 87/12/ 
21. 8pp. 43960:260-43960:276. 

8712160369 NRC Info Notico 67-064. "Conviction lor Falsification of SecurHy TrakYng 
Records." Svo list end. 

ROSSI.CE- Division of Operational Events Assessment (Post 870411). 87/12/22. 
Consolidated Edison Co. of New YofK, Inc. I20pp. 44163.001-44153:124. 

8712170119 NRC Info Nollco 07-066. "Planl Operation Beyond Analyzed Condllione." 
Sve liSl end. 

ROSSI.CE. Division of Operetronal Evonis Assessmoni (PosI 870411). 67/12/23. 
Consolldaled Edison Co. of New York, Inc. I20pp. 44056.008-44056:127. 

8801110347 Forwards Insp Ropt 50-312/87-39 on 87ltt6-t9.No violallona 
noted.Understanding ol corrective eclions on pre- & posi- reslan concerna summa- 
rized in Apps A & B. 

PATE.R.J. Region 5, Ofc ol the Director- 87/12/24. ANDOONINI.G.C. SaCTamonlo 
Municipal Utihly Distrlcl. 2pp. 43971:170-43971:168. 

-9601110361 Insp Rept 60-312/87-39 on 671 1 16-l9.Na. vioiailons or devtallons 
looted Majoi areas lrispec(ed:lctlewup or^ previously identltied open Items & Tire proteci- 
Hon program. 

RAMSEY, C.. niCHARDS,S. Region 5, Ofc of the Director. 87/12/24. 17pp. 
43971:t72-43971:t88. 


8601110529 Forwards formal responses lo NRC r^est-ons from 071215 exi meeting at 
concision ol Insp of ut-l rospo.nse to IE Ou'lotln 79-27. 

flfitlT.J-F Sflcrerrento Wonic pal Utility Distrlcl. 07/12/24. MiRAGLlA.F J, Aasodato 
O.rec<or(or Projocts (Post 870411). 7pp. 43970.123-43970.129. 

8712230003 Suppi 1 lo NRC In'o Notice 07-020. "Air Sys Problems at US LWRs." Sve 
Hsi enci 

ROSSI.CE. Djjieion ot Operational Events Assessment (Post 670411). 67/12/26 
Cortsol:dalad Edison Co. of New York, inc 124pp. 43995:130 43995 257 

0801130106 Forwards rev to 870510 rosponso lo Open Item 07-03 01 noled in insp 
Rapt 50-312/87-03 re inservIce Insp prog'am.Rov ropfacos rei to procedure OAP-21 
w/rol to QAlP-1604 "OA SutveHianco Program " 

ANOOGNINI.G.C. Sacromenfo Muncipal Utility Disiiici 87/12/29. MARTIN.J.0. 
Region 5. Ofc ol the Di.-ecior. 3pp. 44039 351-44039.353. 

8712290165 NRC Info Notice 67-068. "Inappropriate Application of Commercial Grade 
Componanis.'* Sve I sl enci. 

ROSSI.CE Division ol Oporailonal Events Assossmoni (Post 0704)1) 87/12/31. 
Consoidated Edison Co. of New York, Inc. 120pp. 43005.258-43996016. 

8712308091 NRC Info Nollco 87-067. "Lessons Learned From Regional Insps ol Li- 
censee Actions In Rospo.nsa to IE Bullet n 60-11." Sve list end. 
nOSSl.C.E. Division ol Opetetionel Evonis Assessment (Post 670411). 87/12/31 
Conso*ldaiod Edison Co. of Now Yo.-k, Inc. I23pp 44036 164-44038 266 

8801120197 Forwards rosponso lo D Crutchliald 870626 Hr ro rosults ol chemical analy- 
sis & mall loshny of lastonors obls'ned duri.ig maint .nsp conductod on 070200- 
lO.Oescrfpllon ol steps lakcrt to deroimina extern ol prob'em provided. 
ANOOGNINI.O.C. Sacramonto Municipal Utility District. 87/12/31. MIRAGLIA.F.J. As- 
soclato Oirocior (cr Projocis (Posi 870411). 6pp. 4.3997.236-43997:303. 

8801260261 Forwards insp Ropt 50-312/87-45 on S71 207-11. No violations noted. 
2IMMERMAN.R Roglon 5. Ofc of Iho Director. UB/Ol/OB ANOOGNINI.O.C. Sacra- 
monlo Mun'opal UH'ity District. 2pp 44170 156-44170:163. 

-8801280276 Imp Rept 50 312/67-45 on 671207-11. No violations or deviations 
noted Ma.or areas 'nspocted:acilon on previously idsnlilled itams.LERs & NRC bu'letin 
toflowup 

ANQ.W.P.. MILLER.L Roglon 6. Otc ol the O'recict. 66/01/05 6pp 44170:156- 
44170:163 

8801050394 Suppi 1 lo NRC Into Not’ce Oe-OOi, "Broken Exiornal Closure Springs on 
Atwood 8 Mornii MSiVs " Sve Hat enci 

ROSSI.CE. Ovision ol Oparsilonai Evanis Assossmoni (Post 670411). 00/01/11. 
Consoltlaisd Edson Co. of New 'YO’k, Inc 123pp. 44030:04i-44030:ie3 

8801220406 Responds to NRC Compflonco Sufioim 87-002. "Fastener Testing lo Oo'.er- 
(Dlno Conlormsnco w/ApplicQbie Mail Specs." 5-ngic la lure of Quality Closs I fosten' 
or ovaMetod & dotorminod lo bo eccoptabia. 

ANDOONINI.G.C. Sscramonlo Munfclpol Uti'ily D-Stnet oe/Ot/20. MARTIN, J.B. 
Rogors 6. Ofc ol tne Dirooior. I I4pp. 44170.1 76-44170 291. 

8801260677 Forwards Auornonlod Sye Roviow Tosi Progiam Followup Insp Ropt BO- 
312/87-29 on D70928-iODD.Encl axocutivo summary Includes findings that may result 
m onioicomont act-cn Ptocutsment piooisrn being (Ovlowet) (n sopatsiQ insp. 
CRUTCRFiElD.D Dwison of Roaoior Piojocts - lil.lv.v & Special Projeem (Rost 
070411). 66/01/25. ANDOONINI.G.C. Sacramonib Municipal Unity OiSiricl. 6pp. 
44173:152-44173 196 

-8801260666 Augmon'ort Sys Review & Test Program Insp Ropi 50-312/67-29 on 
e70920-l009 0pon A untescived Hems notod Major arass Inspectodopen & unro- 
aolvod Hams Item Augmonied Sys Review & Test Progrom insp Ropt 56-312/66-41. 
DYER,J.E.. HARPERjC. OKlce Ol Nudeor Reactor Repuiniion. Drocior (Post 
870411). MOWELL.AT. oh CO for Analysis & Evaluation ol Operaiionsi Data, Dirocioi. 
88/01/04 4lpp 44l73.150-44173:16e 


R. Periodic operating reporla & related corraapondence 

6801040519 Monthly oporeiing rapt lor Nov I967.W/07I216 l:r. 

805AK0WSKI.P., MEYERIka Sacramento Municipal Ulllity D.siricl. 87/11/30. 
MARTlN.J.6. Roglon 5, Ofc ol the Diioclor. ISpp. 43919.330-43919.344 

8601110218 Monthly operating ropt lor Nov 1087.W/Q71215 Ur. 

BOSAKOWSKI.P., MEYER.KA. Sacrarranto Municipal Uliiily Disirici. 07/11/30. 
MARTlN.J.B. Region 8. Ole ol Ihs DIrocior. 16pp. 43999:340-43999’3S4. 

6801270031 Monthly oporahnn rapt lor Dec I967.w/880115l1r. 

OOSAKOWSKI.P., CROLEY.B.G. Sacramonto Municipal Ulility O-slrlcl. 87/12/31. 
MARTIN.J8. Roo'on 5. Otc ol Iho Oireclor. 20pp. 44142:120-44142.139. 


8. Reportable occurrences, LERs & related coireapondence 

6601070045 Special Repi 07-26:updalod list of nonfunclional firo barriers broochod 
mote U^n 7 days prQvlriQd.Listdd pertatratOns erroneously reported os branchod 8 
dolnlod from ropt. 

FIRLIT.J.F. Sacramonio Municipol Ul-llty District. 87/12/15. MARTIN, JB. RoQlori 5, 
Olc ol tna Dlroclor. 8pp 43978:3 40-43076 355. 

8712290128 LER O7-047-OO.on 071124, lalluro to Conduct continuous purge sample 
durfr^ roaclor bldg purge noled.Caused by personnel error. hlVAC procedures revised 
IQ incoiporalopreceul'ons & purno sample In Hated. W/Q71 122 Ur. 

LAVELV.P.. ANDOONINI.G.C. Sacremonlo Municipal UMily DisVlct. 87/12/22. 4pp. 
43886.010-43066:013. 

8801070064 Forwards listed S&W & Failure Analysis Assoc repis ro vibrelion on TOl 
emergency diesel englnes,ln responso lo M Hartzman 671216 request lor addi Info 
COWAnO.Q. Sacramonto Munic’pal Utility Disincl. 87/12/29. MIRAGLIA.F.J. Associ- 
alo (doctor lor Projocis (Rost 67641 1) 2pp 43940:039-43940 293. 

-eWH07(l072 "Baseline Vibration Survey Emotgonev Diesel Qor\etatof ’A' Rancho Seco 
Nuclear Power Plant." 

QEflCEl-.E. Stone & Wobsler Engineering Corp. 14850.35-AVI. 86/12/31- 0Opp 
43840.041-43940:130. 



76 


docketed items 


43S40:13t^3940r164, ^na'neering Coip. »4e50,35.AV2. 86/12/a, 34 

8301,30066 Fo 

»3lig?.=SrfS' 

V. Operator Examinations 


J.ln3uronca*,ndemnlty,n,orma.,on 


8601260085 Forwnprfo c ^ 

8801120090 Fonvardi /f»f« b 

Siss “ 




NUOLEARONa, UNIT, 

•x;ar«s.~ 

’Si? w S«- ^ 

“■'* “ " ~tr 

« u»h, do. ipp*“&l.,'SyU5. »«». “"'"i™. OA«Pa J, * 

earnest, A a IfPiiv,. ■ alS.det«tten 

■P. «43,4“iSSA' «»ELULA, ,, 0,, J 2 
'0t280039 Hav 5 ,0 87/12/31. 

PUter GraBhi« Plan lmnt.pn„p.,..- 


8801220458 Ir. 'T' ■'•“• t;AMPBgLL 

8801260135 Ack race) , , ' •'^- DJreclOfale lv. 

JS®«S-^“=r.*=: 


blCK,a.F. Prolsri n?® 

'“ LIPOP!.. DPP 

aD&.?”ptIlcVSo7 pir*rrE^^^^ ™ '”«"*'•■ » 

8801220471 Fo/v/ard,r,. °®' -^PP’ 4‘1066;299.44066:302, 

=pp. «,M:oro"saM," “ “«op «=/o./,p, , 0,0 

°' '"■P“"°"'"’°'”' PPP...POOP.„ 0 . 

|^I?kS°op “ 7 “' '" ”' T'" 

t'T : «a'-f«s=.B«- - 

Sc^'oivla J oiT 

6*1 end. ^ *'^lo Notice 87-028 "Air Qu» d u, 

50 SSI.C.E, Divlalor. Af n ' US LWfll’’ 6 

^ten”toh“i?,Yj|5;’£”5«p" *«Me» mm KiYSm I"*,® “ W'»' 0'»3.Nort 

^^iSS::r=zr 

'^PP'Icatlon of Commercla|.G/a* 
'■¥vck^l''™T '"^P’ Pf U- 

E.ao“n" a 

•80,270162 Resoo rt ^•’PP- ^^P4Q-ie4.44038,'28e. 

|“n^“ch®n5?ca“ed|o^Ji®''^®f^"c%ariaappI|i'd|^ S 60.366/67- 

IEVWE.J,m. XtenMc® p^® O' 'eaSagl '"oosored value for suivell- 

^ Director. 4pp. 4416a:35^.S4*6Ko!^'’' CALUN.L.J . Region 4, Ofo of 

^U®”S'|o'bI\v DeteSlne’^Co Compliance Bui- 

Arfcansts P?Se)'a ®''' ^ ctos nS"oTBAi^n^Pr 

B7,20M,.No vlo- 

‘■^ ®PP' ■'4043:302-54£3:3K'”‘’'- CAMPBELL.G, Arkansas Power 


-8801130131 Part'ally w.mhold Insp Rapis SO 313/87-40 & 50-360/87-40 on 871207-1 1 
(ret 10CFn73 2liNo violations noiedMajor areas irtspoclod.licensoo compensatory 
measures.access conuol • personrtol.assossmeni eids.ddlaction aids & proloct^ 
area 

EARNEST KELLY, J A., YANDELL.L.A. Rogloft 4, Ofc 0l the DlroctOf. 87/12/31. 
ip, 44043 304.44043 304- 

8801050394 Suppi 1 10 NRC Info Not'ce 88-081. "Qrokon Evtemal C’osure Springs on 
Atwood & Mornll MSlVs." Svc llsl end. 

ROSSI, C.E. Oivis'on o( Operailonal Events Assessment (Post 870411). 88/01/11. 
Conso'idalod Edison Co of Now York, Inc. 123pp. 44036:041-44038:163. 

8801200124 Insp Ropis 50-313/87-35 & 50-368/87-35 cancelled. 

CALLAN.L.J Ron on 4, Ole ol Ihe Oireclor. 88/01/13. CAMPBELL.Q. Arkansas Power 
8 Light Co. Ip. 44106 205-44108:205 

8801200075 Forwards Insp Ropis 50-313/87-37 & 50-368/87-37 on 871021-23 & 27- 
30.No vtolaliOTis or doviaitons noled. 

CALLAN.L J. Region 4, Ofc ol the Oireclor 08/01/14. CAMPBELL, G. Arkansas Power 
& Light Co. 4pp. 44134:227-44134-240. 

-8801200077 Insp Repts 50'313/07'37 & 50-388/87-37 on 081021-23 & 27-30. No vio- 
lations or deviations notod.Major areas Inspected. I'uatiflcelion lor continuod operallon 
commAmeni Items & teekage of lower Insp ttBndiiol& cover. 

STEWART, n.c, MAAG.R.C., SARNES.l. Region 4. Ofc ot the Director. 67/12/ia. 
10pp. 44134 231-44134:240. 

8601280135 Ack receipt of 871221 Ur Informing NRC of slops token to corrocl vioieiions 
nolod in Insp Ropis 50 313/87-31 & 50-388^7-31. 

CALLAN.L J Region 4. Ofc of the Oiroctor. 88/01/10. CAWP0ELL.Q. Arfeerrsaa Powot 
8 Light Co. 2pp. 44127:302-44127:304. 

-6601260144 Responds to violailons nolod In Insp Ropta 50-313/87-31 & SO-368/67- 
31.0otn>ls withhold (ref 1QCFR73 21). 

LEVINE.J M Arkansas Power & Light Co. 87/12/21. CALLAN.L J. Region 4. Ole ol 
(he Oireclor. Ip. 44127 304-44127:304. 

8801280163 EN 87-044Con 680l26.order Imposing civil penalty In arrount of S2S.OOO 
Issued Linder term of otdar.liconsee rnay within 30 daya of date of ordor.pay penalty 
or request hearing Action baaed on violation Involving Inoperable pressudsar val^. 
LUEHMAN.J. LIE8ERMAN.J Ofc Ol Enforcement (Post 670413). 86/01/26. Ip. 
44157:243-44157:243 

8B01290136 Forwards order Imposing civil monetary penalty In amount of $25,000 ra 
safety Insp on 870201 '88.NRC concludes that licensee did not provide basis lor mill- 

f aiion ol proposed Civll penalty beyond that applied in notice of vlofat/on. 

AYLOR.J M Deputy Executive Oireclor for Regional Operations, EDO (Post 670413). 
86/01/26 CAMPQELL.T.Q. Arkansas Power & Light Co 2pp. 44176 002-44178.011. 

-6801290148 Order Imposing civil monetary penalty on liconseo in amount ol $25,000 
for violations nolod in Insp on Q7020l-28.Paymeni ol civil penalty requeslod wiihin 30 
days of order dale. Evaluations & conclusions onci 

TAYLOR, J.M. Deputy Exocutivo Director for Regional Operations. EDO (Post 670413). 
88/01/28. 8pp. 44 1 78 004-44 1 76 01 1 . 


R. Periodic operating reportc $ related correapondenea 

6601120040 Monthly operating rapi for Nov I087.W/87I2IS lir. 

QOaELL.JN.. WHlTT.M,. ENOS.JT, Arkansas Power 4 UflW Co. 87/11/30. 
eASSSTT.H.S. NRC • No Oaiaii&d AKiliatlon Given. 6pp. 44030:07>4<i030:070. 

6601270307 Olscussos quarierly alaius update of NRC inspociore socurity badgas/iram- 
fng roquiremanis. 

Levine, J M. Arkansas Power 6 Light Co. 67/12/23. CALLAN.L d. Rogion 4. Oic ol 
the Oireclor. 4pp. 44166:043-44186.046. 


U. CortgresBlonal/Exacullve Correspondence 

8601280638 Responds lo concerns raised In 871202 Itr re stainless steel meil dos-'gnal- 
bd as E-6nia 26-VActlon8 taken 10 address allegation that E-SiUe 36-t unsuitable lor 
use in nuclear power plants lislod. 

ZECH.LW. Commissioners. 66/01/20. GLENN. J. Senale. Governmental Affairs 5pp. 
44173:227-44173:233. 


V. Operator Eksmlnallons 

8801200231 Partial rasponsa to FOIA request for documents re worker (raining pro- 
grams 8i INPO training eccredilaHon. Forwards App F docurrents.App E & F docu- 
menis also available m POR.Addi records also available in POR under Boasong FOIA- 
87-204. 

GRIMSLEY.OH Division of Rules & Records (Post 870413). 66/01/12. BOIEY.K. 
PubHo Cillzen’s Critical Mass Energy Pro]ect. 8pp. 441 16:001-44118:039. 

-8612100113 Forwards final repts from NRC posl-accrodilallon eudils using Training & 
Review Criteria & Procedures published es NUFIEQ-1220 In Jul ISSe.Gotn job & (ask 
analyses necessary lor lull implomonlallon of performance-based training. 
RUSS6LL.W.T. Division ol Human Faclors Tactmology (851126-870411) 66/12/03. 
STRAHM.K. Inslltuto of Nuclear Power Operations. 33pp. 441 19.079-44119:1 11. 

-8801220136 Advises ol allendance at 870923 Nall Nuclear Accrediting Board meeiing 
al INPO olcs In Atlanta, OA re training programs at two plants. Ends Include lisl o) 
Board rnember names & attendees & 671105 plant status accredltallon table. 
QIBSON.A.F. Region 2. Ole ol (ba OitBctor. 67/11/02. ROE.J. Division ol Ucanaoo 
Pertormance A Quality Evaluallon (Post 670411). 6pp. 441 19:1 69-44119:166- 

6601260126 Requests licensee lo turnish end ral mall by 860218 In order lo meet 
schedule lor leaclor/senlor roaclor operating licensing exams scheduled lot wk ol 
6804 1 B. Requirements lor administering & reviewing writfen exams also end. 
CALLAN.L.J. Region 4. Ole ol Ihe Diteciof. 66/01/15. CAMPBELL.Q. Arkansas Powet 
S Ught Co. 8pp. 44127:204-44127:301. 
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F. Security, medical, emergency & fire protection plans 


6601060044 Forwards Ssloguatds Insp Repts 50315/87 42 & 50316/87-42 on 
S7l2i}7-IO.Violalion of security plan criiona noted. Separate notice ol vioiailon wi-l not 
be cited ln» dota Is withhold (rot 1 0CFR73 21). 

MAILEJT.B.S. FtOQlon 3, Ofc ol the Director. 87/12/31. DOLAN, J.E. Indiana Michigan 
Power Co. (lormeiry Indiana & Michigan Electric Co ) 2pp. 43960:245.43050 247. 

-8801060053 Parilally withheld Insp Repts 50-315/67-42 & 50-316/87-42 on 671207-10 
(ref IOCFR73. 21) Violation noledMajor areas -nspectod personnel training & 
quakficaitons.saloguards contingency plan & compe.'isaiory measures. 

MAO£OA.r.J., FUNK.O.E., CflcED.jR. Region 3, Ole ol Ihe Director 87/12/30. Ip 
43960 247-43960:247 


6601200048 Forwards Safety Jnsp Repts 50-316/87-31 S 60-316/87.31 on 871111- 
1214NO violations noted. 

QULOEMOND.W.Q Region 3. Ole ol the Dirodor. 88/01/11. DOLAN.J.E. Indiana 
Mlch^An Power Co. (Icrmotly Indiana & Michigan Electric Co) 2pp 44057.092- 


-8801200063 Insp Rnpts 50 31 S/07-31 6 50-316/B7-31 on 8711 1 1-1214 No violations 
or devimons noledMajor areas Inspected actions on previously Ideniif'sd 
lloms.oporaiional salaiy votllicailon.radlological conlro's.rraint & survoi'lance. 
BURGESS, B L. Region 3, Ole of the Oireclor 66/01/06 I6pp. 44057.004 44057:109 

8801270092 Revised smorgoncy plan implemanl.'ng procedures. includ ng Rov 0 to lo 
PMP 2080 EPP. Ill, ''Natural Emergency Gu'dolinos/' Rov 0 lo PMP 2080 EPP 108. 
“inlUal Olfsito Notification" & Rev 0 (o PMP 20B0 5PP.105, "General Emergency" 
* Indiana Michigan Power Co. (lormotly Indiana & Michigan Elecirc Co.) 83/01 /io. 
67pp 44140 329-44141 037. 


H. General corraapondence 


6801270534 Nohlios NRC lhal JE Oolen.vlca chairman, will reiiie from American Electric 
Power Svc Cotp on 860131. All wrllten correspondence should be addressed to MP 
Alexlcb.'Ace ptosldont. 

ALEXICH.M P. Indiana MicNgsn Power Co (lormoriy Indiana & Michigan Etocitic Co.]. 
68/01/22. MURLEY.T E. Documoni Control B/ancn (()ocumonl Control Oosk). 2pp. 
4415IY)01-44151:002. 


P. Operating iteanee elaga documanla 8 cortaapondancs 


8801040001 Forwards Amende 1 13 & 93 to Ucensos OPR-55 8 OPR-74, respocllvoly A 
saloV ovalueilOh.Amonde revise Tech Specs io tfoloie fooinoto /oquiring losd block 
bo vNoadod & niah hoist dcororgizad when crane lisvole over span! luel pool. 
WIOOlNTON.O.L. Projoci Directorate 111-3. -07/12/17 OOLAN.J. Indiana Michigan 
Powof Co (iQiinoiiy ind'a-na & Mfchigan Electric Co). DOLAN, J. Amoncan Electric 
Power Sorvico Corp 2pp. 43995:000-43995:100. 

-8801040002 Amends 113 & 96 to Licenses DPR.Se & DPn-74,roepoctivoly, deleting 
looinoio vequiring load block bo unioadod & main holsi dsenerglzaa when crane iray- 
ols over spont luol pool. 

PERKINS.KE. Projoci Urocloroio III-3. 87/12/17. Qpp. 43695:091-43595 095. 

-8801040004 Soloty oveiuailon supporting Arnands 113 & 06 to Licenses 0PR-S6 & 
OPn-74.ie8pociivo:y. 

* Oli'ce ol Nuciosr Reactor Rogutaiion, DIrooior (Posi 070411). 57/12/17. 2pp 
43805 00943895.100 

88010/0205 NoltHcalion ol 880106 meoling w/Waslinghouso Ownora Group Operations 
& /knaiyars Subcommillees in BoihoBda.MD to d scuss subcommltlees Investigations In 
analysis aroa ro Gonoric L(r 67-12. 

TH/LMMea.C M Project D.reciorato V. 07/12/30. KNIGHTON, Q.W. Prelect Oireclor- 
aioV 4pp. 43045;344.43945:347 

8801150245 forwards final seismic analysis rapt, "Crane So-smic Repl, Cask Handling 
Crar>a.l50/20 Ton Capacity, S/N 121 15." Vole I & II. Analysis for r:ew ouxiilary bldg 
crane (o meet sirrgie. lailu/o-proof roquiromonis ol NUREG-0554. 

ALEKICH.MP. irKxana M-chlgan Power Co. (lormoriy Indiana & Michigan Electric Co.). 
88/01/12. MURLEY.T. E. Document Contro. Branch (Document Control Desk). 2pp. 
44036:169-44037:224 


-8801160263 Vote I S II to ' Crana Sotemlo Ropl Cask Hand'ing Crone 150/20 Tort Ce- 
pacilyS/N 12115" 

MCMAHONA1.. ZACHARJASZ.A.S , QlfMINSKI.n.Q. Whdng Corp. 87/09/09. 300pp. 
44036:191-44037:224. 

8601200231 Partial response lo FOIA request lor documents re worker training pro- 
grams & INPO training accreditation. Forwards App F documonIs.App E & F docu- 
ments also availebla m PDR.AddI records also available in FOR under Bossona FOIA- 
67-204. 

QniMSL€Y.DH. Division ol Rulas & Records (Post 870413) 68/01/12. BOLEY K. 
Public Gtizon'a Critical Mass Energy Projoci. 6pp. 441 18 001-441 18:039. 

-8812000030 Summary of INPO Accrodilation Board 861015 & 16 meelings re end list 
of laciMy programs. 

GIBSON.AF. Region 2. Ole of the Dlroctor. 66/10/17. RUSSELL.W.T. Division of 
Human Factofs Techtwlogy(Q51l2S-870411). 3pp. 44tt9-,O4t-44tt0-.O43. 

-871 1020461 Olcusses atlendanco al INPO Accredilalion Board meeting on 871022 & 
23 In Allanla.QA ro accreditation of Hconsod training programs on ma1.nl & technical 
suppod areas. Future NRC obsoivera should be given Info prior to meeting. 
LAINAS.Q.C. Asslslanl Director for Roglon II Reactors. 87/10/28. ROE.J W. Division 
of Licanaoa Podormence & Quality Evakiallon (Post 870411). 4pp. 44119.187- 
44110:171. 
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Fow<6tfls Amet\fls \u S 08 ta Ucet\so9 OPR-Sa & OPR-74. 
rospeclvoly Amends revise in e'l places in licenses name o( ull Indiana & Michigan 
Electric Co changed (0 Indiana Michigan Power Co 

WlOQINTON.O.L Project Oirecioraie 1113. 68/01/13. DOLAN, J. Indiana Michigan 
Power Co. (toirrierly ItKlians & M-chigaty Eleclnc Co>. OOLAM.J. American 
Power Service Corp. 2pp. 44l36:020-4‘l139.03a. 

-9001260390 Amends 114 & 93 to Licenses OPR-SO & 0Pn-74,respeciivtiy, revtslng 
name ol irtil in a'l places in licenses lo Ind ana Michigan Power Co. 

PERKINS.KE Project Oirecioraie 111-3. 66/01/13 7pp. 44139 022-44t36;026. 

6601260069 Forwards resulls ol analysis ol efieci that closing RHR cross-tio valves has 
on containment iortg-lerin pressuro II accident occurs, In support of requesi lo periorm 
inservIce testing ol RICR vaivos.Concurrenca requeated.Feo paid. 

AIEXICH.M P. Indiana Michigan Power Co. (lormerly Indiana A Michigarr Elecirtc Co.). 
86/01/16. MURIEV.T.E. Document Control Branch (Oocumeni Control Dealt). 6pp 
44123:216-44133.221 

8601370447 informs of organPaLon charvgas within Div ol Roacloi Projects affociittg 
plant J Stang ass'gt^ed as cxew NRR project rrraneger lor plant. 

VinOILlO.MJ. Project Dreclorale llf-l. 86/01/23. DOLAN, J Indiana MicKgan Powai 
Co. (formerly Indiana & Mlchiean Electric Co) OOLAN,J. Amortcan Elociric Po««or 
ServicoCorp. Ip. 44155:313 44165.313. 


O. Inipectlon reports, IE Buliallns A correspondence 

8712160369 NRC Info NoLce 67-064. "Convicfion lor Falsdlcalion ol Secuniy Training 
Records *' Svc l<sl and. 

ROSSl,C.E. Division ol Operailonal Events Aasossmeni (Posi 870411). 67/13/22 
Consol.da'.ed Edison Co. Qi New York, Itrc. t20pp 44163.001-44163124. 

6712170119 NRC Inlo Nolkse 87-065, “Plant Oparalion Qayond Analyzed Condiltons." 
Svc flat anet 

ROSSl.C.E. ONtslor^ d Oparatiortal EverMs Aasossmeni (Post 6704ltJ. 67/13/23. 
ConsoKdaled Edison Co. of New York, fnc. iSOpp. 44056:006-44066:127. 

6712330003 Su'ppI I lo NRC Inlo Notice 87-036. “Air Sys Problems at US LWRa." Svc 
list end 

ROS6i.CE. Division of Operailonal Evenie Assessment (Post 870411). 67/13/36. 
Consolidated Edison Co. of Now York. Ino 124pp. 43996:136-43995 357. 

6601071)070 Forwards insp Repis 60315/87-36 & 50-316/87-36 on 67t0l»-30.OA 
Should take more acnve role during reviews of control room aciAndes.Opetebiiiiy prob- 
(ema w/piessurizer spray vaNes considered sigrii5canl. 

CRUTCHFfELD.D. OiWsion ol Reeclor Profects • lil.lv.v A Special Projects (Posi 
070411). 87/13/38. DOLAN.J.E. American Electric Power Servtco Corp. OOLANJ.E. 
Indiana Michigan Power Co. (formerly Indiana 8 Michigan Electric Co.) 3pp. 
43943:133-43943:153 

-6601070077 Insp Repis 50-3f5/67-26 A 60-316/87-36 on 871019 SOlsatias r«<|uinrig 
furihei action nolad Major areas inspecied malm, plant operai'ons.mods to plant sys A 
corriponenis A radiation protecllon. 

CORREIA,R.P. Otfice Of Nuclear Reactor RegutsUors. Ouector (Post 670411) 
8AER,R.E. Raglori 4. Ole of (he Director. CHOULES.N.C. Region 3. Cnc of Iho Oirec- 
lor. 87/13/17. 19pp. 43943:135 43943:153. 

6713296165 NRC Inlo Notice 87-066. "Irappropnale AppHcaiion of Corr^neicial-Gfade 
(^mponents.'' Svc list end. 

ROSSl.CE ONislon of OperaLonal Events Assessment (Post 670411). 87/13/31 
Conso'Idaled Edison Co of New York. Inc. I20pp. 43995 S56'43996.0t9- 

8713300091 NRC Info NoVco 67-067, 'Lessons Learned From Regional Insps of li- 
censee Actions In Response to IE Bulletin 80-11" Svc list end. 

ROSSl.C.E OMsIon ol Operational Events Assessment (Post 670411). 97/13/31. 
Conso'idared Edison Co. ol New York, Inc. l?3pp. 44036: 164 44038.266 

0801060044 Forwards Safeguards Insp Repis 50-315/67-43 A 50-3f6/87-43 on 
67l207-10.VJolallon of security plan cnlene noted Separate notice of violaiton wit not 
becited.insp details withheld frel tOCFR73.2i). 

MALLE1T,&S. Region 3, Ole ol Ihe Dreclor. 97/13/31. DOLAN.J.E. Indfena Michigan 
Powot Co. (lormerfy Indiana A Michigan Eleciric Co.). 2pp. 43960:245-43990347. 

-8801060053 Partially withheld Insp Repts 50-315/87-42 A 50-316/97 42 on 871307-10 
(ref IOCFR73.2]).VlolaIion noied.MaJor areas Inspecledrpersonnel EraMng A 
quahficatons, safeguards contingency plan A compensalo/y measures 
MADEOA.T J,. FUNK.D.E.. CREED, J.R. Regton 3, Ofc of the Oirecter. 67/12/30 1p. 
43960.347-439e0;247. 

6601140036 Informs lhal Insp Rapls 60 315/67-42 A 50-316/67-43 should be changed 
to 60-315187 -32 A 50-318/87-32.tespedive}y. 

HINO,J.A. Region 3, Ofc ol Ihe Oi'redor. ^/01/07. DOLAN.J.E. indterta Michigan 
Power Co. ip. 44036:061-44039:061. 

6601050394 Supd 1 lo NRC Info Notice 66-061. 'Broken External Closure Springs on 
Atwood A Mornil MSIVs." Svc list end. 

ROSSl.CE. Division of Operational Evenia Assessment (Post 870411). 88/01711. 
Consolrdated Edison Co. or New York, Inc. 133pp. 44038.041-44036;163. 

8801200046 Forwards Safety Insp Rapls 50-315/67-31 A 60-316/67-31 on 871111- 
1314. No violations noted. 

GULOEMQNO.W.G Region 3. Ofc oi the OireciQc. 88/01/11. OOLAN.J.E. Indiana 
Michigan Power Co. (formerly Irtdiana A Michigan Electric Co.). 2pp 44057:093- 
44057:109. 

-8801300093 Insp Repts 50-315/67-31 A 50-316/87-31 on e7Ut1-\2UNo vioisUone 
or d^ations noted. Major arees inspecfedactions on pravlousfy IdenUTred 
Items imralional safely verflicelion, radiological controls,malrrl A aurvelllance. 
BURQESS.B.L. Region 3. Ofc of the OirecTor. 68/01/06. 16pp. 44057.094-44057:109. 

0801190035 Responds to six items in NRC Compliance Bulletin 87-003. Plant proce- 
dures for ryohsalety-releted malls tvin be enhanced.Fastener lasting dale sheei A me- 
chanical/chemical lest results end. 


8601260146 Forwards Safety Insp Ropis 50-315/87 20 A 50-316/87-28 on 670921- 
1223 A notice of violation. 

WRIGHT.Q.C. Region 3. Ole of Ihe Director. 88/01/15. OOLAN.J.E. Indiana Michigan 
Power Co. (formerly Indiana A Michigan Eleciric Co ). 2pp- 44131;010-44131:023. 

-0601260163 Notice of vlolailon from Insp on 670921-1223. Violation nolod Procedure 
**l THP 6040 PER. 352 not properly implomentod lor Unit 1 on 871006 In lhal boron 
samples not recorded on Form 352-3. 

WRIGHT.GC. Rogion 3, Ole Ol the Director 88/01/15. ip. 44131.012-44131:012. 

-oaoiaeoiee Salsty insp Repis 50-315/87-2e A 50-316/67-26 on 870921- t223.Vioia- 
lions ttoled Major areas Inspeciod aclion on previous Insp lindlngs.confiol rod losing 
A shutdown margln/oslimalod critical condition calculation. 

AZAO.BA.. PHILllPS,M.P. Regions. Ofcol the Director. 08/01/15. Itpp. 44131:013 
44131:033. 


ft. Periodic operating reports A related correspondence 


0001040557 Monthly oporaling root lor Nov t967.W/B7l202 Hr. 

MiCHAElSON. PUPLIS.A.S., SMITH, W.G. Indiana Michigan Power Co. (formerly ftnS- 
ana A MicNgan Eleciric Co.). 67/11/30. 6pp. 43923:041-43923 046. 


S. Reporiabis occurrences, LERs A related correspondence 

6801070200 LER 87-023-00:on 871007,16 transmitiers found lo have experienced caliSt 
shHiCause under evaluation. Transmitters repaired A recalibrated Complete loHowvp 
lepitobe suOmiued.W/671231 Hr. 

OElLMAM.T.P.. SMITH, W.G. Inrtlana Michigan Power Co. [iotmeily Indisne A MicHgan 
Electric Co.}. A//13/3I 4pp 43991:163-43991:166. 

8001270277 LER 07-023-00.on 871 lOO.d'scovared that fuses required for Isolation be- 
iween various local ahuidown A Indication panels not Incorporalsd into piani 
desigrf Caused by persormei error.Oesign changes impiomr!nied.W/A60i2t Hr. 
8EILMAN.T.F., SMITH, W.G. Indiana Michigan Power Co. (lormprly Indians A Michigan 
EloctdcCo). 98/01/21. 6pp 44145 255-44145 269 


V- Operator Eiamlnsilons 


0001200231 Pariiat response lo FOIA requesi lor documents re worker training pro- 
learns A INPO (raining acctediiaiion. Forwards Ape P documsntsApp E A F docu- 
mer\u also available iri P0R.Addi lecords also evailabla In FOR under Bossona FQIA- 
87-204. 

GRlMSlEY.OH Division Ol Rules A Records (Post 670413). 86/01/12. QOLEY.K. 
Public Oilmen's Cnticai Msss Energy Ptojeci. 8pp. 44 1 18.001-44118:039. 

-0801220136 Advises Ol sltendsnce ai 670923 Nall Nuclear Accrodiiinu Board meebng 
s( INPO olCB In Ailanta.GA re irainlrm programs ai two plants Encis include liste/ 
Board member names A eitendoes A ^1105 plant siaius accradiiatlon teblo. 
OI6SON.AF. Region ?, Ole ot ihe Director. 87/11/02. ROE.J. Division oF UconsBO 
Perlormance A Oueiiiy Evalualion (Post 870411). 8pp. 44119:169-44119:166. 


OC^KET 60-316 DONALD C. COOK NUCLEAR POWER PLANT, UNIT 2 


F. AecurDy, medical, emergency A f)re protection plans 

90O}t3O266 Rev 9,Change 1 lo Emergency Response Plan Implemenling Procedure 
ERPIP-4.4.B. "Dose Aaoessrtwnl Compuler OtfsHe Rad ConoeQuences Aascssmersi." 
’ BeiUmore Gas A Electric Co 67/12/33. 5pp. 44002:155-44002:159- 

880t060044 Forwards Safeguards Insp Repts 60-315/87-42 A 50-316/87-43 on 
07)207-10. Vielallon ol aecurlly plan criiena noted. Separate notice ol vlolatior) not 
be cited Insp deifuls withheld (ref 10CFR73 31). 

MAlLETT.e.S. Region 3, Ofc of the Oirecior. 87/12/31. OOLAN.J.E. Indiana Michigan 
Power Co. (formerly Indiana A Michigan Electric Co }. 2pp. 43960:245-43960 347. 

-6001060053 Pamally withheld Insp Repts 50-315/87-42 A 50-316/87-42 on 871207-10 
(ref 10CFn73.21}.VIolatlon noied.Major areas Inspectadipersonnel tralr^lng A 
quaiiftcatlons.s&feduBicla contlngoncy plan A compensatory measuiea. 

MAOEDA.TJ. Region 3. Ofc ol The Direclor. 67/12/30. ip. 43960:247-43960:247. 

6001200048 Forweids Safely Insp Repts 50-315/67-31 A 50-316/87-31 on 871111- 
l214.No vlolahons rroled 

GL)LC£MOND.W.Q. Region 3. Ole of the Director. 88/01/11. OOLAN.J.E. Indiana 
Michigan Power Co. (formerly Indiana A Michigan Eleciric Co.). 3pp. 44057:092- 
44057:109 

-0601200063 Insp Repie 60-316/67-31 A 50-316/67-31 on 871 1 1l-l214.No violations 
or deviations noted.Major areas lnspec(ed:actions on previously IdenLLed 
items.operational safety verilicatlon.radiological controls/nalnl A surveillance . 
BURGESS.B.L Region 3, Ofc ol me Director. 88/01/06. I6pp. 44057:094-44057:109. 

8601270092 Revised emergency plan Implementing procedures, Including Rev 0 to lo 
PMP 2080 EPP.m. "Nafutal Emergency Guidelines.'' Rev 0 lo PMP 20B0 EPP.tOO. 
“Inibal Offsite Nolrncation" A Rev 0 lo PMP 2080 EPP.105, “General Emernency." 
* Indiana Michigan Power Co. (formerly Indiana A Michigan Electric Co.). 68/01/20. 
67pp. 44140:329-44141:037. 


H. General corretpondenea 


8601270534 Notifies NRC that JE Doian.vice chairman.wiii reUre from American Electric 
Power Svc Corp on 880131. All written correspondence should be addressed to MP 
Merrich.vlce presidenl. 


DOCKETED ITEMS 79 


P. Operating license stage documents & correspondence 

8601040001 ForNvards Amends 1 13 & 98 to Lxonses DPR-SO & UPR-74. lespecuvdv & 
salety evaluation. Amends revise Tech Specs to delete lootnoto roqurir^ load block 
bo unloaded & mam hoist doenergizod when creno itavols over spent luol pool 
WIGGINTON.DL. Proioci Cuecioralo 111-3. 87/12/17. DOLAN, J Indana Mcbigan 
Powo.' Co (tormorly Ind.ana & Michigan Electric Co.). DOLAN. J American Electric 
Power Service Corp 2pp 43895 O89-430O5:1OO. 

-8601040002 Amends 113 & 96 to Licenses OPR-SB & OPR'74,re»>ecttvoly. delotng 
lootnote roqu ring load b'oek bo unloaded & main boist doonergized when ctano irav* 
els over spent fuel pool. 

PERKINS, K.E. Project Directorate lll-G. 67/12/17. 8pp. 43095 091-43895.098 

-8801040004 Salety eva'uailon supporting Amends ii3 & 96 to Licenses I3PH-58 & 
OPR-74.rosp0Ctiv0ly. 

' Olfico ol Nuclear Reactor ReguloHon, Director (Post 670411). 87/12/17 2pp 
43895:099-43895 100 

6601040034 Porwaids onvi.'on assossmeni 8 tlndmg of no signiticani Impact le 671029 
eppllcatlon for emend to Liconso DPn-74 Assessment has been forwarded to Ole of 
Fn for publ'cation 

WIGGINTON.DL. Project Direcloraio III-3. 87/12/17. DOLAN.J. Indiana Mtclvgan 
Power Co. (formerly Indiana & M.chlgan Electric Co ) 2|]p 43895:144-43995:149. 

-660104003S Erw.ion assessment & finding qI no elgnllicarit impact to 871029 appV:a- 
ton for emend to License DPH-74. 

WIGGINTON.D.L. Pto{oct Directorate 111-3. 87/12/17 3pp 43895 146-43895:148. 

6801070177 Forwards Amend 97 to License DPR-74 & aatety evaluation. Arrend <o- 
vises Toch Specs to extend Interval ot certa'n 16 - month survo nances uni4 next ralu- 
el-ng outage currently planned to begin In early 1668 

WICjGiNCTON.O.L. Project D.reclorato 111-3. 87/12/20. DOLAN.J irKiiana Mchigan 
Powei Co. (loimatly Indiana & Miclvigan Elocliic Co). DOLAN.J Amoixan Elecuic 
Power Service Corp 2pp 439S2 127-43952.150 

—8001070182 Amend 97 iq Ucohso DPR-74, revising Toch Specs to exieruf Inie.-val ol 
codaln l8-month aurvei iaricoa uni I next rolue'ing outage currently pienr^ lo begin in 
early 1900. 

PEHKINS.K£. Project Direcloraio III-3. 87/12/20. 26pp. 43952 129-43052 IS4 

-8B0I07Q184 Salety evaluation ai^porting Amend 07 to Ircortso r)PR-74. 

' omca ol Nuclear Reactor Regulation. Oiroclor (Post 8704ti) 87/12/26. 4pp 
43953:l55-439S2;t56 

6801070205 Notification ol 680106 meeting w/WeslinghouSO Owners Group Oporabons 
& Analysis Subcommiltoes m 0otno9da.UD to discuss subcommiiieoa mvosit^fons in 
analysis eroo to Generic Lir 07-12. 

TnAMMELLC.M. Project Oirocloraio V. 87/12/30. KNIQHTON.G W. Project OiroctO/- 
sto V. 4pp. 4394S.344-43045 347. 

8801190830 Appllcoben for emond lo License OPn-74.ex(endng surveitances inai Tech 
Specs roqu'ro to be performed begmning 860302 until unit 2 refueling ouisgo in Juno 
1986 NRC responso by 600226 raquosted 

ALEXiCll.M.P. Indians Mlciiigan Power Co (lormeriy Indiana 6 fi/icn.gan EiecUic Co) 
88/01/11. MURLEY.T.E. NPC • No Oslalod Afli'leilon Given. 22pp. 44003.135- 
44003:172. 

-8601 13029 1 Proposed Tech Specs extending survo iiancos reoucrod to bo poifoirred 
by 880302 until unit 2 rolue'ing outage In June i908 

* Indiana Michigan Power Co. (lormoriy Indiana & Michigan Eioctnc Co). 08/l>i/iL 
16pp. 44003:15^44003:172. 

8801150246 Forwards linai salsmic analysis ropi, "Crere Seismic Repi. Cask Hatyding 
CfBne.150/20 Tort Capacity, S/N 12116," Vols 1 & llAnelyals lo' r«)w auxilary bWg 
crana lo rnsot single- lailure-proof requirements ol NUREQ-05S4. 

ALEXICH.M.P. Inolena Michigan Power Co. (formerly Indiana & Michigan Elociric Co ). 
80/01/12. MURLEY.T.E. Document Conirol Qronen (Document Control Oosk). 2pp 
44036;109.4-1037:224 

-6601150263 Vols I & II to "Crane Seismic Rept Cask Handling Crane 150/20 Ton Co- 

a S/N 12115." 

kHON.M , ZACVIAHJASZ.A S , GUM1N3K1.R.G. Whrting Corp. 07/09/00. 300pp. 
44038:191-44037:224. 

8001200231 Penial response to FOIA roquesl lor documenis to worker training pro- 
grams & INFO training eccrodilallon.Farwords Apn F documenis App E & F dwu- 
menta also available in POR Addl records also available In PDR under Sossong FOlA- 
67-204. 

GRIMSLEY.O.H. D.vlslon ol Rules & Records (Post 670413). 88/01/12 BOLEY.K. 
Pub'lo Citizen's Chlicat Mass Energy Projocl. 8pp. 441 16:001-441 18.039. 

-6612090030 Summary of INPO Accrodltation Board 661015 8i 16 meetYigsra end hsi 
ol laciiity programs. 

GIBSON.A.F. Region 2, OIc of the Director. 06/10/17. flUSSELL.W.T. Olvrs-ijn of 
Human Factors Technology (051126-870411). 3pp. 44119:041-44119:043. 

-671 1020491 Oicussos ettendance at INPO Accrddiiatlon Board mseiing on 871022 & 
23 In Atlania.QA re accreditation ol licensee training programs on msinl & lechn'eal 
support araae Future NRC observers should be given Info prior to meeiing. 
LAINAS.G.C. Assistant Director lor Region l( Reactors 87/10/28. ROE.J.W. Division 
ol Licensee Porlormance 8 Quality Evaluation (Post 670411). 4pp. 441I9:167* 
44119:171. 

8801260371 Forwards Amends 114 & 98 to Licenses OPR-6e & DPn-74. 
reapocUvely Amends revise In all places In licenses name ol uill Ind ana & Michigan 
Electric Co changed lo Indiana Michigan Power Co. 

WIGGINTON.D L Project Direcloraio III-3. 68/01/13. DOLAN.J. Indiana Michigan 
Powor Co. (foimerly Indiana & Michigan Eioclrlc Co ) DOLAN.J. American Ele<^ 
Powor Service Corp. 2pp. 44139:020-44139.028. 

-8601260390 Amends 114 & 96 lo Licenses DPK-58 3 DPR-74, respecilvely. revising 
name ol util In all places In licenses to Indiana Michigan Powor Co. 

PERKtNS.K.E. Project Diroctwale 111-3. 06/01/13. 7pp. 44139.022-44 439.028. 


6801260069 Forwards resells ol analysis ol oifecl that closing RHR cross tie valves has 
on containmont long-lorm pressure >1 accident occurs, l-n support ol request lo pedo/m 
treerv.ca toaimg of RHR valves Concuirencetequosied Fee paid 
ALEXICH.M.P. Tndiena M chigari Power Co. (formerly ind'erra & Mich gan Electric Co ). 
80/01/16. MURLEY.T.E. Documeni Control Branch (Document Control Desk). 6pp. 
44123:216 44123.221. 

8801280565 inferma pt completion ol IOCFRS0.59 review on orecUon & insta'Iatlon of 
new & modified single- leilure-prool auxiliary bldg cranes by 060201. Ereebon & inste'la- 
fion of cranes schoduled lo begin on 880215. 

ALEXICH.M P. Indiana Michigan Power Co (formerly Indiana & Michigan Elocinc Co.). 
86/01/21. Docu.'nont Control Branch (Documertt Conirol Desk). 2pp 44125:110- 
44125:111. 


8801270447 Informs of organizal'or) changos within Div ot Reactor Piojocts allect-ng 
piontJ Slang assignorl os now NRR pro]eci manager lo' plant. 

VIBGIUO.M J. Pro;ocl Diroctorale MM. 88/01/22 DOLAN.J. ind'ana Michigan Power 
Co (formerly Indians & Michigan Eieclilc Co). DOLAN.J. American Elocinc Pcwoi 
ServioeCorp Ip 44165213-44155:213 


Q. (nspectlory repoHs, IE Bulletins & correspondence 


6712160369 NRC Info Nol'cs 67 064, "Conviction lor Falsiflcaiion of Secunty Training 
Records." Sve 'isi and. 

ROSSl.CE. Dv.sion of Operational Evonis Assessmonl (Post 870411) 67/12/22 
Cansoftdaied Edison Co. ot New York. Inc. I20pp. 44153 001-44153:124. 

6712170119 NRC Into Notice 67-065, "Plant Opc,'ation Beyond Analyzed Conditions." 
Svc fisl enci 

ROSSl.CE. Divis'on ol Operational Events Assessmonl (Post 870411) 87/12/23 
Co-nsoldatcd Ed son Co ol Now York. Inc. 120pp. 44056.008-44056: 127. 

6712230003 Siippi I 10 NRC Into Notico 87-028, "An Sys Problems al US LWRs." Svc 
Hst enci 

ROSSl.CE. O-ve’on ol Operational Evanls Assessment (Post 870411). 87/12/28. 
Consolldaiod Ed son Co ol Now York, Inc. 124pp. 43095:138-43095 257. 

8801070070 Forwards Insp Ropis 60-315/87-28 & 50-316/67-26 on 871019-3O.OA 
Should lake moio aclvo ipia during reviews ot control room acivltiosOperablily prob- 
lorns w/piossuhior epioy valves cons deiod sign'imani. 

CRUTCHFIELO.O. D-visbn ol Roaclor Projocis - 111 , 1 V, V & Special Pro.ocis (Poet 
670411). 87/12/26. DOLAN. JE American Elsetnc Powo; Soivics Corp. DOLAN,J.E. 
intfana Micnigorr Power Co. (foimariy Indians & M'chlgan Eleeinc Co.) 2pp. 
43043 133-43943;153 

-8801070077 Insp Repts 50-315/67-26 & 50-316/87-26 on 87l0t9-30.l88ue8 requiring 
lurthor acfaon nptod. Major aioas inspocied me'ni, pfeni operations, mods lo plant sys & 
componenie & isdioiioii pioiociion. 

CORREiAR.P. Oilico ol Nucioer Reader Roguialion, Ouecior (Post 670411). 
B/LER-H.E. Region 4. Ofc ol ino D<toclor. CHOULES,N-C. Reg'on 3, Ole ol ifie 0.rec- 
lor. 67/12/17. 19pp. 43943 135 43943 163 

6712266165 NRC inlo Nonce 67-066. ' inopproprlaio Application of Commorclal-Gredo 
Componanta " Sve lisi onci. 

ROSSl.CE. Oivis'on ol OpeiaUonsi Eventa Aaiessmant (Post 870411) 67/12/31. 
Consoildaied Ed son Co. ol Now York, Inc. i2Cpp. 43005;2Sa-43996:016. 

6712300091 NRC inlo Noiico 67-067. "Loaso.na Learned From Ragonal maps ol LI- 
conseo Actions in Rosponso lo IE Quiielm 60-1 1." Svc Hal and. 

ROSSl.CE. Division of Cpeiai-’onal Events Assosament (Post 670411). 67/12/31. 
Ckmsoiidsied Edison Co. of Now York. Inc. I23pp. 44 03Q;I64-44030:286. 

6601060044 Forwards Saloguerds insp Repis 50-315/67.42 6 50-316/87-42 on 
071207. 10 violaiiqn ul socuniy plan crilorla noied Separate notice ol vIolaLon will noi 
be OiOUInw deiaiis withheld (rof 10CFR73.2I) 

MALLETT.C) S Region 3. OIc ol the Oireclor. 07/12/31. DOLAN, J.E. Ind-ana MIchlgen 
Power Co (loimsriy Indians & Michigan Electric Co ). 2pp. 43660.245-43D60’247. 

-8601060053 ParL-ally withheld Insp Repis 50-315/67-42 & 50.310/87-42 00 071207-10 
(rof IOCFR73.21).Vlolallon nolad.Mo|ar areas inspeclod.poisonnol training & 
qualHcaHone.ealenuBrds continge/icy plan & compensatory measures. 

MAOEOA.T.J . FUNK.D E , CREED, J.R. Region 3, Ofc ol the Direclor. 07/12/30. ip. 
43960 247 43960:247. 


8801140026 Informs thel Insp Repis 60-315/67-42 & 60-316/87-42 shou'd bo changed 
lo 50-315/87-32 & SO 31B/87-3lr05pecllvely. 

HiND.JJk. Region 3, OIc ol the Oiroclor. 88/01/07. OOLAN.JE. Indana Michigan 
PowerCq Ip. 44039'06t-44036 061. 

8801050394 Siijspl I lo NRC Info Noilcd 86-081. "Broken Exiornel Closure Springs on 
Atwood & Mornll M6IV9 ' Svc llsl end. 

ROSSl.C.E. O.Won ol Operational Events Assessment (Post 870411). 68/01/11. 
Consol'dalerl L-d,son Co. of Now York. Ino. 123pp. 44038:041.44033:t63. 

8601200046 Forwards Safety Insp Ropts 50 316/67-31 & 60-316/87-31 on 671111- 
l2l4.No violallons nolad. 

GULOEMOND.W.Q. Roglon 3, OIc ol the Direclor. 88/01/11. DOLAN.J.E. Indiana 
MicHgan Powor Co. (lormoriy Indiana & Michigan Electric Co.). 3pp. 44057:092- 
44057:109. 

-8801200063 Insp Ropts 50-3ie/e7-31 & 60-316/67-31 on 87111 l-l2l4.No violallons 
or deviations noted Major areas In8pectod:ociions on previously idenllfiod 
iiema,oparatlanal safely voriflcalion, radiological controls, malm & surveillance. 
BURGESS, B.L. Region 3, OIc ol thg Director. 08/01/08. 16pp. 44057:094-44057:109. 

6601190035 Responds lo six Items in NRC Compliance Bulletin 07-002. Plani proce- 
dt/res lor nonaafety-relalod malls will ho onhanced.Fastdner lesi.-ng data sheel & me- 
chvdcai/charrical test rosulis end. 

ALEX1CH.M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan EleeWo Co.). 
86/01/12. DAVIS, A.B. NRC - No Detailed AffUlailon Given. 53pp. 44045:212- 
44045:264. 



b rrauco V'OiQ‘.>on. 

wnrGHT.Q.C. Pogion 3, Ole ol the Director. 86/Ot/ts. OOLANJE. Indiana Mctiigan 
pQW&t Co. (formerly Irdlaria S WteWgan Elecirtc Co.) 2pp. 4at31-.0l0-44l3t-.023. 

-3801260193 Notice of vtolal<oa from Ut&p on 370Q21-t223.ViotftlK)n ooted-Plocedu'e 
"1 THP 6040 PEA 363 nol properly 1.110161001119(1 (or Unt f on 371006 in lhat boron 
aamplas not recorded on Form 352-3. 

WRi'GHT.G.C Region 3. Ole of l/io D'reclor 88701/15. tp 44I31.012.4413I.012. 

-8801260166 Saloty Insp Reple 50.3l5/e7'28 & 50 316/67.28 on 87092l.i223.Vioia- 
tions noted. Major areas Irrspecied action on previous insp fi.'tdngs.conuol rod lesi>ng 
& shuldorvn margIn/osUmatod critical contfito.*) ca'ci/lalton. 

AZAB.e A . PHILLIPS.M P Region 3, Ole of the Oirocior 68/01/16- lipp. 44131:0I3. 
44131.023. 


R. Periodic operating reports 6 related eorreapondanee 


8601040569 Montfity operating repi for Nov 19B7 W/67l202llr. 

MICHAELSON. pOPLIS.A.S . SMllH-WG Indiana Michigan Power Co. (lormerly Indi- 
ana & M.chlgan Electric Co.). 67/11/30. 6pp. 43923-091-43923:036. 


S. Reportable oceuttances, lERa & related co'retpondenee 

6601210055 LET) 87 014-00:00 B7I21S, programming orror causing alarm to bo 
Inoporabie.dscoverod.Causad by personnel error Compyior operarora coimso.'ed in 
rrelhod oi compi/iet soltAare iroutlesnooling 8 program insia6a'‘onw/880lt4 

ROSS, C. A. Ind’ana Mtctilgan Power Co. (loimerly indvaea & Mlcttgan Eiecinc 
SMlTH.W.G. Indiana Mi’chlgan Power Co 66/01/14 4pp. 44106:1 72-44t06 176. 

6801210061 LER 67.0l6-00:dn 671 120,lacl.'ty entered Tech Spec 303 due to correc- 
tivo rralnt.Caueed by time r-oeded to rocair sepaceted vettago cetM connecter bcoMct 
duo 10 Irocuent use.Connocior replaced W/66ol 14 Hr. 

BEILMAN.T.P.. SMITR.W.G. Indana Michigan Power Co (ionnerly indrana 6 MicNgatt 
Electric Co.) 88/01/14 Spp 44105.075 44105.079. 


iM' Aciionitem iiu.t. woriotmante Tosimg ol nellol & Safety valves 
TICHNANJ.A. Galtimoro Qes 6 Eleclnc Co 86/01/06. Document Control i 
(Oocumenl Control Oeek). I5pp. 44002 302-44002.316. 

S80113024S Forwards appUcallon loo lot Unit 1 main siearn p'ping flaw, pai RM 
871110 roqudst. 

TIERNAN.H.A. BalUnvo'O Gas & Electric Co 86/01/06. Documoni Coniro! 1 
(Odcumont Control Desk] ip. 44000 112-44000:1 12 

6601 130349 Provides clerllicQtion on 870120 request lor amends to Licenses DPI 
DPR-60 re ctianga to Tech Spocs re conlainmeni purge valves & lorwatds pn 
Tsch Specs 

TIERNAnjA. Qalt>mot 0 QftS 6 EKjcWc Co. 06/01/12. OocurrwiM Ojntrol ' 
(Ddcumenl Control Dosk) 3pp 44002.024-44002 054. 

-6601130352 Proposed Tech Specs ro conto.nmoni purgo isolation valves. 

' BalCmoie OasA Electric Co 66/01/12 26op 44002.027.44602 654 

6601270169 Forwards response to IAEA operational safety review 
recommendatlons.por NRC 671130 roquesi.Establishmont of nuclear p.'ogre' 
objoctwe tor detection ol dalloenctos during repollltjo maini appropriate 6 w;r 
corporsled 

KERNAN.JA Baltimore Qaa & Eloctnc Co. 66/01/13 Document Conito; 
(Document Control Dssk). lIpp 44166:339-44(68:349 


Q. Inspscllon reports. IE BuUeUns & correspondence 


6601130280 Responds to violations noted In Insp RopIs 50-317/67-23 S 50-L 
2S.Correclivo ecHonsinew solenoid valve Inslellod. 

TIEBNAN.JA. Balti.'Tiore Gas & Etociric Co. 67/01/11 Oocumo.nt Control 
(Document Control Desk). 4pp. 44002 267-44002 270 

8712210016 Forwards Mgt Maolmg RopI 50 317/67-24 on 0711 10. 

V/iGGlNS,JT. floglori i, Ole otmo Direcior. 67/12/10. TIERNAN.J.A, Bainrc 
& Eiecirlc Co. 2pp. 437a7:265-43787 321. 


V. Operator Examinations 

6861200231 Partal response (o FQIA request for docLimeftia re wtyirer Ire.'n'ng pro- 
grams & INPO training accredilalion Forwards App f documenIsApp EOF docu- 
ments a'so avei'able in PPR Addi records also avaJabie In POR urvfer Bossona FOiA- 
87*204 

GRiMSLEy.OH. Division o> Rules & Records (Post 670413) 86/01/12 80LEYK 
Pubfic Cliaen's Cndcal Mass Energy Project. 6pp 44t t600i-44i 18039 

-860)920136 AcAnsos ol attendance at 670923 Natl Nuclear Ac(xe(tii>nQ Bea.*d mooung 
ai INPO oica in A(.'a/ila,GA ra training programs at two pi8ni$.lnc^ mckide feet ol 
Boaid mompei names & attendees & 6/ti05 plant status accreditation table 
OieSON.AF. Ragion 2, Ofe ol the Chrocior 87/M/02 fi(3£.j. OvisKn ol nconaoe 
Padctmance & Quality Evaluation (Post 67041 1). 8pp. 44119.159-44119.168 


DOCKET 80^17 CALVERT CLIFFS NUCLEAR POWER PUNT, UNIT 1 


F. Seeurlly, madieal, emargeney 6 (ire protacdon plans 

e7l33t<)i44 Responds to 870622 ieouesi lor coal esltmate ol conuncency itietom- 
municailons A pormisaldn lo use 6(i8E property Communlcabon circvis mstaliauon 
cost Qat.matad.PecmananKnttQiiauon of emennas suggested to< emergenciae. 
TiERNAN.j.A. 6alllmo/e Ooa 8 Electric Co 07/12/23 Oocumeni Cmirol Btancb 
(Oocumem Control Oask). 2pp. 43964 044-43964:045 


-6712210023 Mgl Maoting Ropt 50-317/87-24 on 871l10.Wa;or areas discussed 
suTiound-ng eou pmont dogradstions rosulil.ng in inoperabl-ity ot Auxil.ary Foe 
Punws 11 4 12. 

U*AROTH,O.F , TRIPP .L.E. Reg'on 1, Ole ol the Oiiecior. 67/12/09 25pp 4371 
43767.321 

6712160369 NRC Inie Nol'ce 67-064. "ConvlcHon for Falsif'CQlion ot SdCuriV 1 
RecpiOs.” Sve iisi end. 

nOSS'.CE. Divialon ol Opo/flticnai Events Assoasmoni (Post 070411). 67/ 
CofisoldetedEdsonCo. oiNawYork, Inc. I20pp 44153.001-A4153.124 

6712170119 NRC Into NeHco 87-085, "Plant Ope'Blien Beyond Analyjod Cond 
Sve lisi onci. 

R0S61.CE. Dtvision ol Opootional Evenle Asscesmoni (Post 670411). 87 1 
Donso-'idaied Edison Co. of Now York, ine I20pp. 44050.008-44056.127. 

8712230003 Suppi 1 to NRC Inlo NoHOe 87-028. "AT Sys Problems at US LWFV 
Hsi end. 

R05SI.C.E Division ol Opera'ionai Events Aasossmenl (Poal 870411). 87/ 
Consolidsiod Edison Co. of New York, Ine. I24pp. 43095.136 43905 2S7 

6601120314 Forwards Salety (nap Repia 50-317/87-21 & 60'318/e7-23 on 8 
i6.No woiaiions noied Um porlo'monce Outing exercise domonstraiod ebllity to 
mant omergency pten & pioceduiee lo piovide edaeauie piolocilve nieasuies. 
MARTJNJ.T. Region 1. 6(C ol Iho D-Tociot. 87/12/30. TlERNAN.J.A BaltlmorO 
Electric CO. 2pp. 44040:102-44040-108. 


8801130239 Rev l2.Chanas M to Emergency Response Plan impiemenUng Piocedure 
ERPIP-3.0. "Radidactlvity Release ■ Dose Esiimaio " 

* BaiVinara Oes & Efectdc Co. 87/12/23. Opp. 44003:173-44003:180 

6601139266 Rev d.Chenga 1 to Emergency Response Plan (mplemenling Plocodure 
EPPIP-4.4 8, "Dose Assessrneni Compuier Odsile Rad Consequences AeeessnienL'' 
’ Ba'limore Gas & Electric Co. 87/ 12/23. 5pp. 44002 155-44002 169. 

8801180314 Forwards Safety Insp flopis 50-317/87 21 S 60-316/07.23 on 87IH6- 
16 No viotakqne nolod UtH perlormance during exercise demonsuated abaiy to Impte- 
menl eme/g^ency plari 6 procedures lo provide adeqaule proieciive meesurea. 
MARTIN,! 1. Region 1, 0(c ol the Oiiecior. 87/12/30 Tt^NAN J A. BaWmoieOas & 
Electric Co. 2pp. 44040:102-44040:109 

-8801120349 Eme/gency Preparedness Insp Repis 50-317/67-21 6 60-3I8/87-23 on 
8711 16-16 No vtofttions noted.MaJor atoee (nspecied Hceiisee Ml patpcipslion annual 
emergancyproperedness exercise conducled on 871 1 16.16. 

GOfioON.CZ. LA2AHUS.W.J Region 1, Ole of tiie Oirecior 87/12/22 €pp 
44040:104-44040:109. 

8601200258 Forwards response lo SALP RopIs 60-317/6699 i 50-318/66-99. NRC 
671203 Hr & SALP conference held on 67l214.Plani opetebons & saleiy review com- 
mlliee meeting formal changed & laciKlalor concepi introduced 
TIERNAN.JA. Saillmore Gas & Electric Co 68/01/13. Oocumeni (^rol Branch 
(Document Ckinlrol Desk). Spp. 440S8:286-44058'290. 

880126036S Rev 9 lo "Calvert CNls Nuclear Power Plant Emergency Response Plan." 
IEMONS.J.R. Ball.more Gas 6 Electric Co 80/0l/i5 350pp. 44187^20 44128:166 


P. Operallng Ileanse siege documenla 8 corieapondence 

6601120090 Forwards into re Resource TecMnical Svcs.lnc.lncluding summary of NRC 
coniraci work.NRC Form 26 tor three existing contrscis, audit mfo.worfc Msioty & hsls 
ot e^nise available loi special Insps 6 ol current resource sves 
FELTHOUS,RA. Resource Technical Services, Ine NRC.26.87-417. 87/12/16. 
JOHNSON, E H Region «, Ole ol the Oiiecloi. 71pp. 43996.231>-43998300. 


-6901120349 Emetgency Piepstadnesa insp Repis 50-317/67.21 & 50-310/67 
671 116-16 No vioiaiione noled.Ma,'or areos inspecied:iicensos full parilcipaiion 
emergency prepaisdneas exercise conducted on 67M16-16. 

GORDON, C.2, UZAnuS.W.J. Region 1. Ofc of the Director, B7/W2i 
44040 104-44040:109. 

6712290165 NRC Inlo Notice 67-066, ‘TnappiqprlatQ Application of Commercial 
Componenls." Sve list end. 

ROSSI. C.E Division ol Operatlona] Events Assessment (Post 670411). 67/ 
Consolidaled Edison Co. of Now York. Inc. I20pp. 43995:258-43996:016. 

6712300091 NRC Info Notice 87-067, "Lessons Learned From Rogronal Insps 
censes Actions In Response to IE Bulletin 60-11." Sve list end. 

ROSSI, C.E. Division ol Oporaifonel Events Assessmoni (Post 670411). 67/ 
Consolidated Edison Co. of New York, inc 123pp. 44038:164-44038:286. 

6601130005 Forwards Safety Insp Repts 50-317/87-25 & 60-316/67-26 on 6 
1204. No violai'ons or deviations noted. 

MARTIN, T.T. Region 1, Ole of ihe Diroctoi. 88/01/06. TIERNAN.J A. Ballimore 
Electric Co. 2pp. 44O39:1O0-44O39.ISO. 

-6801130091 Safety Insp Repis 50-317/67-25 & 50-316/07-26 on 671130- 1 
violailons noied.Msjor areas ln8pocied:waler chemistry conlrol program re con 
corrosion & out of- core radiation field buildup. 

filCCHOUSE.H, PASCIAK.VY.J. Region 1, Ofc of the Oiractof- 67/12/28 
44038.140-44039:150. 

6601200066 Ack receipt of 6/1109 Hr informing NRC of steps takon lo correc 
sdvodilom noted In Insp Ropis 50-317/87-12 S 50-316/87-13. 
JOHNSTON.W.V. Region I. Ole ot Itie Dirqdor. 86/01/08. TIERNAN.JA. Be 
Gas & Electric Co. 2pp. 44052:239-44052 243. 

6601050394 Suppi 1 to NRC Into Nolice 86-061, "Broken External Closure Spn 
Atwood & Morrill MSIVs." Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 86/ 
Consohdaied Edison Co. of New York. Inc. 123pp. 44038:041-44036:163. 
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6601200258 Forwards response to SALP Repts 50-3t7/BS-99 & 60-3t6/86'99. NRC 
671203 Itr & SALP conference field on B7l2M.PIanl operations & salety review com- 
mittoe meeting formal changed & facilitator concept introduced. 

TtEPNAN.J.A. Baltimore Gas & Electric Co. 86/01/13 Documonl Control Branch 
(Document Control Desk). Spp. 4405S.286-440S8:?90. 

6601280162 Requeals relief (rom certain ASME Code Section Kl requirement (or j^ant 
second Inservice insp plan, per end detailed toquosis Southwest Research Inst ^Pro- 
ram Plan for Second Insp Intervol lor...,'' also oncl.Foe paid. 
lERNAN.J.A. Baltimore Gas & Electric Co. 68/01/14. Document Cortlrol Branch 
(OocumenI Control Desk). 31pp. 44168;104-4415B:249. 

-6601280202 "Program Plan lor Second Insp Interval lor Calvert Clills Nudesr Power 
Plani.Unita 1 & 2 

THORNTON, A.R. Southwest Rosearch Insliluie. 87/11/30. 83pp. 441S8:I80> 
44156:249. 


R. Periodic operating reports & related correspondence 

6601250267 Monthly operating repts lor Doc 1967.W/080I16 Itr. 

BEHNKE.C., LEMONS.J.R Baltimore Gas & Electric Co. 67/12/31. 12pp. 44t59:OOI- 
4415S.012. 

8601120316 Forwards quarterly progress rept covering progress of SPOS prdeci tor 
Fourth Quarter tOBT.per 660930 Itr granting ot regueal lor extension ot SpDS dead- 
lines 

TIERNAN,J.A Beltimoro Gas & Electric Co 66/01/06. OocumenI Cortlrol Branch 
(Oocument Control Desk). 2pp. 43691:134-4399 1: 135. 


S. Reportable occurrences, LERs & related correspondsnea 

8801120338 LER 67-012-01:on e70723,laull developed on one transmission kne corv 
noct'ng facility to cornpany bulk power diairlbullon grid at V/augh Ctispal 
Station. Caused by tree coming In conlact w/lranamisalon line.Trooa cut.W/880i04 Hr. 
GREENE.K L. LEMONS.J.R. Galtimoro Gas & Electric Co 67/12/03. 4pp. 43966:346- 
43966:349. 


V. Operator Eismlnallont 

6801200231 Penial response to FOIA request lor documenia re worker irakiing pro- 
grams & INPO training acereditatlon.Forwaids App F documems App E & F docu- 
menis also available in POR.Addi records also available In FOR under Boeaong FOiA> 
97-204. 

QRlMSLEY.O.H. Division ol Rules & Rocorda (Poet 670413]. 86/0t/l2. BOLEY.K. 
Public Citizen's Critical Mass Energy Pro|ect. 8pp. 44ii 8:00 1-44 118.039. 

-8801220136 Advises of aliendanco al 870923 Natl Nuclear Accrediting Board tneodog 
at INPO dee in Allanla.GA re training programs at two plenis.Enc^ include net ot 
Board rnember names & allandees 6 67110S plant status accreditation table. 
OiBSON^AP Region 2, Ole ol the Director. 67/ii/02. ROEJ. Olvislon ol Licensee 
Performance 6 Quality Evaluation (Post 67041 1). 6pp. 441 19:1S9'441 16:id6. 
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F. Seeurlly, medleal, emergency A fire protection plans 

6712310144 Responds to 870622 request lor cost estimaie ol contingenoy telecom- 
mumoations & permission to use 6G6E property. Communication circuits nstaHeb'on 
cost estimeted.Permanem installation of antennas suggested lor emergencies. 
TIERNAN.J.A. Baltimore Gas & Eleelrlo Co. 67/12/23. Document Control Brartch 
(Document Control Desk). 2pp. 43964:044-43664:045. 

6801130233 Rev 12,Chanoe 14 to Emergency Response Plan Implementing Procedure 
ERPlP-3.0, "Radioactivity Release • Dose Estimate." 

' Baltimore Gas A Electric Co. 67/12/23. Spp. 44003:173-44003:180. 

6801120314 Forwards Salety Insp Repts 50-317/87'2t A 80-31B/87-23 on 671116- 
16.No violations noled.Utll performance during exorcise demonstrated abllily lo imple- 
ment emergency plan A procedures lo provide edeqaule protective measures. 
MARTIN, T.T. Region 1, Olo of the Oiroclor. 87/12/30. TIERNAN.JA. BalUmoro GaeA 
Electric Co. 2pp. 44040:102-44040:109. 

—8801120349 Emergency Preparedness Insp Repts 50-9I7/87-21 A 60-3t8/67'23 on 
671 116-1 8. No violations noted.Msjor areas ln8pecled:llcensoe lull participalion aniHjal 
emergency preparedness exercise conducted on 871 1 16-16. 

QOROQN/IE. Region 1. Ofo ol the Director. 87/12/22. 6pp. 44040:iO4-44(M0;1O9. 

6601200256 Forwards response to SALP Repis SO-317/86-99 A 50-318/66-99. NRC 
871203 l(r A SALP conference held on 87t2t4.Pl8nt operellons A safety review com- 
mittee meeting format changed A facilitator concept Introduced 
TlERNANJ.A. Baltimore Gas A Electric Co. 88/01/13. Document Control Branch 
(Oocument Control Desk). Spp. 44056:266-44056:290. 

6601260352 Rev 9 to "Calvert Cliffs Nuclear Power Plant Emergency Respor>se Plan " 
IEM0NS,J.R. Baltimore Gas A Eleelrlo Co. 88/01/15. 350pp. 44127:320-44128:166. 


P. Operating license stage documents A correspondence 

6601120090 Forwards Info re Resource Technical Svcs,!nc,lncludlng summary ol NRC 
contract work.NRC Form 26 lor three exlallng contracts, audit |nlo,worK hlsion' A Hats 
of expertise available lor special Inaps A ol current resource sves. 

FELTHOUS,RA. Resource Technical Services, Inc. NRO-26-87-417. 67/12/16. 
JOHNSON,E.H. Region 4, Ofc of the Director. 71pp. 43996:230-43668:300. 

8801130118 Forwards response to 870430 request for addi Info re Implementation ot 
TMl Action Item II.D.1, "Performance Testing of Relief A Safely Valves." 

TIERNAN.J.A Baltimore Gas A Electdo Co. 88/01/06. Document Control Branch 
(Document Control Desk). 15pp. 44002:302-44002:316. 


6601130349 Provides clarification on 870120 request lor amends lo Licenses DPR-53 A 
OPR-69 re change lo Tech Specs re containment purge valvos A fonvards proposed 
Tech Specs 

TlERNANJ.A. Baltimore Gas A Electric Co. 86/01/12. Document Control Branch 
(Document Control Desk). Spp. 44002:024-44002 054. 

-6601130352 Proposed Tech Specs re cor>taincT»nl purge Isotatlarx valves 
' Baltimore Gas A Electdc Co. 88/01/12. 20pp. 44002:027-44002.054. 

6601270186 Forwards responae lo IAEA operational safety review team 
Mcommervdatlons.por NRC 671130 request. Eslabliahmenl of riuclear program plan 
objective for detection of deficfencles during repetitive mainl appropriate A will be In- 
cor^aled. 

TIERNAN.J.A. Baltimore Gas A Electric Co. 88/0f/13. Document Control Branch 
(Itecumart Control Desk] t Ipp. 44l66:339-44ie8:349. 


O. Inspsclion reports, IE Bulletins A correspondancs 

6801130260 Responds lo violsllons noted In Insp Repts 50 317/87-23 A 60 313/67- 
2S.Correctlye actions;naw solenoid valve Inalelled. 

TlERNANJ.A. Baltimore Gas A Electric Co 87/01/11. OocumenI Control Branch 
(Document Control Desk) 4pp. 44002:267-44002 270. 

6712160369 NRC Info Notice S7-064. "Conviction lor Falsification ol Security Training 
Records." Sve list end. 

ROSSt.C.E. ONIslori of Operational Events Assassment (Post 670411). 87/12/22. 
Consolidalad Edison Co. ol New Voik, Inc. 120pp. 44i53;001-44t63:l24. 

8712170119 NRC Info Notice 87-065. "Plant Operation Beyond Analyzed Condlfons-" 
Svo Hat end. 

ROSSt.C.E. Dn4s1on ol Operational Events Assassmenl (Post 670411). B7/12/23. 
Consdualed Edison Co. oi New Vork, Inc. 120pp. 44056:008-44056:127. 

6712230003 Supp1 1 lo NRC Info Notice 37-028, "Air Sys Problems at US LWRs." Svo 
Rst end. 

ROSSt.C.E. Division Ol Operational Events Assessment (Post 670411). 67/12/26. 
Consolldaled Ed'sen Co. ol New York, Inc. I24pp. 43995:136-43995:257. 

6601120314 Forwards Salety Insp Repts 60-317/B7-21 A 60-318/67-23 on 671116- 
td.No violations rioted Util performance durirtg exercise demonsirelod ab^lty to Imple- 
ment emorgency plan A procedures to provide adeqauta protective measures. 
M/LRTINJ.T. Rogiort 1, Ofc of the DIreolor. 87/ 12/30. TIERNAN.J A Bsliimore Gas A 
ElecUiC (bo. 2pp. 44040.102-44040:109. 

-9801120349 Emergency Preparedness Inap Repts 60-317/67-21 A 60-316/87-23 on 
671116-16. No violallona notsd Ma|or areas inspeclstlilicenBee full panielpaiion annual 
emergency preparedness axerciae conducted on 87 1 116-16. 

GORDON, C2. LA2ARUB.WJ. Region I, Ofo ol the O.'redor. 67/12/22. 6pp 
44040:104-44040.109. 

9712290165 NRC Info Nolice 67-066. "Inappropriate Application of Commercial-Grade 
Componenls." Sve list enct. 

ROSSI, C.E. DtvUton ot Opetetionai Events Asssssmsnt (Post 6704tt). 67/12131. 
Consolidated Edison Co. or New York. inc. 120pp. 439e5'266-43996.016. 

9712300091 NRC Info Notice 67-067. "Lossons Learned From Regional Insps ol II- 
censeo Actions In Response to lE Bultscin 60-11." Sve tist enci. 

ROSSt.C.E Division ot C^eraiional Events Assossmenl (Poet 670411). 67/12/31. 
Corwoddaieo Erksen Co. of New York. ine. I23pp. 44036:164-44036:266. 

6601130066 Forwards Salety Inap Repie 60-317/67-26 A 60-316/67-26 on 871130- 
1204 No Violations or deviations noted. 

MARTIN, T.T. Region 1. Otc ot the Director. 68/01/06. TlERNANJ.A. Baltimore Qes A 
Electric Co. ?pp. 44039:136-44039:160. 

-6601130091 Safety Insp Repts 50-317/67-26 A 60-31B/67-2B on B71130- 1204.ND 
vloladone noted.MaJor areas lnspeciod.water chemistry control program re controlling 
corrosion A oul-ol- core redlaiion field buildup. 

BICEHOUSE.H, PASCIAK.W.J. Rogloh 1, Olc ot the Director. 67/12/26. lipp. 
44039:140-44039,150. 

9901200060 AcH lecelpt ol 971109 Hr li^lorm'nD NRC ol steps lakers to corisct unte- 
solvod Item noted in Insp Repts 60-317/87-12 A 50-318/B7-13. 

JOHNSTON.W.V. Region I. Olo ol the Director. 66/01/06. TIERNAN.J.A. Baltimore 
Gee A Eleotno Co. 2pp. 44052:239-44052:843. 

9801060394 SuppI 1 to NRC Info Notice 66-061. "Broken External Closure Springs on 
Atwood A Morrill MSIVs." Svo list errcl. 

ROSSt.C.E. OMalon ot Operaltonal Events Asaeasment (Post 670411). 68/01/11 
Corteolideled Edison Co. of New York. Ino. 123pp. 44038:041-44038:163. 

0601200260 Forwarde response lo SALP R^ts 60-317/86-99 A 60-318/66-99, NRC 
871203 Hr A SALP conference held on 67121 4.Plant operations A safely review com- 
mthee meeting format changed A facllilator concept Introduced. 

TIERNAN.J.A, Baltimore Gaa A Eleotrlo Co. 66/01/13. OocumenI (^nlrol Branch 
(Oocument Control Desk). &pp. 44058:286-44056:290. 

6601200162 Requesta relief from certain ASME Code Section XI requirements for plerti 
second Ins^ce insp plan.per encI detailed requesta Southwest Research Inst '‘Pro- 
gram Plan (or Second Insp Intenral for...," efso encl.Fee paid. 

TIERNAN.J.A. Ballimore Oaa A Electric Co. 88/01/14. Document Control Branch 
(OocumenI C^trol Desk). 31pp. 441 56:t04-4416e:249. 

-6101300202 “Program Plan (or Second Insp Iriterval (or Calvert Cliffs Nuclear Power 
Plant, linite 1 A 2," 

THORNTON.A.R. Southwest Research Institute. 87/11/30. 83pp. 44i56:160- 
44168:240. 


R. Periodic operating reporU A related oorreapondanoe 

6901250267 Monthly operatirva repla (or Dec 1887.W/eeon6 Hr. 

BEHNKE.C., LEMON8J.R. Ballimore Gaa A Eleolric Co. 67/12/31. 12pp. 44169.001- 
44169:012. 
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96Qlt2^t6 FowiaftJa c.uaneiW piogfesa lepi covering p/oofess ot SPOS pra.'ed for 
Fourth Quarter I98?.per 660530 Or granting ol request for airtensiorr of SPOS tfead- 
'Ties. 

TiCRNAN.JA Baitimore Gas S Electric Co 88/Oiroa. Oocumani Got«rol BiawA 
(uocumenl Coniro! Oesli) 2pp. 43891 t34-4399i:f3S. 


S. ReportsWe occurrences. LERa A retated correspondence 

8712300064 PNO*l-87-lieon 87t22t. reactor inpped due lo loss ol load Causod Iw 
open no of generator output fctoaKor due lo ground fault on permanent magnei aener- 
A'OfJPMGl siato.' wlrwjing. fleplacemotH PQM vrili be procurad. 

TftiPP.l. Region I. Ole ol the Oiroclor. 67/12/22 Ip. 43898 268 43898258. 

6601270064 LER 87-009-CK).on 87l22l,Unii 2 tripped from 100% power due to loss ot 
load slgnai.ceused by tailora ol main generator petmarwiti magnet 
cerioraior AlmoMheric dump valve lepeited & relurr^eti to avc.W/890tSO tw. 

lewONS.J fl Sallirrrore Gas & Electne Co 88/01/20 4pp 44t4t;285- 


V. Operator Examination* 


8801130187 Mamorandum 8 order (momorialiring special prehearing conlorcnco nAV 
on conlonlionSiSchedu'Ing].* Susquehanna Valley Alliance 8 TMI A'oil adThed ei 

« & Commonwealth oi PA edmilled as interested slale.Served on 860 108 

FE,S«l. PARIS.O.H., BRIGHT, Q.O Atomic Safety 8t\d Lteonsnfl fioail Perel 
piffle 5311. 88/01/05. Susquehanna Valley Al.'tanco, Lancaster. PA. 2fpp 43989001 
43^89028. 

—6801 ISO 1 93 Amends to supd to petition for leave 10 Inlervono for Susqueharrrd Va^Cf 
Atdanca (SVA) & TMI Alert (TMIA).* Contentions listed. 

SKOLf/JCK.F. Susquehanna Valley Alliance, Lancaster. PA. SKOLNlCK/. Tlwee Mt* 
Island Atort. 87/11/80. Atomic Salety and Uconsinn Board Panel 7pp. <13909071 
43fi89;028. 

8801210 163 Roquesta porintssiQn to mako comcnents el heartnaon tiitnosalotvrstor t! 
TMI Served on 880120. 

OAMAOt.J AlftHation Nol Assigned. #18B 5374. 08/01/06 WOIFE.S.J. Morse 
end Licensing Board Panel. Ip. 44066.084-44066:084 

6801210170 Requests that author name bo placed on Ust ol Individ'ja's snetd'pg tl ve- 
hearing conlerenco re doposition ol accident- asneiated wator at Die'll Sorvad cvi 
880120 

WlCKSTnOM,B.J, Alliliaiion Noi Assigned, ^ries 5376. 80/01/12. Ofiico of I'lO Score 
taryol |ha Commission, tp. 44066:129-44066-129. 


8801200231 Paqial rospemso to FOIA request lor documonts re worker uainirH pro- 
giams & INPO training aoctod-laSoe.Forwa/ds App F docurnenls App E A F docu- 
evelabla in POfl AddI records a'so Qvs<'able In POR under Bossona FOiA- 
oT'SO'l. ^ 

Dh'lSron ol flulaa 8 Records (Post 870413). 88/<ll/l2 BOLEYK 
Public Citizen a Cnilcal Maas Energy Project. 8pp. 44l I6 00t-44it8 03d. 


8801200236 Advises lhai rociplani direct discovery requests lo Doss, Oialo or 
auUKMjsnr request lor Inlo re sys proposed to eveporaio processed, ecctdoni-gorieisv 
edwamr el uml.Svc list encl.Pelaled correspondence 

BAXTER.T.A. General Public UiiiUies Corp. - GPU Service Corp. BAXTERT-A Sra». 
Piiiman. Polls A Trowbridge. 17108 5356. 88/01/16. SKOLNICK.F. Alii'cMn Nol As- 
aigned. 2pp 44O50:t4d-44D50:iS0. 


-8801220136 Adv.sos ol atiendanca el 870323 Natl Nuclear AccreditinQ Board meeting 
at INPO ales In Atlanta, QA re training programa at two pianie.EncS fnefutfe fesi of 
names 8 atiendeaa A C7t toS pSant stelua accrsdiietion table. 

QiaSON A F. Region 2, Ole of the OIrecior. 67/11/02 ROE.J. division ol Licorrsoa 
Podormnnee A Quality Evaloat'cm tPosl 870411). 8pp, 44 >iq 159-44119.166 


8801260398 LIcensoo objection lo special proheerlng conlerenco order.' Board loqvcst 
ad lo clAnfy 880105 order consisloni w/ discussed descripHon ol Board ,'urlsdickn A 
scope ol ptPcaeding.W/Ceriificate ol Sve 

BAXTER, T.A. Gano/al Public Utilities Corp. - GPU Service Corp BAXTER, f A. Sfj*. 
PiHman. Potts A Tiowbrldgo. #180 5308. 60/01/10. Atomic Saloly otKl Uca'ivr^ 
Board Panel. 12pp. 44099.136 44099 147 


OOCKET 50-320 THREE MILE tSLANO NUCLEAR STATION. UNIT 2 


P. Operating Jleenae siboa documents A correspondence 


P. Sacurliy, medical, emergency ^ lire proiectiori plans 


6801050160 Forwards Rev I to Corporate Emergency Plan lOOA Pin- 1300.01. Rev re- 
»i”iiv of IMi emaraancy prepatednass program organtxation A 

faclI'tioa.Surnmary oi major chenflesin p'an alio enci. 

ROCHET/. 8 panetsi PoWic uume* Corp. • GPU Service Core. 87/12/23. Oocumont 
Control Branch (Doeumeni Control OoskJ. Spp. 43902049-43903 022 


-66O10SOI6Q Rov 1 to lOOO-PlN- 1300.01, "Cciporata EmeroafiC'/ Ptari lor TMI A 
Oystor Creek Nuclea' Siatione." 

i'loMfto'i PpWIo UW.'liea Corp. . GPU Scryico Corp. 87/12/22 300pp. 43902.054- 


07fM(Ql6S Rev 3 to Emaraancy Plan Imptcmaniing ProccOuio e4i5-lMP-19(H>06 
•Addi Aas-aiancc A NoWicaion " 

' QohOfai Public Uiiiitloa Corp. • GPU Sorvloa Corp. 87/12/29. 34pp. 43919 353. 


6712020006 Final responso le FOIA request lor records. App A doeumeni* or'c'AppA A 
e docvmenis available in PDR. 

QRlMSlEY.O- Division ol Rules A Records (Post 870413). 67/U/25 AUD.NJ. AfiS- 
etion Noi Assigned, epp. 43992:i02<4390?:i 18. 

-6606280142 Discusses Vendor Piogrem Branch Issue.* re sdequacy ol shipping eatU 
designed A bum for shipping damaged TMl.2 core FoUowup Insp st cask fabrlCiilo* wD 
begin on 660621. Inep will locus on issues re NDE ol cssk. 

TRAVEftS.W D TM)-2 Cleanup Projoci O reclorote, 86/06/20 MinAQLIA.r.J. OMuon 
of PresMilzod Water Rasclot Licons>nQ < B l6S1t25.e704t1). Spp. 43932'.IC9- 
43&e2;IH. w t 

-8607160020 Summary ol 660612 mooiing w/Nuclear Packaging.inc,OOE.H0AQ Idaho 
A TMI Cisenup Project Dirociorsie in Baihssda.MO re oiarillcation of concerns kionb- 
liod In (nsp Rept 99901047/66-01 on 660505-06 to NOT ol Model t25-Q. 
ABBATE.CM. Voodoi Program Br.Oiv Of QA. Vendor A Technical Traning Co/Wr 
Prodtaiba.IE. 86/07/15. ChA\Q,j.w. Vendor Program Br.Div ot QA.Vbnd9r A Toc-Va- 
calTra'ning Center Programs.iE. 4pp. 43692.113-43992:116. 


8B0166C476 Rev 0 to Emoigsncy Pi«iaiednes3 AdirAnisiralive Procedure 8420-AOM- 
1300 03, ‘’Etnorgancy ACLon Level Sss.s A Cross-Rei " A Rev 3 (o Emergency Plan 
irnplemanlinfl Procedure 641 5-IMP- 1300.06. "Adal Assistance A Noi-Hcsiton ■' 
BROWN.NH- Genorai Public Utilities Corp. - GPU Servica Corp 67/12/29 $7oo 
43928:057-43920 123. < v -> W. 

6801280037 Revised emergorcy plan Imp'onienling procedures including Rev 4 to 6420- 
IMP-1300.02. "Eniorgency Direction " A Rev 2 To 6415 IWP-i30O.f8. "'Cortaminefed 
In'udes.'' W/rovlaed (able of cenlenis 

. enOV/N.N , MAnSHALl.W.J.. POnS.W.E. General Publie UliMies COrp. • OPU Setv- 
tee Coip. ae/OIMS. 44pp. 44157.108-44167:242. 


0. Adjudicatory correaporrdence 

6801160033 Exprossea opposit'on lo disposal of 2.3 m.-liion gsl'ons ol radwesieweier In 
anvIronAj/thoce unable to make statement at noxt pre-heanng conleronce In Lancas- 
ter or Harriaburn PA duo lo travel plons.Sorved on 6601 f 2. 

KINTNER.F.J.. Kl.NTNERTT. Alfi'iai.'on Noi Assigned. #188 5327. 87/12/21. WOLFE. 
BRIGHT, PARIS Alomio safety and LIcensIrrg Board Panel. Ip. 44033:264-44033-2^' 

6801060086 Opposes release ot eny redloac'.ive conCaniinar.ts Release ol tadieaettvo 
vapor v/ill continue lo contamlnale area A furiher seepage nol warranted Served on 
&e0104. 

ARROW, A. Aflilialion Nol Assigned. #166 6273. 87/12/22. WOLFE. BRIGHT. PAFUS 
Atomlo Safety and Licensing Board Panel. Ip. 43909-206-43909.208. 

6601150102 Advises that residenia who live near plant airongly bellave A actually fr^ht- 
ened about utlt tOeasingany radioactive contaminants Into ar.Sorvedon880tt2. 

* Alfi'laiJon Not Assign #168 6326. 87/12/26. WOLFE. BRIGHT, PARIS Atomic 
Safety and Licensing Board Penal. 1p. 44033.-250-44033.250. 

9601190116 Dicusses 071208 preheanng conference re admissibility ol proposed Corv 
lenlion I.NRC re.meins opposed lo admission ol proposed conlenUon for reasons set 
forth InNRC 671 1 16 A 1203 responses.w/excepton ol aspect re evaluallon. 
LEWlS.S.H. Assistant Genorai Counsel for Hearings. #168 5339. 87/12/29. 
WOLFE, B J., BRIGHT, GO.. PARIS.O.H. Atomic Salety and Ucensing Board Pentf 
3pp. 44035:005 44035.007. 

6601270296 Opposes plan lo steam vem tadioactlve water from TMi. Local resldants 
should not have to suitor any further healih nsks as result of uliJ negirgance Served on 
880126. 

BnOWN.J. Afnilalion Nol Assigned. #188 6411. 68/01/04. PARIS. BRIGHT Atoirde 
Safety and Licensing Board Panel. Ip. 44126:260-44126:250. 


8801040210 Reouests approval lot uso of cote boro machine (or diamanlilng lowO' core 
8<^^>n assembly during llrsl phase of dolueiing concept LIr suporcedos 87IM7 sub- 

STANOERFER.F.fl. General Public UhhiJos Corp. • GPU Service Corp 07/12/23. Ooc- 
wnwfil Control Branch (Document Control Desk). 1 1pp. 43962;290-43962 300. 

6801 120188 Requeals approval lo modify lilt he.'ghi limit lor Installailon ol co.'e bOis ma- 
chine on Oeluoling work plBlIorm.OuB to Incorporallon ol underwatai loot chanSM w/ 
I6<inch spacer ^ttorrn.F^so paid. 

STANOEhfER.F.R. General Public Ulilitios Corp • GPU Service Corp. 87/ 12/31. Doc- 
ument Conirol Branch (Document Control Desk). 3pp. 43687:334.43de7.33& 

8901200326 Approves proposed addtiion ol spacer ptallorm A mod ol load hoiglil kmrt 
fpf handling core bore equipmeni above delueilng work platform, per 871231 requesl 
TRAVERS.W.D. TMl-2 Cleanup Prolecl Otrecloraio (870413-880201). 88/01/1)4 
STANOERFER.F.fl. General Public Ulililles Corp. - GPU Service Corp. lp- 44081.353- 
4408f:353. 

8901200014 Approves use ol cote bore machine lo dismantle lower core supporl as- 
sentbiy conungeM upon incpiporatlng listed operallng pioceduros.Salety o/a'vaLor 
enef. 

TRAVERS.W.D. 7MI-2 Cleanup Projoci Directorate (870413-880201). 88/91/86- 
STANDERFER.F.R. General Public Utilities Corp - GPU Service Corp ip. 44091:142- 
4409i;146. 

-6801210052 Salety evaluation supporting util 871203 A 23 requests lo use core bore 
mechine lo dismantle lower cote supo/l assembly 

‘ NRC • No Detailed Affiliation Given. 88/01/08. 4pp. 4409l:l43-440dt;l46. 

B991I40094 Partial response to FOIA request re MOU between NRC A Dept 
Labor.Fonva/ds App 8 documenls.Apps A A B documents available In PDRApp C 
dDCUmems lotaHy wtihhald (rel FOIA Exemption 5). 

QRIMSLEY.D.H. DIvialon ol Rules A Records (Post 670413) 88/01/11. BAUMAN, L 
Governmeni Accountability Project. Spp. 44032:285-44032 358 

-6801140115 Advises that meeting celled lo discuss Ole ol Inspector A Auditor rs'vfevi 
ol agency handling cri Parks allegalions ol discrimination at planl.FR notice, IIJ to bH 
licensees, perminees.applicants A vendors end. Comments duo 840810. 
AXEinAO.J.A Enforcertrent SlefI, lE (Pre 570413). 64/07/31. LlEBERMAN.J. Ofl<e 
of the Executive Legal Director (Pre 860701) LEVt.R. Ofilce ol the General Counsel. 
HAYES, 0. Office of Investlgaltons. 17pp 44032:322-44032:338. 

6001280113 Responds to 671210 Itr re NRC stalling levels A extension ol cleanup 
schedule el TM1-2.NRC 671204 press retesse delated permanent stalling A support 
plarts-Advieory Panel on Decontamination ol TMI-2 will be briefed at 600113 mooing 
ZECH.LW. Commfaeionera. 88/01/12. HEINZ.J, Senate. Ip. 44174:205-44174 207. 
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-6801380132 Expresses co>icerri over roceni NRC decision lo reduce onsite stall 
during ongoing removal activities NRC failed to notify author of filgn ficant changes in 
clearup activitlos Full explanation requosled. 

HEINZ.J. Senate. 87/13/10 ZECH.L Commissioners. 3pp ^4174:206-44174:207. 

6601270894 Forwards Rev 2 to “SER for Lower Core Support Assembly Dehieiifto," lor 
review. Rov supersedes 87i 130 Rev i & 870306 Rev O.poo paid. 

STANDERFER.F.H. General Public Uintios Corp. • GPU Servico Corp. 08/01/10. Doc- 
umoni Control Branch (Document Control Desk). 2pp. 44145:163-44145:180. 

-8801270636 "SER for Lower Coro Support Assembly Dafuafing." 

TURNER D W . WELLS. KORBIN.P. General Public Uii'itiea Corp. • GPU Service Corp. 
86/01/15 2epp. 44146:165-44145:180. 

6601260276 Partial response 10 FOIA requests Forwards App A documents. Documents 
being placed in POR.Only files In NRC Ofe of Qovernmontal & Public Aftalrs searched 
for emeumonts ro^nslvo to roquest.por 871026 tefcon. 

GRIMSLEY.D.H. Division of Rules & Records (Posl 870413). 88/01/22. CONNOfl.l 
Ooc-Search Assodaios. 3pp 44139:290-44139 334. 

-8601360306 Submits listed quesilona ro findings on TMI-2 cleanup 
a'legat'ons Chronology of crane statements, contentions & allegations encL 
MYERS.H. Affiliation Not Assigned. 84/02/16. KAMMERER.C. NRC - No Oetalted Af- 
ri.atlon Givon. 3pp. 44139:296-44130:298. 

-6801260340 Comments on l.st of TMl Integrity issues (If) ro Item lll-E ot Koaten 
rept.per NRC request 

MYERS, H Affiliation Not Assigned. 84/03/21. KAMMERER.C. NRC • No Detailed At- 
illation Given. 6pp. 44136:310-44139:315. 


Q. inapecllon reports, IE Bulletins & correspondence 

6712180389 NRC Info Notice &7-0&4, "Conviction for FalsHlcalion ol Secuniy liaining 
Records." Sve list end 

ROSSI, CE Division of Operationel Events Assessment (Post 6704tl). 07/12/22. 
ConsoLdalod Edison Co. oi New York, Inc f20pp. 44163 00 1 -44153. 124. 

8712170119 NRC Info Nollco e7-08S, "Plant Operation Boyond Anolyzed Conditions." 
Sve l<9t end 

ROSSi,CE. Division of Operational Events Aesesameni (Post 670411). 67/12/23. 
ConsQliClaied Edison Co. of New York. inc. t20po 44050:000-44056 (27. 

8712230003 Suppi 1 to NRC Info Nollco 87-028. "Air Sya Problems at US LWRs.'* Sve 
list end. 

ROS8i.CE. Divis'on of Operational Events Assessment (Post 870411). 07/12/28. 
ConsoTdaied Edison Co. of Now York. Inc. f24pp. 49695:136-43995 267. 

6712290165 NRC Inlo Notice 07-066. "inapproprialo Appiicedon of Commorciai-Grado 
Cerroonenis." Sve llsl end. 

ROSSI, CE Division of Operational Events Assessment (Post 670411). 87/12/31. 
Consolidated Edison Co. of New Yorh, Ino. i20pp. 4996S-298-43996.CI6- 

6713300091 NRC Info Nollco 67 067, "Loesons Learned From Regional Insps of Li- 
censee Actions In Response to lE Bulletin 60- 1 1 ." Sve list encl. 

ROSSI.C.E. Division ol Operational F.vems Assossment (Post 670411). 87/12/31. 
Consol-dated Edison Co. of New York, Inc. I29pp. 44096:164-44036 288. 

6601060394 Suppi t 10 NRC Info Notice 66-091, "Broken External Closuro Sprlnga on 
Atwood 6 Morrill MSiVs." Svc list end. 

ROSSI.C.E. Division of Oporatfonei Events Assessment (Post 87041 1). 98/01/11. 
Consol dated Ed son Co. of New Yorh, Inc. 1 23pp. 44038 04 1 -44036. 163. 


R. Periodic operating reports & related correspondence 

8601130373 Submits TMI-2 Cleanup Project Directorate status root for 871130-860103 
TRAVERS.WO. TMI-2 Cleanup Hrojocl Dlracloroto (B704n-8e020l}. 86/01/04 
CRUTCFfFlELO.D. Division of Reactor Projecls - III.IV.V 6 Special Rro.'ects (Posl 
670411). 3pp. 44006:241-44008:243. 

6601220236 Submits status rapt re auxiliary & fuel handling bldg doconiamirwilon lor 
Fourth Quarter t087 In response to 840307 Hr lequoal. Update eddressss areas where 
Tech Spec surveillances not performed due to ALARA conslderatlona. 
STANDERFER.F.R, General Public Utilities Corp. • GPU Service Corp. 86/01/16. Ooc- 
umonl Control Brench (Oocumont Control Desk). 2pp. 44159:174-44169:176. 


S. Reportable occurrences, LERs 6 related correspondence 

6601040569 LER 67-01 1-OO.on 871 123,Halon sys remalnod out ol svc folKhwng complo- 
tlon of surveillance per Tech Spec 3.7.10.9 w/o continuance ol fire watch.Ceusoa by 
personnel orror.Sys returned to svc & personnel counselGd.W/671228 Itr. 

DELLC.J., STANDERFER.F.R. General Public Ulihlios Corp. • GPU SorWee Corp. 87/ 
12/28. 5pp. 43963:230-43963:234. 


U. Congresslonal/Executlve Correspondence 

8801260276 Partial responso lo FOIA requosls.Forwards App A documents. Oocumenia 
being placed In POR.Only files In NRC Ole ol Governmental & Public Affairs searched 
lor documents responsive lo request, per 671028 telcon. 

GRiMSLEY.O.H. tSvlsIon ol Rules & Records (Posl 870413). 80/01/22. CONNOR.l. 
Doc-Search Associates. 3pp. 44139:290-44138:334. 

—6601260466 Requests document oblalned from Ofc of InvesHgatlons whfeh appears lo 
bo "punch list" ref lo by W Marshall during 830512 discussion. Pages 93-35 oi tran- 
script of 830512 Interview end. 

MYERS.H. House Of Rep., interior & Insular Affairs. 64/06/26. KAMMERER.C. NRC • 
No Detailed Affiliation Owen. 5pp. 44139:320.44139:924. 

-8801260516 Interprets Snyder statement during B50907 meeting that cause of chenge 
In NRC position re adherence lo procedures due lo new Into provided by Olo ol 
Invesligarions. Author requesla lo be Informed If Inlerproiatlon erroneous. 

MYERS.H. Affiliation Nd Assigned. BS/03/1S. KAMMERER.C. NRC - No Detailed At- 
fillallon Given. Ip 44139 333-44139:333. 


V. Operator Examinations 

8881040223 Requests exemption from lOCFFtSS to plani simulation facility 5 hourly ro- 
quirements for maintam.ng active operator ‘iconso.Llsi of specific exemption requests 
irom s^t/stor tielnmg & conditions ol iconseos end. Fee pad 
ST/VNOERFER.F R. General Pubtlc Utilllles Corp. - GPU Service Corp. 07/12/26 
Ml/RLEY.T.E. Office of Nuclear Reactor Regulat or!, 0 rector (Post 8704H), 6pp. 
43962340 43962:345. 

8601040491 Forwarda Rav 3 to 792I-PGO-2613. "TMI-2 Licensed Operator Requa'lllca- 
(fort Training Program," & discusses ii!ter)i io deloie Rov t to 7621-200-2613. In i-ei 
Irainlru ccmplaiotf. Exempiior> request from 10CFR55 will be submlltod Feopald. 
STANOERFER.F.R. General Public Uillilloa Corp • GPU Service Corp. 87/12/28. Doc- 
umoni Control Branch (Document Control DoskV 9pp. 43062 301-43662 339 

-8801040496 Rov 3 to 782I-POD-2613, "TMI-2 Liconsod Oporator Rogua'ification 
Training Pragrem " 

COLEMAN, M S., MILL.A. Qorieral Public UtiTiios Corp. • GPU Service Corp. 87/12/14. 
36pp 43962:304 43962:339 

8601260276 Parilsl response to FOIA requosls.Forwards App A documonfs. Documonis 
being placed in PDR.Oniy ti'ea m NRC Ofc ol Governrr.ontal & Public Affairs searched 
lo/ oocumonts rosponsivs lo roquest.por 071028 tolcon 

GRIMSLEY.O.H. Division ol Rules & Records (Post 670413). 88/01/22. CONNOR.L 
Ooc-Soarch Associates 3pp 44130:290-44136 334. 

-8601268327 Commanis on mall false slatorront nssoclaled w/siaied person requallfl 
caiiort oxam.pet NRC request List ol TMl integrity Issues (I) provided Aulho.' 830801 
momo & cofT!monts ro Ole ol investigations on mail falsa siata.'nents st plant encl. 
MYERS.H. Alliiiailon Not Assigned. 64/02/20. KAMMERER.C. NRC - No Oolalod Al- 
lil'alion Given Itpp, 44139 209 44139:309 
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F. Security, medical, emergency & fire proleotlen plans 


6712310185 Rfrvisod emorgency plan Irnpiomenimn prdceduie8,1nciudino Rov 0 lo 
63EP-EIP-058-OS. "Emorgency Call Rev 1 to 63EP-EIP-062-OS. '^^OporaHonal 
Suppod Cir Acitvat-on" & Rov 1 to e3EP-Ein-063-OS.W787122l Hr. 

OLrCWA.L.T. Georgia Power Co. 87/12/21. I70pp 43898001-43898.171. 

6681270219 Rospcmds to NRC 871216 Hr ro violations noted In Insp Repte 60-321/07' 
30 & 50-368/87-30.Co'iociivd ectionsiiiio drill & critique ropis complalod par Proco- 
dure 4IFP-FPX0 1-0. Proceduie rovieed to loquiro comp'otion ol repts on lime. 
OUCWA.L.T. Goorgis Power Co. 88/01/18. Docureani Control Branch (Document 
Conuol Oosh). I2pp.44l69:0&3'44l69 104. 

6681260560 Rovisod omorgonev plan impiornenting procedures, Includ ng Rov 0 to 
83EP-EIP-107-0S, "Ouilos o( fJueloa' Socunty" & Rev 0 73EP-EIP-O09-OS, "Nuclear 
Security Duties." W/680' '9 Hr. 

OUCWA.L.T Oeoigla Power Co. 88/01/10. lOpp. 44l38.l62-44l36:iei. 


J. Ineurance 8 Indemnlly Information 

660 107036 7 Forwards ondorsomonie. including Endorsomoni 7 to MAELU Cortillcaie M- 
76.Endwsomef!i 7 io HEUA CotiKtoaio N-Ta. Endotsomoni 6 to MAF.LU Cotv/icaie 14 
66 & Ehdoisemom 0 to NELIA Certlllcaie N-6B. 

SANNA.LJ- Mareh 8 McLennan, Inc 87/12/30. DINITZ.I. Olllco ot Nuclear Reactor 
neguiaiit^, Oirocior (Posl 870411). 05pp. 43038:165-43038 260. 

6601270120 Forwards Endotsomenls 105 4 10 lo NELIA Polic.os NF-215 & NF-302 4 
Endorsomoms 87 4 10 lo MAELU Policies MF-70 & MF-129. 

SANNA.LJ. Marsh 4 McLonnon, Inc 60/01/12. DlNlTZ.I. NRC • No DolallQd Aflill- 
Blion Of^n 17pp. 44166'047-441Q6.063. 


P. Operating license siege documenta 4 correspondence 


6712300126 Application for emend lo License DPR-G?, revising Tech Specs ro surveil- 
lance roquiromonta on MSIV full-alioko losHng per ASME Code.Secl.on XlFoo pa d. 
O'REILLY.JP. Georgia Power Co. 67/12/21. Document Control Branch (Oocumei^l 
Control Oesh). 6pp. 43921 030-43021.030 

-6712300127 Proposod Toch Spocs.modifying surveillance requiromonts for MSlV full- 
siroVo testrng per ASME Code Kl. 

* Georgia Power Co. 87/12/21. 2pp. 49921:035-43921:036 

6601040011 Forwards Amends 150 4 87 to Llconsos DPR-7 & NPF-5, respectively & 
^ety ove'uallon. Amende modify Tech Specs lo define fuel average planar linear heal 

g eneration rate Hmlla 4 ECCS surveillance roquiromonts. 

ROCKEn.L P. Project DIreclorale 11-3. 87/12/21. O'REILLY, J.P. Georgia Povror Co. 
3pp. 43395:205-43685:239. 

-6801040015 Amends 150 & 67 to Licenses OPR-67 & NHF-5,respectively, modifying 
Toch Specs to doflno fuel avorago planar linear hoat gonersnon limits & ECCS survoir 
lance requiremenia. 

-J/^BOUR.KN. Project DIreclorale 11-3. 87/12/21. 20pp. 43895-207-43695:234. 

-6801040019 Safety evaluation supponing Amends 160 4 87 to Licenses DPR-&7 4 
NPF-5.respeclivo(y. 

* CMlica of Nuclear Reactor Regulation, Diroctor (Post 670411} 67/12/21. 4pp. 
43685:235-43696:299. 

6801050006 Provides Info le summary repts on plant slartup 4 power escalation 
losifrq.per NRC reqtiesl.Resulta will be submitted if load teal bundled efiocl test re- 
sults or reload consists of fuel bundles w/dif(ereni design. 

OUCWA.L.T Georgia Power Co. 87/12/29. Document Control Branch (Document 
ConbiHOesk). 2pp. 43903:190-43903:181. 



M010S0081 Forwards N'PDES Permit Q<A 0004t20.lssued to Georgia n>wer Co, per 

GUCWA LT. Georgia Power Co. 87/l?/29 Oocumanl Control Qisrtcti (Oocufoent 
ConUOl Desk). 4pp. 4389G;349'43900.014. 

-^901050091 NPGES PermitGA0004i20.(&8uedloQeo<ae Power Co 
LEOBETTER,JL Georgia, Siais of. 87/f2/04 2lpp 43090:353-43000.011. 

-8901050109 "ETS CompBr.son ol 1993 & 1997 NPO£S Perrr.ils" 

* Georg;s Power Co. 87/f?/'29. 3pp. 43900 012-43900.014. 


8. Reportable occurrencea, LERa & related correspondence 

86012t0095 LER 07-016 00;on 071214.malr* control room environ conlrol sya ii 
occurred due to false chlorine signal. Caused by survoltlance pic 
inadequacyPfOcedore revised & ch'orine doioctor replaced & rocal-bt W/Q0O 
OAKER.R.D.. QUCWA.LT. Georgia Power Co. 08/01713. 12pp. 44105:063-441 


V. Operator Examinations 


89010SOS79 Forw&tds "DCROR Final Repi" did Nov 1 997,coristsl>ng ol engineering r^ 
on 130 human enolneenng cfiscrepanc-os nol previously correciod at aubmiUal 
861333 summary of OCRDR program Mods may change during program Irr^emenia- 

w>n. 

GUCWA.LT Georgia Power Co 67/12/30 Oocuraeni Control Giarich (Oocucnenl 
ControrOesk) 3pp. 43916:003-43915 325. 

-9801050SB4 -DCROR Flrial Repi." 

• Georg'a Power Co. 67/1 i/36. 469pp 43915:005-43915-326, 

9801110479 Intoima ol pelil'Dning ol Steta el GA to revise NROES Permii GA 0064120 
reissued on 87i204.0e>eUon oT sialod d-scharga hmialion from Part i 8 delobon ol 
Pan III, Section ii roquosled. 

GUCWA,L.T. Georgia Power Co 88/01/04. Oocurneni Copiro) Branch (Document 
Conircl Desk). Spp 43086:210-43986 2i I. 

9861306383 Responds to request for addi info re 87t02t epokcanen to lewao Tech 
Specs concerning lu«i thermal l<rrvta t cefiiei'Ag opeTetione.(i&«ised pages oi Unit 2 
Tech Spcca Incorporating changes approved by Amend 87 onct. 

GUCWA.LT. Georgia Power Co. 88/01/14. Document Cr^itol Branch (Documoni 
Control Desk) 4pp 44107011-44167014. 

890I260S4S Forwards updated listings of outsiandfng licensing submittals that reouvo 
NRC written response (Jtil piepaied to d-scuss mods lo status topis 
GUCWA.L.T. Georgia Power Co. 88/01/tS. Oocumonl Control Breisch (Oocomont 
Control Desk). 6pp 44125:114-44135-116 


8601300231 Partial response lo FOlA request for documents re worker irair.'i 
grams & INPO training accreditation.Forwards App F documents App E & f 
menis also avftllabte in POR.AddI records also avairaWe in POR under Bossotn 
07-204. 

GRIMSLEv.D.H. Division of Rules & Records (Post 870413). 08/01/12. BC 
Public Cilnen's Cnllcal Mass Eneigy Project. 8pp. 44118:001-44118.039. 

-8801220136 Advises of attendance at 870923 Nall Nuclear Accrediting Board i 
at INPO otes In Allenta.GA ro (raining programs at two planIs.EncIs include 
Board member names & attendees 8. &7tt06 plant status accrodiiation table 
GIBSON, A.F. Region 2, Ofc ol the Director. 07/1 1/02 ROEJ Division of ii 
Perlormance & Oual'ty Evaluation (Post 8704t i). 6pp. 441 19:169-44H9:166 
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F. Security, medical, emergency & Hre protection plane 

86013103S6 Expresses disappoinimont w/NRC decision to adopt rule change ro 
ing of puclear power plant w/o participation of state & local povts in emorgcnc 
uaiion ptanninQ. Served on 971301 

1ACK,J J.. JOHNSON.O.H., LAVALLE.K P. Now York. State of H 188 4929. 87, 
2ECH.I..W. Commlasfoners. 2pp. 44092:187-44092 168. 


6801290274 Forwards document te review of (acil.tiQs,f<i( InloFR btweekty notlca did 
6e0l13,lnclud'ng nailco of considoraiion of Issuance of amonds lo Licenses OPft-67 
& NPF-5,on Pages 827 & 831 end. 

• Office of Nuclear Reactor Regulation, Otrecioi tPosi fi7041t). 86/61/25 
0'REILLV,J P. Georgia Power Co 16pp. 44i8a.243-44fe0.2df 


0. Irtepecffen reports, lE Bulieiipi A correspondence 


8712186389 NPC Info Notice 87664, "Convi'ctlort lor FateiHeailon of Secuniy TreM/ta 
Records." Sve bst end. 

ROSSlCE Division of Operational Cventa Assassmeni {Post 6764U) 87rt2/22 
Consol.'dated EdisonC^ ol New York, Inc 120pp. 441^.001-44193 124. 


0712176119 NRC irdo Notes fl?-069. "Pient Operation Beyond Analyxed Cond-iiot»s.’- 
Sve <181 encl. 

R059i,CE Dvlsian ol Operaiionel Events Assessment (Post 670411) 87/12/23 
ConsQitdaied ed-son Co. of New York. inc. 120pp 44056.009-44059:127. 


8712236003 SuppI 1 to NRC Into Notice 87-026. "Air Sye Probleme «i US LWRs.-’ Sve 


ROSSLCE. OAdslon of Operatioriai Events Assessment (Post 670411) 
Ccnsolidaied Edison Co. of New York, ine. I24pp. 4396S:t38 43995:257. 


97/12/26. 


871229016$ NRC Info Notice 67-066. "InapprQprtate AppUcsBon pf Cornmerdsi-Grade 
Components " Sve list anci. 

ftOSSl.C.E. Division o! Operaiionel Events Assesemont (Post 6704ii) $7/12/31 
CaosoHdaied Ed.son Cq. of New York. Inc. t20op 43995 259-43996.01$. 


6712300091 NRC Info Noi'ce 87-067, "Lossons learned From Regional ft*$ps of U- 
cerrsoe Actiona In Response lo IE BuHeiin 80-1 1 Sve Vsi end 
ROSSLCE. Division ol Operational Events Assessment (f^st 6764il) 67/72/31 
Consolideled Edison Co of New York. Inc. I23pp 44638 164-44038-286 

880112007 1 Ack receipt of 67121 S lir Informing NRC o( steps taken to correct violetions 
noted lji Insp Repts 50-321/67-27 6 50-366/67-27 

COlUNS,O.M Region 2, Otc ol the Director. 87/12/31. O-REILLYJP Georgia Power 
Co. tp 43666357-4396e:357. 


9801056394 SuppI 1 to NRC Info Notice 06-001. ‘'Broken External Closure Springs on 
Atwood S Mornii MSlVs." Sve list encl. 

ROSSLCE. Division ol Operational Events Assessment (Pest 676411) 60/01/11 
Consolidated Edison Co ol New York. Inc. I23pp 44036 041-44030:163 


9712290341 Forwaids request tor addi Info In oidor lor NRH lo prepare lot sah 
reQulatorv effectiveness rovlew.lnlo renuoaied by 660331 
MARTin.T.T Region l, Ofc of Ihe Director. 07/l2/f7. LEONARD.JD. lon£ 
Lighting Co. 6pp 43883.040-43893.045. 

69(11270044 Fonivards Safely Insp Repi 50-322/07-20 on 87l024-1226No v|i 
noted. 

WIGG1NS,J Region 1, Ofo of the Diteclof. 89/Of/IS. LEONARD.J.O Lone 
Ughling Co. 4pp. 44t4f;099'44f41:1 16. 

-9801270063 (nap Rapt 8O-322/07-2O on 871024- f228.No vioiailons noled 
aieas inspecteo.pienl Dpetatlon8.redielion proiecHon. securl 
avents.maini.surveiiiance.outege scdvKfes 6 rep(s to NRC.LfnreaeNad Kern id< 
BLO(.fOH.AR. Region 1, Ofc of me Director. 08/01/15. tSpp. 44l4l:i03-44t 

6901290H5 Fowrerds Rev 9 IP uiil locel oftBite tatfiolog'cal emotgency te 
plan.reileclinQ iOCFRS0.47<c) "best efforts’’ regulalions.W-^ end, 
LEONAflO.J.D. Long ts/ano LIghiinQ Co. 0e/of/22. Oocumoni Control Branch 
rrtem Cenbd Desk). 3pp. 44i66.095-44t60.095. 

80O129OO$I Responds to NRC 871217 Hr objecting 10 one change in Rev 16 10 
12.7 of securfly plan re poasibiliiy of neither shin security agent nor uiil seci 
petvisot bekvophsUeRev 16 to Settiori i.2.7,Pe9e 4 encllncl wlthlield. 
LEONARD./.D. Long island Lighting Co. 08/01/29 Division ol Information I 
Services (Post 6704)3). 2pp 441?l;3S9-44l7l:360. 


0. Adjudicatory correspondence 


8801040)22 Govts motion for postponement of btfeling & consideration of LILC( 
■'leaiism’’ summary disposition motions Mnding Issuance ol board guidanci 
quests that board rule quickly on rnotlQft.CerttricaTe of Sve end 
LETSCHE.K j. Surtoik County, NY. LETSCHB.K.J. Kirkpatrick & le 
PAlOMINO.F.Q. Now Yom, 6lale ol. #168 5227, 87/12/21. Atomic Sa/ety 
censing Board Panel. tOpp. 43a9B:164-43e9S:t$3. 

8801040071 Responds lo util 871219 motion for fmmediale certification ol comi 
of tssues.Subslaniive nature ol case does not warrant certilicalion or 
expoditioaCertiflcale of Sve end. 

ZAHNLEUTER,R.J. Now York. Slate ol. #188 5229. 87/12/22. BOSENTK 
Atomic Salely and Licensing Appeal Panel. 5pp. 43e87.074-43887:078. 


8861200335 Confirms 87t2t5 conversaifon re 800113 enforcement conleretKe tn 
Atlanta, GA lo discuss nndings In Insp Repls 50-321/86-35 6 50-306/66-35 Proposed 
aoenoa end. 

QRACe.J.N. Region 2, Ofc of Ihe Oireclor. 8fl/0l/tt. aREILLYj.P. GeerQle Power 
Cc. 3pp. 44056.099-44068.101. 

06019768)9 BesMnds to NRG 871218 (ir te vwiattons noted in In^ Repts 56-321/87- 
30 6 S0-366/67-30.(^rrecUve ectlonsifire dnll & endque repts compleled per ^oce- 
dure 41FP-FPX0I-0 Procedure revised to require completion of repts online. 
GUCWA,LT. Georgia Powev Co. 66/01/16. Oocumenl Control Brench lOocutrxent 
Control Desk). i2pp. 44)69.093-44169:104. 

980)270386 Forwards lesponse to 871 106 NRC Bulleim 07.002, ”Fester»e»s Testmg ro 
Determine Conformance w/ Applicable Mad Specs." 

O'REILLY, J.P. Georgia Power Co. 80/01/16. Document Corrtro) Brancli (Doevtnen) 
Control Desk). t61pp. 44)40:083-44)40:343. 


n. Periodic operating reports 6 related correepondenca 

880)210026 W<jr»ihiy eperaiing fMts tor Dec t987.V(/ee01 13 fir. 

BEARD.RM, GUCWA.LT. Georgia Power Co. 87/12/31. 13pp. 44133.045. 


88D1640090 Forwards util 8712)0 Hr requesting that offsite emergency propar 
exercise meeting Commission licensing requirements be scheduled as s( 
poS5lble.Uill request should be transmitted to FEMA.W/CertitIcate ol Sve. 
IRWIN.D.P. Lone Island Ltamirg Co. IRWIN.O.P. Hunlon & WilUems. #100 52i 
12/22. Atomic Safety and Ucensing Appeal Panel. 6pp. 43060: )34-43086:139. 

9901049102 NRC Stall exported response to whether certain Issues decided 1 
07-32 should be certified lo Commission or heard by ASUA8 on expedited sch 
Util 071222 motion shcHild be denled.Cenificaie of Svo encl. 

JOHNSON.Q.E. Assistant Geriera) Counsel lor Hearings. #168 5250 B7i 
Alomfo Safety and Licensing Appeal Pane' ttpp. 43680:l4Q.43808-.t5O. 

8001040068 Suffolk Counly.State of NY & town ol Southampton motion for add! 
respond lo ULCO seven ‘’realism" summary disposition motions.* Extenslor 
d^ fully juslilied for stated reasons 6 should be granled.W/Certittcate of Sve. 
LETSCriE.K J. Suffolk Courtly, NY. PALOMINO.F.G. New York, Slate of LATH/ 
Southampton, NY. #188 5828. 87/12/23. Atomic Safety and Licensing Board 
I4pp 43008:327-43888340. 

0601040080 Forwards Suffolk County & Slale of NY 871)25 Itr & requests ref 
8n0WN.H.H. New York, Stale of. BROWN, H.H. Suftolk County. NY. BROV1 
Kirkpatrick 0 Lockhart. #168 5233. 87/12/23. COTTER.P.B. Alomlo Safety i 
censing Board Partol. Ip. 43667:079-43667.001. 
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8B01M0128 LILCO response to intervenor request for quarter of yr to answer ULCO 
B7I216 tilings * Doubling ol normal re^nso period more than adequalo to account 
lor various lectors cited by intervonors. certificate of Sve encl. 

iRWiN DP. Long Island Ughting Co IF1WIN.OP. Hunton & Wl'liems. jtiies 5265. 87/ 

1 2/^^. Atomic safety end Licensing Board Panel, tdpp. 43909:263-43809:276. 

0801040074 Memo/andurn & order (ruling on govt motion lor addi lime to row>nil to 
LILCO ''realism" summary disposition motions}.* ASLB not inclined (o grartt request 
for response il NPC "toiling" scfiodule proposal adopted Served on 671230. 
GLEASON.J.P. Atomic Safely and Licensing Board Panel. #168 5 243. 87712726. Suf- 
folk County, NY. 4pp. 43889:339-43089.342. 

8801040084 Opposes motion for extension of lime to respond to LILCO seven leaism 
surrmary disposition motions Requests opportunity to provide views prior to ASLB 
final ruling on govt extention motion. 

LANPHEfl.L.C. Klflmairlck & Lockhart. #188 5244. 87/12/28. GLEASON.JP. 
KLINE.J P . SHON.PJ. Atomic Safety and Licensing Board Panel, tp. 43868:247- 
43a&a.24a. 

66(>1040095 NRC Staff response to intorvenora motion lor addI timo to respond to 
LILCO seven "roal-sm" summary disposition molione.* Motion should be 
lantod.Certificele of Sve encl. 

OflNSON.G.E. Assistant General Counsel (or Hearings #188 5256. 87/12/28. 
Atom'c Safety and Licensing Board Panel. 5pp. 43808:20^43088:298. 

B801040107 PEMA petition lor leave to file momorandum In support ol LILCO motion lor 
Immediate certificsilon lo Commission of Issues presonlod by LBP-87-32 or for expe- 
dited briating, argument & decision by Appeal ....* Cerillicale of Sve ortci. 

GUMMING. W.R. Pederol Emergency Management Agency. #188 5236 87/12/22 
Atomic Safety and Licensing Appeal Panel. Spp. 438G8'123-43Q06:l30. 

8801040113 Motion to strike unaulhorired pleading or, in alternative, answer lolntervo. 
nois 871216 motion lor summary rejection.* Motion should bo denied on mania lor 
listed roa&ona Certificale of Svc encl 

LEUGEnS.M.J. Long Island Lighting Co. LEUGERS.Md. Hunton 8 W>lkams #188 
5231. 07/12/28. /Tiomlc Safety and Liconaing Board Panel 0pp. 43867.062- 
43887.089 

8601040094 Pequesis verbatim tranacripl bo kept of an conleranca catia re hearing ar- 

K r.ent & roacning expedited decision on govts motion. 

NPHen.LC. Wrkpatrlck 6 Lockhart. #186 524S 87/12/29 GLEASON.J.P.. 
KLtNE.j.P.. SHON.FJ. Atomic Safety and Uconsing Goard Panel. 2pp. 43668:292- 
43888 293. 

6BO10QQOBO requests substitution ol AL Nardeiil in place of M Ovndrum at listed ed- 
dresa on sve list. 

NAROELLI.A.L. New York, Slate ol. #188 6266. 07/12/29. GLEASON.J.P. Atomic 
Seloty and Licensing Goard Panel, ip 43009: 176-43909.178. 

8801080111 Advisoa that H author has cogniyablo legal claim that appoinimem o< Judge 
Q'oason to replace Judge Margul-'es lor plant procaed-'ng prejudicos crrent$.etgutnonis 
maybe preaenied lo ASLS.por 871126 Mr.Sorved on 67f233i. 

COTTER, OP. Atomic Safely and LIconsing Goard Penol. #103 6278. 87/12/28. 
GROWN.HH. Kirkpatrick 8 Lockhart. Ip. 43900:1 79-43909:179. 

8801980063 Requests that utit 871218 request <0* full pantopstion oxorctso be 
donled. Request grossly pramaluro sinco many inadequacies in Rev 0 to plan remain 6 
upcom-ng Rev 9 to plan requires thorough RAC roview. 

LANPhEh.LC. KIrkpal/ICK & Lockhart. #186 6270. 87/12/30. Oocumoni Control 
□ranch (Oocumem Conirol Desk). 6pp. 43909.214-43909:219. 

8801080113 Memorandum 6 order (ruling on appKcanl motion ol 87i022 (or summaiy 
disposition ol Conlenilen 25.C.rolo eonllict of school bus drivers).* Ul4 motion for 
summary d.spoeilion ol Contention 25.C denlsd.Served on 671231. 

GLEASON.JP. Atomic Sslely and Licensing Board Panel. #188 8264. 67/12/30. 
Long Island Lighting Co. 7pp. 43900:007-43909:103. 

8601060287 Suffolk County first sol ol Interrogalorles & request (or production of docu- 
mertis to LILCO.* Definitions & Instructions lor answering Intorrogaleilos 6 dOCumerM 
production & Certificale of Svc end. 

MILLER.M.S. Suffolk County, NY. MILLER, M.S. Kirkpatrick 6 LocKhart. #186 5280. 
80/01/04. Long Island Lighting Co. 23pp. 43000:138.43909:159. 

8801060290 Suffolk County first set of inlarrogalorlos & request for production ol docu- 
ments to NRC Siatf & FcMA.* Oetlnillons & Instructions lor answering tnlerrogaioilos 
& document production 8 Certificalo ot Svc and. 

MILLER.M.S. Suffolk County, NY. MILLER, MS. Kirkpatrick & Lockhatl. #188 5281. 
88/01/04. Oflicoof the General Counsel. tOpp. 43908:160-43009-176. 

8801060295 Notice ol ASLAB reconslliutlon.* CN Kohl, Chairman & AS Rosenthal A WR 
Johnson,msiNiet8.S©fved on 600105. 

SHOEMAKER.C.J. Atomic Safety and Licensing Appeal Panel. #188 5283. 68/01/94. 
ip 43909.26l'43909:2ei. 

8801060311 Informs that ASLAB reconstHulod (or OL proceed'rig to consisi of fisfed 
mombera of ASLAP. 

aOSENTHALAS. Atomic Safety and Licensing Appeal Panel. #188 6264. 68/01/04. 
Atomic Safety and Licensing Appeal Panel. Ip. 43900:1 77-43909:177. 

6801130031 LILCO first set of Interrogatories & requests lor production of documents re 
role contllci of school bus drivers to Suffolk County A Slate of NY.* W/Corbficate of 
Svc.Ralalod Correspondence end. 

LEUQERS.M. Long. Island Lighting Co. LEUOERS.M. Hunton A Williams. #166 6301. 
86/01/05. Atomic Safety ana Licensing Board Panel 13pp. 43969:253-43989:266. 

8801130037 Advises that util disagrees w/vlew expressed In Lanpher 671229 Hr that 
verbatim transcript ol oH telephone conferences among ASLB A parties 
essentlal.Operational considerations should dictate use of court reporter. 

IRWIN, O.P. Long Island Lighting Co. IRWIN^.P. Hunton A Williams. #188 6300. 86/ 
01 /05. GLEASON.J.P., KLINE, J.R., SHON.F.J. Atomic Sately and Licensing Board 
Penal. 2pp. 43989:269-43989:270. 

8601190036 NRC Staff motion tor extension of time to (lie rosponso lo LILCO motion 
for summary disposition of hosp evacuation Issue.' Extension ol filing dele to 860116 
requested. Certificate of Svc end. 

BACHMANN.R.Q AssistarW Get^etal Cout\8©l for Heatir»gs. #188 6341. 68701/05. 
Atomic Safety and Licensing Board Panel. 4pp. 44035:066-44035.069. 


8891130044 forwards fully oxecuiod CA Daverlo 071223 alt'davitper cemmilmeni In 
cover 8r to util 671219 motion for immad‘ate co/tllcatlon or expedited review ol Issues 
p/ossnted by LBP-07-32. 

JhWIN.O.P. Long Island Llghlng Co. IRWIN.O-P- Hunton A Williams #188 6206. 00/ 
01/96. ROSENi HAL.A.S . WILBF.R.H.A Atomic Salotv and Licenshg Appeal Panel, 
ip 43989 311-43009 318 

-0801130060 Affidavit of CA Oavorio * Advises thal deleimlnation lo need for addi fu'l 
po/tlclpalion exercise far enough In advanco ot 800213 imperative lo parrrit ulil to 
mako tfrnely request for extension if needed A Justidod Certificalo of Svc end 
OAVERIO.C.A Long Island Lighting Co. 67/12/23. 7pp 43989 312-43969:318. 

8801130030 Memorandum A order ro LILCO request for aulhori/alon to operato at 
26% of lull power.* Ulil eni.lied lo proceod w/ requost.lntervonors onuiea lo have 
conuuitlons neard.NRC directed to proceod w/rovlow ot request Served on 6801 1 1. 
GLEASON.J.P., KLINE, JR., SHON.P.J. Atomic Seloty and Licensing Board Panel 
#180 6306. 88/01/07. 16pp. 43689:237-43989 252 

8801130050 Board ordor (Staff motion (or oxionslon ol I'me on summary disposition ol 
ho^ evacuation issue).' ASLB gtpnls Stall motion tor a day oxtension to respond lo 
uMmaLxin (or summary d-apositlon of Issue. Served on 800111 
GLEASON.J.P. Atomic Safety and Licensing Goard Panel. #189 5299. 80/01/07. ip. 
43060:32S-4390D:325. 

6601190040 Forwards omorgoncy planning conlonlion re LILCOa new emergency 
iiroadcasi sys proposal. Th'oo cemmonis on contention listed. 

MILLER.M.S. Kirkpatrick A Lockhart. #1B8 6340. 98/01/12 GLEASON.J.P., 
SHON.FJ., KLINEJR. Atorn'c Seloty and Licsnsng Board Panel. 2pp 44033 070- 
44fl35.lH)4. 

-8801)90042 Emergency piann'ng coniemlon ra LILCO now omorguncy broadcast sys 
proposal ‘ Cen.iicate of Svc encl 

MllLER.MS Kfikpairick A Lockhart. 80/01/12. Atom'c Safety end LIconsing Board 
Penol I3pp 44035 072 44035:084. 

8801190026 Notice ol ASLAB roconsilluHon.CN Kohl.chairman A AS Rosenthal A wn 
Johnson fnernbeis Served on 600114. 

SHOEMAKER, CJ. Atomic Seloty and Licensing Appeal Panel. #188 5348. 88/01/13. 
Ip. 44035 003 44005 093. 

8601200228 UlCO sccond set of intoiiogatorloa A roqyasts for production ol docu- 
menia re r^^e conflid of school bus drivers lo Sufloik County A slate ol NY.’ Cartifi. 
cato ol Svc encl Rotated corroapondonco. 

CHRisrMAN.jN. Long. Island Lighting Co. CHRI8TMAN.J.N. Hunton A Wl.l.ems. 
#108 6364. 8S/0l/t3.%ullolk County. NY. 6pp 44060.068-44050.093. 

8601190027 Advises of 880104 toconsniullon ol ASLAB lor emergency planning pheso 
of proceodIng.CN KohLchalrman A AS Rosenihal A WR Johnson, mombars-Rolalod 
cotraapondonce. 

ROSENTHAL, A.5. Atomic Safely end Liraneing Appoai Panel. #188 5347. 80/01/13. 
Alomic Sototy and licons-ng Appeal Panel, ip 44036:094 44035:094. 

8801200223 LUCD first sot ol inisirogaioiios A (oquosts lor production ol documents to 
i^e contuct of school bus drivers lo town of Souihsmpton.* CerlKIcsio ol Svc 
onci Rsialod corrowondonco 

CHftlSTMAN,JN. Long 's'and Ho'Mmfi Co. CHRISTMAN, J.N. Hunton A W.tHams. 
#108 5385 80/01/16. South Momplon. NH. 4pp. 44050:121-44050 124. 

8801200273 Sudolk County, Slalo ol NY A town of Southemplon response lo LILCO 
motion for summary disposfiJon of hosp evacuation issus.’ Ulil moilon for summary 
dlspoMion should bo denied for Cstod roosons. 

MILLER.M S SutiQlk County, NY. M(LLER>4.S. KirkpaUIck A Lockhart. PALOMINO.f. 
Now York. SiBlo of. #168 5386. 66/01/15 Atomic Seloty end LIconsing Board Panel. 
44pp. 44050:167-44050:218. 

-8601200261 Affidavit of MS MiHor ro proposed oltsHe emergency plan. Oedircaie of 
SveorKf 

MILLER.M.S. Suffolk County, NY. MILLER,M.S. Kirkpslrlck A Lockhad. 66/01/15. gpp. 
44050.211-44950:219. 

9897210161 Response ol govts to Board 671223 conlirmaicry memorandum A order.* 
Ref porttorve ol govie previous tilinga moke efoar that NRC use of word "may" in pio- 
vlding "guidenc^* to Boards appears lo be qu'le deiibraia.Cort'ficate ol Svo end. 
LET9CHe.K.J. Sollolk County. NY. LETSCHE.K.J. KItkpsirick A Lockhart. 
PALOMINO, F.O. New York, State of. .#188 6372. 88/0in5. 9pp. 44080.097- 
44066:105. 

9801210162 LILCO brief on meenirtg ol word "may" In now emergency planning rule A 
sppkc^lity of now ru'e lo i^p £.‘ Plann-ng requirements ol App E already boen sat- 
Isned or will bo saiisfiod by Rev B to plan.W/Cortificale of Svc. 

CHRISTMAN, J.N. Long Island LlQhli<\9 Co. CHRISTMAN.J.N. Kurxton A Willlama 
#100 6373 . 88/91/15. Atomic Saioty and LIconsing Board Panel. 12pp. 44068.085- 
44066:006 

6901280331 NRC Stall posltiona on matlors relsad In 871223 confirmatory order.* App 
E ^rould be road (n IlghI of roceni rule change A Commission intent in rsgulailon lo 
provido elds (or uM plan when aisle or local govts la-i lo cooperate. 

JOHNSON.QE. Assistant Oonoral Counsel lor Hearing^s. #108 5403. 89/01/16 
Atotn'o Solely and Licensing Board Panel. 10pp. 44100:135-44100:166. 

-9801250344 NRC SlafI response lo LILCO motion lor summary disposition re compli- 
ance w/IOCFB50.ri7{c)(l)(l} A (il).* LILCO demonsiraled that no genuine Issue as lo 
feel exists mail lo findings required by secllons-Mollon should be grentod. 

JOHNSON, Q.E. Assistant Ganoral Counsel ior Hearings. 68/0i/l5. Alomlo Saisty 
and Licensing Board Panel. Spp. 44f00:l45-44l00;149. 

-8901260359 NRC Staff response to LILCO motion for summary dispositlort of hosp 
evacuBlIon issue.* Oeficlencies iri utif plon re hosps insignificant per 
lOCFR50.47(ci(l].Uotlon should be grentod. 

BACHMANN.R.G. Ass'slanl Geneier Counsol lor Heatings. 60/O1/V6. Atomic SateVy 
and Licensing Board Panel. I5pp, 44tC0:150-44l00:166. 

-8801250365 Affidavit of T Urbanlk * Assumptions, speeds A melhodology used In hosp 
evaluation time estimates in Rev 9 to util plan correct. Estimates suitable for Inclusion 
(w use in making protective ectlon recommendations. W/Certilicato o( Svc. 
URBANlK.T. Otflee ot the General Counsel. URB/VNIK.T. Texas AAM Untv. Collage 
Station. TX. 88/01/11. 4pp 44100:105-44100:166. 
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?’ ^‘^9P Wfonlloni £X 15 & le * Reqitews feconsWa'- 
aijon of 671207 Part.9l rnii.al Decision LBP-87-32 holdrig ihai FfiVA 860211 otfeite 
Pfeparedness exeic/sfl noi sulficlent for full pOAor OL 

Hurlon a Willisms. tfiaasiBl 88/ 

01/19. Atomic Salely and Clcens.nfl Appeal Panel. 250pp <14065:1 76-44066081. 

PpTNwatOs Suidk Counly.Swie ol NV & town ol Southampton response In 
°oSFn5O 47(c)£m)&1'0 summary dsposi-ion ol Conienlxtns MO.pei 

LANPHGR.L-C. Me* YaK Slate of 
SouJihampton, NV. #188 6406 86/01/ 18 GLEASON.J.P,. KUNEJB 
6 M<JpN.kj. Aloinic Saloty and Licensing Board Panel. lp. •f4086.02fi->l4090:l^ 

-8801260322 SudolA Cqunty.Siaie of NV a hwn of Southampton reapopso In cpposi- 
J^L disposition of Conleniloro l-lO par 

■'99^.1 ® Paclual Issues romain in dispute. 

t^NPHER.L.C Sirlfolk County. NY LANPHEOLC K.iknnUir-k * 

Pa<^° 3K?09^97a8^ 

K-fpa'rick a Lockhan. 88/01/19. 

Jonas ■ Usl9 conduct supporting tad ihat uw tias not 
?. A /6la.n participation ol SuHolV Coirniy. 

4?of9-io2” NV. aefouio. ispp. 44C9ao8a. 

’'®if«r’hi?( rtVioflt?®’'’ ?! ?!i >0 pay ptoporty lajies aoJtng ms & 

o^icl" severs infury to countv.Ro.'aied into onci 

BLASS.J Sullolk County. NV. 88/01/10 13pp. 44039:103 <14009 115 

** Pefom.no.' Uiil had man role In aciivities before federal 

Cen^^a*io''ors?o tniercede in proceeding during me 4 

PALOMINO, F.G New York. Stale of. 88/01/ 19. lOpp. 44099 116-44099 I2S 

wav/eta to ULCO l^at sat ol intei/ooaiortes & document 

Ce\?i«%tl sIVroC^ 

•*' ‘■“■CO Ui\ sei ol imerrogatoftcs 4 /equesis for 

sKawo ■ CoNrttcds Of Svc 

rpif 

8001260308 Noilce to Qsofcipants (n uy ptoceedirg ihai ai papers duected tn Wft 
Wflsiod address, Servedon 88012 “ ^ 

lp! 44099^2e”-4409l ''P*’®®' P®"®' -*"»« W89. 88/01/20. 

first set ol requests lor admissiorts re romand issue of lofe confsct 
of school bus (Invars Changes to Wastcbester.Wayno & Osnogo Counitos emeroan 

SkliiWnn®? *”*'’? '®^“es'®«'VV/Certircate ol licRelsied 

4fe“l25 44W^^^^ County. NV. 

8801270365 Advises Ihat afiidevns of FR Jones, GJ Blass FP Peuone & FG PetoraVio 
filed ofi 880119 w/^t<oln County, Stale of NY i town ol Soothamolon resnonsa tn 
iASpHFOt°r*'’uS.^^'-®"' ^‘’‘^'0"?''^®' aignaiu/e pages bofna filedSidey 
miNF f t^ftOaff-^dfSa $457 88/5i/20 GlfeASONJP. 

441260u' SHON.Fd. Atomic Safety snd Licensing Board Panel 6pp. 44i2«oio- 

8001270434 Govts motion lor leave lo We interfocuiory appeal,’ Ul3 enuucd 10 aiorxea 
Snn'ri?!!®^ Mwet ppera6on urxfer 10CFB50^57?rl Inle^erSla'^JtldTO 
river-ue U®I ®"c® « “n«ef’'/or’8 ‘o request W/Certficeio of Svc. 
p|lol]!io;?c/« .NV- KLINe.J.H. Wrtvpalrtck & Lodihart. 

PALOMiNO.F.G. New York, Slate ol. #188 54ia. 88/0f/2l7Alomtc Safety and U- 
cens-ng Appeal Panel. 28pp. 44126 094.44126:137. ^ 

8801270918 Stele of NY first sel of Inlerrogalones & request lot proiPjclion ol doew- 
2AHNI FiirFn n^i** w Cerjincate of Svc encI.Retaled correspondence. 

ZAHNLEUTeR.R J. New Yotk. Stsle ol #185 6410. 88/01/22 Atomic SalehrandU 
censing Board Panel. 6pp 44126:1 77-44l26:102 ic saetyanou 

response jo ASLB 880107 order & loquesl tor e*ped.-6on.» PSC ol 
NY may begin prassoring triil through raiamak/ng process lo drop facLtiy w/o eKoedi- 

odeciron on motion CerSflcale of Svc end waa u o.up .uOTcy wro e»pea(- 

LtaWing Co. JflWlN^.O.P, Himton & Wilfiams. # 188 5417. 88/ 
01/22. Atomic Sfafeiy and Uconsing Board Panel. 6lpp 44l26:34g.44i27.x)38. 

iW^Malohes & request for production of docu- 
PiMwi eiUc^Po |vc end. flelaied correspondance. 

ZAHNL£LrrER,B.J. Now York. Sleld of. #188 5409. 88/01/22 Atomic Safaiv ttnri 11. 
ca-nsing Soatd Panel. 13pp. 44126-.336-44128:348. 

response lo 880107 memorandum & order/ No aduan- 
to any Wterneltve new forurn proposals contained in orrfer.CerUteale of Svc 

lETSCHE.K.J. Sulfolk County. NY. LETSCHEKJ Kirkoalrirn a iA.-ehart 
^LOMl^.F^a New York, Slate ol. #188 5416. 88/01/22. Atomic ^fety^sM^P 
censingBoardPanel. 16pp. 44126.138-44126.163, ly a o i.r- 


Forwards lent of actual rulo of Commission e.morgancy p'lnn.'M n/ti d 
piamHi4e changes do not allow plants to be licensed w/o adecuflcv 0! o'ncuero 
ptannvig measures. ' 

CAfiRgM Commissioners. #108 5422 CO/OI/25. GiflARDO.MT. AIMn'ionMlAi 
signod. 44pp. 44126:271 44126 314. v- 

P. Operating license siege documenie & correspondence 

8801 120090 Fprwyds (nio (e Resource Technical Svcs.lnc.mcludno sv.vTirrary (4 VIV: 
conlraci work.NRC Form 26 tor throe existing contracis.sudit Info.woik tiis'>y S l« 
'Of special maps 6 of curroni resource svcs 

Technical Services, lr>c NRC.26.87-41T. 8T/i7i|/, 
jUMNbON.E.H. Region 4, Ofc ol the Director 7ipp. 43998 230-43990 330. 

88012701 14 Noillication of 8B0204 maejino w/otil tn nocKviile MD 10 br'ul M9I M /I 
sn’d/flfl'icj' oporfllrng procedures rev effort 

^«^54 36 M 4 154 354°'^“’ BUTlER.WR Project D.rccioia'o 12 

'®9‘'®3f <or records re NRC tt'o a-ntncfnj 
? iCCFBSO.App E le ollslte emergency planning w/o sialeAk-ia 
S.^iJe!*i^PSl®”r/®''’rfl'ds App G docurnonls.App F documents avoi.'ab'o in PM 
Division ol Rules & Records (Post 87041.3) 08/01/26 BEl.Ain.nfi 
KlrkpalnckA Lockhart. 5pp 44177 014.4417 7 272 

’® 070430 requesi (or opinion on two aspocis ol tiLCO.'f- 
^est tor NRC Buthoriiation lo operate plant 01 25% capacity Uiil claims rel.TrrafiY 
S continuing need lo reduce clopaf>donc0 on toraigrt oil assossod 
.y?To ;1-R °®P’ 67/05/29. VARGA, S A. D.vis'on ol ReaciD/ Pro-Ws- 

l/fl (Post 87041 t>.3pp 44177 248-44177:250 

O. Inspection teporls, 1£ BulleWns A correspondence 

8712160369 NRC Info NoHco 87 064, "Conviciirjn for Falsification ol Seou.-'ly TtaiVu 
Records Svc list enci 

f Op®»8''0h8' Events Assessmeni (Post 870411). 07/121?? 

consolidated Edi8or> Co. of New York, Inc I20pp 44153 00i<44t63-.i24. 

*^Svo w'onc^^^ Not'ce 87-066, "Plant Opereiion Beyond Anslyied CodWfi’ 

,£! Op®'a'.‘eh8i Events Assessmeni {Post 870411) 67/12/?i 
CoftsdvJsied Edison Co 01 New York, Inc 120pp 44056 008-44056 I27. 

*^^*^^003 Supp) I lo NRC Info Nonce 07-020, "Air Sys Problems si US LWn8"S« 

ROSSf.CE. t^islon of Opeiahonai Evenis Assessment (Posi 870411). SNiS'il 
Coftsd-tfeled Ed-son Co. o' New Yo/k. Inc. I24pp 4396S'l9e'4399S257. 

6712200166 NRC trdo Nonce 87-056, "inappropneie Application of Commwe'fOiaJs 
Compofla-iis. •• Svc list enci. 

flOSSt.C.E [^vision of Oporaiionai Evenis Assessment (Post 870411) 07/f?/ji. 
C/onsoWaled Edison Co 01 New York, inc l20s>p. 40995-.266'43996.0t6. 

8712900091 NRC (fjfo Notice 67.067, '•lessofts Learned From Regional Imps of U 
Response to lE Buiietit> 60-it." Svc list anct. 
i'' Operelionai Events Assessmeni (P091 870411), 07/12/5' 
Cortsomistod Ed.8on Co. ol Now York, inc l23pp. 44030 164 44030:286. 

0001050394 Suppi 1 to NRC Info Notice 88-081, "Broken External C.'osufO Spr.ngj M 
Atwood & Merrill MSiVs ■' Svc list enci 

ROSSf.CE. OiviBion ol Opereiionai Evenis Assessment (Post 870411). 60fO»/il 
t/On$okdaied Edison Co. of Now York, tnc. I23pp. 4403B 04 1 .44038.163. 

8001210063 Requests loo foi 671123 applicaiion lor exemption Irom 10CFR50.54[«; 
™”paiTOny insurance requirements. 

OKWS.RM Uconse Fee Management Branch. 80/01/16 LEONARO.J.O- LO/iq -'sljrxf 
UghWrg Co. Ip. 44092:093.44092.093. 

8001270044 Forwards Safely Insp flopl 50-322/87-20 on a7l024-l22e.No violeio'J 
noted. 

WIGGIN&J Regiofj 1, Qfc of the Oirecior 88/01/19. LGONARDjD. Lone Is-'anC 
Ughling Co.4pp, 44l41:0g9-4414I;tl5. 

-0001270063 Insp Rept 50-322/87-20 on 071024-1226 No violstions notad Major 
areas Inspected plani opejailons.rad.aiion proteciiorj secunly.pian! 

aclivilios & repts 10 NRC Unresolved item iderlifed 
Ht.uut3nA.R Region i, Ofc of ihe Director 88/01/15 t3pp 44141-103-44141:115 

S. Reportable occurrences, LERs 4 related correspondence 

®^jJ3h0094 Forwards LERs 67-033 & 87-034.p6r 10CFR50.73. 

STEK3ER.W.E. Long islano Lighting Co. 87/12/23. Oocumonl C^nvol Branch tDoui- 
meni Control Desk). 1 p. 43920.027-43920.035 

”®^12310057 LER 87-033-O0.on 871 lOO.discovered weekly liqi/id eflloenl samples to- 
by Tech Specs discarded prior to monthly & quarterly anaiysls.Causod by f« 
aorwicl erroi.Tochnidan received wfirien reprimand 

QRUNSEtCH.R.W. Long Island Llghlmg Co. 07/12/23. 4pp. 43920:028-43920:03». 

-8712310097 LER 87-034 00:on 87l201.determlned Ihat calibr ol main control roam 
wnU^on rerfisUo/i monitors contrary to Tech Specs. Caused by mlglntarpretation of 
Tech ^ecs Monitors declared Inoperable untu setpoints chanooo 
ORUNS£iCH.R.W. Long Island Ughling (^o. 87/12/23. 4pp. 43920. 032.43920 056. 

0001270631 LER 87-035-00.00 871221 6 BBOloS.high energy lino break logic Of RWCtJ 
s mam steam l,ne drain valves 1G33*MOV-034 8 ]02fMbv-O32 fnriiated Caused Iw 
^^oper grounding ol 24 voll dc power supply. Grounding scheme changod.W/880i 20 

GHtWSElCHR.W.. STEIGEH.W.E. Long Island Lighting Co 88/01/20- 6pp. 
44145.181-44145:185, ^ 
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V. Operator Examinaliona 


O. Advisory Comirittae on Reactor Safeguards reports A correspondence 


9601200231 Partial response to FOiA roquost lor documents ro workot ira'mng pro- 
grams & INPO trenlng accreditation Forwards App F documonta.App E & F docu- 
ments also ave table it\ PQR.Addl recotds also available in POR ondor Qassong FOIA- 
or-SOd. 

GBlMSLEy.DH D.vismn ot Rules & Records (Post 070413). 08/01/12. BOLEY.K. 
Pubi'c Ctiizon's Critical Mass Energy Projocl. 0pp 441 10:001-44110:039. 

-0601220136 Advises ol ailondence at 670923 Natl Nuclear Accradilbg Board meeUrtg 
ai INPO olcs 'n Atianta.GA re trnning programs at two plants. Enc^ InCudo Lst 01 
Board mombor names & allendoos & 071 105 plant status accrediiaVon lahlo 
GiQSON.A F. Reg on 2. Olc ol the O'reclor. 67/i i/02. ROE,>l. Division of licensoo 
Perlormsnce & Quality Evaluaiion (Post 6704 1 1) Opp 44i io I50i441l9:t66 


DOCKET SO-323 DIABLO CANYON NUCLEAR POWER PLANT, UNIT 2 


E. NRC Safely Evaluation Report (SER). supple A correspondence 

6601130089 Thinoonih partial response to FOlA roguesl (or documonls re 
plant.Forwards /tpp R documonls. R & S documonts avedabto m PDR & LPOR 
locaiod In San Luis Obispo, CA. App T documents may bo purcimsod Irom ANSI. 
GBiwStEY.O.H. D.vi8ion Ol RirlQS & Records (Post 070413). a7/V2/2a. QAROE.OP. 
Govornmont Accountability Projoci. 20pp 44012:00 l-44 0l2;26t. 

-6001130232 Forwards dratls ot rnatl tosparvJrvg to SSER 2t alieqatiorts. Rocyarod 
review process cornpleio. 

HOCH J B Pac'dc Gas A Electric Co. 04/01/12. Region 6, Ole ot ino Deocior. I8pp. 
44012.340-44012357. 

-6601130303 Roguosis lhai ulll uvaluato & resolve Issues ro SSER 21. AL'ogations 92 & 
93 & welding symbo.'ogy.Wtllien roaponso documenting ovaluAlioita A 

li'iclings.tnclud no lomsps or coiioctivo actions, roqu red as soon as posstbla 
KIRSCH 0 F. NRC - No Oelailod AIMIation Given. 64/(J2/06 HOClU 0 Pacific Gas A 
Eleciric Co. tSpp. 44013 O0t-44013:01S. 


0801270269 Surnmary ol ACRS OHR Sys Subcommittee B7llt7 moetmg in 
Washington, DC is util decision not to Install Ueriicated blowdown sys at Davis Basse 
& hiM.caUons of DiSblo Canyon Iciss ol sliuidown coo'ing eveni.Viswgiapns end. 

* ACRS - Advisory Committee ot) Reactor Seleguatds. 67/12/lS. ACRS ■ Advisory 
Commttoe on Reactor Safeguards. 16pp. 44155:116-44155.135. 


P. Operating license stage documents A correspondence 


0601070206 FOIA roquesl for documents re ends lo 871015 lir (o uii' transmitting suppi 
to salaiy evaluation A environ assessmoni. 

GnAaGn.L NUS Corp 87/12/14 Oivis'dii Of Rules A Records (Post 870413) ip 
43946X)3 I 43946 031. 

6601120090 Forwards info re Rasourco Tochn'cnl Svcs.Inc.Including summa.'V el NRC 
coniracl work, NRC Form 26 for ibreo exisling coniracis.aud.l Info.work history A lists 
cf eirpertiso ava labla lor special Insps A of current resource sves. 

FELTHOUS.fl.A. Rojoufce Technical Services. Inc. NRC-26-07-417. 87/12/16. 
jOltNSOM.E.H. Region 4, Oic ol Iho Director. 71pp. 43890:230-43968300. 

660(060676 Forwards 'ong-term soismte piogretn - probab-l.stic risk assossmeni (roni- 
tine anatysos & top uvonls in lesponso to laquosls liom NRC during NRC/uiil 
071 102-06 workshops on fragl.ty e'/aluallon A soil structure interaction 
SHIFFERJO Pacific Gas 5 Elaciric Co. 87/12/22. Document Control Branch (Oocu- 
mont Corxitcl Desk). 600pp 43911 0i10-43g|2;2QS. 

6601130068 Th.r1eenth partial response to FOIA requesl Ici documents re 

K 'ani.Forwe'ds App R documonls.^p R A S documents avallab'e irr POR A LPOR 
cated In Sart Lula Obispo.CA App r documanla may be purchased from ANSI. 
CniMSLEy.O.H. Division of Rules A Records (Post 870^(3). 37/t2/29. GARDE.BP. 
Oovoinmont Accounlab'l Cy Project. 20pp. 4401 2:001 -4402':2/0. 

-6601130137 Rov 0 lo W-606. "Procedure for Oporaling Nucloo' Plant Mod" 

* Pacillo Oaa & Efaclrlc Co. 02/05/07. I3pp. 44012 095-44012: 107. 


F. Security, rnedical, emergency A fire protection plans 

8801070193 Responds to 071 12S Ur lo NRC which enclosed request from 0 Rood lor 
Info on renu'ations that woulrl require advance notification of tests to warning m. 
ST6LLO.V- Ole Of Iho ExOCUtivO Oiiec'oi (or OporaUons. 07/12/29. PANtrTA.LG. 
House of Rop. 6po. 43843:336-43045:343. 

-8801078166 Forwatda 0 Rood request for info on eny rogu'ations mat would toquiro 
advance ncAUicalion ol losls lo wainlng ays. NRC stiouiq toviow ortcl A respond lo 
Read quegilona. 

PANETTA.L.E. House of Rop. 07/11/25. Commissioners. 2pp 43045342-43945-343. 


0. Adjudlealory correspondence 

6601200436 Diablo Canyon Intorvemion roquost by Mothers for roace.* Forwards Moih- 
era for Podco 660207 potiiion for leave to intervene End document has not Iroon to- 
coiv-Od by A8LS A Oockuune A Sve Brencti.SorvQd on 660303 
MCGUAREN.Hj OU.ce oT Iho EvocuUvo Logoi Ouoctor (Pro 860701). 66/02/28. 
CLEMENTS, WT Oockoting A Services Orancli. ip 44091.063 4409i:066. 

-6601300446 Olablo C&nyon liconso amend to totack spent tusl pools.’ Ropuest lor 
hearing A pouiion for leave lo iniorveno In consideratiun ol Issuance of amends to 
Licenses DPR-80 A OPR-62 ro sponi fuel cool rereching 

SiLven.S A. San Luis Qbispo Molhata for Peace 6o/02/Q7 Commissionors. 2pp. 
44091 064-4408t:085 


-6601130147 Ptoeodura Changa Notices 1-13 to Rev 1 to QCP-17, "Quality Procedure 
tor Iniiisliortol Work" 

* ilTMaid P. Foloy Co 63/11/00. 46po 44012:108-44012.165. 

-8601130159 Procediita Chango Notice l to Rov 1 lo HPF-E2, "Procedure lor irrsiaiia- 
uon & oocumentaiion oi Fire Aiarms.Cardo’C Sya. Ooiugo Sys A Smoke Oaiecto's," 
revising cortdmi msinnallon Ralslod Info enci. 

* Howard P.Fc^ey Co. 83/04/06. 36pp. 44012 166-41012:190. 

-6601130165 RovO lo Ptoieci insiruciion PI-1 1. Plant Med Follower." 

’Pacilic Oaa A Eiocirlc Co. 62/07/20. Opp. 44l>l2:18i-44012;i00. 

-0601130169 Rov 2 to Piocodure 111-8, "Piocodure lor Oporaling Nuclear Piani Mod 
lOoa'iiyj," 

* Pecilic OaaA EiecthoCo. 83/11/02. 21pp. 44012200-44012:220. 


>9601130191 Rev 3 lo Design Ciiiaila Memo C-lS, "Dosign Criiorla lor Seismic Rovlow 
of Class IE EiocincQi RacewaySuppons ai Diiiblo Canyon Power Piani." 

YAN.M.K.. MCCAIL.J.K., BErl I(«S eR,R.V. PaclUC Oas A Etocwte Co. 63/03(23. 
37pp. 44012265-44012321. 


-6601130210 nequo&is that Oic ol (hvesttgailQn loltowup on a'leaetion ol (a’slUcotion ol 
woidor ceriilicetiona at plant. Arranoemonis for siandin aiiogod lo bo made through R 
Barry.No deioi'd avaifab's from C Nlobergor at proaeni. 

MENO<WCA.M.M. NRC • No Ootallod ANiilaifon GIvOn. 63/10/00. KIRSCH, D.P. NRC - 
No Oolalled Afllliallon Qivon. 4pp. 44012:322-44012:332 


8801200416 Mothers lor Peace amend lo pQliUon lo mtorveng.* Fonvords sworn slato- 
mant from N Culver aulhorlamg Molhors lor Peace lo acl or hor bohatl In NRC pro- 
coodings ro ubl appi cation ro spent luol stoiago.W/o sialemor)i Served on 000325. 
SILVER.SA. Friends Peace Exchange (lormerly Molhors lor Poaco) 66/03/17. 
Atomic Satoty and Licensing Boa'd Panel. Ip 4409V.133-4409V.133. 

8801040266 Notifies ol new address. 

MCGONAGILX.8. San Luis Obispo.CA. fflOB 6232 67/12/08. NRC • No Ootallod Al- 
Ijilatlon Given, ip. 430O7:134-436B7;t34. 


-8001130222 Rev f to Instruction 1-29. ''Tomperary IhsUuclIona for Review of Welds 
Assodatad w/Pipe Atlachmenis on PGAE Code Class B.C.E.E' A 0" 

* Pacific Oas A EloctrioCo. 63/09/14. 3pp. 44012 333-44012 335. 

-8601130267 Subrnils {tesign A const stalus ol Oeaign Clianga Noilca DCO'EE‘446 ro 
conitol room venMaiion A prossurlzallon sys. Design A consi completn.nepa.r.iosling 
acbvitlos A rosolulion scheduled to bo complolod by 840215. 

SCHUYLeH.4.0. PocHic Gas A F.lociiir. Cki. 04/02/07 MARTIN.J 0. Rogon 5, Ole of 
the Oroctor. Ip. 44012.3B0 44012.-3C0. 


H. General correspondence 

8601200338 Forwards JA vonRudon Ur providing lequislie aulhorization for Sartia Lucia 
Chapter of Sierra Club to acl In vonHudon behalf In precoodings beloro NRC ro 
plentjier 660303 politlon for loavo lo Iniorvone. Served on 660319. 

FERGUSON.R.B. Sioira Club. 68/02/10. Docketing A Services Branch, ip. 
44091.100-44091:102. 

-8601200342 Advises that author roquosted Sania Lucia Chepier of Sierra Cli4) lo ra- 
q-jasl heating on (otacklng proposal A to paUUon for leave to Intorvono In hearing 
VONRUDEN.J A. Sierra Club. 06/03/17. MCCUHREN.H.J. Office of the Execufhro 
Legal n.reclor (Pre 860701] 2pp. 44091:101-44081:102. 

8801200310 Urges Commission lo dony any request for another hearing re spent luel 
storage on alte.CiWons for Adequate Energy supports PGAE request for perrolealen lo 
store spent fuel in spent luol aiorago pools on slie.Sorved on 660310. 

G18SON.J.C. Citizens lor Adoqualo Enoigy. 86/03/03. PALLAOINO.N. Commission- 
ers. tp. 44061:362-44081:352. 

8641070193 flesporwls lo 071126 Ur lo NRC which enclosed requost from D Heed lor 
info on ragufadons that would require advance notification of testa io warning $y^ 
STELLO.V. Ofc ol Iho Executive Director for Operations. 67/12/29. PANETTALE. 
House ol Rop. 6pp. 43845:336 43945.343. 

-6801070195 Forwards D Reed request for Info on any regulations (hot would reqiAre 
advance noilfication of tesla to warning ays. NRC should review encI A respond to 
Reed questions. 

PANETTA.L.E. House ol Rop. 87/11/26. Commissioners. 2pp. 43945:342-43946343. 


6901070205 NoMlcaban of 650106 meellnQ w/WestInghouso Owners Group Operaiions 
A Analysis Subcommittees In Bolhesda.MO to diecues subcomm.ltees invesUgaHons In 
analysis area to Generic Lir 87-12. 

TFIAMMELL.C.M. Projact Diroctoraie V. 87/12/30. KNIGHTON, G.W. Prcjoct Director- 
ate V. 4pp. 43045:344-43945:347. 

6601190163 Forwards oxampllon from requltemenis of 10CFH20,App A In response to 
660715 euppi to 660416 eppllcalionCxempi'ion allows use ot laO'Cilodirio pioleciion 
lector ol 50 lor Mine Salety Appliances GMR-I canisters al both units 
7RfMi<!MELL,C.M. Division ol Raactor Projects • III, IV, V A Special Pioiocts (Post 
eyiMlli 06/01/04 . 8ltlFFER,J.O. Pacific Gas A Electric Go. 3pp. 44063:011- 
44053:022. 

-6501180161 ExempUon from reqiitements ol 10CFB20APP A re use of radlolodme 
protection factor ol 60 for Mine Safety Appliancas QMR-I canisters at both units. 
CHOTCHFIELO.O. DIvis'on of Reactor Projocls • lIMV.V A Special Projects (Post 
670411). ae/OI/04. Opp. 44053:014-44053:022. 

8601070266 Partial response lo FOIA request for documents re 871015 Itr to licensee 
transmitting auppl lo safety eva'ualion A environ assessment. 

QRIMSLEt.D.H. Division ol Rules A Records (Post 870413). 86/01/05. GBABER.L. 
NUS C^. 2pp. 43946:032-43946:046. 

6801350429 Forwards Amanda 27 A 26 to Licenses OPR-60 A OPR-82, tespacllvely A 
safety aveluatlon.Ainends revise IlmiOng conditions for operation of pressurlzar PQRVs 
A darify requirements tor startup repls. 

TRAMMELL, C.M. Protect Ottectocata V. 88/01/Q5. SHIFFERJ.O. Pac-lic Goa A Elec- 
tric Ca 4pp. 441 16:090-44 1 1 6 1 06. 


op«..on Of 

pPR.a 2 ,tMCMili?^y,®^®'^““°^ 8 upportlf>a Amonda 27 & 26 lo Ucenses DPR 40 & 
d 4 ? 16 f? 04 °'( 41 ie: 1 ok^®®‘^*‘^ noflulaton, Dlwtor (Post 870411 ). 88 / 01 / 05 . 3 pp. 


at • -rpy. •**IVOO:uy7.44Ua5;Q22 

IS!”' 7 “‘ »■'• 

^iofus^ulall*®^ 

Diraolor. 4 pp. 44035 : 028 - 44095 : 0207 ' Region 5 , Ofe o 1 the 

a^l acUonB^l™th^er w/completlon^o ® 3 ^- 09 'lmptemenUillon o 1 any 

mart Control Desk). 


«any Mar loae. 
cument Conirot Branch (Docu- 

menl Contror Oesk). 3 pp, 44l42^4^4^4|f/4a_ Control Branch (D^ 

'“m Wlhln » .( 

SSroSW'ffijSTfc'S''^^ " 


g^oharge from Bechtel work force at RV- 84 -A 0037 1* 

Q. Inspection report!, IE Bulletins & correspondence 

"ffloffoSffiSKr ‘ on 67,,, 2S ,W7, 

» “nK2^:4l8K'5°«l'S^^^ P.0T«0.. 

snlorcement & opon Items P'anl areas & equipmost 4 fci 

43fll9;347-43BlS2°°^''''^'^' ®- °'° ®' Director. 87/12/11, 6pp. 

EtecwSS 87/12/16. SHIPPER, J.D. Pacific Saii 

vl0.1.ns cr 

■or. ROSS,W.J. ^egW2, 

Rgyud^" ^c^HsUnc'l!'^*'''^ 87-064, ‘'Conviction lor Falsification of Socuritv Tiairirg 

ConsoISdSSn" El o&"ol^r 

Syc list encf^*^ 87-065, "Plant Operallon Beyond Analyzed Condtilons," 


.-r-- l, 7 UMUtWnS, 

on .«V««n. ho"'?ao*pr» ‘'"'™ 

flBlfi"c,‘i:‘'i*n°5'*fi?v9A AS?V dements MnS'^ wrthhaW ^led 8712230003 SuddI 1 in WD/n !..<. ki.i. - . 


Governrrionl Accountability Pfolecl. 4 p 5 W 38 ffl 44 IM:!ia 

t^nsaa DPR-ao A DPR- 

men! Con8ol Desk), 2pp. 44 1 i37;goJ Document ^ntrol Grarvch (Oocu- 

"ffiu”nw^Sl‘‘S3’n\'!b^^ Uofinses OPR-ao 8 oPR-aa chanelna 

•880127001! ^ * * 


wpiSr 

PacBlo Q., t EIMWO 00. 85/01/28. Opp, «, 27, 301.44, 37, 303 

SHIPPER J.O. Peclllo Gas 4 Electric Co, 88/01/22 1opM'5V3”:ra4W~{i^*'^ 

Pacific Gas a Elechic Co. 88/01/22, 8pp, 44137:354-44.87.380. 

AM'd2^eZ*ApW « ^ER MJ^UREG- 

DMsion of^Ru^^k PDn.App s 

emment Accwntabifity PfotcL 7?p*SlMSli^"lM™l OEVtNE Gov- 

the Dlroctor.'iwpp, 4416°^0-£tlSo?' MARTIN, JiB. Region 5. Ofc ol 

«W2,, Ragkm 5, ^0 0, iha Direl ,p. 

|[s'}g,g^S&®'Jrii£ttf® RV:84’.A-0043 conckmlno drcumvenHon 

44W^4164S. ■■ AffiUatlon Kpt Assfflnkd. Ip. 

4415?ffiJ4i64^ 83/03721. AffiliaBon Not AqdgrMd 1^ 


"iKff * ^ NRC inlo Notice 67 - 028 , "Air Sya Problems at US UWR."Svt 

CoiSl&L'^cKi: cL M 

8 60 - 323 / 87-38 on 871004 - 1 1 14 S fw- 
S Betlrt “^' 2 fJ'. Wk'lo^l'a^'So^ViOM^'™'"®^' ®^^’ 2 / 28 , 8 HIFFER.J.D. Paeillc Gas 

8 fle d«ectIon^suwel?anceprogram%d'noMncl^^^^ nolediRCS lest;- 

ZJMMERMan^p p“L*' ‘ 5 ®'^®'^°" mffiednS* acceptance criteria for opsraUonol 
5 - O''- 0 ' Ifia 'Director. 87 / 12 / 28 , Ip. 44044 : 015 . 

pool araa*mo*nHor RE-M i'new f[ieTBtomQa"B?Z^°®'’'r^ 0=*''*®’'“'' 80lBcl:!port fi»l 
44044 :oT^’”’'^- »' >'>« DlreclSr™ 87/12/28, Ip. 44044;016. 

""^Kf Mled^wSw ajIas^Jg^S olam “"i Violation & 

RADov^fi ? * aurveillance acUviUoi 

°'<= 0 ' Director. 67 / 

ptanl-Porwards^App^R to FOIA request for documeniB is 

^ted in San Luis OblSM CA AooYSn?, available in POR & LPOR 
GHIMSLEY.D.H. Division of flulef a P^-chased from ANSI. 

Government Accountability Proleclloj^^ GARDE, B.P. 

~*Sf}^P-““b'o^DLnyonTo™Plam’^ Acceptance Crllaria lor Ancfw 

NieMI,T.E, Kefloflfl Co. 76 / 12 / 10 . ISpp.' 44012 : 023 - 44012 : 039 . 

In HanMf* nstelStlS '"®P ®' Concrete Ex- 

Pacfllc Qaa & Electric 60 . 77 /O 2 / 14 . lepp. 44012 : 077 - 44012 : 092 , 

1877 Nuclear ^ 8 '^Ck>rp%[idif'S''puiinw,f®D*^^°“S''''’^ documentation of Insp ol 

3 . 800 JV. 4401 3 : 05 W 402 ?? 27 e! ° °P®fatlons, 84 / 03 / 01 . ComtnisslonBis. 

^^onents!."*STC^Hafmiclf "Inappropriate Application of Commerclal-Qrado 

Ceneol&Mft & 

Con«> 6 deNKi Edison Co, o&a,W 2 ^fp% 1 g^ 

SHIFFEaJ,D. Pacific Gas A Elec- 


DOCKETED ITEMS 89 


-86(>1 1 lOlftO Correctod notice of violation Irom insp on 68t215>t9. violaUon 
noted: qualification documentation for Limitorquo motorized valve acfuatora did not es> 
labllsh similarity betwoon Installed actuator & actuator lasted. 

PATE.R.J. ReQlon S. Ofc of the Director. 67/12/21. 2pp. 43960:238-43060.239. 

8801050394 Suppi I to NRC Info Notice 86 081, ''Broken External Closure Springs or* 
Atwood & Morn.'l MSIVs.” Svc list oncl. 

ROSSI, C E. Division o1 Operational Events Assessment (Post 870411). 66/01/tl. 
Consolidatod Edison Co. of New York, Inc. I23pp. 44036:04 l-44038;t 63. 

8801310269 Requests addi time to provide Tmal rapt on completed test program re IE 
Qvlielin 67-002, "Fastener Testing to Ootermino Conformance W/Appllcable Mall 
Specs." Rep^l will be submitted by end of Mar 1966 

SNIFFER, JD. Pacific Oas & Electric Co. 66/01/IS. Document Control Bratwth (Docu* 
morkl Control Desk). Ip. 44066:068-44086.0G6. 

8601260SS6 Responds lo NRC 87t22t Itr re violations noted In Insp Repta 50-275/60- 
33 & 50-323/86-3 t.Corroclivo action3:grea9a rellela on gear housings of throe Hrrslor- 

S ue valve operators ins<do Unit 2 containment installed. 

HlFFER,J b Pacllic Oas & Electric Co 66/01/20. Document Control Branch (Docu- 
ment Control Desk). 6pp. 44136:138-44136:143. 


R. Periodic operating reports 5 related correspondence 

8801270081 "Report on Discharge Monitoring at Diablo Canyon Power Plar^t,” for Ooo 
1987.W/880126 Itr. 

TOWNSEND.J 0 Peerfic Gas & Electric O). 87/12/31 LEONARD.W. Colltorna. State 
Ol. 46pp. 44169:209-44169:334. 

8801370131 Menlh'.y opetatlng topis lot Dec 1087.'N/67Q116 lit. 

HUG.M.T.. BEOESEM.P., fOWNSEND.J D. Pacllic Oas & Elecirtc Co. 67/12/31. 
Itpp. 44141:128-44141:136. 


S. Reportable occurrences, LERe & releted correepondenca 

B80I27027S Summary of Oporaling Reactors Events Meebng 66-02 on 660112 te 
events which occurred since last mealing on 860105. Ual of attendees, algnticanl ele- 
monts of events & tabulation ol long-term followup asaignmonta to be cornpioiad enci. 
LANNING,W. Events Aaaossmanl Drench. 68/01/16. ROSSI, C E. O-vtalon of Oper- 
ational Evante Assessment (Post 070411). 16pp. 44155: 136-44 i6S:l6t. 


V. Operator ExamlnsHone 

850120023 1 Partial response lo FOIA request lor documents re worker freining pro- 
grema 6 INPO training aecrediieiion.Forwerds App F documente>pp EOF docu- 
mania atso available in POR.Addi records also available in POR under Sossong FOIA- 
87-204 

ORIMSLEY.O.H. Division ol Rules & Records (Post 870413). 66/01/(2. 80LEY.K. 
Pub'lo Citizen's Criilcal Mess Energy Prolect- 6pp 441 18.001 -441 18:039. 

-8801280136 Advises of ellendance at 870923 Nell Nueioar Accrediimg Board mooting 
et INPO ofes in Atlanta, OA re training programs at two plants.Encu incivdo Ist of 
Board member names 5 ailendeee & 671106 plant aietus aacredciation table. 
QiQSON,A.F. Region 2. Ofc ol the Olroclor 67/11/02. ROE.J. Olvfslcrt of Ucenaea 
Performance & Quality Evaluation (Post 67041 1). 6pp. 44 1 19:169-44110.166. 


DOCKET 50-324 BRUNSWICK STEAM ELECTRIC PLANT, UNIT 2 


F. Security, medical, emergency 5 fire proieellon plane 

8801110195 Rev 4 to Plant Emergency Procedure PEP-OS 8.2. "Personnel Accouniaba- 
My. ' W/87f223 Mr. 

SMITM.J.. DIET2.C R. Carolina Power & Light Co. 67/12/23. QRACE.J.N Region 2. 
Ole of Ihe Oireclor. 9pp. 44006:079-44006:087. 

6601140166 Forwards proprietary "Brunswick Steam Electric Plant ProbebSlelic Fire 
Analysis" & "Fire Risk Analysis." lor review & approvel.Aflldavlt encIRepIs withheld 
fret tOCFR2.790). 

ZIMMERMAN. S.R. Carolina Power & LIghi Co. 88/01/04. OocumenI Control Brartdt 
(Document Control Desk). 6pp. 4401 1:065-44011:090. 

8801150299 Rev 24 lo Vol XIII.Book t to radiological emergency responso 
pfan.lncluding revised effective page ll8tlng,Figure 1.1-6, "1900 Population Totals." 
Page 4-16 & Figure 4.4-2, "Evecuallon Versus Shelter Decision Tree." W/860104 Hr. 
SMITH, J.. DIETZ.C.fl. Carolina Power & Light Co. 88/01/04. QRACE.J.N. Region 2. 
Otcof Ihe Oirector. 11pp. 44041:112-44041:122. 


P. Opefsllrtg license stage documenta 5 correspondence 

8801120090 Forwards Info re Resource Technical Svcs.Inc, Including summary of NRC 
conlracl work.NRC Form 26 for three existing contrecla.sudlt Info.work hfslory & Hats 
of e.imanls8 available for special Insps & of current resource eves. 

FELTHOUS.R.A. Resource Technical Services, Inc. NRC-26-87'4f7. 67/12/16. 
JOHNSON, E H. Region 4, Ofo ol the Director. 7tpp. 43098:230-43996:300. 

8601070324 Informs of necessary change to CROR corrective action Implemenletlon 
schodule.lnstallatlon of guard rail not completed due lo unavailability of guard raf 
brackets. Installation lo be completed during Jen & Nov 1966 outages. 

ZIMMERMAN, S.R. Carolina Power & Light Co. 87/12/30. Ojeumont Control Branch 
(OocumenI ConUol Desk), tp. 43991:195-43991:195. 

8601070496 Requests NRC review & Invesllgalion of mail presented In 871 219 meeitng 
re util plana lor evaluation & mitigallon of flawed reactor recirculation outlet nozzie-to- 
aafe end weldmenl8.Pre8entatlon mall used for meeting encLFee paid. 
ZIMMERMAN.S R. Carolina Power & Light Co. 87/12/30 Document Control Branch 
(OocumonI Control Desk). 3epp. 44000:029-44008:092. 

--860 1970511 Presentation to NRC on mechanical stress Improvement process for reac- 
tor nozzles. 

' Carolina Power & Light Co. ‘ O'Donnell & Aasoclales, ina 87/12/31. 34pp. 
44008:033-44008:092. 


8801140293 Forwards Amends 115 & 142 to Licenses DPR-71 & OPR 62 & safety 
evaluation Atnerids revise Tech Specs lo ensure that required surveillance lasting ol 
mechanical puinps identlfled.W/o ends. 

SYLVESTEfl.E.lJ. Prolecl Directorate fl-l. 07/12/30. UTUEY.E.E. Carolina Power & 
LIgtit Co. 4pp. 44033.002-44033:'005. 

8801130247 Forwards addI info addressing NRC 871203 concerns re util 8703 13 appli- 
cation for smands to Licenses OPR-? 1 & OPR-e2. revising Tech Spec 3/4.4.I.2, 'Jet 
Pumps." 

ZIWmERMAN.S.R. Carolina Power & Light Co 66/01/06. Document Control Branch 
{Document Control Oosk). 5pp. 44000:246-44000 250. 

8B012(K>268 Forwards environ assessment & finding ol no signiticant Impact ro 870605 
request for exemption from lOCFRGO App J, Parogroph ll.A.3,for info. 
SYlveSTER.ED Prqlect DIractorate 11-1. Be/Ol/M. UTUEY.EE. Carolina Power & 
Ll^tCo 2pp. 44066317-44066:323. 

-8801200276 Environ assessment S findng of no significant Impact supporting Issu- 
anco of exemption from 10CFR50 App J re containment fntegralod leak rate lasts & 
to allow caJcuiationa to be performed using mass-point method 
OUCKLEY.B.C. Project Directorate 1-4. BO/Ol/14. 6pp. 44066:319-44066:323. 

8801260440 Informs of change In SPDS operability implementation schodule.Unll 1 sys 
wli be opstsbio 6 months earl er ihan currently scheduled & t/nit 2 sys will be opara- 
breon8ai2l5. 

ZIMMERMAN.S R Carol.na Power & Light Co. 86/01/21. Document Control Branch 
(OocumenI (k>nlrol Desk) ?pp. 44130.190-44130:101. 

8801280681 Forwards environ aasessmont & finding of no signiticant Impact ro 870617 
appCcarton ipt oxomptlon from 10CFR5D.62|c)(4) requirements te min row capacity & 
boron concentration for liqud slar^dby control sys. 

SYLVESTER.E Project Diredorato ll-f 88/01/22. UTLEY.E.E. Caro'lna Power & Light 
Co. Ip. 44173:199 44173.204. 

-88012606B4 F.nvjton sssossniani A linding of no significant impact re util 870817 re- 
quesl lor exemption trom iOCFRS0.62(c)r4} on Injecilon rate lor sodium pertleboralo 
aofuikm in standby liquid control sys-EIS unwarranfad. 

ADENSAM.E.G. Project D.roctorale H-l. 68/01/26. 6pp. 44173 200-44173:204. 


O. inspscilon reports, IE Buliallna A correepondenca 


9712160369 NRC Info Notico 87-004. "ConvlcHon for Falsification of Security Training 
Records" Svo liai enci. 

ROSSI, C.E. Division ol Operational Events Aasossmoni (Poal 670411). 67/12/22. 
Consoildaiad Edison Co. of New York. ine. I20pp 44153:001-44 153: 124. 

0712170119 NRC Info NoUce 87-065. "Plant Opeiaiion Beyond Analyzed Conditions." 
Svciisl oncl. 

ROSSbC.E. Division ol Oporaiional Evenis Assessment (Poet 870411). 87/12/23. 
Consolidated Edison Co. of New York. Ino. ISOpp. 44056.008-44056:127. 

8801040123 Ack recelpi of 871 126 Hr Informing NRC ol slaps taken to correct violations 
noted Irt insp Roots 50-324/97-3S 6 50-325/67-31. 

VERREllldM Region 2. Ofo of the D>rocior. 87/12/23. UTLEY.E.E. Carolina Power 
& Light Co. ip. 43963 060 43063:060. 

8712230003 Suppi 1 lo NRC Info Noilos 97-028, "Ak Sys Problems al US LWRs." Svc 
lisl erK). 

RO^I.CE. Division ol OpaisHonal Events Assossment (Post B70411). 67/12/26. 
Consoiidaied Edison Co of Now York. Inc. I24pp. 43995:136-43995:267. 

8001050136 Forwards reaponsas to requasla tor addi Info re inservIce Insp program for 
wolds on 670604 & OalO.Info preaertled in lorm of compononl lists & Isometric 
drewir^.Responsa to 870403 roquesis for addi info considered comp'ete. 
ZlMM^MAN,S.R. Carolina Power & Light Co. 67/12/26. OocumenI Control Branch 
(Document Control Desk). 400pp. 43800316-43902:023. 

8801120001 Forwards Insp Repls 60-324/87-40 & 60-325/87-39 on 671 101-30 & noUce 
ot vidabon Attention Inviled to uniesolved Hems tdoniiTied kt repl. 

VERRELLI.D.M. Region 2, Ofc ol Iho Diraotor. 87/12/26. UTLEY.E E. Carolina Power 
& light Co 2pp. 44046.267-44046:302. 

-0801120002 NoKco of violatfon from Inap on 871 101-30. Violation noted: written proce- 
duree to adjust Instruments lo maintain accuracy not Implemented. 

V^RELLI.DM. Region 2, Ole of the Director. 67/12/29. ip. 44046:289-44048:269. 

-8801120003 Selely Insp Repts 60-324/87-40 & 50-325/87-39 on 871101-30. Violation 
noted Major areas lnspected:maint obsetvallon, surveillance observation, operational 
safeN veiiHcstlon & Complisuvce Bulletin 67-02. 

RULAND.W.H., GARNER, L.W„ FREDRICKSON.P. Region 2. Ofc ol Ihe Direclor. 87/ 
12/24 13pp. 44046:290-44046:302. 

8712200156 NRC Info Notice 87-066, "Inappropriate Application ol Commercioi-Qrade 
CompononiB." Svc fiat end. 

ROSbI.C.E. Division of Operational Events AssossmenI (Post 870411). 87/12/31. 
Consolideled Edison Co. of New York. Inc. 120pp. 43995:258-43996.016. 

8712300091 NRC Into Notice 87-067, "Lessons Learned From Regional Insps ol Li- 
censee Actions in Rosponse to IE Bulletin 80-11." Svc list and. 

ROSSI.C.E. Division of Operational Events Assessment (Post 670411). 67/12/31. 
Consoiidaied Edison Co. of New 'York, Inc. 123pp. 44036:164-44038:266. 

8801200285 Responds to violations noted m Insp Repts 60-324/87-36 5 60-326/87- 
as.Correcllve actlon8.Porlodlo Test Procedure 08.2.2b revised & approved & appropri- 
ate plant administrative procedure will be implemented. 

DIETZ, C R. Carolina Power A Light Co. 88/01/08. Document Control Branch (Oocu- 
mantConlrol Desk). Spp 44058:306-44056:310. 

6601060394 Suppi 1 to NRC Info Noilce 68-081, "Broken External Closure Springs on 
Alwood & Morrill MSIVs." Svo list end. 

ROSSI, C.E. Division of Operational Events Asseasmem (Post 870411). 66/01/11. 
Ckwrsolidaled Edison Co. of New York, Inc. 123pp. 44036:041-44036:163. 



S ians lOf IQSCC insa/rep^ prtor i© tosiart oi plam 
V'LVESTER.ED. Project Drieciorate IM. ea/0l/22. MURLEY.t. SNIEZEKJ 
MiRAGilA.F. MRC • NoOetafled AHiliaifon GVen. 2pp. <14 149:354.44 HS-356. 


R. ParloOlc operatinfi reports ft related correepondeece 

9801040545 Momiit^araling repts lor Nov 1987.W/e7i203 (if. 

HARRi^N.F., OinZ,C.R- Cerolina Powat & Ugh; Co. 07/1U3O. t3pp. 43923.077- 


S. Reportable occurrences, LERe ft related correepondenee 

9601110400 PNO-li efl-OOl on 680102, prirnery coniainmani Isolation va'ros dryV'SK 
eq^mont & door drains is;'ed to ctosa automaticafly altor receipt of velid Group 2 
leofailon si^aLCauee ur«ler InvosOQelior.Insp laam dispatched 
FREOnrCKSO/^.P. Region 2. Ofc of mo Director. 88/01/04 ip. 43971-150- 


9901130105 lER 87-Ot2-OO.on 07l2O7,unplanned Div I primary coniaicunenl Group 5 
rsoladon of flCIC sya occurted.Caused by porsonnel error.Jumper reinstalled ft RCIC 
ays returned to slendby readiness W/a60106 Hr. 

PAS^A.MJ., DIETZ, C.R Carolirta Power ft Ugm Co. 68/01/06. 6pp. 44030.169- 


9901140256 Summary of OpatBlmQ neadots Evenis Meelmg 894)1 ori 870105 re 
evanis that occurred s'nca 871222 List of etiendaes ft vtewgraphs ettd 
LANNING.W. Events Assessmanl arancn 88/01/07. ROSSfc.E. Division of Oper- 
ational Events Assessmenl (Posl 870411). 24pp. 44031:033-44031.056. 

9901270275 Summary el Operating fleaciors Events Meef/ng 88-02 on 880112 re 
events which occurred since last meelmg on 880l05.Ust oJ atl6ndee8,slgniflcanl ele- 
ments 01 evettls ft iBbulahon ol long-torm folowup asslonments to bo corr.ploled end 
LANNING.VV. Events Assessment Branch. 88/01/15. flOSSI,CE. Division q| Oper- 
at'onal Events Aasessmem (Post 870411). lepp. 44155 136-44 165 151. 


8801260322 Special Kept a-SR-88-001;on SSOno.T-day i-me Itame ol fue bartier hmlt. 
rfig condiUon fof operation (or Ffie Ooor 203 excaaded.FIre walcPes esiabllshep k v^ij 
be ma^niained during remeindercl re fueling /main t outage 

OETZC.R. Carolna Power & UaW Co. 6l/Ot/i9. Document Control Branch iDocu- 
metiil Control Oesli). Spp. 44138:298-44138 290. 


V. Operator Ejramlnatlons 


6807200231 Pardal response Ip FQIA request tor documents re worker iralnlna pro- 
crams ft tNPO training accredHation.Forwsfds App F doCumertlsApo E ft F docu- 
8^04*^*° S'/»«abl9 (p POR Addl records also available In POR under Bossorrg FO)A- 

0^ *’‘^*®* * Records (Post 8704l3i. 68/01/12, aOLEy.K 
Public Otijen 8 Crtbcal Mesa Energy pjojacsl. 8pp 44l18.'CiO1.44l1fi.039. 

®' ««8ndance at 870923 Natl Nuclear Aecretfiling Board meetlna 
ai INFO otes )n AHenlaOA re Irt'niM prootsms ai two piente.Encis Include Hal of 
^ etiendees A B/floS pitnt atetus acctedHailen laWa. 
OiBSON.A F. Region 2, Olo ol the Oirectof. 87/11/02. ROEJ. Division of Licensee 
Pedormance & Ouai'ty Evalust^n (Poal 870411) 0pp 441 19; 169-44 119:186, 


DOCKET 60-329 BRUNSWICK STEAM ELECTRIC PUNT, UNIT I 


cation for amends fo Licenses OPR-71 I OPR-62, revising Tech Spec 3/4 4.l.27'Je1 
Pumps.’’ 

ZlWMERMAN.S.R. Carolina Power ft Light Co. 60/01/06. Document Coniroi Brax/i 
(Document Control Desk). 5pp. 44000:2-46-44000:250. 

8801200268 Fonwards environ assessment ft tindipg of no slgnlliceni Impact re 9?0W5 
roquesi for exemption from 10CFR50 App J, Paragraph ll A 3 for Info. 
SYLVESTER.E.D. Project Directorate ll-l. 08/01/14. UTLEY.E E Caro'ina Power ft 
Light Co. 2pp. 44066:31 7-44066 323. 

••8601200275 EnWron assessment ft finding of no significant fmpaci suppo.tng issu- 
ance of exemption from lOCFflSO App J re containment Inlegratod fees rale ifs'4 4 
W allow calculelions to be performed using mass-point meihptf. 

QUCKIEY.B.C. Project Diroclorale 1-4. 88^1/14. 5pp. 44066:3I9-44066:323. 

9801280440 lAlorms of change m SPOS operability Implomonlalion schedule L'nll 1 sys 
will be opeteblo 6 months earlier than currontly scheduled ft Ijttii 2 sys wiii be cpeia- 
ble on 96121S. 

ZlMMERMAN.S R. Carolina Power ft Lighi Co. 88/0f/2t. Document Control Branch 
(Dpcumenl Control Desk). 2pp. 44130.180 44130:191. 


0. Inapectian reports, IE Bulletins ft correspondence 

8712160359 NflC Inlo Notice 87-084, "Conviction lor Falsification of Socurify Tia.n.ng 
Records." Svo list encl. 

flOSSI.C.E. Division of OperailonsI Evenis Assessment (Post 870411). 67/12/22. 
Consolidated Edrson Co. ol New York. Inc. 120pp. 44153.001-44163:124. 

Notice 67-065. "Piatti Operation Beyond Analyzed CondS-Ww" 

Sve list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/12/23 
CortsoHdaied Edison Co o< New York, inc. 120pp. 440S8.008-440S6.127, 

8601040123 Ack receipt of 871 125 Hr Informing NRC of aieps taken lo correct volations 
noted in Insp Repts 60-324/87-35 ft 60-326/87-31. 

veRRELU.O.W. Region 2. Ole erf the Dkoclor. 87/12/23. UTLEY.E E. CaroV^ Fcwei 
ft Light Co. ip. 43963:0e0-439e3.'060. 

8712230003 Suppf 1 lo NflC Info Noilce 87-028. "Air Sys Problems at US LWRs. ’ S'rc 
Lei encl. 

ROSSI, C-E. Division ol Operallonal Events Assessment (Posl 870411). 87/12/28 
Consolidated Edison Co. ol New York. Inc. f24pp 43905:138-43995:257. 

9601050136 Forwards responses to lequosls for addl inlo re insorvlce Insp piogtam Ic* 
welds on 870604 ft O819.lnfo presenied In form of componenl lists ft isc.metric 
drawirtgs.Rasponse lo 870403 requests for eddl info considered complete, 
ZlMMERMAN.S R. CaiOlina Power ft Light Co. 87/ 12/88. Document Control Blanch 
(Oocumenl Control Desk). 40app 4380o!9l6-43602'.023. 

8601180001 Forwards InspRepis 60-324/S7-40 ft S0'385/e7-39 on 871 101-30 ft nel^e 
of vldftllon.Atiemion Invhad to unresolved Hems Identified in repl. 

V6flflELLI,O.M. Redon 2, OfC Of the Oitecior. 97/12/29. UTLEY, 6.6. CaroLna PoviSi 
A LfghI Co. 2pp. 44046 287-44046:302. 

•9801120003 Safety Irtsp Repis 50-324/67-40 ft 50-326/87-39 on 971 101-30 VIolaton 
noted.Ma[or areas inspeeiedinielni observation, surveillance observation, operat'iriai 
safely venrrcaiion A Compliance Bulletin 87-02 

RULANO,W.H., OARNER.L.W., fREDRICKSON.P, Region 2, Oic Of the Oirectcr. 87/ 
12/24. 13pp. 44046:290-44046:302. 


F. Security, medical, emergency ft fire proieellon plane 


88011 10195 Rev 4 lo Plant Emergency Procedure PEP-03,8.8, "Personnel Aecouniabfi- 
fty W/e7l22aHf. 

SMITH, J., OIETZ.CR. Carolina Power ft Light Co 87/12/23. QRACE.J.N. Reqlon 2 
Ole ol the Director. 8pp. 44{>06:07d-440(}6:d87. ^ 


9901140165 Forwards proprietafy '•Bruttswick Steam Elccirlc Plant Piobahjllstic Fire 
Analysis ft 'Fire Risk Analysis," (or review ft approvalAffidavit enciflepla withheld 
jVof IOCFR^. 790h 

ZIMMERMAN.SR. CaJOHtva Power & Ughl Co. 88/01/04. Document Control Brarjch 
(Document Control Desk) 6pp. 44011:08b-440lt-.Q90. 


SMITH, J.. OIE72.C.R. Carolina Power ft Ughl Co. 88/01/04. GRACE JN Region 2 
Ofc ol the Okatioi. lipp 44041:112-44041:122 


P. Operating Itcenee atage documenlt A correspondence 

9901120(190 Forwards Inlo le Resource Techricat Svca.lnc.lncludirtg summary erf NflC 
contract work.NRC Form 26 lor three existing contrects.eudit Info.worli history ft lists 
ol expertise available for special insps ft of current resource sves. 

FELTH(3US.R.A. Resoutce Technical SenAcas, inc. NR(3-26-«74l7. 87/12/16. 
sTOHNSON.E.H. Region 4, Ofc of the Director. 71pp. 43999.230-43998:300. 

6901070324 Inlomts of necessary change lo CROR corraolfve action Impiementadon 
schedule. Irtslallation o( (V^erd rail not completed due to unsvailaUkty ol guatd ran 
brsekau. instalJailon lo be completed dunrtg Jan ft Nov 1988 outages 
ZlMMEflMAN.S.H. Carolina Power ft Llghl Co. 87/12/30. Oocumenl Control Branch 
(DocumeiU Control Desk), ip. 43991:19543991:196 

9801140293 Forwards Amends 115 ft f42 to Licenses DPR-7t ft OPR 62 ft safety 
evsiuetton Ajnerrds revise Tech Specs to ensure ihsi required surverliance lesling of 
mechanical purms lder4tf1ed.W/o ends. 

SyLVesrER,E.D. Project Oireclorate lf-1. 87/12/30. LTTLev.E.E. Carolina Power ft 
Light Cc. 4pp. 44033.002-44033:005. 


6712290IS6 NRO Info Notice 87-866, "inappfopriale Application of Commercial-Qrads 
Oomponenls." dvc hst end. 

flOSSI.C.E. piyislon o( Opotatlonsl Events Assasert^ni (Post 870411). 97/12/11 
Consolidated Edison Co. of New> York, inc. 120pp. 43995:256-43998:016. 

87133001>91 NRC Info Noltce 07-067, "Lessons Learned From Regional Insps ol U* 
censee Actions in Response to IE euWeiln BO-tt." Sve list encl. 

ROSSI.C.E. Olviston ol Operational Evenis Assessment (Posl 870411). 87/12/31- 
Consolldaled Edison Co. Of New York, Inc. 123pp. 44038:164-44038:286. 

9801^285 Responds to violations rwted In Insp Repts 50-324/87-38 ft 50-325/87- 
sg.CorracUvo actions Periodic Test Procedure 00.2.2b revised 4 approved A appropn- 
2.* Admtnlsirative procedure will be Implemented. 

DIETZ, C.R. Caroline Power & Ugh; Co. 68/01/08. Document Control Branch (Oocu- 
mer;| Control Desk). 3pp. 44058:308-44058:310. 

9801050394 Suppi 1 to NRC Irjfo Nodee 86-001 ’’Broken External Closure Springs on 
Atwood ft Morrill MSlVs." Sve list encl. 

ROSSI.C.E. Ofvielon ol Operational Events Assessment (Poal 670411). 88/01/11. 
ConsoiJdaled Edison Co. of New York. Inc. 123pp. 44030:041-44038:163. 

8801270009 Requests sdxedular reliel from ASME Section Xl requirement that hydro- 
static pressure testing of piping & components be completed by end of each tO-yr 
Inv Interval lor Unit 1 by 880901, In order lo support Nov 1988 BSEP-1 oulageFee 

RICHEY, R.a. Carolina Power ft Light Co. 88/01/21. Oocumenl Conirol Branch (Docu- 
meni Conirol Desk). 7pp. 44141:307-44141:313. 

9801270276 Nollficallofl of 880127 meeting w/uW ft GE In Belhesda.MO lo discuss uUI 
plans for IGSCC Insp/repalr prfor lo restart of plant 

SYLVESTER.E.D. Projoci DVeCloiaie 11-1. 88/01/22. MURLEY.T.. SNIEZEK.J, 
MIRAGLIA.F. HRC • No OelaHed AtWlallon Ghren. 2pp. 44149:354-44149.355. 


R. Periodic operating reporta ft related correapondenee 

9901040546 MonlWyoperalrno repw for Nov 1987.W/871203 lu. 

HARftiSONj:.. OlETZ.Gfl. Carolina Power ft Ughl Co. 87/11/30. 13pp. 43923 077- 
43923:080. 


DOCKETED ITEMS 91 


S. Reportable oocurrencee, LERe & related correspondence 

M9ltS0064 lER 87-022-00;on 8712l2.au(omai'C Isolation of control bldg HVAC & 
emergency air fillralion aya occurred. Causod by chlorlno loaka.Valva flex aoals 
replacod.Similar events on 871226 & 3t will be ecidiossod in 800226 topi.W/800tl 1 
lu. 

PASTVA.U.J.. OIET2.C.R. Carolina Power & Light Co. 80/01/11. 4pp. 44108:219- 
44106 222. 


V. Operator Examinations 

8801200231 Partial response lo POIA request for docirmenls re worker ironing pro- 
grams & INPO training accreditatlon.Porwards Apo F documanls App E A F dem- 
merits also available In PDR.Addl records also avallsbie In POR under Bossong FOIA- 
87-204. 

GRIMSLEY.O.H. Division of Rules & Records (Post 870413). 88/01/12 BOLEY.K. 
Public Citizen’s Critical Mass Enoigy Project. 8pp. 441 18:001-44118.038. 

-8801320136 Advises of attendance at 870623 Natl Nuclear Accrediting Board mooting 
at INPO ofes In Atlanta, QA re training programs at two planta.EncIs Include bat of 
Board member names & attendees & 871 tOS plant status accreditation table. 
GIBSON. A.F. Region 2, Ofc of Ihe Director. 87/11/02. ROE.J. DMsion of Liconsee 
Performance & Quality Evaluation (Post 870411). 0pp. 441 19:1S9'44 1 18:166. 


DOCKET 80-326 UNIV. OF CAUPORNIA AT IRVINE RESEARCH REACTOR 


Q. Inspection reports, IE Bulletins & correspondence 

8801140236 Forwards partial response lo NRC Compllanco Bulletin 87-002, "Faelenoi 
Testing to Determine Conformance W/Appllcablo Mail Specs." includinQ procuromont 
& rece pt Insp program & methods for chooaing faslonera lo be lestod 
TUCKCT.H a. Duke Power Co. 88/01/12. GRACE, J N. Region 2. Ofc ol Iho Oiiecior 
12pp. 44043:234-44043:246. 


DOCKET 60>337 SEQUOYAH NUCLEAR PLANT. UNIT 1 


F. SecurltYi medical, emergency A fire protection plant 

8801210136 Provides Info re dales util commlled lo comploie listed 8 devoloped taf 
checks lor Individuals requealing unescorted secoss lo nuclear slias.por WJ Tobm 
requeal End withheld (ref 10CPR73 2i). 

GH)01EY,RL. Tennessee Valley Authority. 60/01/12. Oocumeni Coniroi Brench 
(Document Control Desk). 2pp. 44066:165-44086:166. 

66(11210346 undated itr forwarding revised "Procedures Genoration Package" por NRC 
lequealRev addresses defldendes noted in Insp Repia 50-327/87-61 & 60>32e/67- 
61 . 

GRIOLEY.R. Tennessee Valley Authority. 60/01/21. Document Control Branch (Oocu- 
meni Control Desk). 2pp. 44083 301-44084:244. 

-8801210249 Revised, "Procedures Generation Package." 

* Tennessee Valley Authority. 68/01/21. 274pp. 44063:303-44004:244. 


H. General eorreepondence 

6801220109 Partial response lo POIA request for documents.inctuding ^ers 870721 
ob|eciion to Olo of Inspector & Auditor use of word "lira" In briefing on TvA.Forwa(ds 
App L documents Documents siso available In POR. 

QRiMSLEY,O.H. Division ol Rules & Records (Post 670413). 88/01/20. WANN.L. 
Dntes Printing Co. 2pp. 441 14:046-441 14:122. 

-8801220182 Submits list of quesHens which should be addressed pdor to & after re- 
start of plant. 

KINQ.R., MYERS, H. Affiliation Not Assigned. 87/04/08. KEPPLER.J. NRC - No Oo- 
lalled Affiliation Given 2pp. 44114:090-44114:091. 


j. Insurance A Indemnity Information 

8601070357 Forwards endorsements.Including EndorsemonI 7 to UAELU Certiflcale M- 
76,Eodorsement 7 to NEUA CertKicete N-7S, Endorsement 6 to MAELU CertUicste M- 
66 A Endorsement 8 lo NELIA Certiflcale N-66. 

SANNA.L.J. Marsh A McLennan, Ino. 87/12/30. OINIT2.I. Office of Nucleer Reecloi 
Regulation, Director (Post 67041 1). 95pp. 43938:165-43938:260. 


P. Operatine llcenaa stage documents A correspondence 

8801260601 Summary of ACRS Subcommitte TVA Organizallonal Issues 671104 meel- 
ing w/NRC A ulil In WashInglon.DC re actions being taken on pisnl reslert issues. 

* ACRS • Advisory Committee on Reactor Safeguards. 87/12/03. ACRS - Aduisoty 
Committee on Reactor Safeguards. 6pp. 44173:234-44173:239. 

8801120090 Forwards Info re Resource Technical Sves, Ino, Including summary (K NRC 
contract work. NRC Form 26 for three existing contracts, audit Inlo.work history A iisis 
ol expertise available lor special Insps A of current resource sves. 

FELTHOUS.R.A. Resource Technical Services, Inc. NRC'26-e7-4l7. 67/12/16. 
JOHNSON,E.M. Region 4, Olcol Ihe Director. 71pp. 43998:230-43998:300. 

8801040101 plication to amend Licenses DPR'77 A DPR-79,con8isling of proposed 
Change 8S-ra.revi8lng Tech Specs lo establish new testing requirements for contain- 
ment spray pump lo oemonatraie pump operablllN.Fee paiai 

GRlDLEY.R.L. Tennessee Valley AulhorlN. 67/12/28. Oocumeni Control Branch 
(Oocumeni Control Desk). 2pp. 438ei:287-4389t:323. 

-6001040110 Proposed Tech 8peC8,revlslng Surveillance Requirement 4.6 2.1 to Idenli- 
fy testing requirements lor conlelnmenl spray pump. 

* Tennessee Valley Authority. 67/12/28. 35pp. 43891:289-43891:323. 


6801060446 Submits ratlonalo A aupponing data for concluding that silicons rubber in- 
sulated cahfe Issue at plant raso\ed. Issue itwo'.ves dletectrtc sucrvgth te onviton <e- 
qulraments SuppoiUng Info end. 

WhlTE.S.A Tennessee Vo'Icy Authority. 07/12/28. EBNETER.S.D. Ofc of Special 
Pritiocts 17pp. 43927:268-43927:274 

8801040444 Clan! os Info re FLAS-5 fuse replacement d-scuseod at NRC/uM 671216 
mooitngal plsni.lnfo needed by NRC to complete SER. 

QflIOLtY.FI. Tennessee Va'Ioy Authority. 87/12/29. Document Control Branch (Oocu- 
menl Control Desk). 3pp. 43961 :20a-43961:202. 

8801040498 Discusses use ol ASME Codo Case N'4ti re alternative damp'ng values 
for seismic analysis ol p<plng.Caso has been used to rocalculale p pe movements at 
supiKKt points on ERCW piping In annulus area. 

GHltM-Ey.fl. Tennessoo Valtay Authority. 87/12/29. Oocumeni Control Branch (Docu- 
mont Control Desk). 3pp 4396t:l64-4396l:l66. 

6801040516 nequosts autlicriration for usa of AS.ME Boiler A Pressure Vessel Coda 
Casos N-341 A N-356 lor plants Rsqu'red [uslficailort lor use encl.Concurrertce on 
use oi cases requostsd by 86021D. 

GRIOLEY.n. Tennessee Vallay AuthonCy. 67/12/29. Document Control Branch (Docu- 
ment Control Desk). 3pp 43981:203-43931:205 

6601040435 Advises that scheduled completion date for lechn’eaf review ol mlsceflane- 
eus stool calculations is 8801 tS.Revlow delayed duo lo problems In Idenlifyfng affect- 
ed equipmoni A lack of rolrlevabll ty of vendor info lor equlpmont. 

GRIOLcY.R. Tsnnossee Valley Authority 07/12/30. Document Control Branch (Oocu- 
mertt Control Desk). 2pp. 43923 31 1-43923:312. 

8801070295 Noiificellon of 600108 meeting w/WostInghouse Ownors Group Oporalions 
A Analysis Subcommiltees In Belhesda.MD lo discuss subcommllteos investigations In 
anaty^s area ro Goneric Lir 87-12. 

TftAMM£LL.C.M Prelect Direcloralo V. 87/12/30. KNIGHTON, Q.W. Project D.roctor- 
aie V. 4pp. 43645:344 43045:347. 

8601070187 Fonvarrts I st ol Bubrrlilals noadod from ulil lo support NRC decisions la 
ttoposad heatup A plant rostarl.Any s'Ippago In largsl datos listed could adversely 
itMaci review schodula 

ESNETER.S 0. Ofc ol Special Projecis 07/12/31 . WHITE, S.A Tennessee Valley Au- 
ihorlty. 8pp 43052 160-43952:183. 

8881140410 Forwards Amends 83 A 65 lo Licenses OPH-77 A DPR-79, 
tespectnroiy.revlslng functions for roactor trip sys A ESFAS Instrumsntatlon.Safely 
dvafualion also one! 

2EOI.O.O. Ofc of Special Prolocls. 07/12/31. WHITE.S A. Tonnossoe Vallay Author- 
ity. 2pp 44031:970-44031:120. 

“6601149411 Amond8 83 A 65 10 Licenses DPn-77 A OPR-79.ro$peci.valy, revising re- 
actor trip ays insirumsniation aurvel'lance raqu'remenis A ESFAS Instrumentation. 
ZECH.dG Olcol Special Projects. 67/12/31. 48pp. 44031:072-44031:118. 

-8801149413 Safety ovaluaiion supporting Amends 83 A 55 lo Licenses OPn-77 A 
OPR-7B.tespoctivEny. 

*Olc of fecial Projects 87/ 1 2/31. 4pp. 44031:1 17-44031:120. 

6801070264 Requests lislod eddi inip ro molooroiooical data tape A evocustion time 
estimfltes.wilhln 60 days ol Hr recoipI.Rev 2 to SsciTon 2.3.3 ol aRP end. 

2ECH.OO. Ole of Special Piojocis. 00/01/04. WHITE, S.A. Tonnossoe VaHay Author- 
ity. 12 m>. 43048.019 43046:030. 

6801 1 10377 Forwarda "Ropl of Soquoyeh Readiness Rovtaw," concluding thal 860223 
starlit oblective provides adoqualo lime for plant personnol lo offoct nocsssary cor- 
recUvo actions locommended by oporabonal readhsss review toam. 

ORI1XEY.R. Tonnesseo Valley Authority. 88/01/05. EBNETER.S.D. Ofc ol Spoclal 
ProjeciS. 2pp. 43981.340 43982.102. 

-8801110383 "Rapt ol Sequoyah Readiness Rovlew." 

’ Tonnessee Valley Aulhorily. 66/01/05. 120pp. 43661:351 -43682:102. 

8801 110376 Forwards table lislinn Sequoyah A TVA genorfc nllogatlens mvesligaied by 
Uhl A noted fn GG Zech 870729 ilr lo SA White as restart Issues.Table also notes 
submission dotes lor repfs. 

ORIOLEY.H. Tennoseeo VaDoy Authority. 08/01/06. Documoni Control Branch (Docu- 
ment Cwtlrof Desk). 3pp. 43969 002-43969 084. 

6801110466 Forwards restart program matrix Idenlifyfng relationship A status for plant 
nirdoar performance plan programa. 

GRIOLEV.R. Teruxasseo valley Authority. 00/01/06. Oocumeni Control Branch (Docu- 
ment Conirol Desk) 3pp. 43Q()6;225-43880:227. 

8801 130040 Forwards revised criteria Section 3.0 of Civil Engineering Branch (CEB) 72- 
22 rept (or updale.Qrilorla will bo Incorporated in Rsv 4 of CEB 72-22 by Unit 1 re- 

start. 

QRtOLEY.R. Tennessee Valley Authority. 69/01/06. Document Conirol Branch (Docu- 
ment Control Desk). 11pp. 44(702:055-44002:065. 

8601190342 Provides quoslions derived from review of facility A existing condifions 
wNch do not comply w/NRC requirements. 

MEYERS, H. NRC - No Delailad AfhllaUon Given. 88/01/06. OENTON.H. NRC - No 
Oatatied AfftiaUen Given, lepp. 44055:t 13-44055:131. 

8801210023 Forwards Amends 84 A 56 to Licenses DPR-77 A DPR-79. raspecilvety 8 
safety eveluatlon.Amends Increase diesel generator continuous A 2-h ratings in sur- 
veillance requirements. 

ZECH.Q.Q. Ofc of Special Pro/ocls. 88/01/07. WHITE.S.A. Tennessee Va'Iey Author- 
ity. 4pp. 44092:169-44092:190. 

-8801210029 Amends 64 A 66 to Licenses DPR-77 A DPR-70.rs9pecilvely. changing 
Tech Specs to Increase diesel generator contmous A 2 h ratings In surveillance re- 
airemonts. 

feCH,Q.Q. Ofc of Spoclal Projects. 88/01 /07. 14pp. 44092:173-44092:167. 

-6601210031 Salety evaluation supporting Amends 64 A 56 to Licenses OPR-77 A 
OPR-79, respectively. 

' Glc of Special Projecls 66/01/07. 3pp. 44092;186-44092:190. 



sbesses iv fopreseflauve structure Structure edMuate to vmiaiano merfnaiiy in- 

GfliOtEY.H Tennessee Vaifey Authonty. 68/01/08. Document Control Branch (Oocu- 
mem ConW Desk) 6pp. 44twt24-4<000-.l29 


8801130223 Forwards I2lh update of plam activitiee t^slper 860717 stAmina) of per- 

lontance elan Uodaie irtdinM into through 871207. . . _ . 


torwance planUpdate inctuMS into through 87120/. 

RAVMJ Tenrwssee Valley Authonty. 88/01/11. Document Control Branch (Ooco- 
nent Conuoi Desk). 48pp. 4i0C4O18A4OO4 063. 


880tt30339 Oanfies oa position re use of restart r^ena tor both fteatup & rntartUM 
entt conhoue to review issues agamst restart cnioha lo tfeiormino Issued io(|isifng res- 
olution before restart. ^ 

GflilXEVfl Tew^ssee Valley Authority. 86/01/11 Oocument Control Bisncn (Dooi- 
menl Control Desk). 3pp 44003 279-44003 281. 


M0tt402l8 Appticatjon lor amends lo Ucenses OPF-77 & DPn-78,re Tech Spec 
Chanoe 8747.r0visfrM Surveillance Requirement 4 7.7.0.3 to Wcr&aao inioko of Iresh 


Charige 8747.r0visfnQ Surveillance Requirement 4 7.7-0.3 to Wcr&aao inioko of Iresh 
as dtfViQ opera'joti oicoc.'JOt roqtn emetgecicy venUaiioneya foe paid. 

RAYM J Tennassee Valley Authority 88/01/ tl. Document Control Branch (Oocw 
ment Control Desk) 3pp 44043 213-44043 233 


-880tf40226 Proposed Tech Spec5,revis.ng Surveillance Rottuiroment 4.7.7.0J to 
aSow up to 1000 cubic feot/rtimuie iritake of fresh air during operation of control room 


emergency ventilation sys. 

' Tennessee Vaney Autnonty. 


68/01/11 I8pp 44043:2164<043-d33 


8801150004 Forwards eddi rev lo InservIce pressure lest program (or (Irsi tO-yr 
mterval Rev deletes implomer, tenon methods (oc progtam due to <luplica''On In QA 
manuals 

GRiOlEY.R. Tennessee Vaney Authority 88/01/11 Di.- nom Control Branch (Docu- 
ment ConVol Desk) t2pp 44062.191 44062.202. 


8801260133 Summary i 
address microbroiogc 
AULVX^Y.fi Ofc 01 
44tT6 2l&441l6 294 


8801180124 Forwards revised weekly schedule qf TVA actfvttiee >or «vks ol 8801(1 8 
tO.changing 8 addmg to scherkJle previously Issued on 8801 1 1 
KELLY, Jl Ole Ol ^leci^ Ptt^b. 88/01/12. 2EClt,0.0 Ole ol Special Ptoiacls. 
5pp 44052 355-44062359. 


8801200231 Partial response lo FOlA request (or documents (o worker tiaintng pro- 


grams 8 INPO Iraimng accredilation Forwards App F documentsXpp E A f docu- 
ments also available m POR Addi records also available in POR uftoet Qossono POIA- 
87 204 " 

GRlMSlEY.O.H- Orvision ol Rules 8 Records (Post 870413) 88/01/12 BOlEYK 
Pubic Otaen'a Cnbcal Mass Energy Protect epp 44iie0i}t44iie039. 


-Mil 140069 Sobrnrtjohtectfves lot iHPO acciediiaiionieam83tt07-n site wislu 
0ENOCRLS ucansee Ouaiificenons Branch. 83/10/28 PgflSENSKYJ.j Ucensea 
DjsMcebona Branch 2pp 4411804144116042. 


-8402280130 Subrnns results ol accreditation teem visit loHowupFoor uai mot team 
members are strong beGevera m ecereoiistion program. 

e^OER.L iMnsee Ouairficaiions Branch 84/02/21. PERSENSKYJ. Lkensee 
iXieWIcaliemBrsneMp 44116040-44118040 ■.•censw 


'44v*/*oe of amends to licerseas OPR- 


TV « rioa TO • ^ ui aineiio* lo ticunsee ur'H- 

OPR-79 6 propoaed RSHC detenwawn & opponof»ty lor healing on 860111 
«5iS*i rt h/minuie ol irSfiaif in conuei roon? 


rechbsi re afiowino up to i.OOO cubic h/minuie 
ZECH-QQ-Oic ofSpeiaai PfC(«is. 88/01/13. 
ity. 3pp. 441103(0-44118.321 


WHITE, SA. Tennessee Ve»ey /kuthor- 


-*801^250277 Noo« of opnsideretrtn ol issuance ol amends to ucensea OMt-7? & 
proposed J4SHC deiermiriaiwn * opportunity lor hearing or» 880l 1 1 feouesi 
ire^ainn^conMXrt ^ 

OONOHEWj-N. Ofc of Special Protects. 88/01/(3 8pp 44ti8:3t344|i832(. 


tlocumenis Forwards App 1 8 J 
MFOtA J ttocumews partJvwilhheid 




ifiuuBBco/* A ^ “7 miwKir wKnmmee sien. 




statue e( restari rtirc (w Odli^ * srens to Orwi parbdpehls on 


fssas£-.=i2=»s=s«- 


CWIMSL^.OH- Oivlsmn of Rides 8 Records iPoal SToatni AfirAi/f.a uiAua.ii 

Times Pflnbng Co 6pp. 44081:2t8440ai^ 87M13). 88/01/14. WANN.L 


S"” “ " '• = »' rmm 

VCDtt CQ t i\ la 


MYERS,H. House of BOP . 


KEPPLERJ.G. rSfri nl .OnB.>(«i 


KEPPLERJ.Q. Ofo ol 
8 Visuler Aftairs. Spp. 


?5«&“ Jk"'" "»« «> R.P. mu™. 


vorving narassmeni a indmioaiion at hequoyah noted In Region ll seotue lu locti 
response to Hr expected in mid-Feb. 

OLSHINSKI,J.A. Region 2. Ofc ol Ihe Oireclor. 86/02/13. REHM.T. Ofc ol tie Et 
tive Oirector for Opetatlone. ip. 44061.269-44061.269. 


8801280256 Forwards Rev 1 to Special Maint instruction SUI-0-317-62. 'Insi-v 
Una Clamp Insp." addI Inlo A responses re various element rpels.per reguesL 
RUSSELL, J.R. Tennessee Valley Authority. 68/01/14. Oocurnent Control 3i[ 
(Document Control Desk). I6pp. 44168;06l-44l5e.092. 


-6801260284 Rev I lo Special Maim Instruction SMl-0Gl7-52. "InsirumenI U.-e 0 
Insp.” 

SHARMA.N. Tennessee Valley Authority. 87/02/18. 16pp. 44168:077-44160.092. 


6601200176 RequesIs util remit lee lor 871012 reguesl lor discretionary erlMcei 
for Limiilng Condition for Operailon 3 4.1.4 re RHfl lor 24 h period to co.Tp'ater 
work lor plant. 

DlOQS.fl.M. License Fee Managemeni Branch. 88/01/16. WHITE.S.A. Tenne 
Valley Authority. Ip. 440ev.339-4406V-333. 


88012604(6 Forwards exemption from certain requiremenia of lOCFRSO.App J.ipr 
sys.upper head ln|eciion s^ A pressure relief valves In safety in[ecl(on sysdhe-(u 


vol control ays A contain spray sys In response lo 661231 Hr. 

ZECH.Q.G, Olcof Soecial Pioletls. 66/01/16. WHtTE,S.A. Tennessee Vaney At 


ny.2pp. 44116:081-44116.069. 


-8801260419 Exemption from requirements o( t0CFR5Q,App J re Typo C leak rate 
Wq. 


EbNETER.S.D. Ofc ol Special Prolecls. 66/01/16. Tennessee Valley AuiliOnty. 
44116063-44118086. 


8801250517 NoUfiCslion ol 8801 19 meeting w/utli In Qethesda.MQ to dlacusa open 
from calculations proarem re feadwalar line water hammer. 


from calculations program re feadwalar line water hammer. 

MCKENNA,e. Ole ol Special Pi^ects. 68/01/16, 2ECH.O.Q. Ofo ol Special Pre^ 
Spp 4411Srl28-441t6:l30. 


8801250154 Forwards safely evaluation 


650616.660606 A 671117 telr 


ity. App. 441 14:123-44114;144. 


8801260120 Forwards aurnmary of microblologleally Induced corrosion (MIC) pioqt, 
technical basis for alructural integrity evaluationa.per NRC request made el 67 


mealing Plant acceptable lor reslart 
QRIDLcY.R. Tennessee Valley Autt 


QRIDLcY.R. Tennessee Valle 
ment Control Desk). 37pp. 44 


uthorlly. 68/01/20. Document Control Branch (t 
048-44109.084 


6801290328 Suinmary iM 871123 meeUng w/utii A Weslfnghousa in Balhesds. V 
discuss "Revised LOTlC-3 Drain-Flow Heat Transfer Models" lor msin sleam I 
analysis inside comalnmant. List ol attendees A meeting handouts and. 
AULUCK,R. Ofo of Special Prelects. 68/01/20. Oto o( Special Proiocis. i 
44I80;267-44I80:313. 


66012S0146 Requaats relief lo perform aHarnsie pressure test lo verify proper 
operatlpn.Soienoid-sciuatad h^rogen analyser sampling valvas will be added 


service lasting progrem. Revised App C to veive ptooram end. 

GRiDLEY.R. Tennessee Vaiiw Auinorily. 88/0t/21.^cumant Control Branch < 
(hem Control Desk) 7pp. 44l09:i76.44109i181. 


6601270141 Rnai response lo FOIA request for documents Forwards App A docu 
A portion of App 6 document App A documents placed In POR.Portion ol App 6 
ment wlihheld irel FOiA Bxempllon 5). 


ment wlihheld irel FOiA Bxempllon 5). 

QRIMSLEY.O H. OWsiorv ol Roles A Records (Rost 870413). 88/01/21. CONN 
Doc Search Asaoclales. 4pp. 44165:008-44156:026. 


-8801270400 Discusses interviews of Region 11 personnel by Subcommittee on i 
slghi A Invsstoetlons re TVA lacIllPes. 

KAMMERER.CC. Otflce of Conoresslonsf AMatrs (pre 870413). 66/12/13. P/ 
OiNO Commissioners. 2pp. 4416^015-44156 023. 


8801280467 Summary ol 680120 meeUng between Commissioner Bamthal A Ac 
While of TVA re uill request lo retain Olo ol Special Prolecls as overseer of ] 
shei Seq^ah 1 resieii A tnvilellon to Bamthal to lour Sequoyah plani 
KAOAN.C. Commissioners. 66/01/21. Commissioners to- 44172:360-441 72:360 


' Sequoyah plani 
Ip- 44172:360-44172:360. 


880^9^4 Forwards preUmlnary safety avaluation on TVA response to 


IOCFR50 54(f} 850917 Hr re aJte-specIflc Issuas.^mmary Hating of Incornplata 
Ilona ol ssle^ evstusUon also ancl.NRC concludes ihai TVA resolvad concen 
650817 Hr. 

E0NETER.S.O. Olo ot Specla) Prolecls. B8/01/2f. VWITE.S.A Tennessee Valle 
Ihorlty. 300pp. 44176(093-44176:3^6. 


1801280278 Partial response lo FOIA rewesta.Forwafds App A documenis. Ooc< 
being placed In PDR.Only flies In NRC Ofc of Governmental A Public Affairs sa 
(or documenis reeportslve to requesl,per 671028 lelcon. 

GRIMSLEY,OH. Division of Rules A Records (Post 870413). 86/01/22. CONI 
DooSasreh Assoclstes. Spp. 44139:290-44139:334. 


-8507240198 Forwards commarits on NRC 650510 Hr to Congressman Udail or 
Sure iransmltlers used a( lacmHes. 

COMBS, F. NRC - No Detailed Affiliation Given. 85/05/16. REHM.T. NRC - h 
lelled Affillatfon Given. Ip. 44t39;335-44139;335. 


-80O128OS4O Commentti on Palladind 650510 lb to Lfdall te plant pressure Iran: 
mailer. 

MYERS.H. Alfillallon Not Assfgried. 85/05/14. KAMMERER.C. NRO • No Detail 
lillailon Given. 3pp. 44199;336P44139:.S^. 


8801280237 Forwards reVlaed eniNr^ cqticerris (88k group sfppe closure n 
880120 iticon between NRO H Oero'A TVA'R Gagne A J Suub.RPv 7 to tnsti 
Malni irrstructloalMI'l <8. " F0IOQ oiBealed InstrumentSycBackfilXfig...'' encl. 
russell,j.h T8/inessea vSley: AjJwItyi M/Oytti yocomeoi coniroi i 
(Oocurnent Control 0^.. t2pp. 441^60^ 


-8601280251 Rov 7 (o ‘ Inslrurnsnl Ualnt Instruciion IMM18 Fi'linq of Soafed Inaiiu- 
meni Sys^Oackfilling, Venting &/o> Flushing ol Insirumertl Sonsing Unos." Roiaiod into 
oncl. 

WCCUISTION.M G , WHITKER.C . CLARK.G.R. Tennosseo Valley Authoruy. 87/00/06. 
1 20op. 4 4 1 60.3 1 7 -14 1 6 1 :076. 

-8601280260 lnslruci>on Change 2172, Rov B to "Essonllsl Inairumonlation Opofebliy 
Vofilicallon." 

’ Tennsssoe Valley Aulhwlty. 07/1 W04 24pp. 44161.Q77-14181. 100. 

-8801280272 Rov 8 to SI 604, "Easonital Inslrumontalion Opoiahllity Ve/tlicaHon.*’ 
LAFEVER.C.W,. SCHNUn.R.F,. LEWIS.R.L Tonneasso Vollay Authonty. 87/00/11. 
81pp. 44161:10t'4416t:161. 

880129026S Granis util euihorlzallon to use A5ME Code Cases N'34l & N-3Se lo 
extend certilicailon peri^ tot Lovel ill NQE OKaminote tfom 3 lo 6 yra.pot 671220 Ur. 
2ECHOG. Ole of Special Projects. 86/01/25. WtllTE.S.A. Tonnossao Valley Author* 
Ity 4pp, 44177:357-44l77-360. 


Q. Inepeollon reports, IE Bulletins & correspondence 

8712100369 NHC Inlo Nollco 67-064, ''Conviction lot Fal&'ticaUon of Secuhty TtaMng 
Records.” Sve list end. 

ROSSI.C.E. Division ol Operational Events Assossmenl (Post 870411). 87/12/22. 
Consofidaiod Edison Co of Now York, Inc. 12flpp. 44153.001*44 153; 124. 

87121701 19 NRC Info Notice 87-065. ''Plant Opoiallon Qeyond Analyiod Conditions.*' 
Sve list end. 

ROSSI.C.E. Division ol Operational Evonls Aseessrtwnl (Post 870411). 87/12/23. 
Consolldatod Ed'son Co. of New York, Inc. 120pp. 44050.000-44056: 127. 

8712300019 Responds to NRC B71 125 Itr ro violations noted In Insp Repts 60-327/07- 
M & &8'328/8/-60.Correcilve actlonsiwalkdown of semplo line water traps conducted 
& sample lines roroutod Ins'do containment lo romovo large traps. 

CRIOLEY.RL Tonnossao Valloy Authority. 87/12/24. Document Control Btonch 
(Documorit Control Desk] 12pp. -13921.077*43921:060. 

8712230003 SuppI 1 lo NRC Info Nollco 87 028. "Air Sya Problems at US LWRa ” Sve 
list end. 

ROSSI.C.E. Division of Operational Events Assossmenl (Post 870411). 67/12/28 
Consolldatod Edison Co. ol New York, Inc. 124pp. 43965:138-43995 257 

8601110366 Closes out Issues raised In listed Insp roots Insp Idenllliod soverel failures 
to correct idoniilied conditions advorse to quality (CMl.Roconl insp kidxetos mol el* 
tani on lo CAQ program adequate Summary of insp findings oncl. 

EeNET6n,S.O. Region 2, Ofc ol the Director. 87/t2^0. WHITE, S/k. Tennossoo 
Valley Authority. 5pp. 440QO.Q54-44000.0S8. 

6801040533 Revised lesponso to Notice of Violation 50*328/87-3'7*0l did 671000 
noted in insp Repts 6Q-327/07-37 8 50-328/87-37. Correetivo scttons.mooiings held 
w/crell & mgt personnel 10 ascertain reason tor noncompiianco. 

ORIOLE Y.R. Tennossoo Valloy Autho''iy 87/12/30. Oocumont Control Branch (Docu- 
ment Control Desk). 4pp. 43923 062*43Q23:085. 

871229Q1B6 NRC Inlo Notice 87-066. "inappropriato Application ol Commerclal-Grado 
ComponenlB." Svc list oncl. 

ROSSI.C.E. Division ol Oporaiional Events Assosemeni (Post 6704ii). 07/i2/3t. 
Consoildaled Edison Co. d Now Yctk. inc. t20pp. 4399S.268-43996.018. 

8712300091 NRC Info NoUcd 87-067. ''Lessons Learned From Regional maps ol U* 
consee Actions in Response to lE Bulletin 80- ti.” Svc list end. 

ROSSI.C.E. Division ol Oporaiional Events Assessment (Post 8704ii). 87/t2/3i. 
Conso'Idatsd Edison Co. Ol New York, Inc. I23pp. 44038:164 44038:266. 

6001079053 Requests anaiyeee to domonsuete that electticai (sulls tr\ one raceway will 
not cause internally generalod fires that afteci lunctronal intognty ol rodundani saloty* 
reieteO c-rcuits In ad;acenl raceways, per Unresolved Horn 87*r6*Oi 
RICHAn0SON.S.D. Ole ol Special Profoolfl. 87/12/31. WHITE, S A. Tonnossoo VaBoy 
Authority. 2pp. 43943:295-43943:290. 

0801190248 Forwards Insp Repis 50*327/87*67 a 50*328/87*07 on 87t00S'09.Oneslg* 
nilicant observation noted Comments re results ol review roquesied wtlhVi 60 days ol 
Hr recolpt. 

EBNE7ER.S.D. Olo ol Special Piojocts. 00/01 /07. WHITE.8.A. Tonrrossoe VeSoy Ag* 
thorily. 6pp. 44055:200-44056:222. 

-8801190266 Insp Repis 60-327/87-87 a 60-328/87*87 on 871205*08- Slgnlllcant ob- 
sarvaifons lncIudo:wrtllen policies dlller Irom some ol lealures contained In Comrnls* 
slon policv staiomenl or recommended by EEI Guide. 

BUSH.L.L.. MCP£EK,E.W, TOBIN.W.J. Division ol Reactor Inspecilon a Safeguards 
(Post 670411). 87/11/23. 17pp. 44055:200 44065:222. 

8801060394 SuppI 1 to NRC Inlo Notice 80-061. "Broken External Closuro Springs on 
Atwood a Morrill MSIVs." Svc list oncl. 

ROSSI.C.E. Division ol Operational Evonls Assessment (Post 670411} 80/01/11. 
Consolidated Edison Co. of New York, Ino. i23pp. 44038:04 1-44036:183. 

8001140241 Forwards H Meyers comments on end Insp Repts 60-327/07*31 a 60* 
336/67*31,(or revlew.Rocommendatlons on appropriate response should be provided 
by860119. 

BRADBURNE.J.C. Office ol Oovernmontal a Public Allairs (Post 870413). 88/01/11. 
EBNETER.S. Olc Ol Special Projects. 3pp. 44030:333*44031:032. 

8001150010 Forwards response to lequesl for addi Into on Insp Repis 50-327/87*44 8 
50-326/67-44 re mail suppliers. Ray Miller,lnc listed on Rev 3 to operations OA branch 
Quaililad suppliers list as accepleble supplier for cited mall. 

GRIOLEY.R. Tennessee Valley Authority. 08/01/11. Document Conliol Branch (Docu- 
ment Control Desk). 7pp. 44062:21 1*44062:21 7. 

6801140288 Adviaes that time to respond to In^ Repts 60*327/87*18 a 50 328/87*18 
extended lo 880122, pet converealion w/F McCoy. 

GRIOLEY.R. Tennessee Valley Authority. 80/01/12. Document Control Branch (Docu- 
ment Control Desk) Ip. 44046:235-44046:235 


8601200079 Partial response lo FOIA request lor documonis. Forwards App D 
documenis.App D & E documents availstilo In POR Aup F Oocumont complotoly whh- 
ha*d (rot FOIA Exemption 7).Anp G docuTienl partially w.ihhold (rel FOlA Exemption 

•5) 

GniMSLEY.OH. O.vision ol Ru'es a Records (Post 670413). 88/01/14. WANN.L. 
Times Pnolng Co. 8pp 44081 210-44081:272. 

-8801210021 Responds to NRC 870305 Ur ro Sequoyah design calculation 
ceviaw Mtdfls required to respond to Insp llnd>nqs Identilied & being im^emorMed. 
WIIITE.S.A. Tennessee Valley Auihority. 87/03/13. KEPPLER.J.G. Olc of Special 
Pro,octs. Spp. 44001 282-44081:206 

8801280258 Forwards Rev 1 lo Special Maint Instruction SMI-0-3f7'52, '’Instrument 
Line Clamp insp,” addi into a responses re various element rpels.per request. 
RUSSELL, J.R. Tennossua Valley Authority. 88/01/14. Document Conirol Branch 
(Oocumeni Control Desk). I6pp. -<4150 061-44158:092. 

-8601280284 Rov 1 to Special Mo'nt Instruciion SMi 0-317-52, "Instrumenl Una Clamp 

Irup” 

SIIARMA.N. Tennessee Va'ioy Auihority. 87/02/16. 16pp. 44168 077-44158:092. 

8801210111 Forwards rlispoaUlon ol div of nue'ear engineering (ONE) calculation ellod 
oponile/ns a list of commilmonis from i-wk closeout Insp on (>NE calculakcin ellori a 
plant design basol-ne a venllcailon program. 

GniOLEY^H. TonrtasssB Valloy Authority. OB/Ot/16 Document Conirol Branch (Oocu- 
oionl Control Desk) 20pp 44105 021-44105 040 

8801250164 Forwards saloty ova'uation supponing 850816,860606 a 671117 roliof re* 
quasis from lasting pumps a valvos.ASME Boiler a Pressure Vossol Codo.SocUon XI 
& uui d^>303 Insarv.ca testing program. Supponivo lochnical evaluation topi and. 
2ECH.G.O. Olc of Spec'-a' Pro.acis. 80/01/19. VtfHnE,SA. Tennessee vs'loy Author- 
ity 6pp. 44114:123*44114:144 

-8801260194 Solaty evaluation supporting 850816,660606 a 871117 re’lol requosis 
Irom A3ME Ba.Iar & Pressu.'o Vessel Coda.Socilon XI implomentod In plant on 
820303 for lifst 10 yr inservlca lostmg program an pumps a valves. 

'Olcol^cal Projects 80/01/19. 3pp 44114:126-44114:130 

-8801 190166 "RoqubsIs Id' Rol af.Pump a Volvo Inservico Testing Program, Sequoyah 
Nuclear Plani, Unite I a 2,” lochnical ovaluat on repi. 

MUnPHY.Q.A Oak Ridga Nelional Laboratory. FIN F-0D01. OnNL/NRC/LrR-e7/l2. 
87/12/30 NRC - No Deiailod Alliliation Civon. I4pp. 44114:131*44114:144. 

8801260291 Roquoals thal uH idoniify speclllc actions takon,will lake to remedy liaied 
obaorvaoons Irom IniegtQtbd Design insp Rnpte 60 327/87-46 8 60*328/87*48 Ro* 
sponse roquOBlod byOBOi29. 

CBNETEfl.S.O. Olo Ol Special Projecis. 86/01 /20. WHITE, S.A. Tennessea Val.’ey Au* 
Ihonty. 2pp. 44118 339*4 41 16:340. 

6801260496 Fprwarde Exam Rapt 50-327/OL*67-0l Of oxem administered on 871 117* 
19. 

BARR.KP. noglon 2. QIC of iho Oiiecior. 88/01/20. WHITE,8.A. Tonnossao Vai'ey 
Auihority. 2(4> 44125:150*44 126:324. 

-8801280519 Exam Ropi 60*327/OL'07*OI on U7i 1 17-19-E>em resulisloui reaotor op> 
eraiore a cir>o senior leacior ppoieioi passod. 

MOORMAN.} K. UUNRO,J.r Rsgon 2, Ofc ol the areolor. 88/01/19. 173pp. 
44125 15244125324. 

8801270165 Forwards itombod responses io opert iioms & list of cornmlimenls In re- 
sponse to NRC 871030 Insp Ol corrective actions re design basolins a vonllcaion 

^^LEY.R Tonnosseo Vauoy Authority. 88/01 /20. Document Control Brnnch (Docu* 
mom Control Desk). 7pp 44189073-44189:079. 

8891210240 undated Ur forwarding rovisod "Piocodures Generation Package" per NRC 
loqueei.Rev addiossss dalicionDes notod in tnsp Ropls 50-327/87-61 6 59-320/87* 

ei 

GniOLEY.R Tennessee Va'ioy Authority. 86/01/21. Document Conirol Branch (Docu- 
ment Coni'ol Dosk). 2pp. 44083:301*44684:2-14. 

880 1220548 Inlorms that lovlsed SKI Practice SQM-2 lo procedura'izs requ-ramenis for 
working oesenllei raw cooling water pumping slalion heat trace Issued on 87t222,per 
871110 commilmGnl re Insp Repin 56*32^87-82 8 60-326/87*52. 

GRIOlGV.fl. Tonnossoe Valloy Authority. 06/01/21. nocumeni Control Branch (Docu- 
monKTonltolOesk). 2pp 44097359-44097.360. 

8801250030 Responds to NRC 671221 Ur re violotions noiod In Insp Repts 60-327/67* 
66 8 5O*O20/87-66.Corrcclrve aciions:mgl personnel ass'gned to directly supervise 
eys alignment program & porsonnol trained re Importance of following procoduros. 
GRIOLEY.R. TonnosBOO valley Authority. 88/01/21. Document Conirol Branch (Docu- 
mom Control Dosk). 8pp 44 lOi 253*44101 260. 

8801260276 Partial rosponse lo FOIA requests Forwards App A documents. Documents 
b^ru placed In POR.unly files in NRC Olc ol Govornmonlel & Public Allairs soarched 
(or m^menis responsive lo roquosl.per 071028 lolcon. 

GRIMSLEY.O.H. D.v.8'on ol Rules & Records (Post 870413). 88/01/22. CONNOR.L. 
Uoc*S8arch Associates. 3pp. 44139:290*44136.334. 

-8801260S51 Advises that Commiileo on Interior & Insular Affairs has provided end 
Info on TVA weld issuoa. 

KMIMGRF.R.C. Olfice ol Congressional Allaire (pra 6704131. 85/10/17. OIRCKS.W. 
Olc of Kid Executive Director for Operations 23pp. 44139:346 44140.006. 

8801270348 Advises ol delay in completing corrective actions lor violations In Insp 
Repts 50-327/87*53 8 50-320/97*53 due lo need lo lelutn madequale lock sals lo 
aui^ier for nioda. Expocied completion dale reschedu'ed from 671219 to 860216. 
GniOLEY.R Tennessee Valley Aulhorily. 88/01/22. Oocumenl Control Branch (Docu- 
ment CwiKol Dosk). 2pp 44146-238-44145 239 

<801280662 Forwards summary ol actions required by NRC to support Unit 2 nonnucle- 
ar heatupper Insp Repis 60-327/87-48 & 56-326/87 48.Acl<ons complete & ready for 
ctosoouLlnsp. 

RAY.M.J. Tennessee Valley Authority. 88/01/26. Document Conirol Branch (Docu- 
ment Control Desk). Spp. 4-1160:107*44160 1 1 1. 
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R. Periodic operaling reporle A related correapondence 

8801360059 Monthly operalino ropts lor Dec ie87.W/8a0l 13 Iti. 

OUPREE.O.C., SM1TH.S J. Tennessee Valley Aulhofity. 0T712/3T. 63w>- 44933:153- 
44123316. 

8601130286 PorMrards revs to discharge monliorirtg tepte lor NPOES 

TNC)026460.0ischerge Serial 112 lor Nov 1986 A Jul 1087 A NPOES 
TN0020l6e.Ofscharge Serial 101 lor Aug A Sept 1967. 

OROOKS.R.H. Tennessee Valley Authority. 88/01/04. LUNN.OE. Tenrtesseo. State 
01. Ip. 44000.22844000-233. 

<-6801130296 Rev lo NPQES discharge mon'toring reel lor Jul 198? 

BROOKS.R H Tennessee Valley Authority 87/07/31 2pp 44000227-44000228 

-8801130308 Rev toNPDES d-schaige moniloflne rept lot Nov 1986. 

BROOKS, R H. Tennessee Valley Authortty. 86/11/30. Ip. 44000 220-44000 226. 

-68011303IS Rev lo NPDES discharge man tortng rapt lor Aug 1887. 

BROOXS.R H. Tennessee Valley Authority. 87/08/31. 2pp. 44000.230-44000.23i. 

-8801130327 Rev lo NPOES discharge monitoring repl lot Sept 1987. 

0ROOKS.R.H. Tennessee Veltey Authority. 87/09/30 2pp. 44000:232-44000;233. 

8801200079 Pailial response lo FOIA teoueet tor document Forwards App 0 
documents App DAE documents available In POR App F doeurtterii cenvilaiely wUh- 
held (rel POIA Exemption 7) App G document partially withheld (/el POiA Exanipbon 

GRIMSLEY,O.H. Division of Rules A Records (Post 870413) 86/01/14. WANN.L 
Times Printing Co Opp. 44061:218-44081:272. 

-6402190673 Svmmaniaa NRC ectrvAiea Invnlvitva TVA Itom 68020307. 

DENTON H.R. Oftioe ol Nuclear Reactor Regulation, Director |85ll25-6784ll). 66/ 
02/12. STELLO,V. Otc oi the ExecuiNo Director lor OperatiOAS. 3pp. 44081:279- 
44081:281. 

8801260422 Forwards weeKly schedule ol TVA acirvitles tor wH ol 8801 16 A 25 
XELLY.J.L Ofc ol Speelel Proieci* 68/01/16. ZECH.O.Q. Ole ol Special Piolecis. 
6pp. 44116 010-44116.014. 

6801360418 Forwards weeUy scheduia of TVA activities (or wks o( 880125 A 0201. 
KELLY.J.L. 0(c Of Special Projects. 88/01/22. 2ECH.GG. 0(c el Spedei Rtojeots. 
4pp. 44139:061-44139.064 


6. Reporieble pccerrences, t€R4 A related correapendance 

6712290030 SpecM Repl 97'22;on 67il29.1ire breach occulted i«r a eatei than 7 dM 
fpr removal o( exist'ng pyroc'eie, driliing.(nstai.'lng.weiding A insp ^ mod A reinstefs- 
lion of pyrocreie.Fire watch established. 

SMITH, 3J. Tennessee Veiiey Authority. 67/f2/i4. Document Coniroi Branch (Oocu- 
ment Control Desk) 2pp. 43893:185-43893:186. 

6712300028 L£R 37*CM2-0i:4n 6704i4,condrUon adverse lo gue-Tty rept lAiiieled re elan 
ol Fife pumps during LOCA.Csuaed by design eitoi.Fite purnpa to bo placed under ad- 
mlnisiraiive controls lo allow manual start on'y.W/87i222 Kr. 

LONI3.J.L. SMITHS J. Tennessee Valley Authority. 67/12/22 4pp. 43898 272- 
43898:275. 

8801080218 LER 87-076-00:On 871203.deterrnined that Rev 14 ol SurveXance Insuvc- 
lion SI-118 did not completely test amciiiary feedwaler bypass level control 
valves Caused by hadaquale procedure Procedure change pnDC4ttgW/671231>lli. 
f£NN,K.vy, SMirH.S.J. Tennessee VaKey Authorify. 87/15/30. 6pp. 43927:127- 
43927:131. 

6801060396 LER 87<077-00:on 671207, pathway by which radionuclides cou.'d escape to 
environ idenOfled during hydrogen anatyxer sys-relaled enginaering change notice 
review Caused by Inadequate design change control process.W/8712^ lir. 
MEA0E.K.E.. 8MITH.S.J. Tenrressee Valley Audiortty. 67/12/30. 6pp 43917.023- 
43917:025. 

-8601190077 LER a7-07e-00:on 671206, conlainmeni vennab'on Tiein A tsolaHon 
occurred-Caused ^ IncorrecI lermlnals being conrvecied pet tncorrecliy wn'tlon work 
request B244973 Procedures revised A personnel counseled.W/860104 hr. 
KILGORE.8.E.. SMITH.S J. Tennessee Valley Authority 68/01/04. 6pp. 44092.215- 
44092.219 

8601190071 LER A7-0S0-01:on 870723.contalnment spray pumps dd not delrver design 
basis How rale.Caused by design deflclancy. Flow onfice bored oul A Tech Sprc 
chanoa requesled.W/680l08 Hr. 

MEADE.K.E., SMITH.SJ. Tennessee Valley Authority 88/01/07. 4pp. 44092:211- 
44092:214. 

6801200295 lER 87-073-01;on 871 110, determined that cenitifugsi ebatgirrg pump 

a may net start using manual handswitch In main control room Caused Ey inad- 
a design review ol Info received by NSSS vondor.CCP being modified .W/OSOt 15 
Itr. 

MEADE.K E., SMITH.S.J. Tennessee Valley Authority. eS/Ot/IA 5pp. 44106:340- 
44106:344. 

8801200297 LER 87-064-0 1:on 871013, discovered that 13 emergency rew cooling water 
flood mode spool pieces d-d not fit properly. Caused by minor orfantaUon 
changes.Afieciad spool pieces modiileo lo ensure proper lii.W/8601 15 llr. 

NAIK.J.A., SMITH.S J. Tennessee Vafloy Authority. 88/01/15. 4pp. 44107:178- 
44107:181. 

6801209302 LER 67-078-00:00 671221.Inad6quaie procedure ior RCSchemIcat adcSUwi 
caused noncompllance w/Tech Spec.CausM by mlstnlemrelailon of appQcable Tech 
Speore positive reacUvUy chsngas Procedure revised W/860U6 Kr. 

NAIK,J.A, SMITH,S.J. Tennessee Va'ley Authority. es/Of/lS. 4pp. 44134:223- 
44134:226. 

8801200323 LER 87-072-01;<>n 871 110,ESF coolers had Insufficient air how to ensure 
environ quaWlcation temp profile not exceededCwsed by Inadequaie conbol 
dentonstreled by Improper design Input. No conecllve aclion.W/88atlS Hr. 

MEADE.K.E., SMITH.S.J TaAnessae Valley ^thority. 86/01/16, 6pe. 4413S041- 
44135:045. 


6801200326 LER 87-06S'02-on 671023.ERCW scroen wash pumps discovered 
omitted from ASME Sectlqrx XI teat progtem.Couaod by personc^al deveiop'oa pic 
assuming ERCW traveling screen wash pump not saiely-relaled.Program rovsc 
880116 Hr. 

MEADE.K.E., SMITH.S.J. Tennessee Valley Aulhonty. 80/01/15. 4pp. 4413! 
44135.056. 

8601360190 LER 67.074 00:on e7l222.ldohllliad that emergency procedures d 
adequtiialy address opening certain high head safety inlociion veWos allot aetk) 
hot shutdown Caused by Inadequate procoduro.lnvestigatlon continu'ng.W/0601 
MEADE,K.E.. SMITH.SJ Tervxessee Valley Authority 06/01/21 4pp. 441S( 
44158253. 

88012B0192 LER 87-063-01 on 870924,conirol room ventilation iSc 
occurred Caused by simultaneous contact ot two terminals w/opon alligator cli 
feaimg block function dudrng radiation monitor testing Procedure revised w/5B0l 
FENfvK.iAi., SMITH.SJ. Tonnosses Valley Authority. 86/01/21 4pp. 44151 
44157.328 

8801290004 Final Part 21 dollciency rept re potential problem w/ sil'cone rubbor-ir 
od cables.Based on enci three lest repls,TVA concludes thal tnfg, shipping roc 
Installation practices did nol reduce cable Insulation thickness 
GRIDLEV.R. Tennessee Valley Aulhonty. 00/01/25. OocumenI Conirol Bioncli( 
ment Control Desk). 7pp. 44171 227-44171:300. 

-8001290007 ‘Tests on Silicone Rubber Insulated Control Cables." 

ELOSTAD.E Connecticut, Unlv. ol, Storts, CT. 07/07/20. 43pp 44tJ 
44171:276 

-8801290010 "Sequoyah Nuclear Plant Impact Testing of AlW Cable." 

RINER.O L„ CHILDRES.W.H. Tennesaoe Valley Aulhority. SME-MET-07-043. 8 
22. llpp. 44171:277-44171:207. 

-8801290018 "Sequoyah Nuclear Plant Impact Toating ol Rockbostos A Ana 
CabloB." 

BINER.O.L . CHILDRES.W.H, Tennessee VaHoy Aulhonty. SME-MeT-67-06A. 6 
at.epp 44171:200-44171:295. 

-8801290023 "insuienon Wall Thickness Measurement of Sii-cono-Rubber Csl: 
Ideniillad Failure Po'nts." 

JONES.W.C . RA(35DALE,J.B., MORLEY.R.L. Tennessee Valley Aulhonty. 67/ 
5pp. 44171:296-44171:300, 


T. Hearing nanstrlpis bn non-aniiiruat mallara 

8801280651 Tranacripl ol 680120 brioling on status Ot plant losli 
Weshlnglon.DC.Pp l-SO.Vlewgraphs end. 

’ Commlesloneis. 88/01/20. 72pp. 44172:288-44172:359. 


U Congresalorial/Execullve Correapendance 

8801220109 Partial tosponao lo FOiA request lor documents, Including It^ors C 
objection to Ofo ol fnspecior & AudAor use of word "lits" in briefing on TvAFo 
App L documents. Docurnonis also available in POR. 

ORIMSLEY.D.H. Division of Rules A Records (Post 870413). 08/01/20. Wi 
Times Pnming Co. 2pp. 44I14:046<441 14.091. 

-8708040254 Requests that Commission stale posilion re veiidny of and 0 
070328 concerns on TVA nuclear project Items prosenlod by Hicks have rcl 
BiQi'ilicanllmpUcatlongw/tospQcHo whether lacllity compiles w/NRC roguJaUon 
UDALL.W.K. House of Rep., Interior A Insular Affairs. DINGELL.J.O. House 0 
Energy A Commerce. 07/04/09. ZECH.L. Commissioners. 27pp. 4411 
44114:122. 


V. Operslor Esarnlnatlona 

9601200231 Partial response lo FOIA request for documents ro worker l/ainir 
grama A INPO training accrediialion.Forwards App F documents. App £ A F 
menls also available In PDR Addl records also avei'able in PDR under Bossong 
87-294. 

ORIMSLEY.D.H. Division ol Rules A Records (Post 870413). 80/01/12- BO 
Public Citizen’s Critical Mass Energy Proiect. Opp. 441 10:001-441 16:039. 

-6801220136 Advises ol attendance al 670923 Natl Nuclear Accrediling Beard n 
at INPO olcs In Allanta.GA re training programs el two plants Encis include 
Board member names A attendees & 071105 plant status accreditation table. 
OIBSON.A.F, Retfcm 2, Ofc of the Diiedor. 87/f1/02. ROE.J. ONIcIot ol LL 
Performance A Quality Evaluation (Posl 870411). Opp, 44110:159-44119.166. 

8801260496 Forwards Exam Rept 50-327/OL-87-01 of exam administered on 8 
19. 

BARR.K.P. Region 2. Ole of Ihe Olreclor. 08/01/20- WHITE.S A. Tennessee 
Aulhority. 2pP 44125:150-44125.324. 

-6801280519 Exam Repl S0-327/OL-07-01 on 871 1 f 7-fd.Exam resulls:four reac 
orators A one seniot reactor operator passed. 

MOORMAN, J.H., MUNRO.J.FT Region 2. Ofc ol the Olreclor. 88/01/19 
44125'152-441 25:324. 


DOCKET 60-328 SEQUOYAH NUCLEAR PLANT, UNIT 2 


f. Securlly, medical, emergency A lire protection plane 

8801210136 Provides Info re dates ulil commlled to complete listed A devefoi 
chocks for Individuals requesting unescorted access to nuclear sites.pei WJ 
request End withheld (rel IOCPR73.2t). 

QfltOLEY.R.L Teiwesse© Valley Aulhonty. 88/01/12. Oocumerxt Control 
(OocumenI Control Desk). 2pp. 44086:155-44066:156. 
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8601210246 Undated lit forwarding revised "Procedures Generation Package" per NRC 
request.Rov addresses deMclencles noted In Insp Roots 50'327/07-6t & 60>326/B7> 
61. 

GRJDLEV.R. Tennessee Veliev Aulftorlty. 88/01/21. Document Conl/ol 0/ar>c)i (Docu- 
inenl Control Desk). 2pp. 44063:301-44064:244. 

-B801210249 Revised. "Procedures Generallon Package.'' 

' Tennesseo Valley Authority. 66/01/21. 274pp. 44083:303-44064:244. 


H. General correspondence 

6601220106 Penial response to POIA requosi for documenta, Including ^eta 870721 
objoction lo Ofo ol Inspeclor & Auditor use of word "Itra" In brlofing on TVA Forwards 
App L documenla. Oocumenis also available In PDR. 

GRIUSLEY.D.H Division of Rules & Records (Post 870413). 66/01/20. WANN.L 
Times Printing Co. 2pp. 44 1 1 4:046-44 114:1 22. 

-8601220162 Submits list Of questions which should be addressed prior to & alter re- 
start of plant. 

XING.n., MYERS, H. Affiliation Not Assigned. 87/04/08. KEPPLER.J. NRC • No De- 
tailed Affiliation Given. 2pp. 44114:060-44114:091. 


?. Operating license stage documents 6 correspondence 

8601260601 Summary ol ACRS Subcommltte TVA Organizational Issues 671104 moel- 
ing w/NRC & util In Washington, DC re actions being taken on plant restart Issues. 
* ACRS • Advisory Committee on Reactor Safeguaroa. 67/12/03. ACRS • Advisory 
Committeo on Reaclor Safeguards. 6pp. 44173:234-44173:239. 

8601120000 Forwards Info re fleaource Technical Svea, Inc, Including aummary ot NRC 
contract work.NRC Form 26 for throe exialing contracts, audit Info.work hisiory & ksla 
of expertlae available for special Insps & of current resource aves. 

FELTHOUS.R.A. Resource Technical Services, Inc NRC-2e-87-417. 07/12/16. 
JOHNSON, E H. Region 4. Ofc of Ihe Director. 71pp. 43098;230-4399Q:300. 

6601040101 Application to amend Llcensaa OPR-77 & OPR-79,con9l8llng of proposed 
Change 8&-3e.r6vlslng Tech Specs lo establish new testing roquiremenu lor corttaln- 
men! spray pump to demonatrate pump oporablliN.Fee pala 

ORIOLEY.H.L tennessee Valley Auihorlty 67/12/26 Document Cortfrol StarKh 
(Document Control Desk) 2pp. 43891:287-43601:323. 

-66010401 10 Proposed Tech Spac9,revlslng Surveiiiarkca Requirement 4.6.2. 1 to IdonU- 
fy teating roquiremenis (or containment spray pump. 

' Tennaaaee Valley Authority. 67/12/26. 65pp. 43891;26S-43e91:323. 

660106044$ Submits rationale & supporting data for concluding that silicone rubber ftt- 
sulated oable Issue at plant resolved, issue Involves dielectric strength re environ te- 
ouirerrerita Supporting Info encl. 

'WHITE.8A. Tennessee Vail^ Authority. 67/12/26. EBNETER,SO. Ofo Of Special 
Projocte. t7pp. 43627:2S6-43927:274. 

6801040444 Clarifies info re FLAS-S fuse replacement discussed at NRC/uU 071216 
meeting e( plant.lnfo needed by NRC to complete SER 

QRIOLEY.n. Tennessee Vsiley Auihorlty. &7/I2/26. Document Control Srertch (Docu- 
ment Control Desk). 6pp. 4066l:200-43d6l:202. 

6601040499 Discusses use ol ASM€ Code Case N-411 re sUerneiive damping values 
for eelsmic analysis of piping.Csse has been used to recaicuiaio pipe movements at 
support points on ERCW piping in annulus area. 

GRIOLEy.R. Tennessee Valley Autnorlly. 67/12/29. Document Control Branch (Docu- 
ment Control Desk). 9pp. 43Mt:164-4366t 166. 

6601040616 Requests authortzailon for use of ASME Boiler B Pressuro Vessel Code 
Cases N-941 a N-356 for plants Required (uetiflcatlon (or use encl.Corvcurrenco on 
use ot cases requested by 860215. 

GRIDLEY.R. Tennessee Valley Authority. 67/12/29. Document Control Branch (Docu- 
ment Control Desk). 9pp. 43961:209-43961:205. 

860104049S Advises lhal scheduled completion dais (or (echnicel revlow of miscelane- 
bus stool calculations is 8601 15. Review delayed due lo problems in identUytng alfoct- 
ed equipment & lack ol retrlevabitity ol vendor Info lor equipment 
GRIOLbV.R. Tennessee Valley Aufnorfty. 87/12/30. Document Control Branch (Docu- 
ment Control Desk). 2pp. 43923:31 1-43923;312. 

6601070205 Notification ol 660106 meeUng w/WesUnghouse Owners Group Operations 
& Analysis Subcommittees In Belhesda.MO lo discuss subcommlliees Investi^Uons In 
analysis area re Generic Llr 67-12. 

TRAMMELL, C.M. Proleot Directorate V. 07/12/30. KNIGHTON,Q W. Profocl Otrector- 
ale V. 4pp. 43945:344-43948:347. 

6801070167 Forwards llsl ol aubmittals needed from util lo support NRC dedslotts re 
proposed heatup & plant re8tart.Any slippage In target dales listed could adversely 
Impact review schedule. 

EBNETER.S.D. Olo of Special Prelects. 87/12/31. WHITE.S.A. Tennessee Velley Au- 
thority. 6pp. 43952:150-43952:163. 

6801140410 Forwards Amanda 63 S 55 lo LIcensea DPR-77 & OPR-79. 
respectively/evlslng functions for reactor trip sys A ESFAS instrumeniation.Salety 
evaluation also end 

ZECH.G.G. Ofc of Special Proiects. 67/12/31. WHITE.S.A. Tennessee Valley Aulfior- 
Ity. 2pp. 44031:070-44031;120. 

-8601 14041 1 Amends 63 & 65 to Licenses DPR-77 & OPR-7^re8peclively. revising re- 
aclor trip sys Instrumentation surveillance requirements & ESFAS Insirumentalfon. 
ZECH.G.Q. Ofc of Special Projects 87/12/31. 48pp. 44031:072-44031:116. 

-8601140413 Safely evaluation supporting Amends 63 ft 65 to Licenses OPR-77 ft 
OPR-79, respectively. 

' Ole of Special Projects. 87/12/31. 4pp. 44031:117-44031:120. 

6601070254 Requests listed addi Info re rrteteorological data l^e & evacuation time 
estlma1es,«4thln 60 days of Itr recelpLRev 2 lo Section 2.3.3 of 8RP encl. 

ZECH.G.Q. Ofo of Special Projects. 86/01/04. WHtTE,S.A. Tennessee Valley Author- 
ity. 12pp. 43946:019-43946:030. 


6601110377 Forwards "Rapt ol Sequoyah Roadmess Review," concluding lhai 880223 
slarlup oblectivo provides adequate lime for plan! personnol to effect necessary cor- 
ractiva aclJons recommended by operational readinoss roview loam. 

GRIOLEY.R. Te/roesseo Valley Authorjfy. 66/01/05. EBNETER.S.D. O.'c of Special 
2pp. 43681:349-43962:102. 

-6601110363 "Rapt ol Sequoyah Roadlrtess Roviow." 

* Tennessee Valley Authority. 66/01/05. 120pp. 43961:351-43962:102. 

9601110378 forwards table Hating Soquoyah & TVA genedc ailegaions Invosilgatod by 
ulif ft noted In GO Zech 670729 Itr (o SA While as restart issues. Table a'so notes 
submission dales (or repta. 

GRIOLEY.R. Tonnessee VaHoy AuthorKy. 66/01 /06. Document Control Branch (Oocu- 
montCwiifol Desk) 3pp. 43969.082-43969:004. 

6601110455 Forwards restart program matrix Idanllfyirig relatlonahlp & status for plant 
nudear performance plan pregrams. 

GRIOLEY.R. Tonnessoo valloy Authority. 88/01/06. Documanl Control Branch (Docu- 
meiti Control Desk). 3pp. 43986:225-43968:227. 

9901130049 Forwards revised criteria Secilon 3.0 of Civil Engineering Branch (CEQ) 72- 
22 rapt lor updata.Crileria wlii be incorporated In Rev 4 ol CEB 72-22 by Unri 1 ro- 
eian 

GRIOLEY.R. Tennessee Valley Authority. 88/01/06. Oocumont Control Branch (Docu- 
ment Conlrol Desk). 1 1pp. 44002:055-44002.065. 

9901190342 Provides questions derived from review ol laci'ily & existing cond.lions 
which do not comply w/NRC requlroments. 

MEYERS.H. NRC - No Detailed Affiliation Given. 68/01/06. OENTON,H. NRC - No 
Oetedled Alfiiiallon OIvsn. IBpp 44055:1 13-44055:131. 

9901210023 Forwards Amends 64 ft 56 to Licenses DPR-7/ ft OPn-76. raspocllvoly ft 
safety evaluation Amends Increase diesel genoraloi continuous ft 2-h ratings in aur- 
veiiancd lequiremenis. 

ZECH.Q.C Ofc or Special Projects. 88/01/07. WHITE.S.A Tonnossoo Valley Author- 
ity. 4pp. 44092:169-44092:190 

-6601210029 Amends 64 ft 56 lo Licenses DPR’77 ft DPn-70.reBpectiveIy, changing 
Tech Specs to Incioase diosel ganoralor continous & 2 h ratings In survel lance ro- 

J JtomentB. 

ECH.Q.O Ole ol Special Projects. B6/0i/07. 14pp. 44092:173-44092:167. 

-6601210031 Salaty avalualion supporting Amends 64 ft 66 to Uconses DPR-77 ft 
DPR-79,r6speetively. 

* Ofcol Special Ptojecis. 66/01/07. 3pp. 44092:188-44092:190. 

9601130366 ReBportde lo request lor addI inlo re msgniludo ft nature o( ihermel 
sireases lor lapiasenieilve sirueturoSiruclure adequate to withstand Ihormelly In- 
duced loads ft sireases. 

GRIOLEY.R. Tennossao Velley Auihonty. 66/01/08. Document Control Branch (Docu- 
ment Control Desk), epp. 44600:124-44600:129. 

9601130223 Fonwards t2ih update ol plant eclivlilee list, per 660717 submittal ol per- 
formance plan.updele inciuooe Info through 671207. 

RAY.M.J. lennessoe Valley Authority. 8B/01/I1. Document Conlrol Branch (Docu- 
ment Conlrol Desk). 46pp. 44004:0te-440l>4:0e3. 

6601130939 Clanlles uHl posibon re use ol rested oriiaria for both heatup ft tesiarLUlil 
wil conilnua lo roview Issues againsl rested criteria to dalotm'.nb issues requiring roe- 
oiudon before tested. 

GRIOLEY.R. Tennessee Valley Authority. 8B/0t/t 1. Document ConUcI Branch (Oocu- 
monl Conlrol Desk) 3pp. 44003:270-44003:281. 

9601140216 Appitcellcn lor amends to Licenses DPR-77 ft DPR-7B,ro Tech Spec 
Change 67-47, re>4sinD Surveillance Requirement 4.7.7.S.3 to Increase intake of fresh 
aUt during operation of conlrol room omergoncy vonl-lalion sya.Fee paid. 

RAY.M.X Tonnessee Valloy Authority. 86/01/11. DocumonI Control Branch (Oocu- 
metri Conlrol Doak). 3pp. 4<(043:213-44D43 233. 

-6601140226 Proposed Tech Specs.rovlslng Survelllarioa RequIromenI 4.7.7.e.3 la 
allow up lo 1000 cubic feel/minuie Inlake of fresh air during operation of control room 
emergency ventilation sys. 

* Tenneesee Valley AuihoiUy. 66/01/11. IBpp. 44043:216-44043:233 

9601190004 Forwards addi rev to Inservlce pressure test program for first lO-yr 
fnlerval Rev deletes Implementation methods for program due to duplication In OA 
manuals. 

GRKXEY.R. Tennessee Valley Authority. B6/0t/1l. Document Conlrol Branch (Docu- 
ment Control Desk) 12pp. 44o62:|91-44062:202. 

6601250133 Summary of 671215 meeting w/TVA In Belhesda.MO ro TVA program to 
address microblologicelly induced corrosion. List ol altendcod & viowgraphs end. 
AULUCK,R. Olo of Special Projects. 88/01/11. Ofc ol SpodaT Projocta. 76pp. 
44116-219-44116:294. 

8601190124 Forwards revised weekly schedule ol TVA acIlvUios tor whs of 660111 ft 
ts.changing ft adding lo schedule previously issued on 6601 1 1. 

KCLLYJl. Ole ol Special Projeefs. 88/01/12 ZECH.G.G Ofo ol Spodal Projects. 
5pp. 44052:355-44052.359. 

9901200231 Partlel response la FOIA reqtresf (or documenta re worker iralrtlng pro- 
grams ft INPO training accreditation. FoAvards App F documonts.App E ft F docu- 
mants also available In POR Addi records also available in PDR under Bossong FOIA- 
67-204. 

GRIMSLEY.D.H. Division ot Rules ft Records (Post 870413). 66/01/12. BOLEY.K. 
(>i^)i;c Citizen's Critical Maas Energy Project. 8pp 44118:001-441 16:039. 

-6311140069 Submits objectives tor INPO accreditation team 831 107-11 site visit. 
BENDER, L.S. Licensee Oualilicaltons Branch. 63/10/26. PERSENSKY.J J. Llcansoe 
QueHnoatlons Branch. 2pp. 441 16:041-441 16:042. 

-8402260130 Submits resuKe of accreditaUon team visit followup.Four util pear laam 
members are strong ballevers In accredliaUon program. 

BENDER.L Licensee Qualifications Branch. 64/02/21. PERSENSKY.J. Licensee 
Ouellfications Branch. Ip. 44116:040-44116:040. 
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6801070053 Roguosls anslysos lo domonsirato lhal electrical (aulla In ono raceway wit 
not cause Inteina'iy generated fires that allect functional Irtlogrity of redurKfant salely- 
ralaled circu is in adjacent raceways, per Unresolved Item 07-l6-0t. 
niCHAROSON.S.O. Ole of Special Projects. 67/12/31. VJHlte.SA. Tennessee Valley 
Authority. 2pp. <13943 295 43943 296 

8601 190246 Forwards Insp Ropta SO'327/67-67 6 S0-326/B7'87 on Q7t005<090ne Slg- 
nilicanl observation nolod.Commonls ro results of review roquosied within 60 days ol 
Hr rocelpl. 

EflNETER.S.O. 0/c ol Special Projects. 88/01/07. WHITE.S.A. Tennessee Va’tey Au- 
thority. 6pp. 44055:200 44055:222. 

-8601190265 Insp Repis 50-327/67-67 & 60'320/a7-67 on 871205-09 Signhcaniob 
servations Includo.writton policies differ Irom some of features conle'ned In Commis- 
sion policy slalemont or recommended by EEI Guido. 

BUSH.L.L.. MCPEEK.E.W, TOBIN, W.J. Division of Reactor (nspociion & Snioguards 
(Post 870411). 07/11/23. 17pp. 44055:206-44055:222 

88010SO394 Suppi 1 to NRC Info Notice 66-081, "Qrokon Exiornal Ctosuro Springs on 
Atwood & Morrill MSlVs.” Sve Ifsl oncl. 

ROSSf.C.E. Division of Operational Evonis Assosamenl (Post 0704tt). 68/01/11 
Consolidated Edison Co. of Now York. Inc. I23pp. 44038.041-44838:163. 

8801140241 Forwards H Mayers comments on oncl Insp Ropis 50-327207-31 & 60- 
326/&7-3l.lor review Recommondallona on appropriaio rosponae should bo piovUed 
by 680116 

BRADBURNE.J C. Office ol Governmanlal & Publ'c Affairs (Post 870413). 88/01/11. 
EONETER.S Ofe of Special Proiocls 3pp. 44030 333-44031.032. 

8801150010 Forwards response IP request lor addi Info on Insp Hopls SO-327/87-44 & 
50'328/67-44 re mall auppfleis.Ray M llot.lnc listed on Rev 3 to oporailcne OA bianch 
qualiflod suppliers hst as accopubfe supplier for cllod mall. 

ORIOLEY.R. Tennessee Valley Authonty. 08/01/11. Documemt Conltot Oranch (Oocu- 
ment Central Desk). 7pp. 44062.211-44062 21 7. 

8801140266 Advises lhal lime to respond to Inw Repia SO-327/S7 ia 8 60-326/87 I0 
oktendod lo0B0i22.par conversation w/F McCoy. 

QRlOLEY.n Tonnosaee Valley Authority. 68/01/12 OocumonI Centro) Biartch (Docu- 
ment C/Onirol Desk), ip. 44046:235-44046:235. 

9601200079 Penial response to POIA request (or documents Forwards App O 
tfacumenis App O & E documonie available in POR.App F documeni compioiety with- 
hold (ref POIA Ekomption 7).App G document partially withheld (rol FOIA Enompilon 

QRIMSLEY.O.H. Division of Rules & Records (Post 870413) 66/01/14. WANN.L. 
Times Printing Co. 6pp. 4408t.2iG'4406li272. 

-8601210021 Responds lo NRC 870305 Hr ro SequoyO)) dosign cefcuieiion 
rovlow.Aclions required lo respond to insp findings identiflod a being imptemontod. 
WHlTE,8,A Tennessee Valley Authority, 07/03/13. KEPPlER.J Q Ofc of Special 
Projects. 5pp. 44081:282-44001:266. 

6601260268 Forwards Rev 1 to Special Maint Instruction SMl'0-3t7-$2. "Insiiumenl 
lino Clamp Insp." addi info & roaponses re various olement rpets.por request 
RUSSELL, J.R. Tennessee Valley Authority. 80/01/14 Document Control Srench 
(Documeni Control Desk). I6pp. 44 1 50:06 1 -44 1 66.092. 

-8601260264 Rev 1 10 Special Maim Instruction SM1-0’31 7-52, "Insirumont lino Clamp 
Insp '■ 

SMARMA.N. Tennossoo Valley Authority. 87/02/18 16pp 44168 077-44156092. 

8601210111 Forwards disposlllon of div of nuclear onginoering (ONE) calcuiallon effort 
open Items & list ol commllmanis Irom t-wk closeout Insp on ()NE calculatiort effort & 
plant design basolino & verllicallon program. 

QRiDLEY.R. Tennasaoo Val'oy Authority. 86/01/19. (Tocumeni Control Branch (Oocu- 
mont Control Desk). 20pp. 44{05:C21-4410S:040. 

6601260154 Forwards safety evaluation su^ortlng 850816,860606 & 871117 rohol re- 
quests from testing pumps & valvos.ASME Boiler & Pressure Vessel Code.SocUon XI 
& util 620303 Insarvlce laslmg program. Supportive technical evaluation rapt encl 
ZCCH.GQ. Ofc Ql Special Promts 68/01/19. WHITE.S A Tonnaasee VeKoy Author- 
ity. Spp. 44114:123-44114:144. 

•'6601250194 Safety evaluation eupporllng 850616.660600 & 871117 rellel requosle 
from ASME Boiler 6 Prossu/o Vessel Code.Seciion XI, Implementod In ptant ors 
620303 for first 10-yr Inse/vico tostlno program on pumps & valves. 

’ Ofc of Special Projacis. 88/01/19 3pp. <14114:128-44114:130. 

-6601190186 "Requests for Rellel.Pump & Valve Inservice Testing Program, Sequoyah 
Nuclear Plant, Units 1 & 2," lechnical evaluallon rept. 

MURPHY.Q A. Oak Ridge National Laboratory. FIN F-0O01. ORNL/NRC/LTR-07/12. 
67/12/30. NRC - No Detailed AlHIlaHon Given. 14pp. 44114:131-44114:144. 

8601250291 Requests that util Identify specific actions l8ken,wlll lake to remedy ksied 
observations from Integrated Design Insp Ropts 60-327/87-4B & 50-328/67-40 Re- 
sponse requested by 880129. 

EBNETER.S.O. Ofc Ol Special Prolects. 8B/01 /20. WHITE.S.A. Tennessee Valley Au- 
Ihonty. 2pp. 44116:339-44116:340. 

6801270165 Forwards itemized responses to open Items & list of commitments In re- 
sponse to NRC 671030 Insp Ol corrective actions re design baseline & verlRcaUon 
pro^am. 

QRIDLEY.R. Tennessee Valley Authority. 68/01/20. Document Control Branch (Docu- 
ment Control Desk). 7pp. 44169:073-44169.079. 

6801210246 Undated Hr forwarding revised ''Procedures Generation Package" per NRC 
requeslRev addresses doficlendes noted in Insp Repis S0-327/67-ei & 60-326/67- 
61. 

GRIOLEY.R. Tennessee Valley Authority. 86/01/21. Document Control BrarKh (Docu- 
ment Control Desk). 2pp. 44083:301-44084:244. 

6601220546 Informs (hat revised Std Practice SOM-2 lo procedurallze requirements for 
wortOrM essential raw cooling water pumping station heat trace Issued oty 87l2224)er 
871110 commitment re Insp Repis 50-327 /e7-62 & 50328/87-52. 

GRIOLEY.R. Tennessee Valley Authority. 88/01/21. Document Control Branch (Docu- 
ment Control Desk). 2pp. 44097:359-44097:360. 


8801250030 RssMnds to NRC 871221 Hr re violations noted In Insp Repts 50-327/87- 
68 & SO-328/n7-66.Co.'reciivQ eclions mgi personnel assigned lo dirocily supervise 
^s algrvneni program 6 persornal iralnod ro Importance of following procedures. 
GRlOlEY.n. Tornessoo Val'ey Authority. 89/01/21. Documeni Conlrol Branch (Oocu- 
meniCortirol Desk). 0pp. 44101 253-44101 260. 

6601260276 Parl'al rosponse lo FOIA requests Forwards App A documents. Documents 
boing placed in PDR.Only Mas In NRC Ofc of Governmental & Public Affairs searched 
for documents rosponsivfl to roquosi.por 671026 le'con. 

QRIMSLEY.O.H. Division of Rules fi Records (Post 870413). 88/01/22. CONNOH,L. 
Ooc-Seari^Assoe'Qlss. Spp 44139 200-44139 334 

-6601260SS1 Advises that Comrrilloe on Imotior & Insular Alfairs has prov.ded encl 
info on TVA weld Issues 

KAMMERER.C. Office of CongressOnal Aflairs (pro 0704131. 05/10/17. DIRCKS.W. 
O/c ol iho EkocuIivs D.ioclor tor Oparaitons 23pp. 44139.346-44140:008. 

8601270346 Advises of dolsy In completing corroclivo actions lor v.plailons In Insp 
Ropis SO-327/67-53 & 50-32B/B7-53 duo IP need to return inadequate lock sets to 
MMiot lor mods. Expected completion date roschedu'od from 871219 to 880216. 
QnftXEY.R. Tennosses Valley Authority. 80/01/22 Document ConVol Branch (Docu- 
ment Control Dosk) 2pp. 44M5:238-44t4S239. 

6901260662 Forwards summary of actions required by NRC to support Unit 2 nonnucle- 
ar heatup.per Insp Ropis 50-327/67.4S & 50-320/07-40 Actions compleie & ready (or 
closeoul insp. 

RAYAij. Tonnesaae valloy Authority. 68/01/26. Documeni Control Branch (Docu- 
ment ConbolCosk). 6pp 44160.t07-<l4ie0 111. 


n. Parlodio operailng reports & related correspondence 

880I2600S9 Monthly opcrailna ropis lor Dec 1967 W/Qeoi 13 Hr. 

DUPnEE.O.C. SMiTH.SJ. lonnsasoo Ve'loy Authority. 07/12/31 83pp. 44123 153- 
44123 216 

6801130268 Forwards revs lo discharge monitoring repts for NPOEB 

TN0026450.0lsohargo Serial 112 lor Nov 1986 & Jul 1987 & NPOES 

TN0020168.0l&chargo Soilsl 101 for Aug & Sept 1987. 

SROOKS.Rh. Tonnosses Volley Authority. 68/01/04. LUNN,DE. Tonnessoo, Slalo 
of. ip 44000 226-44000:233 

-6801130296 Rov lo NPDES d schsrge mon.lohno repi for Jul 1967. 

&ROOX8,nH. Tennessee Valley Aulhomy. D7/G7/3I. 2pp. 44000:227-44000.226. 

-8801130306 Rov to NPDES discharge monitorfng repi (or Nov 1966. 

BROOKS.R.H. Tennossee Veliey Authority. 66/11/30. ip. 44000:229-44000 220. 

6601200079 Psrt’al response lo POIA request lor documenls.Foiwards App 0 
cfocumenie./^p D & E documents availab's m PDR App P (iocumoni compieioly with- 
held (<of FOiA Exemption 7).App Q document parl'ally withhold (ref FOIA ExompLon 

^niMSLEY,O.H Division of Rules & Records (Post 670413). 66/01/14. WANN.L. 
Times Priming Co Opp. 44081 21 8-44001:272. 

-8602190873 Summartzos NRC aciMIIOS Involving TVA from 860203-07. 

OENTON^R. Office gl Nudoar Roactor Regulal'on. O'rector (651125-870411). 88/ 
02/12. SiELLO.V. Otc ol Iho ExacuHve Direcior lor Oporalions. 3pp. 44001:279- 
44081281, 

660 1258422 Forwards wockty schedule of TVA aclivitlos lor wKs of 6601 18 & 25. 
HELIY.J.L. Olc ol Special Projects 08/01/16. ZECH.G.O. Ofc ol Special Pro|acl6. 
5pp 44116010-44116:014. 

6601260418 Forwards weekly schodulo ol TVA ocilvHias lot wks ol 680I2S & 0201. 
KELLY.J.L Olc ol Special Projacie. 68/01/22. ZECH.G.G. Ofc of Special Projects. 
4pp. 44139.061-44130:064 


S. Reportable occurrsnesa, LERs & related correspondence 

6712280030 Special Rept 07-22.on 671 128, fire broach occurred lor gteaior than 7 days 
for remove! ol oxlstlng pyrocroto, drHIlng.lnslBlIing.welding & insp ol mod & roinstalia- 
lior) of pyrocreio Fire watch osiablisliod. 

SMITH.SJ. Tervnossoe Valley Aulhoiitv. 67/12/14. Document Control Branch (Docu- 
rnsiM Control Desk). 2pp. 43893:165-43893:186. 

8712300037 lER 87-008-00:on 671 127, electromagnetic Interference sp<ko occurred Initi- 
ating coniammoni voniilatlon Isolailon.Caueed by elecHomagneilc pulse due lo inad- 
equate dolector cable oround.Qround wire sccured.W/071216 Hr. 

KILGORE, B E.. S.MlTH,SJ. Tennossoo Valley Aulhonly. 67/12/16. epp. 43898:276- 
43808 261. 

6601060248 LER B7-D00-D0.on 87l205.two conleinmsnt ventilation Isolations 
occvrted.Causod by oledromagnelic pulse generated by actuation ol low sample flow 
switch induced to oolector oable.SOI -bO 2 pertormed.W/67l230 Itr. 

KfLGORe.BE., SMITH.SJ. Tennassoo Val'ey Authority. 87/12/30. 4pp. 43927:132- 
43927:135 

6801060277 LER 67-008-01:on B71 127,w/unlt In Mode S.TraIn A containment ventila- 
tion Isolallon occurred Caused by spurious high radiation spike h radiation 
moi^tor.SjMClal task force group established lo determine root cause.W/871230 Hr. 
KILQ(^EBE.. SMITH.S.J. Tennessee Valley Authority. 87/12/30. 6pp. 43916:267- 
43016:272. 

6601200299 LER 87-010-00:on 871821.two containment ventilation Isolations occurred 
due <0 spurious l^h rBd-.silon spike. Cause undei investlgailon Appcoptlste actions wVl 
be determined & Implemented after lnve8tigatlon.W/680t16 Hr. 

K1UGORE.6E., SMITH.SJ. Tennessee Velley Authority. 88/01/16. 4pp. 44107:365- 
44107:359. 

8801290319 Summary of Operating Readers Events Maelmg 66-03 on 6801 lO.List ol 
events & summaries ol presenled events & 1666 scrams encl. 

LANNING.W. Evonis Assessment Branch. 66/01/21. ROSSI.C.E. Division ol Oper- 
ational Events Assessment (Posi 670411}. 18pp. 44180:269 44160:266. 



980136(X>04 r>nal Part 2 1 defrcloncy lepl re poientlal problem w/ ailtcone lubber lnsulat- 
ed caD'es.0ased on end tbree tasi repis.TVA concludes tbst mrg.sMpping.racalpI & 
Inelalfaiion practices did not reduce cable Insulation tblchness- 
GRIOIEY.R. Tennessee Valley Authonty. 86/01/25 Document Controi Srench (Oocu- 
rr«nt Control Desk). 7pp. 4417 1:227-44171:300. 

-6601360007 "Tests on Sil-cone Rubber Insulated Control Cables.” 

ELDSTAD.E. Connecticut, Univ. ol, Siorrs. CT. 67/07/20. 43pp. 44171:234- 
44171 276 

-8801360010 "Seouoyah Nuclear Pleni Impact Tesilng ol AlW Cable.'* 

RINER.O.L. CKllORES.W.H. Tennessee Valley Aulbority. SME-MET-B7-043 67/07/ 
22. tlpp. 44171:377-44171:287. 

-6601360016 "Sequoyah Nuclear Plant Impact Testing ol Rockbosios & Anaconda 
Cables." 

RINER.O.L, CHILDRES.W.H Tennessee Valley Authority. SME-MET-67-064. 67/06/ 
31. 8pp. 44171:308.44171:205 

-6601360033 "Insulatlort Wall Thickness Measurement ol SiNcono-Rubber Cablas at 
tdsnOfied Fat’ure P(ar^\3.■■ 

JONE8.WO.. RAGSDALE.J B , MORLEY.R L. Tchneasao Valley Authority 67/11/23. 
6pp. 44t71-296-4417l:3l)0. 


T. Hearing Iranacrlpta on non-anlltruat maltera 


8601260661 Transcript ol 660120 brielipg an siatua of plant restart in 
Washington, DC Pp l-S9.Viewgreph9 end. 

* Cp.mmissloneis 80/01/20. 72pp. 44 1 72 366-44172:359. 


U. Congresslonal/Exacullve Correapondance 

6601320109 Partial responao to POIA request lor documonis.includtng l^era 670721 
objecion to 01c ol Ir^spector & Auditor use ot word "lira" in b/iefing on TVA.Fotw8rds 
App L documanie. Documanla also available In POR 

a^MSLEy.OH Olvislan ol Rules 6 Records (Post 870413) 66/01/20. WANNA 
Times Priming Co. 2pp. 44114:046-44114.091. 

-67000402S4 Requosia that Commission slate position re vsfidny ol and 0 Hicke 
670326 concerns on TVA nuclear projeci Kems presented by heva poienUdHy 
signHIcant implications w/reapael to whether (ac<lity compiles w/NRC reguieiions. 
UDALL.M.K. House qI Rep., inienor & inauiar Aflaira. DlNQELl.3 D. nou$» ot Rep.. 
Energy 6 Commerce. 87/04/09 ZECH.L. Commisalonera. 27pp. 44114.092- 
44ttVl22. 


V. Operator Eiamlnetiona 


6691300331 Partial response to POIA request lot documents te worker training pro- 
trams 6 INPO training accredliaiion Porwa/ds App P documents App E 6 F tfocu- 
menta also available in P0R.Addl records also svaiiabis In POR under Soasong FOIA- 
67-204. 

QRIMSlEY.O.H. Division ol Rules & Records {Post 670413). 66/01/12 eOLEY.K. 
Pub'lc Ciosen'a Critical Mass Energy Proiect. 6pp. 44ii600i-44ti6039. 

-6601230136 Advises Of attendance at 670623 Natl Nuclear Acaediting Board moelmg 
at INPO olcs In Ailanla.QA te tratnine piOQta<m at two pienie.Erkci9 Include Hsi oi 
Board member names & attendees 6 871 105 plant status accreditation table. 
0I8S0N.A.F. Reg'on 2. Ole ol the Director 67/i 1/02. ROE, 3 Oivisten ol licensee 
Performance & Qually Evalvailon (Post 870411]. 6pp. 441 19:156-441(9.166. 


OOCKET 60-339 MIOLANO PUNT, UNIT 1 


Q. Incpectlon reports, lE Bulletins 6 correapondenca 


6712160369 NRC Inlo Notice 07,<}64, "Conviction lor FelslOcatlon ol Security Training 
Records." Svo list end. 

ROSSI, CE. Division of Operational Events Assessment (Post 870411). 67/12/22- 
Consollctaled Edison Co. oi New York, Ino. 120pp. 44153:001-44153.124. 

6712170119 NRC Inlo Noilco 87-065, "Plant Operation Beyond Analyxed Condiliotrs." 
Sve list end. 

ROSSI, CE Oivlslon of Operational Events Assessment (Post 870411). 67/12/23. 
Consolidated Edison Co. ol New York, Pne f20pp. 44056.006-44059 127. 

6712230003 Suppi 1 to NRC Inlo Notice 87-026. "Air Sys Problems at US LWRs." Sve 
list ertcl. 

ROSSI, CE. Division of OpetaHonaJ Events Asseasment (Post 970411). 87/12/28. 
Consolidated Edison Co. oiNew York. Inc. 124pp. 49995:138-43995:257. 

6712290165 NRC Info Notice 87-066, "Inappropriate Applicetlon of Commerdai-Orade 
Components.” Sve list end. 

ROSSI, C-E. OMsIon ol Operational Events Assessment (Post 670411). 67/t2/91. 
Consolidated Edison Co. of New York. Inc. 120pp. 43995:256-43996:016 

6713300091 NRC Info Notice 07-057, "Lessons Learned From Regional Insps ol Li- 
censee Actions In Response lo IE Bulletin 80-1 1." Svo list end. 

ROSSI, C.E. Oivlslon ol Operational Events Assessment (Post 070411). 67/12/31. 
Consolidated Edison Co. of New York, Inc. 123pp. 44038:164-44036:286. 

8601050394 Suppi 1 lo NRC Inlo Notice 86-081. "Broken External Closure Springs on 
Atwood & Mornll MStVs." Sve list end. 

ROSSI.C.E. Division ol Operational Events AssesamenI (Post 870411). 68/01/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 44036.-041-44038:183. 


DOCKET SO-330 MIOUNO PUNT, UNIT 2 


O. inspection reports, IE Bulletlne 6 correspondence 

8712160369 NRC Inlo Notice 67-064, "Conviction lor FelslUcailon ol Security Training 
Records." Sve list end. 

ROSSI.C.E. Division ot Operational Events Assessment (Post 870411). 07/12/2). 
C^solidaled Ed son Co. of New York. inc. t20pp. 44163 001-44153:124. 

6712170119 NRC Info Notice 87-065, "Planl Operailon Beyond Anelyzod Conditiors" 
SyC list end 

ROSSI.C.E. Oivlslon ol Operational Events Assessment (Post B70411). 87/12/23 
Consolidated Edison Co. of New York, Inc. I20pp. 44056:008-44056.127. 

6713230003 Suppi I lo NRC Info Nolle© 87-028, "Air Sys Problems at US LWRa." Sve 
list end. 

ROSSI.C.E. Division ol Operational Events Assessment (Post 870411} 67/12/28 
ConsoHdaied Edison Co. of New York, Inc. 124pp. 43995:138-43905:257. 

6712290166 NRC Info Notice 87-066, "Inappropriate Application ot CommorcialQ'edo 
Components." 8vc list end. 

ROSSI.C.E. Division ol Operational Events Assessment (Post 670411). 37/12/31. 
ConsolidBted Edison Co. of New York, me. I20pp. 43905 258-43996:016. 

6712300091 NRC Info Notice 67-067, "Lessons Learned From Regional Inspe ol Li- 
censee Actions In Response to IE Bulletin 80-1 1.” Sve list end. 

ROSSI.C.E Division of Operational Events Assessment (Post 870411). 67/12/31. 
Consolidated Edison Co. of Now York, Inc. 123pp. 44038:164-44036:266. 

66010S0394 Suppi 1 to NRC Info Notice 66-081, "Broken External Closure Springs on 
Atwood & Mornll MSlVs." Sve' list end. 

ROSSi.CE. Division ol Operational Events Assessmoni (Post 670411). 68/Q1/tt. 
Consokdatad Edison Co. of Now York. Inc. 123pp. 44036 04 1-44036: 163. 


ODCKET SO-331 DUANE ARNOLD ENERGY CENTER 


F. Baeurity, medical, emergency 8 fire protection plans 

0B81OSO676 Rov 7 to Corporate Plan Implementing Procedure CPIP-2.1, "Doso Assess- 
ment 6 Protective Action Recommendations. " W/ 871223 Hr. 

SWAIlS,5L Iowa Electric Light & Power Co. 87/12/23. t04pp. 430I0.171« 
43919274. 


J. Insurance & Indemnity Inlormstlon 


8601270146 Forwards Endorsement 8i to NELIA Policy NF-214,EndorBomont 67 lo 
maELU Policy MF-72.Entlots9rnenl 0 lo NELIA Certificate N-60 & Endoreemonl 6 lo 
MAELU Camflcale M-50. 

SAMUElS.JL. Marsh & McLennan. Inc. 66/01/14. OINiTZ.1. Office of Nudoar Reac- 
Id Regulation. OiroclO' (Post 670411). 6pp. 4414t:0S3-44l4t:057. 


P. Operating llconie alage documents 6 ccrrespondence 

6601060136 Advises that complotlcn date for Phase I ol OCROR short-term enhance 
menis changed from 871231 to 860131 duo to procurement & InsioHatlon 
drtftCukies.Changes \b scope ol surface anhancamenis diseuasad. 
flOTHERT.W.C. lows Electric LIghI & Power Co. 87/12/29. MURLEY.T. OIllcO ol Nu- 
clear Reactor RegulaUon, Director (Post 67041 1). 2pp. 43928:358-43026:3Sd. 


O. Inspection reports, IE Bulletin* 8 correapondenca 

8712160309 NRC Into NoHce 87-064, "Conviction lor Falsllicallon ol Security Trelnlr^ 
Records" Sve list end. 

ROSSI.C.E Division of Operetlonal Events Assessmoni (Post 870411). 87/12/22. 
Corwiidaied Edison Co. of New York, Inc. I20pp 44163:001-44153:124. 

8713310162 Responds to deviations noted In Insp RepI 50-33I/67-26 on 870926- 
1023-CorTective BCtlons:taBk force review ol plant sys completed & recommendailoris 
In^emenled Full compliance achieved on 671010. 

ROTHERT.W.C. Iowa Electric Light & Power Co. 87/t2/22. DAVIS, A B. Region 3, Ole 
of me t^eclor. 9pp. 43953.324-43953.332. 

8712170119 NRC Inlo Notice 87-066, "Plant Operation Beyond Analyxed Conciillons." 
Svctlsl end. 

RC^l.C.E. Division of Operational Events Assessment (Post 870411). 07/12/23. 
Cor«oMated Edison Co. of New York, Ino. 120pp. 44056:006-44056:127. 

8712230003 Suppi 1 to NRC Inlo Notice 67-028, "Air Sys Problems at US LWRs." 6vc 
itst end. 

ROSSI.C.E. Division ol Operational Events Assessment (Post 870411). 87/12/28. 
Consolidated Edison Co. of New York, Inc. 124pp. 43995:138-43995:257. 

8712260155 NRC Inlo Notice 67-066, "Inappropriate Application of Commerclal-Qrade 
Components." Sve list end. 

ROSSI.CE. Division of Operational Events Assessment (Post B7041t). 67/i2/3l. 
Consolidated Edison Co. ot New York, Inc. 120pp. 43995:258-43996:016. 

6712300061 NRC Into Notice 67-067, "Lessons Learned From Regional Inapa of If 
oensee Actions in Response to IE Bulletin 60-11." Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 670411). 87/12/31. 
Consolidated Edison Co. of New York, Inc. 123pp. 44036:164-44038:286. 

6801110265 Forwards Safely Insp Rept 50-331/67-30 on 87t020-l207.No violaliona 
noted. 

QULDEMOND.WQ. Region 3. Ole ol the Director. 87/12/31. UU.L Iowa EleGlric 
Ught & Power Co. 2pp. 43970:t6a-43e70;176. 


DOCKETED ITEMS 99 


••£&0I110262 Insp nopt 50-331/87-30 on 671020'l207.No violaiiona noted. Cno ilom 
of concern noted. Major areas lnspocied:preulous map find nga.oparalional 
safely .mairil.Burvo.Uance.LEHs, Part 21 repla & gonenc ilia. 

JACKIW.I.N. Region 3, Ofcol the Director. B7/1S/31. 7pp. 43870.l7O-43«7O.i76 

6601110277 Forwards app to SALP 6 Board Repl 50-331/07-01 for Mar 1086 • May 
l967.App based on NnC rovlow & evaluatron ol ulU 871008 response to SALP repl 
OAVIS.A.B. Reg'on 3. Ole ol (he Oiroctor. 88/01/04 LIU.L. Iowa Electric Lfght & 
Power Co. 2pp. 43970:216-‘13970 226. 

-6601110284 App lo SALP 6 Board Bept 60-331/07 Ol for Mar 1986 • May 19B7. 

• Rogion 3, Ole ol the Olrecior. 08/01/04. 5pp. 43970:217-43970 226. 

8601060394 SuppI 1 to NRC Info NoPce 68 001. "Broken External Closure Spnnga o-n 
Atwood & Motrn MSlVs." Sve Hat ar\cl. 

ROSSl.C.E. Division ol Operational Evenia Assessrnent (Poal 070411). OB/Ol/lt. 
Consolidated Edison Co of New York, Inc 123pp 44030041-44030:163. 

8601210095 Forwards Request for Relief NDE-OOG from ASME Section XI tequi'omenis 
& lor rev to current Insorvice insp plan. 

ROTHERT.W.C. Iowa Electric Light & Power Co. 00/01/16. WURLEY.TE. OMico ol 
Nuclear Reactor Regulation, Director (Post B7041 1) 2pp. 44133:058-44133:059. 


R. Periodic operating reports & related corresponderca 

8B012C03SO Monihly oporaimg ropt lor Dec 1987.VJ/880115 Ur. 

UILLER.L . HANNEN.R L. Iowa Electric l ight & Power Co 07/12/31 Opp 44106.243- 
44106:260. 


8. Reportable occurrencea, LERa & related correspondence 

8712310049 LER 67-030 00 on 871215, slendtiy fiUor urtit oclivatod due lo trip ol radi- 
ation monilorCausod by downscale signal oue lo lemporary maliunction In artifiC'ai 
background 80urce.Cal.br procedure performed on monitor. W/071222 Ur. 

AXLINE,JS. HANNEN,R.L Iowa Elociiic Light 6 Power Co. 07/12/22 4pp. 
43920:092-43920.005. 


V. Operator Examlnailons 

8801200231 Partial response to FOIA requeat lor documonis re wo<kor training pro- 
grama S INPO irain'ng accrodilatfon Forwards App F dacumonis.App E & F oocu- 
menis aieo available in POR-Addi records also availabio in POR under Oossong FOiA- 
87-204. 

QRIMSLEY.D.N. Division ot Rules & Records (Pas' 870413). 00/01/12. OOLEY.K. 
Public Citijon's Criticsl Mass Energy Project. Opp. 441 18:001 -441 10 039. 

-6611170042 Summary of INPO training accrodiailon board 060723 & 24 meainge lo 
programs lor non-llconsod operalor.roacior oporaio' & sonior reactor operator post- 
hons lor isd'ltios AgQnda.noios on issuos & other roiaiod documonialion on^. 
noWSOME.F.H. Human Factors issues Drench. 86/11/07. RUSSELL. w.T. Division oi 
Human Paciors Technology |6Si i2S-B704ti). PERSENSKY.JJ. Maintenances Train- 
ing Qraneh 22pp. 44l19.0b5-44119:07e. 

-6801220136 Advises ol auondanco at 070023 Natl Nuclear Accroditing eosrd meoUng 
at INPO ofes In Atianla.GA ro training progrema at two pianta.EncIs indudo irsi ol 
Board member names & allendaes & O/fiOS plant status accrod-tation tabto. 
(3IBSON.AF. Region 2, Ofc of the OIractor. 87/11/02. nOE.J. Divisional licensoe 
Perlormanco&Quaiiiy Evaluation (Post 670411). Opp 44119:169-44118:166 
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F. Security, medical, emergency & fire protection plans 

86010504B1 Advises Ihel temporary addendum lo securily plan will bo In olloci until Nov 
I960 based on current completion dales lor const work on troln ng & stmuUkloi Utdg & 
sewage Ireelmeni plant & sanitary sewer sys. 

BRONS.J C New York Power Authority (formerly Power Aulhorlly ol Iho Stale ol New 
York). 67/12/30. Document Control Drench (Document Control Desk), tp. 43916.010- 
43916:010 


H. General correspondence 

88011S0242 Forwards revised Pages 0,14,31 & 46 to ulil 870020 commonis on draft 
NUREG-1 160,corrocting editorial errors. 

BRONS.J.C. New York Power Authority (formerly Power Aulhorlly ol the State pi Now 
York). 86/01/12. Document Control Brancn (Oocumont Conirol Desk). 7pp. 
44036:163-44036:169. 


P. OpereUng license elage documents & correspondence 

8801070205 Notification ot 600106 meeting w/Wostlnghouso Owners Group OperelKins 
& Analysis Subcommittees in Gethosde.MD to discuss subcommittees Investigations In 
analysis area re Generic Ltr 67-12. 

IRAWMELL.C.M. Project Directorate V. 87/12/30. KNIGHTON, G.W, Pfo|ecl DSeclor- 
ale V. 4pp. 43945:344-43046:347. 

8601200231 Partial response to FOIA request lor documonis ro worker training pro- 
grarns & INPO training accreditotlon.Forwerds App F documenls App E & F docu- 
ments also available in POR.AddI records also eveNabld in POR under Bossong FOIA- 
87-204. 

GR1MSLEY,0.H. Division of Rules a Records (Post 870413). 68/01/12. BOlEV.K. 
Public Citizen's Cntical Mass Energy Project. Opp. 44116:001-44118:039. 

-8612080547 Trip rept ol 661029-30 visit lo Nall Nuclear Accrediting Board meeting to 
review selectee training for plants. Board reviewed lour allea 8 24 programs. 

MCKEE, P.F. Operating Roeclor Program Br.Div ol Inspection Ptograme.lE (850212- 
870413). 06/i2/02. PERSENSKY.J.J. Maintenance a Training Branch. 2pp. 
44119.077-44119;078. 


Q. Inspection reporta, IE Bulletins & corraspondence 

8712290353 Forwards Safety Insp Rept 50-333/87-23 on 67l102-06.No violations 
noiod 

JOHNSTON.W.V. Region 1, Ofc of Iho Difoclor. 87/12/17. CONVERSE.R.J. New 
York Power Authority (formeilv Power Authority ol the Stoto ol Now York). 2pp. 
43893055-43893 004 

-8712290356 Insp Repl 50-333/87-23 on 671 102-00 No violations noted. Major areas 
inspoctedi’irprovomonts to post-mod controls such es verilication ol as-lnslallod con- 

S lutalons. 

APUOA.G. 0LUMBERG.N. Region 1. Otc ol the Director. 87/12/17. Opp. 
43693.057-43603 064. 

6712160369 NRC Into Nol'co 67 064, "Conviction lor Falsification of Secuncy TtahIng 
Records." Sve list end. 

ROSSl.CE. Division of Operational Events Assessment (Post 670411). 87/12/22. 
Consokdaiod Ed.son Co. of New York, Inc. I20pp. 44153.001-44153;124. 

8712170119 NRC Info Notice B7.065. "Plant Opciallon Beyond Ana'yzed Condtions." 
Sve 8st 

ROSSl.CE. Division of Operational Events Assessment (Post 870411). 87/12/23. 
Consotdalod Edison Co. of Now York, Inc. I20pp. 44056. OOQ-44056 127. 

8801 130176 Forwards Insp Repl 50-333/67-22 on 871021-1 130 No vJolatior^a noted. 
WENZINGER.E.C. Reg'on 1, Ofc ol the Direolor. 07/12/23. CONVERSE.R.J. Now 
York Power Auihoiily (formerly Power Authority ol the Slete ol Now York). 200 . 
44039180-44039:194. 

-8801130180 Insp Repl 50 333/87-22 on 87l021-lt30.No v.oloLons noted Major 
aroas inspected operational safaty verification, surveillanco obsen/elons.malnl 
observalkins.followup of plant frip & review of periodic & spoclal roots. 

JOHNSON.Jfl Region 1, Ofc of the Dirocloi. 07/12/21. f3pp. 44039:182-44030:194. 

8712230003 SuppI 1 lo NRC Inffr Notice 87-028. "Air Sys Problems at US LWRs." Sve 
list oncl, 

ROSSl.C.E. OMsIon of Oporalional Eveiils Assessment (Ppsl 670411). 67/12/28. 
Conaoldalod Edison Co. of Now York. Inc. 124pp. 43995:138-43095.257. 

8713290185 NRC Info Nouce 87-066, "Inapprpprlata Appl.cailon ol Cemmorc'al-Grede 
Components ' Sve Usl oncl 

ROSSl.C.E. Oiviaion of Operational Events Assessment (Post 870411). 87/12/31. 
Consoildalod Edison Co of Now York, Inc. 120pp. 43095:259 43998:016. 

8712300091 NRC Into Notice 67-087. "Lessons Learnad From Regional insps of Li- 
consoo Actons In Response eo l£ Bui'eiin 80-11." Svo list enci. 

ROSSl.CE. Division ol Oporaiional Evonia Assossmsnl (Post 670411). 07/12/31, 
Conao'klatsd Ed.son Co. of Now York, Inc. 123pp. 44038;I64.44038:269. 

8801060394 SuppI 1 io NRC Into Notice 68-081, "Broken Exiernal Closure Spimna on 
Atwood 8 Morrli M5IVS." Sve Mat oncl 

noSSi.CE. Division ol Oporalional Events Assessmoni (Post 070411). 00/01/11. 
Conaotidaied Edieon Co. of Now York. Inc. I23pp. 44036:041 -44036:183. 

8801200361 Provides rosponso lo Action Item I ol IB Bu'leim 86-003. Valves within 
scope ol Uriiailn would havo paitormeJ salety functions w/two excsption8.por lasulls 
ol aa-loufld teatina. Supporting documentation oncl. 

CONVERSE, RJ. New York Power Authority (lormotly Power Authority of Iho Slate ol 
Now York). 80/01/15. Region 1. OlO ol Ihe Dlroclor. 3lpp. 44 107:242-44 107:2'/2. 


R. Perlodle operaling reports & releled correspondence 

6801070474 "Radiological Environ 8urvo4iance Rept,igB6.Part B: nemologlcal Rept." 
W/Q70430 111. 

CONVERSE, n J New York Power Authority (lormorly Power Auttiority ol the State ol 
New York). 86/12/31. RUSSELL.W. Region 1. Ole or the Director. I46pp. 43939:164- 
43039 305. 

8801140319 Monthly operating rept lor Doc l9B7.W/00010e Hr. 

COOK.J , CONVERSl,R J. Mew 'York Power Aulhorlly (lormorly Power Authority ol the 
Siaie erf New York) 87/12/31. &pp. 44042:090-44042:)05. 

6801129^ SutTunaty ot changoe.tosts & eipertmants invp'.emonled aL plant during 
1906 jror tequ' remenis ol 10CPR50.5B. 

CONVERSE, R J. New York Power Authority (Formoily Power Authority of Ihe State of 
New York). 06/01/04. Documonl Control Brancti (Oocumont Control Desk). 22pp. 
43088023-43966 044. 


S. Reporleble occurrertcea, LERa & relalad correspondence 

6801120268 LER B7-019'00.on 871207, review of plant procedures Indicated that re- 
quTOd lesi of standby gas troatmoni sys not performed.Caused by Tech Spec 
mIsInterpiatatlon.Suivo-llanco teat roqu'rement will be clanfled.W/8G0t06 Ur. 
VAHGO.G*)-, CONVERSE.R.J. New Vorh Power Aulhority llotmerly Power Authority ot 
the Slate of Now York). 68/01/06. 3pp. 43090:335-43990:337. 

8801140111 LER B7-020-00:on e7l206,reactor trip from low water level actuation Inad- 
verlently in-CJelod during survel'lance toalIrvg.Caused by instrument & controls techni- 
cian anor. Technician counseled & valves ropleced.W/660106 Ur. 

KEITH.H.N., CONVERSE, R. New York Power Authority (formerly Power Aulhorlty of 
Ihe SiBle of New York). 66/01/08. 6pp. 44062:264-44062:269. 

S8012002B9 LER B7-0?2 00:on 671210.portlon of surveillance test not performed el re- 
4||#ed frequency due to operator oversight. Operators Involved counseiled.W/6601 1 1 

LINOSEY.O J.. CON'JERSE.R.J. New York Power Aulhorily (formerly Power Aulhorlly 
ol the State ol New York). 66/01/09. 4pp. 44106:336-44106.339. 

8801200290 LER a7-021-00:on 6712t3.RWCU sys Isolated dus to failure of p_pe flange 
to seat gasker.Caused by Inadequate pipe flange bolt torquing procedure. Procedure 
^rued to Include secondary effeci8.W/6601 12 Hr. 

BAKER.R , CONVERSE.R.J. New York Power Authority (lormerly Power Authority ol 
the Slate ol New York). 68/01/12. 5pp. 44107:016-44 t07:Ot9. 


IMIXI023I P»nM re^jorae lo fO‘A feqoesi lot documents le 
yzn 4 iNPO triAn9 ftCcredttaKmfwwards App F ^ nMcSA* 

ttsc svktatM m POfl Add records also ava.labi0 m POfl under flossorrg FOIA- 


GF^rker OH Dv^on ct Rios 4 Record (Post ^/0t/t2- BOtEYX 

PJatc Cflsen I Criul Mass Energy Protect epp aetieOOMAIleOaS. 

Advisee cH aras-dance at 8709W Na'i Noclear AcctacTrUnQ 8o«d meejirg 
»i ivPO OS'S m AsarttOA re tra^vno prootar^ at two plants trwla IrKluoe ksl w 
Soarj -erter neres 4 a-ervJoes 4 87i I05 plant siaSrs accredriaton lablo. 
jSSCNAF PeOiCrn 2 , 0^ «jt ttie Orreclor. 87/tt/02. RO£J Onnslon o» Ucensee 
S O^A»*y Ee'S^AdtiDO (Post 67041 IJ. Spp 44110. 159 441 19.166. 


OOCKCT SO-SW SCAVEfl YAU£Y POWER STATIOH, UNIT t 


F Security, medcal, emereerKy 4 Art protection plant 

(7t23tWi»9 Forwara Se-tty "ap Reel 50.Ma/8M6 on e7l030-l203.No wWaBons 

rt'&G.sS J T Pepon V CYc c» tne 0«recior 87/12122. S'EBEflJ.O. DequMne UfiM 
2po 4352C3I6.AJJ20328 

-8712X0^ trap Rept 8003*187.16 o(\ e7i030-t203No •notatlOAe noted Ma|ot 
areas inspected&cen^ actons on previous msp findirigs.plant operatians.ptt)fSical 
tecu^redooSKarcontrpfs tiouse keepervg 4 fte protection. 

7RPP,1,E R^cn' OtcotMOcectOf. 87/12/22 Upp. 43820:318.4382(1.328. 

MOiOSOiM Adnses c^at 871125 Rev 2 lo Issue 4 to ptryaica} security plan constsleni 
w prynsrors ct iXFRSOScr^l 4 acceptable 

MAflTrN TT Reoon I. 0»c 01 dw Orecior 87/12/28 CAREY.JJ Ooquesne Light 
".C 3cp *3>52C53 a 3962«S 


Co. 2 ^. 43920:3 f6 -i3920;328. 

-S712300066 Insp Rapt 60.334/87.16 on 871030.1203 No 
areas inspecled^lcencee actions on provloua map Nndinga.plnnl ofMHBltooi.p'TfW 
security, racfioiofllcal conlfote.hous© koeplnn & jqiiM 329 
T(«PP,L.£.R^onl.Ofcol me Oireclof. 87/12/22. 11pp. 43020:310-43020 J*tj 


8712170119 NBC tnlo Notice 87-065. "Plant OpwftUon Ooyoml AnftVe<Kl CorvWlor.s* 

Division of Operational Events >'®8088mont(Posl O/Mtl). fl7/i2i7J 
CiMn^idalad Edison Co. oi Now York, Ino. I20pp. 44066 <K!iO-44050.127- 


8712230003 Sgppl 1 lo NflC Info Nolle© 87-028, "Air Sya PfObloms ni U3 L¥/f>* •’ &■% 
Kstend. 


fSIsTce. Division of Operational Evonta Aeaossinonl JPoBl 870411) 97/17/26 
ConsoWaled Edison Co. of Now York. Inc. 124pp. 43906:l30.4300B;2o7. 


871220016S NflC Info Nodce 87.060. "Inapprop/lnio Appllcoiion ol Cloniinoff*Al (Vedo 

^i^*E!*bW8lDrl*ortoefallon8l Evenla Asaossmont 0?®"' ‘ 

C^viAi^daldd Edifion Co. of New York. Ino. 120 pP. 43005:26fl«43006:0 10 


871W00091 NflC info Nollcs 87-067. "Lessons Uatnod Ptom noQlonsl map* o* 1*- 
causae Actions In Response lo IE Bulletin 60.1 1.” Sve list oncl. 
flOSSiA3£. Division of Operational Events AeaessmonI (Post 0704 M). 
CiKtsokdsied Edison Co. ol New Yoik, Ino. 123pp. 44036-.1C4-44030.2flO- 


97/1273) 


880)150137 Conllrms planned Insp of emergancy oporallnfl prococfirros JT 

88020l.per 660104 telcon.ReQuesls slmulaior bo BvaWaWo lor ovalufttkxi of l.Ot*a w- 
fecOveness A conirollsd copy of EOPs bo provldod lo NRC prior to insil. 

QALLO.flM. fleolon 1, Ofo ol the Director. 00/01/08. BlEOHn.J-O. 

Co. 2pp. 44046-.^.44045.301 . 


4401150137 Co<‘5r*ns ptanrieo mp of ertergency operatmg procedures (EOPs) on 
68CP! ' .per 88C1C4 ittcer Reque^ sir>\4eVot be a-mlsble l« evPuation ot EOPs el- 
rsesvervass 4 controlled copy of EOP$ be previded to NRC prior to loep. 

(aAlLOPU Regcn t. Ofc of the Ovector 88/01/06 SiESER.J.O Ouquesne Ughi 
rJo ?W **3<5 S»44045 Ml 


J. irteunnee 4 tndemntty Information 

tM 1 190006 Forwards Endorsements 86 4 74 lo NEUA Po/lcy NF-226 4 MAELU Pokcv 
MF47/«eo«ci!veNWrdWAELUPtficyMF47 

8AftNrr7.jE Conover 4 Associates. Inc 86/01/11 OtNITT.! Office cl Nucleer Re- 
setorfleguvason. Daec!cr(Po«87Jmi) 9pp 4*047 326.44047 337. 


4801040394 Sgppl I lo NRC Info Nollca 66-061 , ''Broken Exiornal C'oeiPO Spnog* 
Atwood & Mernil MSlVs.” Svo list snol. 

flOSSi.C.E. Division ol Operational Evenis Aaeoasnionl (Posi 670411). Ofl/OI/l' 
Consdidaled Edison Co. of New York, Inc. 123pp. 44036:04 1.44030.-103. 

8801190298 Requests extanslon In reporting resulis ol laslenor toalioff ro<)uir(Ml by A/HC 
Compliance Bunalln 67-002 until 680^216. 

SiESEfl.J.D. Ouquesne LtaM Co. 86/01/12. Document Conliol Brench (CXicuf^i 
Control Deek). tp. 440et:2T2.440ef;2f2. 

8801390184 Ack lecelpi pi 671202 Hr & alltrms Into slated.DKr Bpetovnl to* of ^ 
sinwnenied Insp lechnlquo documented in D MaoDonald 660616 lir lo ->73 
TAM.PS. Project Directorate 1.4. 86/01/21. SfEBBR.J.D. Dutfiiesno L»0’'* ^ 

44177:365-44177:356. 


P. Operstfng fkenee stage documtnu 4 correspoodeoce 


MOt t44t34 Fcrwsrds netee of considersbon of tssuance of amerrf to License 0PR46 
4 occcnjrery lor cm hea/yg re tffl 87itl2 request to revise Tech Specs re pres- 

SieeeflJO ouquesne LfghI Co 2pp 


-M^t«f« Tiobce of c«r»dersiion of issuance of amervcl to License OPfl.66 4 oe- 
tAMP3 Aoyeci CVeciorsfe W 87/12/22 4pp 4*033 207.44033 2l0 


evsjoaoon supporbng design cnange* to bo Implemented 
I»44%®4^?^*'* SiEBeR.JO. Ouquesne Ught Co. 2pp 


fp'iSS'C 

^^0||»c4^uci^^ Reecta RegUsbor. Orecior (Pwi 87041») 67/12/08. 2pp. 


Sq?yt>^«cr>yyd topic of FRkypU^Stof? ESF f®- 

t^*- Co 2PP. 


TAAM>iPro,eciOeecior8»M 97/t2/29 4pp 44006187.44008 190. 


88018^008 NoeSceeon of 680106 
• Antfytia Subcomnwees r Betm 

•mjrwifea PS Qenerc U 87-12. . •- 

2^^4^5 33!f3a^'’ W«iKTON,OW. Prefect Okeefor 


fo lo <«s<M8 sUKomrww Svlfts^o^ 


Bep, 

aoM n Sao&T*^ reptSurv^ 

ConftsfiOMk). gpp 440eo?0^C»K»l1^ Document Control Sranch (Oocomenl 


>milM338 -TXJWR SuKMmenOI Reot" 

Light Ca 86/61/05. 400p?^44060011.440efr011. 


a taspeclta report*. K Metbv. 4 corresp^^ 

BnAa ^ C fe- ^ V 




R. Periodic operating repon* 6 related correepondenoe 


8M1040838 Monthly operating replafor Nov ie87.W/5712f1 Hr. 

SMI7H.P.A, WH^Ogfl.M A" ilEBER.J.D. Duqumab UoHI Co. 67711/30, Opp 
43662:27943962 267. •* v « 


8801680114 "NPOESDiachafoeMennoflnoRepl lor Nov W/67122B IW. 
OflUGA.fl.j. DuQuesne Ught Co. 87/11/30. VARGA^S. Offico ol Nudoor RMCto* 
Rej^iiBlipn, Direcipr (Post 670411). lepp. 43931: f 1 1>4303t:l26. 


S. Reportable occurrenoBa, LERa 9 related corraapondanee 


6W1 190104 Requests ihei uw use ol E8F Botuaiino olicuits be accepiod for intoiim w 

^'«portinppen0CFfl60 72a 60 73. 

00/01/06. Deoumoni Conirol araneh (Oooume 
Conbr^ OosW. 2pp, 4409S;l40-440e6:l4t. 


67-0iw>0;on 67t209.rBdiailon monitor failed oaualno main Hirer Mr^ 
venuaiiw ahQnmenicaused by tailed compononis & wlrtno p/obJem lo rudsetioi 
r??22f«. replaced & wiring correcfed.W/BBOlOB Hr. 

UACEY.W.S. Duqueane Light Co. 86/01/06. 6pp. 44030:140-44030:162 


071213, onerglitUon of oontalnment purge ©xhaual mon 
•’1' >***^ vvhon monilor lurned on fli lecbn 
lar^ui Q i!?" »bulttowb Procedutee will be teyI*«d.W/6601 1 2 lit. 

LACEY, W.S. Duquesne Llghl Co. 80/01/12. 4pp, 44 1 08:234-44108:237. 


'If® «»»«» to fully oioae during opetaltonef toe' 
wcaftS'iSt?^ uridertermlrted.Oampera ad uaiod A roiu/nod I 

Ufiv ®*»p» ys-b.260 & 296.Fire watch eaiabllahed. 


resuKa indioeted that aeven ohercosi flKa 
bvd^Ai.<C^^®k biMked, resulting In violation of Tech Speo 4.7.14,2 cf.Caua* 
LAcFYwa n® 'f' w.Nt>stee clean©d.W/e60120 Hr. 

CEY.W.a Duquesne Light &, 66/01 /20. 3pp. 44 1 30-.352.44ia0:364. 


V. Operator Examlnationa 


o^,!Seflu!2l dowmoma re worker trainirsg 

=«»^»pMrs,srr.?ffZwR“& 

S&"cKfi3,S PrpWppW.raii, w 


HANNC - 

Human 
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-6601230136 Advises ol aiiendanco at 670933 Natl Nucloar Accreditino Board meoling 
at INPO dies in Atlanta, GA ro training programs at two plants. Enc^ inciude ^sl oi 
Board rrember names & ationdoes & 671105 p'ant status accied latiort table. 
GIBSON, A.F Region 2, Otc ol the Director. 67/11/02. ROE.J Division of Ltcensee 
Poflormanco A Quality Eva'uaiion (Post 670411). 8pp. 4<ii 19 150-441 19 160. 


DOCKET S0-33S ST LUCIE PLANT, UNIT 1 


F. Security, medical, emergency A fire protection ptana 

8601120264 Rev 15 10 Health Physics Operating Procedure HP-90, "Emergency Equp- 
mam." W/860106 Mr 

WOODY.CO Florida Power A Light Co. 80/01/06 16pp. 43986 271-4398B2e6 

6801190164 Forwards supp'omenlal sefoty evaluation of oltornalo shutdown capacity tor 
plant. Roquesis notification ol plan to resolvo two open lierrs withn 4& days ol lir 
data 

TObRiGNY.E.Q. Prelect Olroclorato 11-2. oa/Ot/07. WOOQY.C.O Fiotida Power A 
Light Co. 3pp 44055 353-44055.350. 

-6601200200 Safety evaluation ol aliomoio shutdown capebllity.Llconsoo nieihodotogy 
(or safa shutdown lor (ire in control room A cablo sproad.ng room conlorma w/ciilera 
lOCFRSO.App R A Qeneilc Lua 8t-l2 A Q6-1Q vr/oKoopiion at listed iloots 
* NRC - No Dole led Affiliation Given. 88/01/07. 3pp. 44055:356 44055:356. 

8601190204 Forwards Insp Repis 60-335/87-30 A 50-389/07-29 on 871207-11. No vio- 
lations or deviations nolod. 

COLLINS.DM. Region 3. Otc of the DIroclor. 69/01711 WOOOV.C.O. fiOtirto Power 
A L'Qht Co. 2op. 44045 025 44045 031. 

-8001190212 Insp RapIS 50-335/87-30 A 50-369/87-29 on 871207-1 1 NO vtolailona or 
devlat.ons noted. Major areas inspected: emergency proporednesa A NRC into notices. 
KREH.JL, OECKER.T.n. Rogon 2, Ofc of Iho Director. 08/01/08. 6pp- 44045 027- 
4404S--031 

8801200465 Rav 5 to Emergency Plan Implemonling Procedure MP-200. "Hcallh Phys- 
ics Emorgoncy Organ-ration." W/asoi 12 Mr. 

BARROW.J.H.. WOOOY,CO Florida Power A Light Co fiO/Oi/12. I6pp 44056355- 
44057:010. 

6801270519 Forwards SALP Repis 50*335/e7-28 A 60 309/67-37 for May lOOO - Oct 
1 907 Po-dormance rated as oxcotieni.Conimliment to uperado procedures m a'l areas 
wi I be moniio.'ed.Commonl$ should be prosented at 880126 meeting. 

GnACB,JN. Reg on 2, Ole ol the Qroctof. 08/01/20. wOOOY.C.a Florida Power A 
UgM Co. 4pp. 44145.011-44145.063. 

-6601270828 SALP Repis 50-335/87-28 A 50-336/07 27 for May 1986 - Oct 1967. 

' nog.on2. Ofc of the O-'recior. 66/01/20 49pp. 44145.016-44146 063. 


0. Ad|udleatory eorretpondence 

0601160027 Roquosl for exionslon ol time in whch to file request for hoadng A peblon 
lor leave to Iniervene.* Peliiionor roquosls oxionslon until 960212 due to dolay 
caused by lack of access lo (elovani documents 

RiO-l.C. AKi'iehon Not Asugriad. #166 6334. OQ/Ot/02. Commlss^fters. Ip. 
4403i 267-44033:267. 

8801210181 Request lor extension of limo in which to file roquosl lor hearing A poiibon 
lor leave to imervono.* Extension until 990212 requested due to lack of access to 
releveni documents during nonbuslness hours. Served on 060 1 20. 
niCH.C. Rich, C //IBS M77. 68/01/02. OlflCd Of ihe Socrelsry of (ho Commission. 
Ip 44065:176-44065.175. 

9801250304 Request for hearing A petition (or leave lo Inlorveno * Expension of aponi 
li/ol laell.ty Involves algnllicant hazard delerm'nation which requires public hearing A 
ElS before approval Served on 800121- 

RICH.C. Ricn, C. #168 936t. 86/01/21. Atomic Safety end Licensing Ooerd Panel 
I2pp 44090.200-44099:211. 


J. Insurance A Indemnity Inlormetlon 

8601140116 Forwards Endorsements 69 A 70 to NELIA Policy NF-327. Endoisomonis 
86 A 87 to NELIA Policy NF-18S,Endoisemenls 56 A 57 to MAELU Policy MF-00 A 
Endorsements 73 A 74 to MAELU Policy MF-S5. 

PICKERUH.D. Marsh A McLennan, Inc. 80/01/07. DINITZ.I. Ofllce ol Nudoar Reader 
Regulation, Director (Post 670411). 24pp. 44010.057-44010 081. 


P. Operating license stage documenia A correepondence 

6712300065 Application for amends to Licenses OPR-67 A NPF-tO.chan^ng Tech 
Specs to modify requirements to perform moderator lomp coeflldanl test near end ol 
each cycle.Sefoiy evaluation also end Fee paid. 

WOODY ,C.O. Florida Power A Light Co. 87/12/22. Document Conlrof Branch (Oocir- 
menl Control Desk). 3pp. 43921:056-43921.073. 

-8712300069 Proposed Tech Specs, modifying roquiromenis to perform moderalor lomp 
coelflcleni lest near end ol each cycle. 

• Florida Power A Light Co. 87/12/22. 15pp. 43921:059-43921.073. 

6801060221 Forwards response lo NRC 871202 comments on util 871116 aubfpittai of 
Independent mgi appraisal program plan. Revised program plan also erKi. 
WOODY.C.O. Florida Power A Light Co. 67/12/30. QRACE.J.N. Region 2. Ole ol the 
Director- 6pp. 43918:123-43918:212. 

-8801060230 Rev 1 to "Independent Mgt Appraisal Program Plan for Florida Power A 
Light Co.” 

' Enercon Services. 87/12/30. 85pp. 43910:128-43916:212. 

8801070344 Forwards NSHC A admlnfsiraltve corrections to Tech Specs rdpurm A 
valve testing program lo support 671116 application to amend Licenses OPR-67 A 
NPF-18. 

WOOOY.CO. Florida Power A Light Co. 67/12/30. Documonl Control Stench (Docu- 
ment Control Desk). 9pp. 44030:310-44030:326. 


8801270011 Appi cation for amend to License DPR-BT.changlng Tech Specs to increase 
o-ndchmont wee of now fuel storage reck to 4 6 wolghl percent (w/o) U 235. Support- 
ing documeniaiion onci Fee paid. 

WOOOY.CO. Flondo Power A Light Co. 80/01/20 Oocumont Control Branch (Docu- 
tnont Control Desk) 3pp 44137304-44137.341 

-8601270014 Pipposod Tech Specs ir-croaslng onrichrr.eni spec of now fuel storage 
reck to 4 6 weight peicent (w/o) U-235 

• Fforlda Power A L’ghiCo. 88/01/20. epp 4 4l3/:307-44l37 3l4. 

—8801270017 Rsv 0 to "Criticality Safety Ansl/eis St Lucie Now Fuel Slorage Vauil W/ 
4 Enrf^iod 14x14 Fuel Assemb'ies." 

• Advanced Nuclear Fuels Corp (formerly Exxo.n Nuclear Co , Inc). XN-NF-87-43 
HOO 87/03/31 28pp 44137 31^44137 341 

6801260194 App'icstlon (pr arrend lo License OPR 67.chang:ng Tech Specs to revise 
(oquVomenls lor boric ecld makeup sys Salety ova'ustlon.doterrrhaiion of NSHC A 
CEN-353 tf|. "Boric Acid Ccnceniral'on Rcdjcton EKort," encLFoo paid 
WOODY.C.O. Ftonda Power A Light Co 08/01/22. Docu.x.onl Control B.'anch (Docu- 
monl Control Desk). 3pp. 44170:303 44171:126. 

-8801200166 Proposed Tech Specs revising requirements lor boric add rr.akeup sys 

• Florida Power A Light Co. 00/01/22. 34np. 44170:30e-44l70 339. 

-8601290202 "Concenirai'on Roducfion Ellori, Technical Bases A Oporallo.nal Analy- 
sis," 

• Ftortde Power A Light Co. CEN353 (F). 88/01/22 227pp. 44170340-44171:126. 


Q. inspection reports, IE Bulletins A correspondence 

6712160369 NRC Info Notice 67-064, "Conviction lor Fa'sficatlon ol Socunly Training 
Rocords." SvC Lsi oncl. 

ROSSl.CE Division of Operational Events Assessment (Post 970411). 07/12/22 
ConsotKiaied Edison Co. of New York. inc. I20pp. 44153 001-44160:124. 

8712170119 NRC fnlo Notice 07 065, "Plant Operarpn Doyond Ana'yzed Conditions." 
^VC l^t 

nO^i.C.E. Division ol Opcielional Events Assessment (Post 870411). 67/t2/23 
ConeollOaloiJ Edison Co et Now York. Inc. 1 20pp. 4405B OOB-44056:I2V. 

6712230003 Suppi 1 10 NRC Info Not.ee 67-026. "Air SyS Prob'eme at US LWRs." Svc 
Net end. 

ROSSl.CE. Division pi OporAiione! Events Assessment (Post 870411). 87/12/28. 
Consolideiod Edison Co of New Yo>k, inc. I24pp. 43990:136-43895:257. 

66OT070349 Responds lo v-oiatons noted in insp Ropte 50-335/07-23 A 50-366/67' 
22.CorrecVvo aciiona procedu'es in control room updated by DC document personnel. 
WOODY.C.O Fiorido Power A Light Co 67/12/30. Document Control Branch (Docu- 
ment Contrui Desk). 2pp 44000.823 44006024 

6712290156 NRC Into Notice 67-066. "Innpprop'iaie Application of Coirunercial-Qracfe 
Compw^^s " Svc list enci 

ROSSi.C-E. Ovision ol Operehonai Events Assessment (Post 670411). 07/12/31. 
CrxisoLdeted Edieon Co. of Now York, Ine. 1 20pp. 43995- 268-43006 010. 

6712300091 NRC Info Notioo Q/-067. "Lessons Loarnod Prom Regional Insps of Li- 
censee AcKons in Rosponso to lE Bulletin 80-1 1" Svc iialoncL 
ROSSl.C E Otvision ol Operalionai Evonis Assessment (Poet 870411). 87/12/31. 
Consoiideied Edison Co. of Now York, inc. 123pp. 44036:164-44036 200. 

8601110362 Forwards insp Ropis 50-33&/07-26 A 50 389/07-25 on 071026-30 No vio- 
lations or devlailone noted 

HEROT.A.R Region 2, Oto el the Director. 07/12/31. WOODY.C O. Florida Power A 
Light Co 2PP 44006 065-44008.078. 

-6901110397 Insp Repis 50-335/87-26 A 60-309/67-25 on'871026'30.No violation or 
dovleUon noted Major areas lnspociod:eefO[y- related pipo supports A ppe support 
base plate design uaing concrete expansdn boilllE Du'lotln 79-02). 

CHOD.R.C. BLAKE.JJ. Rogon 2. Ofc of the Difoclor. 67/12/29. 12pp. 44006:067- 
44006 078 

8601050394 Suppi 1 lo NRC Info Nokce 66-061. "Broken Exlornal Closure Springs on 
Atwood A Morrill MSIVs." Svc llsi end. 

ROSSI, C.E. Division ol Oporalional Evonis Assessment (Poet 670411). 68/01/11. 
ConsoL-datod Edieon Co. of New York, Inc. t23pp 44038.04 1-44036 163. 

6601190204 Forwards Insp Repla 60-335/07-30 A 50-309/67-29 on 871207-1 t.No vio- 
lahons or doviaifons noted 

COLLINS.O.M. Ren'on 2. Ofc of Ihe Director. 88/01/11. WOODY.C.O. Fforlda Power 
A U^tCo.2pp 44045 025 44045-031. 

-8601190212 Insp Ropis 50-335/87-30 A 50-309/87-29 on 671207-11. No violalons or 
dowiallons noted.MaJor areas inspected: emergency preparedness A NRC Info notces. 
KREH.J.L., DECKER.T.R. Roglon 2, Ofc ol the D:ioclor 88/01/06 8pp 44045027- 
44045:03 1 . 

8601160220 Advises Ihst response to NRC BniloHn 67-002. "Fastener Testing to Osier- 
inino Conlormanco w/Applicabla Mall Specs." will be submitted by 980212, per 
080111 telcon Delay due to incomplete verification A validation ol test rosu'ts. 
WOCK3Y.C.O. Florida Power A Light Co. 86/01/12. GRACE, J.N. Reg'on 2. Ofc ol the 
Director. Ip- 44062:160-44062:180. 

6601200372 Provides summary topi satisfying Item I of IE Bulloiin 65-003 "Moter-Oper- 
eted Valve Common Mode Failure During Plant Transients Due to Improper Switch 
Sellings " Conpletion ol each roquYemoni addressed separately. 

VWJOOY.C.O. Florida Power A UghI Co. 88/01/14. QRACE.J.N. Rog on 2, Ofc ol the 
factor. 2Qpp. 44066:224-44066 252. 

6801270619 Forwards SALP Repts 60-335/87-28 A 60-369/67-27 for May 1986 • Oct 
iOOT.Performance rated as excellent Commitment lo upgrade procedures In all areas 
m 4II be moniiored.Commenis should bo presented at 860126 mooting 
GHACEJ.N, Region 2, Ole of the OtociOf. 80/01/20 WOODY .C/3. Flctida Power A 
U^tCo. 4pp. 44145:011-44145:063. 



I 


-8601270526 SALP Repls 50-335/87-28 6 BO-3^sm-Z?jpiMa.y iO^ Oc* 1987. 
• Region 2, 01c o1 \h» Deeciof. 88/0U»). <S9pp.44t45<H6-44M5.0e3. 


fl. Periodic opereiing reports S releled eorrespondeoce 


67 12160113 For*a'<is monlhty opeieting tepts »t Nw 1087 « cortectedmoritVopofal- 
Ing repls lor OcM987,r0visfMOuiago dufStioc hours. ^ ^ 

Vrt»DY.C O FlonOa Power i Uohl Co 87712115 Oocwneni Control 0ran«i pocu- 
rneni Conl/ol Desk). Ip. 43893.18^43893 20S. 


-8712260093 Monthly qpeiat 
GRANT.N.W. Florida Power 


no rspla lo' Nov 1987 

S UghI Co. 87/11/38 ICpp. 438&3:18M3893.203 


8801260314 Forwards monthly operatirig repls (Or Dec 1987 8 conecled mond^ oper- 
aiiOg recA lor Hov 1637. 

WOODY CO Florida Power & LIghI Co 89/01/15 Ooeumehl Control Branch JDocu- 
fneniConttel Oesh). Ip. 44132.334-44137.343. 


-8801210016 Monihlyoi 

QflANr.N.W- Florida P 


C ling lepia lor Oec 1687. 

rfUghtCo 87/12/31. 18pp 44132-32544132 342. 


e80l27<)738 Oua'lerly lartie activilies rapt lor Fourth Oianor 1687. 

WOODY.C 0. Florida Power 8 LighI Co 68/01/21 Document Control Brench {Oocu- 
mont Control OasK). fipp 44145 3^-44145.358. 


S. Reportable occurrences, LERs & rslsled correspondence 


P. Operating ncenae stage oocumenis a corresponaerce 

8401120176 Forwards snioty ovaliintlon & Amend 00 lo Llconso ( 
tranaionl & accident analyses for Cycle 6 reload. Conl m 
ouislandlng.Submitial loquoslod In oo days. 

H£lTNER,K.L. Operating Reactors Oisncti 3. 83/12/30. COONSI 
clear Energy Co. (subs. ol Norllioost Utlllllos). 3pp. 44008.301-44 

-8801130194 Amend 00 lo (.Iconso OPn-65,fOlloc\inp Tech Spe* 
for plani operation in Cycle 0. 

MILLER, J.R. Operating Roaciors Branch 3. 03/12/30. Sipp. 440! 

-8801130200 Safely ovaluellon aupporling Amend 00 ta License D 
• Qlfice ol Nuclear Reactor Regulation, Ol'octor (pro 05112 
4400e;3l6-44000;327. 

6601120001} Forwards l/ifo ro Resource Teclinicol Svca.Ind.Includi 
coniract worl(.NRC Form 20 lor ibroo oxisling conlracla,oudil fr>l 
of experlisd available lor special Insps & ol current resource sves 
FELTHOUSJ1.A. Resource Technical SoivIcoa, Ino. NHC-21 
JOHNSON, E.H. Region 4. Ofoof Iho Dtrocior. 71pp. 4a00Q-.230 4 

8801070352 Forwards FR noDco of considorallon ol Isauanco c 
DPR-OS & opporlunity lor hearing re 860521 application (or elo 
spent luel. 

JAFFE.O.H. Prelect Oirocloralo 1-4. 87/12/21. MnOCZKA,C.J 
Energy Co. (subs, el Norlhoosl Ulilillos). 2pp. 4304S-250-4394S.2i 


8801260221 LER 87-OI7-OOon 671221 jeaclor tapped due to prolecbve sys hi siertup 
rale 6 channel in tap 8 less ci I MO t25voll ac nsinimeni bus.Ceusad by pstaonnsi 
error -Porsonnel counseled on (el'ew.ng procedures W/080120 Itr. 

GREEN.W.C, WOOQY.C.O. Florida Power A Ughi Co. 88/01/20, 4pp 44131:026- 
4413i-.02a. 


V. Operator Examination i 

8601300231 Psrvsl response to fOlA raquast ten docianettls <e weiliM itaaicig pro- 
grama A fNI^ Iraini/ig accredilallon Forwards App F decutnenisApp E A F docu- 
rn&nts also avAiable in PDR AdOi records also ava.latSo in FOB ivtdet Bossong FdA- 
87-204. 

ORIMSIEY.OH Division of Ru.'ss A Records (F>03i 87D4I3). 88/01/12. BOiEY.K. 
Public Ciifren's Cntical Mass Energy Prefaci. 6pp. 44115-001-44118030. 


-8801070387 Neilco Of consideration ol Issuance of amond to Ll> 
portunlly lor hoahng.Amond doloioa foolnolo to Tocf) Spoc 3 2 21 
removing limllaHon rosiricling stoiago ol consoHdolod spent ludl I 
JAFFE,D.H. PfOJecI Dlroctorato 1-4. 07/12/28. 7pp, 43045:260-43 

l60tOS0002 AppllcsHon for amend lo License OPR-GS.tovIsIng T( 
Insiallsilon oi peteonnal door In sponl fuel pool oroa ol auxiliary li 
MROCZKA.E.J., WERNER. R.P. Noithoasl Nuclear Energy Co. (at 
tiles). MROCZKA.E.J. Norlheaal Utililloa. 67/12/23. Document C 
menl Control Desk). 4pp. 43903:184-43003:180. 

-8601060004 Proposed Tech Specs add'ng poreotwii door to sp 
auxiliary bldg. 

* Notlhesel Nuclear Energy Co (subs, ol Nohhessi Ubiltlos). I 
Control Branch (Documoni Conirol Desk). 2pp. 43003:188-43003; 


-881 1 170042 Summery el INPO training acctoditairon board 860723 A 24 maetega re 

K igrams for nen-licensed operator.resctor eparaior A sanier lesciot operator posl- 
ns for fac>i.u«s. Aganda.troiason(ssues AoWtetotaddocumarUauonsflcl. 
ROWSOME.FH. Human Fac'ora issues Branch 66/11/07. nuSSELL,W T. Division of 
Human racioia Technology (951135 870*11). 22pp 4*ii9;05$44il9075 

-8801230138 Advisaa oi actendanca at 870923 Naif Nutiaat Accrediting Board mealing 
al INPO oics In Atlaaca.GA ra V8j'n<'i>e programs at two ptsma Encis include list or 
Board membar namaa A anandaaa 8 871105 pteni status eccradiiation table 
OiBSON.A F. Region 2. Otc Of tha OIrecior. 67/11/02. ROEJ. OMsien o< licensee 
Padonnance A Oualicy Evaluation (Post 870411). 8pp.44iiB.i6d-44f igiM- 


8801060012 Application lor amend lo Llconso OPR-fiS.chengmg T 
Current engineering & computellonal metliologloa being ulTlired 
monl loakage tala dutlr^ iniogtalod leak rote tost.Feo paid. 
MROCZKAit.J., SEAR^C.F. Northeast Nuclear Enorgy Co. (auL 
ties) MROCZKA.E.J. Northeasl Ubmios. 87/12/28. Oocumeni 0 
menl Cerstrol Desk). 4pp. 43903:209-43003:214. 

-8801060016 Proposed Tech Spocs.deloiing instrument error anaiy 
10 manual-type iniegraied leak role lest dain acquiaiiion-roduoilon 
’ Northeast Nuclear Energy Co. (suba. of Nodhaaal Uiu'itK 
49903.’213-43003:214. 


8801270516 Forwards 8ALP Rapi) 60-3}S/87-24 A 60-3e6/87-27 for May 1988 • Ck;t 
1987.PedO(man«s tated as excat'anvCommitmani to vMtade proceduss in all atsas 
win ba menilorao Commanis should be prasanlad al 680126 maetii^ 

GRACE,J.N. Region 2. Ole oi the OIrsetor. 88/01/20. WOOOY.C.& Florida Power 8 
light Co app. 44l4$:OI1-44146;0d3. 

-8801270528 SALP Rapls 80-335/67-28 A $04336/87-27 for May 1686 • Oct 1987. 

* Region i. Ole el Iha Oracior. 66/01/20. 49pp. 44l4S:0i$-44l4$:P63. 


DOCKET 80-336 MILLSTOME NUCLEAR POWER STATiOH. UNIT 3 


8801070393 Reoussts add! Info ra posi-accldanl trips ol roacio 
NllREQ-0737,ilem ll.K.3.6 A Oonorlo Llr 86-08. Rosponsu roques 
receipt el Hr. 

JAPFE.O-H. Proloci Olrecioraio 1-4. 07/12/30. MROCZKA.E.J 
Energy Co. (subs ot Northeast Utilities). 6pp. 43045:206-43046:2i 

88D119D165 Forwaids noHco ol cohsidorotion ol Isauanco ot bmorn 
A epponunily lor prior hearing ra 671228 A 66010S rOquesia con 
ducting eonisinmeni leak rale loaling A error analysis essoclaloci ' 
JAFFE.O.H. Project Direcloraie l-l. 87/12/31. MROCZKA.E.J. 
Energy Co. (subs, ot NoMheasI Utililloa). 8pp. 44053:205-44053:2i 


F. Seeurily, medical, amarganey A fire praltcHon pisttc 

88011 10443 Discusses Phyaical SscvjrKy InapRepts 50-245/97-22 60-336/87-20 A 60- 
423/87-18 A IhSp Rapt S0-423/«7'l8 on 870831-0904 A 22-n6?/e8pocilvely A ten 
wards notice ot vtoiaixm A proposed ImposHlon of cNl pendiy 
RUSSELl.W.T. Region 1, Ole ol iha Oirockjr 87/12/14. MBOCZKAEJ. Northessl 
Nuclear ErrergyCo. [subs, ol Northeast Utilities) App. 43969.169-49969.177. 

-4801110454 Parbaily dslaced notice of violation from msp on 870031- 0904 A 29-1028 

t ret 10CFfl7321l 

1USS6LL.W.T. Region I. Ofc of Ihe Oiiecior. 87/12/14. 8pp. 43069-173-43969:177. 


-0801190163 Notice ot consideration ot lasuanco of amend lo LK 
poilunity lor prior hearing ro 871228 A 880105 requests lo chAng 
'Containment Leakage , '*^10 delete ANSI Std N15.4-1972 & modil 
JAFFE.D.H. Project DirectoralB 1-4. 88/01/05. 4pp. 44053:267-441 

8801130113 Provides response to roquoai for addi Into re spent f 
861117 tsIccm.NnC uTroerslanding te nonincluslon of tompotaty S' 
Tech Spec change request confirmed. 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of 
MROCZKA.E.J Northeast Utll'ties. 88/01/04. Document Coniro: 
Conlrot Desk). 1 1pp. 44039:080-44038:090 


8801110303 Bpscial repLon 87H26.cabio vault deluge fee sprlnMef sys fn suxlllary Wdo 
removed Item aw tot mods to meet lOCFRM. App R ra^ememsMod to be com- 

g leled prior lo atahup from 1989 retuelina outage. 

CACE.S.E. Northeast Nuclear Energy Co. (tw ot Nonheesi Miiilles) 8CACE S E 
Northeast UMitJea. 87/12/29. Document Convol Branch (Oecvmeni Conirr^ Oask)' la 
44000.042-44000.042. ' 

8801120384 Revised cotjyyaie or^ariljelton for nuclear mcklanis procodureakiciudina 
Rev 9 to CONl-9.01. "Notificatfon of A Communlcsaons W/Upper Mot A On-Cstt Or- 
ganbraUon" A Rev 19 to CONI-IO.Ot, “Emergency A Tetephorto..'* W/671231 Rr 
ROOGERSjR . MROCZKA.E J NoKheasl Nuclear Energy^. (8Ubs.ot N^haastUSS- 
bes) MROCZKA.E J. Northeast Utilities. 87/12/31. 39pp. 43rai.620-4399lJ)59. 

8801210160 Forwards Insp flopis 50-249/87-30 A $(1.330/87-25 on 971027.1130 A 
notice ot vtolailon.Sevsrat concerns re chiRed water taiol^ ays HX 
Inoperability, reactor acram A open sample sink valve ckscussed 
8ETTENHAUSEN.L. Region 1, tjfc of Ihe Director. 8S/0I/11. MROCZKA.E J North- 
east Nuclear Energy Co. (aubs. of Northeast USIttles}. 2pp. 44993:235.44063.255. 

-*901210211 Insp Repte 60-246/87-30 A 50-336fer-25 on 9T1<»7.|13a VkilaUons 
noled.MaJor areas In8pected.'phy5tcal security, opetaKonaavc water avs 
operabihN .vital dc svdtchgear v^tolailcm.surveiiiance & LERs. ’ 

MCCA8E,E.C. Region 1, Ofc ol the OIrecior. 88/01/06. 1^. 44083 238-44083-2B5 


8601120360 Supplamenial application for amend lo License OP 
Spec ce contsihcnwl sys Initiated leak rate test Fee paid. 
MROCZKA.E.J. Nonheaal Nuclear Enorgy Co. (suba ol 
MflOCZKA.E.J. Northeast Utilities. 88/Ot/ol Oocumem Conttb 
Control Desk). 6pp. 43988:334-43068:341. 

-8801 120374 Proposed Tech Specs/evlaing Inlegraiod leak rate let 
* Northeast Nuclear Energy Co. (suba. ot Northeast UtlliUe 
43986.330-43088.341. 


8001130280 Submits co, 
ustloo Procedures." 
msnts by Nuclear Ul. 
MROCZKA.E.J. Coi 
clear Ener^ Co. 
QifO*. Oocume' 
44002:164. 


8801190180 Comm, 
ante 



imenis on draft SRP Secllon 3.6.3, “Leek 
amend to ODC 4 of 10CFR50, App A 
on Equipment Ouallticallon. 

“’ankoe Atomlo Power Co. MROCZtC 
irtheast UHltlles). MROCZKA,E.J. N< 
'■ ■anch (Oocumenl Control Desk! 


Secllon 3.6.3 of NUREO-080< 
[pment Ouelificallon. 
lal Nuclear Energy Co. (sub: 
>e Atomlo Power Co. SB/OH 
6^. 44062'.001-44062.006. 


0(01190189 Summary of 671210 meeting w/uiil In Solhesda.MO re tuH <lO-yr OL & 
slalus of worker ALARA programs al plants List of attendees & viowgraphs end- 
JAFFE.D.H. Pfojeci Direcroraie 1-4. 88/01/06. Pfoiecl Oiroctoraio 1-4. eOpp. 
440S5;223-44055 291. 


8601130324 Forwards Safety trtsp Repis 50-24S/67-2e & S0 336/87-24 on 671102- 
06.No violations nolod. 

MART1N.T.T. Region 1. 01c ol the Direclof. 07/12/30. OPEKA.J.F. Nonheast Nuclear 
Energy Co. (subs, of Nodheasl Utilities). 2pp. 44039:111-44030:1 18. 


6801200292 Forwards environ assessment re 861222 application for emorKi to License 
OPR-65, extending license oxpiraiipn date from 101211 lo 160731. Noitce ot issuance 
of environ assessment & finding ot significant Impact also end. 

JAFFE.D.H. Prelect Oirecloraie I-4. 88/01/06. MROCZKA.E.J. Norttisasi Nuefoar 
Energy Co. (subs, of Northeast Utilities). 2pp. 44066:303 44066:316. 


-8601130329 Insp Repis 50-245/87-28 & 50 336/87-24 on a71102-06.No violations 
nol«d.Malor areas inspecied:nonradlologlcal cherr.lstiy program, including measurs- 
merit control & analytical procedure evaluations. 

ZieULSKy.H, JANQ.J., PASCIAK.W.J. Region 1. Ole of the O.teclor. 87/12/22. 8pp. 
44039:113-44039:118. 


-8801200258 Environ assessment re change In expiration dale ol License OPR-OS.EIS 
unwarrenled. 

* Office ol Nuclear Reactor Regulation, Oiroctoi (Rost 870411). 88/01/06 8pp. 
44066.305-44066:312. 

-8801200262 Notice of Issuance of environ assossmeni & finding of no signillcani 
Impact re 861222 application for emend to License OPR-65,cxiendlng expiration dates 
ol OL from 1012U 10 160731 EIS unwarranted. 

JAFFE.O.H. Ptoiect drectorato 1-4. 68/01/06. 4pp. 44Qa6.3\3-44069:at«. 

6601120248 Forwards addi Inlo re design bases lor piping & supports within reactor 
bldg closed cooling walei sys.por NRG B7I103 request Design of suU syd piping & 
supports ramairys conslslonl w/appilcahia dosign bases aetlorln In FSAR. 
MROCZKA.E.J. Northeast Nuclear Energy Co (subs, ot Northeast UUHios). 
MROCZKA.E.J. Northeast Ulilitles. 66/Q1/07. Qocument Control Qrancti (Oocumani 
Control Desk). 7pp. 43966:238-43966 244. 


8712290166 NRC info Notice 87-066, "Inappropriate App'Icailon of CorRmarclal-Crade 
Cemponenls " Sve lisi onci 

ROwSi.C.E. Division of Operational Events Assessment (Post 870411). 07/12/31. 
Consolidatfrd EdIsorvCo. of New York. Inc. I20pp. 43995-258-43096:016. 

8712300091 NRC Info Notice 67-067, "Lessons Learned From Regional Insps ol II- 
emseo Actions in Response to IE Bulletin 80-11." Sve list end. 

ROSSI.C.E DMsIon ol Operational Events Assessment [Post 670411). 67/12/31. 
Consolidated Edison Co. ol New York, Inc. 123pp. 44038:164 44036:266 

6801120362 Forwards Insp Reels 50-245/87-31.50-336/67.26 & 60-423/87-27 on 
871 1 18-20. No violations nptad.linlt 3 staff implemeniing effective radiation protection 
cxograiTi.Weakness noted re quaDflcstlon ol reapirelory protection support personnel. 
MARTIN.T.T. Region I. Ofc of the Director. 80/01/04. MROCZKA.E.J. Northeast Nu- 
clear Energy Co. (subs, of Northeast Uliiities). 3pp. 44040:050-44040 061. 


6801260431 Forwards Amend 123 to License DPR-OS & safely evaluation Amerxl 
chartges expiration dale from 10121 f to 160731. 

JAFf^O.H. Project Directorate 1-4 60/01/12. MROC2KA.E J. Northeast Nudear 
Energy Co. (subs. Ol Northeast Utilltlos). 2pp. 44116:107-441 16:114. 

•^601280438 Amend 123 to License OPR-eS. changing expiration date from 101211 lo 
150731. 

STOLZ.J.F. Project Oirecloraie 1-4. 68/01/12. 2pp. 44116:100 44116:110. 

-8601260441 Safety evaluallon supporting Amend 123 lo Licenao OPR.65. 

' Office of Nuclear Reactor Regulation, Director (Poet 870411) 86/01/12 4pp. 
44116:111-44116:114. 

8801180169 Forwards Pages 6-23 (0 Amend 120 lo License OPR eSAmond issued 
870928 Inedverlenlly deleled Pages 6-23 re secondary water chomlsiry.Peges 0-24 
adding aacllon on PASS/samplIng & analysis of plant elffuenls also enci 
JAFFE.OH. PfcMct Olteclotate 1-4. 86/01/13. MROCZKA.EJ Nocittoest Nuctear 
Energy Co. (subs, of Northeast Utilities). MROC2KA.E J. Northeast UiRiHes. 2pp. 
440S6:001-4405e:004. 

-5801190291 Etrats to Amend 12Q to License QPR-OE.lo include Page 6-23 te secorvl- 
aty waler chemislty Inadvertently doloted & 10 add Page 6-24 ro PASS/ssmp.*ing 6 
analysis of plant effuenis 

* Project Ol^lorate 1-4. 88/01/13. 2pp. 44056.003-44066.004. 

8601211)173 Documents fact ihel evsiuaiions periormed by Westinghcuse to support la- 

a coastdown operaiion used known sensliivilles 10 assure (haf peak clad temps te- 
led below current design basis analysis. 

MROCZKA.EJ. NonhessT Nuclear energy Co. (Subs, of Northeast ObMies). 
MflOC2KA,EJ. Northeast Ulillllos. 66/01/13. Document Control Branch (Oocumsnl 
CoAlroi Desk). 2pp. 44083:214-44083:216. 

8601270161 Ach receipt of Invoices 00369.Q0403.G04Q4 & 00405 lor second Quarterly 
inslailmenl of 1986 annuel fse.Pavmeni for invoices will be transferred on 66()l29.pai 
Instructions. 

MROCZkA.E J. Connecticut Yankee Alomic Power Co. MROCZKA,E J. Nodheasl Nu- 
clear Ener^ Co. (subs, ol Nodhoast Ulilitles] MROCZKA,E.j. Northeast Uiiiilies- 88/ 
01/16. Document Control Branch (Document Coniroi Oosk). Qpp. 44160014- 
44166.019. 


-8801120387 IhSp Repis 50-245/B7'3t.60-336/B7-26 & 50 423/67-27 on 671118- 
2ON0 violations rtoled.Ma[or areas inspected: rad'atlon proioctlon ectivikos.lncludlng 
mteinal/extomal exposure control & personnel selection & training. 

WEAOOCK.A.. THOMAS, W., SHANBAKY.M. Region 1, Ole of the Dlroctm. 87/12/28. 
dpp. 4484<yOS3-44040 061. 

8801160272 Confirms 860515 revised due data lor util rosponso to NRC request for 
addI Info re insorvlce insp program, per tolcons w/facl ity prujoct rnanngor. 
MROCZKA.EJ. Northeast Nuclear Energy Co. (suto. ol Northeast UtliUos). 

MROCZKA.E.J. Nodheasl Utllilios. 88/Ol/oe. Documoni Control Brar>ch (Documsni 
Control Desk). Ip. 44041:073-44041:073. 

8901060394 Suppi t to NRC Ir^fo Notice 86-081 , "Broken Extenral Closure Springs ori 
Atwood 0 Morrill MSiVa." Sve list end. 

ROSSI.C.E. DMalon ol Operaiional Events Assessment (PosI 870411). 68/01/11. 
Consolidated Edison Co. of New York. Ino. 123pp. 44036 041-44036:163. 

8601180178 Provides update on implemonlation status of correeifvo actions discussed 
In 861105 reeponsp to recommendations In SALP Board ropie for 16-monih period 
ending 660531 & addi releveni Into. 

MROcZKA.E J. Nonhee&l Nuclear Enstoy Co. (subs oi Northessl LHUrtles). 

MROCZKA.EJ. Northeast LiilliUea. 80/01/11. Documeni Control Branch (Oocumeni 
COAlrol Desk). 3epp. 44035 349-44036 027. 

6901210186 ForwsrdS Irtsp Repis 50-24S/87-30 & 5O-330/O7.25 on 071027-1130 & 
notice ol vioisiion.Severai concerns re chJlod water cooling sya HX 
inoperabHiry.reacior scram & open sample sink valve discussed. 

BgTTENHAUSEN.L. Region l. Ofc oi the Director. 80/01/11. MROCZKA,E.J. North- 
ossi Nuciesr Energy Co. (subs, of Northeast Uiiuies). 2pp. 44063'2S6-44083'266. 

-6601210200 Notice ol violsiion irom insp on 071O27.Vioialiohs noted: boih rodundoni 
vriai veniiieiion subsys chilled water coofere inopetoblo for 4 years. 

* Region I.Otc ol ino Director. 60/01/11. Ip. 44083:237-44063 237. 

-0001210211 Insp Repis 6O-246/07-3l> 0 60-336/S7-25 on 871027-1130. Violaiions 
noted.Major areas inspectediph^ical security, operaiion8,svo waler sya 
(Mrablliiy.vlial dc switchgear venitlation.surveilianco & LERs. 
kkXABE.E C. Region 1, Ofc ol the Director. 66/01/08. lepp. 44083.238-44083:255. 


0601280604 Noliflcstlon of 860127 meeitng w/ulll lo discuss use of duel role of senior 
raaclor operslor/shitl lechnicel adviser at lacimy. 

JAFFE.O.H. PtojecI Olrectorste 1-4. 88/01/25. MURLEV.T., SNIEZEK.J.. MIRAQLIA.F 
NRC • No Detailed Affiliation Given. 2pp. 44173:205-44173:206. 


Q. Inapeetlon reporta, IE Bullatins ft correspondence 

8801110443 Olacusses Physical Security Insp Repis 60-245/87-22, 60-336/87-20 A 60- 
423/87-10 ft Insp Rept 50-423/67-18 on 670831-0604 & 22.1102.re8pectrvely ft for- 
wards notice ol violation A proposed imposition of civil penalty. 

RU&SELL,W.T. Region 1. Ofc of the DireclOr. 87/12/M. MROCZKA.EJ. Northeast 
Nuclear Energy Co. (subs, of Northeast Ulilitles). 4pp. 43960:1 69'439&9:I77. 

-0001110464 PartJaliy deleled notice of violation Irom Insp on 870831- 0904 A 26-1026 
(rel tOCFfl73.2t). 

HUSSELL.W.T. Region 1. Olo of the Diroclor. 87/12/14. 6pp. 43969:173-43960:177. 

6712200230 Responds to NRC 871 1 19 Hr ro violations noted In Insp Repts 60-245/87- 
17 A 50-336/67-16.Ck>rreotlve acllons:ln3lailed appUcallons of wire rsvlewod A wire fn 
equipment subj lo 10CFR50.49.Requlremeni8 replaced. 

MROCZKA.,€.X Northeast Nuclear Energy Co. (subs, of Northeast UBkttea). 
MROC2KA,E.J. Northeast UHlilles. 87/l2/lX JOHNSON, W.V. Region 1. Ofo of the 
Dfteolor. 10pp. 43693:352-43893:360. 

8712190960 NRC Info Notice 87-064, "Conviction (or Falaiflcailon of Security Training 
RecorcM.’* Svo list erKl. 

RO^I,C.E. Division of Operational Events Assessment (Post 670411). 07/12/22. 
Consolldaied Edison Co. of New York, Ino. 120pp. 44163:001-44163:124. 

6712179119 NRC Into Notice 87-065, "Plant Operation Boyond Analyzed Cor>ditlofts ” 
Svo list encl. 

ROSSI.C.E- Division ol Operational Events Assessment (Post 870411). 07/12/23. 
Consowaled Edison Co. of New York, Inc. 120pp. 44056:008-44056:127. 

9712230903 Suppi 1 to NRC Info Notice 87-028, "Air Sys Problems al US LWRa." Sve 
ilsi arief. 

ROSSI.C.E. Division ol Operational Events Assessment (Post 870411). 87/12/28. 
ConsoAdaled Edison Co. of New York, Ino. I24pp. 43905;136-43996:267. 


II. Perlodlo operating reports ft releled corretpondenes 

M01 140349 Mortlhiy operating repi for Dec ieB7.W/660100 Hr. 

QieSONJ., SCACE.S.E. Northeast Nuclear Energy Co. (subs ol Northessi Ulilitles). 
8CACe.S.E. Northeast UWmes. 67/12/31. 4pp. 44042.332-44042-.3a6. 


8. Reportable occurrence*, LERa ft related correspondence 

8001120260 LER e7.004.01:on 870202 A 0208,automatlo acluetions ol omorgoncy 
seleguards actuallon eya resulted In containment purge vatvo Isoiallans Caused by 
broken wir^ow on beta acInlHIation delector.Delector ropIaced.W/880f04 Itr. 
KUZEUN.E., &CACE.3.E. Northeast Nuclear Energy Co. [subs, of Norlhessi UUihles). 
SCACE.se. Northessi Ulilitles. 66/01/04. 3pp. 43996 354-43996 358. 

0601110303 Special repLon 871 126.cable vault deluge fire sprinkler sys in auxiliary bldg 
removed Irom evo lor mods lo meel 10CFR&0. App R requlremenls Mod lo be com- 
(Mled prior to startup from 1986 retueiing outage 

SCA^S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). SCACE,S E. 
Nrxlhsaal Utmtloa. 67/12/26. (document Control Branch (Oocumeni Control Oosk). Ip. 
44000 042 J4000;042. 

0001290916 LER B7.013-00.on 071219.flre watch patrol f^lad to conduct hourly Insp 
per Tech Specs.Causad by watchslandar failure to releive position In timely 
mBnner.Flre walch conWacloi t^il«6d.W/980112 Hr. 

BATE8,R.W., SCACE.S.E. Northeast Nuciesr Energy Co. (subs, of Northessi Uliiities}. 
SCACE,S.E. Northeasl Ulilitles. 88/01/12. 4pp. 44T34:l55<44l34:t6e. 


V. Operator Examlnatlena 

8801200291 Partial response to FOIA request (or documents re worker training pro- 
grams A INFO training accreditatfon.Forwards App F (locumenis.App E A F docu- 
menia also available in POR.Addl records also available in FOR under Bossong FOlA- 
07.204. 

QR|MSLEY,0.H. DMsfon ol Rules A Records (Post 670413). 66/01/12. BOLEY,K. 
PubDo Dozen's Crl^l Mass Energy Protect. 8pp. 44118 001-44119.039. 
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0, inapeclloo reports, IE Bulletins A correspo/idertoo 


8712160369 NRC Info Notice 87-064, "ConvIcHon for Pfll*lflc«IWMi 0» Socw 
Records." Svc Hat oncl. . , a-sajisi 

ROSSI, C.E Division ol OporaHonal Evonle AaaoesmtinUPoil «/04i 17. 
ConaolWted Edison Co ofNow Vork, Inc. 120pp. 44 ISO 00I-44 183 1*4- 


8712170119 NRC Inlo Notice 87-066. "PlanI (JporoHon DoyOfuJ <Anoty*<N* ^ 
Svc list end. . .,^<111 

ROSSI, CE. CMvlelon ol OporaUonal Gvonta Aaaoaanionl (f^tal |/4J4> '7 
Consolldaled Edison Co. of New York, Ino 120pp- 44060 000 44050 le/- 


8712230003 Soppl I to NRC Inlo Nolle® 07-020. "Alf 8/1 Problems Ol US L 
Usl end. 


m »riu, _ * -Aa a *» 

ROSSl.C.E. Division ol OporaUonal Evonls Asaoeamonl (Poa^l^aWi N- 
ConsoHdatod Edison Co. of New York, Inc. 124pp. 40905.130-43098 xof 


8712290155 NRC info Notice 87-066. • Inappropifuto Application ol Comir^i 

COffNQC^OfitS " $VC 

ROSSl.C.E. Division of Operational Evonia AaeoBatnonl (Poal 6704 1 >)- 
Consolldaiad Edison Co. of Now York. Ino. lEOpp. 43806.S06-439l>a 0 10. 


87123D0091 NRC Info Notice 87-067, "Lossons LearnoU Ftom Hegional H 
cansea Actlona In Rasponae to lE Bukolln M-tl.*' Svo Hal artCl 
ROSSt.C.E. Olvisloo of Operational Evonia AaaoBamonI (Post 07041 1> 
Consolidated Edison Co. of New York, Inc- I23pp. 44030: t04-44036 200- 


9801110279 Potwaida summary of profiram to oneuto that vaWo opotal<7 
salecied.sal A maintained praporly,par lE Oullollri 86-003 Caiculalions irsoi 
mme required thrusts also anci. 

STEWART, W.L. Virginia Power (Virfllnia Eleotrlo & PowOf Co J- 60701/04. 
Control Branch (Oocumeni Control Desk). 26pp. 43flri;307-4307 1 034. 


8801120143 Forwards Insp Repis 60-33e/67-3e A 60-338/67-30 Ort 0710; 
notice ol vioialion.Concarn expressed ro number A typo Of probldnti ITiai 
duilriD Unit 2 Outage A alartup. 

GRACE J.N. Region 2, Oto ot Uta Dttactor. 66(01/04, BTgWAnr.W.l.. VrtOl 
(Viiginia Eleclilo A Power Co.). 2pp. 43987:31 l-ASOBTrOBO. 


•^01120^163 Nolice Of violation from Insp on 671020-11 fff.Vlolilloni notod f: 
OiewKienmBior 2J olacMicBily overioaried due )o tnatJoquate 8wvot*iar»co i 
A failure lo follow procedures. 

ORACE.j.N Region 2. Ole of Ihe Dlraciof- 68/01/04. 3pp. 43M7;313'43007 
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5 . Reportable occurrencet, LERa & related correapondeoca 


8M1 260431 LER 88 001-00 on 080l03.vent stack A normal range radiation monitor de- 
clared inoperable due to high Indicated radiation levels. Caused by scintillator tube 
shorting Co dalector housmScintillator tube replaced.W/6801 14 Itr. 

HARREIL.E.W. Virginia ftwer (Virginia Electric a Power Co.). 88/01/14. Spp 
44iaa.0e8-44186.0/2. 

6801270276 Summary of Operating Reactors Events Meeting 86 02 on 860112 re 
events which occurred since last meeting on 880105.Llsl of altendees.algrVficanl ele- 
inertls of events a tabulation of long-term followup assignments to be completed end 
LAiNNINQ.V/. Events Assessment Branch. 68/01/tS. ROSSI, C.E. Division ot O^r- 
alional Evertts Assessment (Post 870411). 16pp 44155:138-44165:161. 

6601280177 LER 88-003-00:on e80107.Tech Spec 33.3.1, Action Slalemenl 35 
exceeded Caused by radiation monitor 1A being Inoperable for more than 72 h due to 
Ion chamber problems Grab samples taken & Ion chamber a lube replaced.W/860i2l 

Itr. 

HARRELL.E.W. Virginia Power (Virginia Electric a Power Co.). 88/01/21. Spp. 
44168:264-44168:258. 


V. Operator Examinations 


8801300231 Partial response to POIA request for documenta re worker (raining pro- 
grams a INIPO training accrediiatton. Forwards App P documents App E 4 F docu- 
ments also available in PDR Addl records also avai^ble in PDR under Qcsaong FOIA- 
87-204. 

GRIMSLEY.D.H. Division ol Rules a Records <Posl 8704t3) 88/01/12. SOLEY.K. 
Public Citlxen'a Crllicai Mass Energy Project. 8pp. 441 18:001-44118 039. 

-6S1 1070480 Summary ol INPO Accreditation Board 851023-24 maelinge In Allartta.GA 
ra training programs for listed facilities, performance indicators. NRC exam (aSure rale 
a Instructor qualifications. 

ZIEMANN,0-L. Division of Human Factors Safety (800428-8S1 124). 86/11/04. 
RUSSELUW.T. Division ol Human Factors Safety (800428-851124) 4pp. 44118:200- 
44118:203. 

•^601220136 Adviaea of attendance at 870823 Natl Nuclear Accrediting Board meeUng 
at INPO ofcs In Allante,QA re training programa at two planisEncA Include list of 
Beard member names a attendees a 871105 plant status accreditation table. 
GIBSON.A.P. Region 2, Ofc Of the Director. 87/11/02. ROE.J. Olvialon of Licensee 
Performance A Quality Evaluation (Poet 870411). Spp 441 18:169-441 19: t86. 


DOCKET 60-330 NORTH ANNA POWER STATION, UNIT 2 


P. Security, medical, amargeney A fire protection plana 

8801120143 POfwards Inap Repla 60-336/87-36 a 60-339/87-36 on 671020-1119 a 
notice Of vfoleUon.Concarn expressed re number a type of problems that occurred 
during Unit 2 Outage i atertup. 

GRACE, J.N. Region 2. Ole of the Director. 86/01/04. STEWART.W.L. Virginia Power 
(Virginia Electric & Power Co.). 2pp. 43987:31 1•43967;3^9. 

-6601120172 Inap Repla 60-338/67-36 6 50-336/67-36 on 871020-1tl9. Vtofatlons 
noted.Major areas Inapecledplanl stalua, unresoNed liema.LER lo6owup.E9F 
waikdown.vetfllcallon ol containment Integrity a security. 

CALOWELL,J.L Region 2, Olo of the DIreotor. 67/12/26. I4pp 43987:316-43967:329. 

8801160293 Forwards Inap Repla 60-338/67-37 4 50-339/87.37 on 971019-23 6 no- 
ticea ol violallon 4 deviation. 

HEflDT.A.R. Region 2, Ofc of the OIreclor. 88/01/06. STEWART.W.L. Virginia Power 
(Virginia Electric 4 Power Co ). 2pp. 44064:102-44064:119. 

-6601190307 Notice of violaUon from Inap on 681010-29.Vlolotlons noted: fire brigade 
drill requiremenia not Implemented when all shift fire brigades failed to pertictpaied In 
one drill per quarter as required by fire protection program. 

HEROT.A.R. Region 2, Qlc of Ihe OIreclor. 66/01 ^6. 2pp. 44064:104-44064:106. 

-6601160314 NoUce of deviation from insp on 87l019-23.0evlslion noted: detection 
sys at ceiling ol upper compartment of quench spray pump to use not 
upgradad.Upgrade not Included In complete fire detection design change package. 

* Region 2, Ofo of the Director. 68/01/06. Ip. 44064:106-44064:100. 

-6801 190317 Insp Repla 60-338/87-37 a 60-339/67 -37 on 871019-23. Violallont a de- 
viation noled.Wajor areas ln8peoted:lir8 protection. 

WISEMAN.O.R. Region 2, Ofc ol Ihe Director. 67/12/21. 13pp. 44064:107-44084;1I9. 

660l4K)0432 Rov 10 to Emergency Plan Implementing Procedure £PIP-tX)t, "Emorgerv 
oy Manager Controlling Procedure (W/4 Attachmenu)." W/8801 13 Hr. 

BURLING, M.L, TRAMMEL.C.O., STEWART.W.L. Virginia Power (N^rginla Elecirio 4 
Power Co.). 66/01/13. S3pp. 44056:212-440^:264. 

9601200271 Requeala util remit lee lor 671009 applicalion lor exemption from 
10CFR50.47 4 App E reqiriremcnlB to conduct annual exerclaa ol station emergency 
plan In 1967 forplanL 

DlQQS.R.M. License Fee Management Branch. 66/01/16. STEWART.W.L Virginia 
Power (Vlrgli^a Electric 4 Power Co.). Ip. 44061:351-44081:361 . 


J. Irtauranee 4 Indemnity information 


6801190012 Forwards Endorsement 44 to NELIA Policy NS-316.Endorsemenl 8 to 
MAELU Cerates M-2e 4 M.27 a NEI-IA CertIfIcatM N-2e 4 N-27,ErKloraemant 68 
lb NELIA Policy NF*i86 a Endorsements 68 4 47 Polices MF-67 a MF-96,re8pectlve- 

il^QLES.J.M. Marsh a McLennan, Inc, 66/01/07. DINITZtl. NRC - No Detailed AffUi- 
aKon Given. 14pp. 44045:176-44046:168. 


P. Operating license etage dooumente a correepondence 

SSO 1 120090 Fonvards Info re Resource Technical Svcs.lnojncludmg summary of NRC 
contract work.NRC Form 26 for three existing conlracts.audit Info.work history a lists 
of eimeriise available for special insps & of current resource aves. 

FELTHOUS.fl.A. Resource Technical Services. Inc. NflC-26-87-417. 87/12/16. 
X>HNSON,E.H. Region 4, Ofc of the OIreclor. 7tpp. 43998:230-43998:300. 

6801070205 NotiTrcallon of 660108 rriooling w/WealInghouse Owners Group Operations 
a Ansfysia Subcommittees in Belheada.MO to discuss subcommittees Investigations in 
anatysis area re Generic Ltr 87-12. 

TRAMMELL, C.M. Protect Directorate V. 87/12/30. KNIGHTON.G.W. Project Oirectof- 
ala V. 4pp. 43945:344-43945:347. 

8801200231 Partial response to FOIA request for ciocumenls re worker training pro- 
grams a INPO training accreditation. Forwards App F documents.App E 4 F docu- 
ments also available In PDfl.AddI records also available In PDR under Bossong FOIA- 
67 * 204 . 

OHIMSLEY.D.H. Division ol Rules 4 Records (Post 970413). 68/01/12. BOLEY.K. 
PubSe Citizen's Critical Mass Energy Project. 8pp 44118:001-44118:039. 

-S6O7090699 Discusses attendance at 880526 a 29 INPO Accreditation Board 
meetings. Board attendees listed 4 major faclllty-apeclftc Issues a util responses 
(flscussed.Evaluallon method appears effective ovoralLNRC Involvement should be 
maintained 

eOOER.B.A. Operator Llcanslng Branch. 66/06/20. RUSSELL.W.T. Division ol Human 
Factors Technology (651126-870411). 7pp. 441 16 358 44119:010. 


O. Inspection reports, lE Bulletins 4 correspondence 

9712160960 NRC Info Notice 87-064, "Conviction lor Falsificalion of Security Training 
Records." Svo list end. 

ROSSI, C.E. DWislon ol OporaHonal Events Assessmont (Post 870411). 87/12/22 
CoftsoDdatad Edison Co. of New York, Ino. 120pp. 44163:00l-44tS3:124. 

9712170119 NRC Into Notice 67-065, "Plant Operation Beyond Analyzed Conditions." 
Svo list encL 

ROSSI, CE. Division of Operational Events Assessment (Post 670411). 87/12/23. 
ConsoiKfatad Edison Co. of New York, Ino. 120pp. 44056.008-44056:127. 

9712290003 Suppi 1 to NRC Into Notice 67-026, "Air Sys Problems at US LWRs." Sve 
k9t 

ROSSLC E. Division ol Operational Events Assassmeni (Post 670411). 87/12/26. 
Consoiusled Edison Co ol New York. Ino. 124pp. 43996:136-43996:267. 

6712290156 NRC Inlo Notice 67-096, "Inepproprlaie AppIlcsHon of Commsrelal-Orade 
Componenls " Sve list encl. 

ROSSI, CE. DMsFon ot Operational Events Assessment (PosI 670411). 67/12/31. 
Consdldsied Edison Co. of New York, ino. I20pp. 43965:26e-43996;0l6. 

9712900091 NRC Into Notice 67-067, "Lessons Loainod From Regional Inspa of Li- 
censee Actions In Response to IE Bulletin 60-11.’' Sve list end. 

ROSSLC.E. Oivltion <d Cipeiatior«l Everts Assessment (Post 970411). 67/12731. 
C^solidsted Edison Co. of Now York, Ino. 123pp. 44036:164-44036:286. 

9901110279 Forwards summary ol program to ensure that valve operator switches 
selecied.set & maintained property,per lE Bulletin 65-003.Celeuiaik>n8 us^ to deter- 
mine required thrusts also encl. 

8TEWAftT,W.L Virginle Power (Virginia Eleolric & Power (3o.J. 08/01/04. Document 
Control Branch (Document Control Desk). 26pp. 43971:307-43971:334. 

9801120149 Forwards Insp Repis 60-338/87-36 & 60-339/87-38 on 671020-1119 A 
notico ol vIolBUon.Concern oxpieesed re number & type of problems that occurred 
during Unit 2 outage A startup. 

ORACE.J.N. Region 2, Olo of the Director. 86/01/04. STEWART.W.L. Virginia Power 
(Virginia Electric 6 Power Co.). 2pp. 43987:31 1-43997:329. 

-MO1 120163 Notice of violation from Insp on 671020-1 1 tO.Vlolatlona noled:Emergency 
Diesel Generator 2J electrically overloaded due to Inadequate auivalllance procedure 
& lallure to follow procedures. 

GRACE.J.N. Region 2. Ofo ol the Director. 66/01/04. 9pp. 43967:313 43967:316. 

-8801129172 Insp Repla 60-336/87-36 & 60-339/87-36 On 671020-1119. Violations 
noled.Ma)or areas inspeotedplanl slatua, unresolved lteiri3,LER fotlowup.ESF 
waikdown, verification ol containment Integrity A security. 

CALDWELL.J.L, KINQ.L.P., CANTRELL, F. Regtor 2. Ofe of Ihe Director. 87/12/28. 
14pp. 43967:316-43967:329. 

9901160299 Fonvards Insp Rapts 60-336/67-37 A 50 339/87-37 on 671010-23 A no- 
tices of ViolaUon A deviation. 

HEROT.A.R. Region 2, Oto of the Director. 66/01/06. STEWART.W.L. Virginia Power 
(Virginia Electric A Power Co ). 2pp. 44064:102-44064:1 19. 

-6901190907 Notice of violation from Insp on 861019-23.Violallon8 noted: lire brigade 
drill requlremenls not Implemented when aU shift fire brigades failed to participated In 
one drill par quarter ea required by fire protection program. 

HERDT,A.R. Region 2, Ofc of the Director. 86/01/06. 2pp. 44064:104-44064:105. 

>4801160914 Notice Of deviation from Insp on &7t019-26.0evlation noted; detection 
sys at celling ot upper compartment of quench spray pump to use not 
upgraded.Upgrade not IrKluded In complete Ure detection design change package. 

' Region 2, (^o of the Director. 86/01/06. Ip. 44064:106-440 m;I06. 

-9901160917 Insp Repla &0-338/e7-37 A 60-339/87-37 On 871019-23. Violations A de- 
viation noled.Major areaa InspeotediHre protection. 

WISEMAN.Q.R., CONLON.TE. Region 2. Olo ol the Director. 67/12/21. I3pp. 
440d4:l07-440M:1ie. 

8801060994 Suppi 1 to NRC Info Notice 86-061, "Broken External Closure Springs on 
Atwm A Mqmll MsiVs." Svo list anal. 

ROSSLC.E. Division cl Operational Events Asseaamenl (Post 670411). 88/01/11. 
(^solldated Edfaon Co. of New York, Ino. t23pp. 44038:041-44036:183. 



lUO UUUfVb! bli ITEMS 


9901200300 Foiv<a;c(s Inep Rep'.s 50-33e/e7-41 & 50-339/e7-41 on B7t214. iB.llo vto- 
iai'on or devlalfon no:eJ 

Henor.AR neg on 2, Otc of ihe Oirecior 08/Ol/n. STEVVART.W.i Vtfohx'B Power 
Wreinia Eleclrc & Power Co) 2pp. 44068:144-4<1059.151. 

'■9901200304 |T>sp RepU &0'33a/87-41 & SO-339/87-41 on 87 1214- 18 No vWatton or 
deviation noted Major areas inspectedrinservice lr)sp & tasting of pomps & valves A 
c'oslno of open noms. 

ECONOMOS.N.. QLAKE.J J. Region 2, Ole ol tno Dfrector 88/0 1/06. 9pp. 44058:146- 
44058:151. 

8601260360 Responds to NRC Compl.ance OuHelm 67-002, "Fastener Testing to Deiar- 
mine Conlwmanc© W/Appliceble Mall Specs " fcJased on encl lecnrvicol maMaVbr.no 
festenor d scropanoy noted in teats adversely effects sslety-relaisd co/nponenls. 
STEWART, W.L Virg'nia Power (V;ig;r!a E.'oeWe & Power Co.) 66/01/16. Document 
Control BrancH (Oocumcnl Control Desk). Sfpp 44128:187-44128:237. 


S. Reporleble occurrences, LERs !■ related correspondence 

6801270032 LER 67-009-0l:on 8709t5,me'n steam l.ne code safory valves iMSSVs) set 
prossuros found to exceed Tech Spec l:ni,t.Ceuse not determined MSSVe returUsMd 
9 retested by Wyle Labs W/630121 l|r. 

HARflELL.EW Virginia Power (Virg'nia BlocWc & Power Co). 60/01/21. 6pp. 
44141:123.44141:127 

8601260212 LER 67-0l6-00'.on 871221, -nsctvert&nl omeigency tilosel geneiatoi (€OQ) 
start occurred during tesL'ng Caused by personnel orror.Penodic lest lerrrdrxatad fi 
EDO secured S returned to normal atanaby slelus W/6701 <4 ft/. 

HARRELL, E.W Virginia Power A/irg'nls Electric A Power Co) 60/01/14. Sop 
44170:173-44170:177. ^ 

6601270275 Summary of Operating Reeclora Events Meeting 86-02 on 660112 la 
events which occurred since lest meoing on 680105 List ot atlondees,s>gi>ircani ale- 
rr.ents ol events & tabulation of long-term lol'ovnjp ass.gniTients to be completed encL 
LANNiNG.W. Events Assessment Branch 86/01/15. ROSSf.C.E Division ot Oper- 
aticnel Evanu Assessment iPosi 870411). IQpp. 44165.138-44155 151. 


V. Operator Exemlnallone 


8801200231 ParUal response to FOlA request lor documents re worker ira-nSno pro- 
grams & INPO training accreditation forwards App f documents App E & P docu- 
ments also evai'ab’o in POR Addi records also evallebta in PDR under Soesong FOlA- 
87-204. 

GRIMSLEY.O.M. QMsiqn ol Rules & Records (Potl 070413). eeroi/i2 BOteY.K. 
Public Citiren's Critical Mass Ener^ Projacl. epp 441 16.00t-44t 18.039. 


-8511070490 Summarv of lAPO AcetoO laiion 0oard 851023-24 meetmoe In AilantA.OA 
10 Ira rving programs tor listed tao-'tles, performance indicaiors.NRC exam fpRure raio 
& insKucioi ^a'K tationa. 

0* Human faciO'S Safety (6OO428'06il24). 85/11/04. 
hUSSELL^NV.T. Division of Human Paciore Safety (800429-851124) 4pp 44tie'200* 


-9901220138 Advises o< attendance at 870929 Natl Nuclear Accfodii-ng Board meeimg 
Qt INPO ofes in Allanta.GA re tre'ning programs at two planis.Encn include Hat o" 
Board member names & attendees A 971 lOS plant aieius etcrediiaticn table 
OI6SON,A F Region 2, Ole of the Director. 97/i r/02. ROE.J. Ofvision ol licensee 
PerlormanceAOuaiity Evaiuacion (Post 870411). epp 44ii6:iS9'44ii9 ir>6 


DOCKET 60-S41 ENRICO FERMI ATOMIC POWER PLANT. LIMIT 2 


P. Securlly, medical, emergency A lire protection plans 

8712170133 Forwards summary 0t67f 1 16 special nigl mooting w/uHt biGlen Eliyn.iL re 
wODlinesses observed Jn last emergency prep^ednesa oxordso A planrfod corrective 
ncllons 10 resolve concerns Identilled in Insp Tlepl 50-341/87 -39 
HINDS, J.M Region 3, Ole ol the Olieoior. 87/12/11. SYLVIA,B R Oeiroil Edisan Co 
lipp. 43923 03^49923040. 

8801120249 Forwards Safety Insp Ropt 60-34 1/87-40 on 870922-29 A 1223 S nolfco ol 
vioialtor). 

HARHiSON,J.J. Region 3, Ofc of the Obeclor. 87/12/30. SYLVIA.B.R OotioH Edison 
Co 2pp. 43986 245-43986.258 


H. General cpireapendence 

6601260094 Informs that RB SlaftrKd appointed acting direclor for nuclear QA ef1ecd»e 
on SSOns.Oegree requirement for position temporarily waived based on sjl'Klem 
work & supervisory experlence.Stattord resume end. 

SYLVIA.B.R. Detroit Edison Co. 66/01/20. Document Conbol Branch (Documoni Con- 
trol Desk). Spp. 44124:355-44124:359. 


P. Operating license atage doeumania A correapondence 

6601120090 forwaide Info re Resource Technical Svcs.lnc.lncfudlng sumtrsry ol NlIC 
corttracl work.NRC Form 26 lor three existing contracls.audit info, work history A Lilt 
ol or^rtise available for special Insps A of current resource sves. 

F£LTHOUS,R.A. Resource Tochnlcal Services, Inc. NRC'26-87-417 . 67/12/19 
JDHNSON.E.H. Region 4. Ofc of the Director. 71pp. 43998:230-43998.300. 

8601260452 FOiA request for all documents in connection w/871206 Hr from 1£ Murley 
10 Garde A Condit In response to 670507 2.206 petition on behalf of Safe Energy Co- 
anuon ol Mfchlgan A Sister Servants ol Immaculate Heart of Mary CortgragaUon. 
SAUMAN,L. Govarrtmenl Accouniabllity Project. 87/12/22. NRC • No Detailed A'fA- 
atlon Given. 2pp. 44 139; 1 1 1-44 t39.l 12. 

8601070329 Forwards response to NRC 870729 concerns noted In SPOS eud l repi A 
contirma operability as discussed in NRC 671205 Itr on assessment of util tosdncsi 
to proceed b^ono SOM power. 

SYLVIA.B.R. Detroit Edison Co. 67/12/30. Document Contiol Branch (OocumerA Con- 
trol Desk). 19pp. 43699:193-43999;211. 

6601070370 Requests NRC concurrence to operate plan! up lo lull power, based on 
operaitng performance.plant rneil condition A saiisfaclory requisite testing compoben 
SVlv 1A,B.H. Deliul Edison Co. 87/12/30 Documenl Conlroi Branch {OocumeniC»> 
Irol Desk). 2pp. 43999:296-43999:297. 

6661110431 Application for amend lo License NPF-43,changing Tech Spec Tab-'e 
3.4.3.2-2 A Bases 3/4.4. 3.2 to correct alarm setpoints for RCS inlerfece vslve teakege 
pressure monitors Processing per l0CFR50.9f requested.Related info errcl.Fea 
SYLVIAE-R. Detroit Edison Co 88/01/06. Document Control Branch (Documenl Con- 
trol Desk). 9pp 43968-228-43086:237. 

-6601 1 10438 Proposed Tech Spec 3/4.4. 3.2, "Operational Leakage" A Table 3 4.3 2 1. 
"RCS Pressure Isolation Valvea." correcting alarm selpolnis. 

* Oebolt Edison Co. 86/01/06. 2pp. 43986:238-43986:237 

6801140149 Oranie leir^rery waiver of compliance permitting leakage pressure mori- 
lof setpoints in Teen Spec Table 3.4 3.2-2 to be changed to enable plant sla/lup from 
currani outage, ettecUve until 8601 12. 

VIROILIO.MJ. Proteol Directorate ill-i. 86/01/06. SYLVIA, B.R. Deboil Edison Co- 
3pp. 44033.211-44033.213. 

6901260969 Forwards Amend 13 to License NPF-43 A safety evaJuailon. Amend ravlist 
Tech Spec Table 4. 6. 2.1-1, "Batiery Surveillance Requirements," lo delete NoUbons 
(6) A applicable bases 

SiiPANOJ.J. Project Directorate Hl-l. 86/01/11. SYUVtAB.R, Deboil Etfsort Co. 
2f>t>. 44116:001-44118 009. 

-9601260970 Amend 13 to License NPF-43, amending Tech Spec Table 4.8.2. l-i, 'Oal- 
tery Surveillance Requirements." to delete Notations (7) A (6) A applicabts basol- 
t.nROiLiO,M.J. Project Directorate lll-l. 66/01/1 1. App. 44116:003-44116:007. 

-6801260382 Safely evaiuBtion evppottino Amervd 13 to Ltcenae NPF-43. 

’ OtOce ot Nudoar Reactor RMulation, Director (Poal 670411). 68/01/11. 8pp. 
44 ne.f)oe-441 16-009. 

6901260230 Forwards Amend 14 to License NPF.43 A safety evaluation Amend revtsos 
Tech Spec Table 3.4 3.2-2 to correct alarm setpoints lor RCS Inlertace valves leakage 
pressure nnonilors.Amend also makes changes to Bases 3/4.4. 3.2. 
sTEFAND.JJ. Project DIractorete lll-l. 68/01/12, SYLVIA.B.R. DeUolt Edison Co. 
3pp. 44116.296-44116309. 

-8901250259 Amend 14 lo License NPF-43, ravlslng Table 3. 4.3. 2-2 ot Tech Spec to 
correct alarm setpbnts for RCS inlerface values leakage pressure monitors 
HOLAHAN.O.M. Aaslstanl Dbector for Reglorr ill A Regiw V Reactors. 86/01/12 
Spp 44116-298-44118 305. 

-9901250250 Salely evaluation aimponing Amend 14 to License NPF-43. 

’ Olftce ot Nuclear Reactor Regulation, Director (Post 670411). 06/01/12. 4pp 
44H6-.306-441 16:309. 


-A801120263 Not’Ce of violation from insp on 670022-25 A 1223 Violalfons 
noied:liconsos pol'cy for tiro brfgade l.'tsirucCion specified for every 2yrs feisload ol 
every 3 months over 2'Vr perfodA Valve F007 discovered in vnlocksd.ooe.-t^ r>osl- 
tion. 

HARRISON,JJ. Region 3, OfC of lha Direclor. 67/12/30. 2pp. 43Se€-247-43066246. 

-6601120260 Insp Rapt 50-341/67-40 on 970022-26 A f223.Vtolallans noted. Mejof 
areas lnspecled;ri.-o proiecilon program A organization Including edmlnfslratn/e 
controls.malnt A test program.OA, Tech Spec revlew.devlanorr evenl repi A tequ-Ve- 
mehis. 

ULIEJ.M , GARDNER, R.N. Rag'-Jfi 3. Olc ol the Oweclor- 87/12/21. lOpp. 43986.249- 
43986:258. 

6601200076 Rov 3 to Rad.'ological Emergency Response Procedure EP-206-30-SO. 
"Secunty Force: Accountability." 

FRASIER, L. OeViotl Edison Co. 86/01 /08. t4pp. 44051:a43-4r.051:3Se. 


Q. Adjudicatory correspondence 

8601130151 Informs that time provided by NRC raguletlons within which Coinmisslon 
may act review D-rector'a Decision 00-87-t9 oxpVod.OocIslon beeame Unaf aeerxry 
action on880104.Sorvedon6SOt 1 1. 

CHILK,S. OfOco of Iho Secretary of the Commlaslcia tyf66 5297 88/01/06. 
GAROE.0.P,. CONOIT.R.E Governmenl Accoun’abllity Prefect. Ip. 43SM.04S- 
43990:049. 


6601200052 Revises 820122 commibneni re submission of loose parts monitoring sys 
(LPM5) program rept.LPMS program repi will be submitted 90 days after slahup lest 
FOgrem compieiion.per 671230 discussion. 

SYLVlA.BR. DetiolV tdlsoh Co. 56/01/15. Document Control Branch (Documenl Con- 
trol Desk). 2pp 44106:206-44106:209. 

8801220260 Application tor amend lo License NPF-43, revising Tech Specs lo allow 
IPCi ays cross tie vaNa lo be placed in closed position during plant snuldowns.Foo 

SYLVIAhB.R. Oebolt Edison Co. 68/01/16. Document Control Branch (Document Con- 
trol Desk). 6pp. 44101-222-44t0l-229. 

—8601220266 Proposed Tech Specs allowing LPCI sys cross tie valve to be placed In 
closed poaiKon during plant shutdowns. 

' Delroll Edison Co. 88/01/1 6. 2pp. 44101:226-44101:229. 

84O1260$53 Fonvarda draft supplemental response lo Senaior Levin 870717 Itr for 
review A signature re dfreclor's decision on t0CFR2.20e petiUon Hied by GAP on 
670507 re adequacy of SAFETEAM program. 

OAVIS,A.B. Region 3, Ofc ol the Director. 86/01/22. REHM.T.A. Ofc of Ihe Executve 
Otcectw for Operetlons. 2pp. 44127:255-44127:259. 

6801270535 Informs of recent organizational change vyfmin Olv of Reador 
Projecis-Several managers reasoned A certain lacllllles placed uryder differ- 
ent projacl direclorBie.TR Quay became project manager lor Ferml'2. 
viflQlLto,M.J. Prtrfecl Obeolorate Ht-1. 66/01/22, SYLV A.B.B. OeltoH Edison Co. ip. 
44150.013-44150:013. 
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6601260169 Grants 080115 request for extension until 60 days after completion of start* 
up test program lo subm i loose parts monitoring sys program development & con^pre* 
tiensfva rept. 

OUAV.T.n ProlOCl DiroctoiaiQ Hl-I. 68/01/22. SYLVIA.Q.FI. Detroit EtllSOi\ Ca 2pp. 
44176:02M4175.028. 

6601290341 Application lor amend to License NPF-43, changing Toc^ Specs 3/4.6.3.1 6> 
3/4.6 3.2 to clarity I mlling cond.lion (or operation of 460 volt MCC 72CF sv/ng 
bus.Feo pa'd 

SYLVIA, B R. Detroit Edison Co 66/01/26. Oocumont Control Branch (Docxmonl Con- 
trol Desk). 6pp 44162.075-44162 005. 

-8801290345 Proposed Tech Specs 3/4 0.3. t & 3/4. 8. 3 2.ctarifylng limiting conctiionior 
operation ol 480 volt MCC 72CF swing bus. 

• Ootroll Edison Co 88/01/26 3pp. 44182:083-44102.005. 

8601390352 Application lor amend lo License NPF-43, revising Tech Spec SocUons 3/ 
4.6.1 & 3/46.5 to allow closuio mechanisms (or primary & socorutery corttakvnent 
enolralions located in locked high rad'ation areas lo bo veritied closod.Peo pa^ 
YLVIA.B.R Oelroil Edison Co. 68/01/26 Documont Control Branch (Oocuii^t Con- 
vot Desk). 7pp. 44182 O86-44t82.Q0a. 

-6601290354 Proposed Tech Specs Sections 3/4 6.1, ’ Primary Containment" & 3/ 
4,6.6. "Secondary Containment. " 

’ Detroit Ed son O). 86/01/26 4pp. 44162.093-44 162.008. 

6601260337 Appl.callon (or amend to License NPF-43. revising Toch Specs 3/4 2.3, 
' Mih Critical Power Ratio" & 3/4. 7.9, "Main Turb-ne Bypass & associated bases 
to clarify operation w/ moisture separator rehealer out of svc.Fqq paid. 

SYLVIA.B.R Oedoil Edison Co. 68/01/27. Oocumont Control Branch (Document Con- 
liOl Desk). 9pp. 44181:027-44181.043. 

-0601290336 Proposed Tech Specs 3/4 23, "Min Critical Power Ratio" & 3/4.7.9. 
"Main Turbine Bypass Sys" & associated bases. 

* Detroit Ed son Co. 08/01/27. Bpp. 44iei.036'44l81;043. 


0. Inspection reports, IE Bulletins & correspondence 

8712170133 Forwards summary ol 871 1 18 special rngl maeimg w/ulH m Gion EllyalLro 
wosknssses observed In last emergency preparedness oxercise 6 planned corrocitvo 
actions lo resolve concerns Idonilllod In Inso Repi 50-341 /87-39. 
fliNDS.JM. Region 3. Oic ol the Oiroclor. 87/12/11. SVLVIA.Q.P. OeiroH Ed son Co. 
11pp. 43823:030-43923:040. 

6718160389 NRC Info Notice 87-064, ''Conviction lor Faisiiiceiion ol Socuriiy Training 
Records " Sve list end. 

ROSSi.C.E- Division of Operational Events Assossment {Post 8704ti}. 87/12/22 
Consolidated Edison Co. of Now York, Inc. l30pp 44153:001-44153:124. 

6718170116 NRC Info Notice 67-06S, "Plant Operation Beyond Analydod Cortdiuons." 
Sve Hei enei. 

ROSSi.C.E Division of Operational Events Assessment (Post 6704tt). 87/12/23. 
Consolidated Edison Co. of Now York, Inc. l20pp. 44056:008-44056:127. 

6718300140 Informs ol status ol progress mado on improvement program commiitod to 
In 87C612 response lo vlolaHons noted in insp Ropts S0'34l/87-02.60 34l/87-O6 & 
50-34 i/87-06.Program will bo completed by 680131. 

ORSER,W.8. Detroit Edison Co. 87/12/23. Ole of Enlorcemoni (Post 870413). 2pp. 
43984:126-43964:126. 

6712230003 Suppi 1 lo NRC Inlo Notice 07-028. "Air Sys Proliloms al US LWRs." Sve 
Lsl end 

ROSSi.C.E. Division ol Oporailonal Evonis Assessment (Post 87041 1). 87/12/28. 
Consolidated Edison Co ol Now York, Inc. 124pp. 43995: 136 '43905-257. 

8601040007 Responds to Opon Hem 87047-01 noted In Insp RepI SO'341/67-47.Cor- 
recilvo aclionsranalytlcal results ol two spill samples end. 

SYLVIA.B.R. Oolroil Edison Co. 87/12/30. Oocumont Control Branch (Oocumont Con- 
trol Desk). 2pp. 43963:152-43963:153. 

6601070366 Responds to NRC 071209 lelcon & 871216 Hr ro violations rtoted In Insp 
Rapt 60-341 /87-28,updaling 871113 initial rosponse.Corrocilvo ad-ons procoduios lo- 
vlewed 880729 & data bases & lists updated by 660631. 

SYLVIA, 9 R. Detroit Edison Co. 87/12/30 Oocumont Controt Branch (Oocumont Con- 
trol Desk). 6pp. 43991:199-43901:204. 

6601120249 Forwards Safely Insp Ropl 60-34 1/87-40 on 870922-26 & 1223 8 notice of 
violation. 

HARRISON.J.J. Region 3, Ofc of the Oiroclor. 87/12/30. SYLVIA.B.R. Delfdl Edison 
Co. 2pp. 43986:245-43986:258. 

-6801120263 NoHce ol violation from insp on 070922-26 & l223.Vlolaiion3 
notod:llcen8oe policy lor (ire brigade Insiriicllon spoclliod lor ovary 2 yrs Instead ol 
every 3 months over 2-yr porloa & Valvo F007 discovered In unlockea.openod posl- 
ticft. 

HARRISON.J.J. Region 3. Otc ol the Director. 87/12/30. 2pp. 43906:247-43086:248. 

-8601120260 Insp Repi 50-341/87-40 on 870922-25 5 1223 Violations noted. Mtior 
areas Inspeciod.fire protection program & organization Including adminfsifalwe 
conirols.malnl & test program, QA. Tech Spec rovlew.deviatlon ovent repi & roquke- 
menla. 

ULIE.J.M., GARDNER.n.N, Region 3. Olo of the Director. 67/12/21. tOpp. 43986:249- 
43986:258. 

8712290166 NRC Inlo Notice 87-066. "Inappropriate Application ol Commercial-Oriide 
Components." Svt HsV end. 

ROSSI.C.E. Division of Oporailonal Evonis Assessment (Post 670411). 87/12/31. 
Consolidated Edison Co. ol New York, Inc. I20pp. 43995:256-43699.016. 

8712306091 NRC Inlo Notice 07-067, "Lessons Learned From Regional Inspe ol Li- 
censee Actions In Responso to IE Bulletin 80-t1.'’ Sve kst end. 

ROSSI.C.E. Division of Operational Evonis Assessmeni (Posl 870411). 67/12/31. 
Consol.daled Edison Co. ol New York, Inc. 123pp. 44036: 164-44036:266. 

8801140035 Forwards Safety Insp Ropl 50-341/67-50 on 871207-11 & notice of viola- 
tion. 

SHAFER.W.O. Region 3, Ole ol the Director. 86/01/06. SYLVIA.B.R. OeueW Edieon 
Co. 2pp. 44039.048-44039.060. 


-8861140037 Nolico of violation from -nsp on 8 71207-11. Violation noted: two untagg&d 
& unmarired oqu'pmani slings found in hot tool cnb room 
SHAfER.W.D Region 3, Oft of the Director. 88/01/06. Ip. 44030:050-44039:050. 

-8601140041 insp Rept 50 341/87-50 on 87i207-lt.violal!on noted.Ualor areas 
Inspoctcdrad'Stlon protection aclivitles.Including organization & mgi control. training & 
Mdiflcation.awosura control.control ol radioseftvo malls & contamination. 

PAUL,F1.A. GREQGfl.L.n. Region 3. Ofc ol the Oiroclor. 80/01/06. 10pp. 44039.051- 
44039:060 

860II3O14S Rosponds to NRC 871200 Hr re violations noted In Insp Rept 50'34l/87- 
GO.CorrocDve acllonsaddi clarifying Inlo buppi.ed lo resolve inspector concerns re 
eqikpmenl gualil'cat on lor Waidmuller lerrr'inal blocks. 

SYLWA.O.R. Oelroit Edison Co. 90/01/07. Documoni Control Branch (Oocumont Con- 
trol Oosk). 4pp 44020:206-44029 299. 

66010S0394 Suppi I to NRC Inlo Nol co 66-081, "Broken External Closure Springs on 
Atwood & Morrill MSIVs." Sve I st end 

ROSSI.C.E. Division of Operstlonal Evonis Assessment (Pod 670411). 88/01/11. 
Consolidaled Edison Co. of Now York. Ihc. I23pp. 44036.04) 44036-.V63. 

8801160264 Rosponds to NRC 871209 Ifr ro violations noted In Insp Repi 50'34l/e7- 
44Ci>trecliva aeiions-Procodures '14.()20 235 4 44.020.238 revised lo vonty coniinuty 
ol parallel contacl lo overlap baiweon Fields E5l-K68,E6I-K59 & E&I-K60.E51-K61. 
SYLVIA.B.R. DoitoH Edison Co. 88/01/12. Cjocument Conitol Branch (Document Con- 
trol Oosk) epp 44041:056-44041.063 

8801200347 Forwards Ailogation Reviow Insp Rept 58-34l/e7-41 on &70834-l228No 
vlolalions notod. 

iilNO.J A naeien 3. Ole ol ih.o Diiaclor. 80/01/13. SYLVIA.B.R. Oelroit Edison Go. 
2pp. 44050 000 44058:098 

-8801200353 Insp Rept 50-341/87-41 on 87O024-lP2B.No vlolal'ons noiod. Major 
QI08S inspected i.nadequaio controls lor dnjg lost urine ssmplos.sxcQSSlvo alcohol use 
4 druQ^uso at ellsite locanons & personnel under InHuonce ol drugs or alcohol. 
PiOTLE.O.L . CRCED.J.R.. MALLETT.B.S Reg’on 3, Ofc of the Diroclor. 68/01/12. 
7pp 44058002-44058 008 

8601200248 Forwards lesionor loetl.ng date sheets & tost repis In response lo NRC 
Con^iance Bulletin 07-002. "Festonor Testing lo Oolerm'no Conformonce W/Appi, ca- 
ble Mail Specs " Tost rosulis (or eddi eolocUon sample w.ll be subnutied. 

$YLViA.eR Ooiro-i Edson Co 68/01/14. Documont Conirol Branch (Oocumeni Con- 
trol Desk) 67pp. 44051:218-44061:294. 

*-69012(H3260 Rev 2 >0 "Chemlcoi & Phyetoei Testing o< Pasionare (or Fermi 2." 
CYRULEW5KI.J.D-. GUILLAUMINJ Cf . GAMBLE.n.L. Delipit Edison Co. 87071-23 
R02. 87/12/23 3pp 44051:203 44051:205. 

-6601290267 Rev 2 10 "Chemlcoi 8 Physioel Tostmo ol Fastana/s for Fermi 2." 
CYRUlEWSKi.JO, GJILLAUMIN.J.C.. OAMQLE.R.L Oairo.t Edison Co. 87C71-24 
R02 87/12/23 3pp 44051 206-44051:208. 

-6801200261 Rev 2 lo "Chemtol S Pliyeical Tosiino ol Fssionere (or Forrril 2." 
CYRULEWSKI.J.O. OUILLAUMIN.J.C . QAMBLE.R.L. Detroit Edison Co. 67C7l-2f 
ni>2 07/12/23 3pp. 44051 288 44051:291. 

-6801200286 Rev < 10 "Chemical A Rhysical Teslinfl of Fasionare for Formi 2." 
CYRULEWSKU.D.. OUILLAUMIN.J.C, QAMBLE.R.L. Detroit Edison Co. 87071-22 
flOI. 07/12/21 3pp 44051:292-44061;294. 

8801200049 Forwards uHl position ro opereiion w/moislure separator lahoalera out-Ol- 
SVC & oporatron w/o luH leodwaler healing. Saloty evaluation program has been en- 
hanced oxien.mvoly In order lo sirongtlion offoclivenoss 

SYLViA.e.n Oelroit Edison Co. 00/01/16. Document Conirol Branch (Oocumeni Con- 
uol Oosk). 82pp. 44 134 274-44134:354. 


n. Periodic oparallng ropode A related correspondence 


8801120165 Responds lo 671009 Hr icquesting ulll reassess status of plant piovonilvo 
malni prcmam.per uLI 6710D3 Hr & provides monthiy status rept lor Nov 1087. 
8YLVIA.BR. Detroit Edison Co. 87^2/30. DAVIS.A.B. Region 3. Ole of the Director. 
3pp. 43687:330-43967:332 

8901200348 Monihly opotailng ropl lot DeO 10B7.W/680115 Hr. 

ANTHONY.P.M., ORSER.W.S. DolfoH Edison Co. 87/12/31. 4pp. 44107:284- 
44107:267. 


S. Reporteble occurrences, LERa A related correspondence 


8712290124 LER 67-042.01.on e70902.conlrol cir HVAC sys shlltocl to chlorine mode 
w/no chlorine piosonl.Cause unknown. Availabl'ity A design of less radd frequency 
son^iive dolaclors under slud/.Radio use re8lilcted.W/87l214 Hr. 

ANTMONY.P., ORSER.W.S. Oelroil Edison Co. 07/12/14. 5pp. 43093:164-43093:168. 

9801080123 LER 07-051-02:on 670929, d'lferonllal pressure aduation ol omergoncy 
eminent cooling water (EECW) occurred.Causod by design doHclency.TImo delay for 
EeCW low (litferenlial pressure switches will be lengtheneaW/O 71220 Hr. 
/VNTHONY.R, ORSER.W.S. Ootroll Edison Co. 87/12/29. 6pp. 43900:157-43960:161. 

8801140091 LER 87.055-00:on 67l2IO,lsolBllon Ol RCIC sys sloem line 
ocGurred.Caused by inadequacy in sys operating procodure.Rev made lo opotailng 
orweduro which directs operator to throltio Inboard A outboard Isolation vaVesW/ 
060109 Hr. 

ANTHONY.?., ORSER.W.S. Detroit Edison Co. 80/01/09. 4pp. 44038:322-44038-325. 

8601160243 PNO'IH-38-002:on 0801 1 1, reactor tripped A HPCI A RCIC sys Inggered 
aulomallcally duo to trip ol one roaclor feedwater pump.Causod by feedwaior control 
sys power supply lal-iuro. Power supply roplacod. 

PELKE.R. GREENMAM.e. Region 5, Ole ot We Diroclor. 90/01/11. Jp. 44084:159- 
44084:169. 
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Y Opaneer ExaminatloAt 

Moi2093)i fatui raapc^-M to FO(A /Muost K» documenu fo woOio/ ifOJniAg pro- 
^ar-i i VFO ba/urig accn<14*ao'^ Forwards App F OocurnanisApp E & f Oocu- 
'■or'i a.-sQ a>a><*C^ in POP AOS reconts also avaUbio in POfl under Sossong FOiA- 

jr- vaSAr* OH jyrwi d fiio* a Records (Posi 870413). 68/01/12. SOlEY.K 
i-jM: Otizar' S Mass Energy Froject 6pp 44118001-44116039 

-4602014451 SuCrrti cibe»‘/i9^ of iKPO 851218 acc/editsoon board meeting & ec- 
'.'»«uyY' p/Dcesa ecvr^ r board renews 4 pa/ocipation in INPO loam vtso 4 
c< S' acusrataVjn veAs 'oguesied 

^'•IicR fi A OmtsW LicenseiQ Brartcri 66/01/14 RuSSELUW.T Orvtslen ol Human 
>e m TeciYCaW/ <4511250^11) 4w 44118244 44116247. 

•6M1220IM AdnoM cf arurdance al 870923 Naa Nucioar AccrerMoM fioa/O meewig 
ai SFC c*cs r AW'ia OA re irainmg prooiams ai two piant&Ends inchida Ksl o> 
Sc«Yi -"anba/ narsB 4 tnandoei 4 871 f3o pum staus accrediiaDon latM. 
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Per'-^T’ivc* 4 Ou«>ey EriAiatnn (Post 670411) 6pp 44ltd 1594*119 16& 
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roCKFIBLD D.W. Poillond Qonortil fcloclilo (/O. n7/12/4<l. ixn-in'ii" 
(D^omonl Conliol DosK). 3pp. 4'105613'1‘14050:1CO 


8R0120039I Appllcailofi < 0 / omonU lo LIconso NPI'-I.conahilnn ol U 
Apprication 15l!romo?ina portions d Tocli S^cs 'o («0 pcotodldri A rP 
^^Vali toPGE-1012. •TfolanNucroar ' f n^.» 
OOCKFIELO.D W. PortJofXi Qonoffll Elocl/lc Co. u7/12'^«i- vj>j 

440SB 1A2. 


-8801200399 Propoaod Tech Spoca cioloting socllona fo 'Ifu p/oW^'orj 
• Portland General Eloclrlc Co. 87/52/24. 47pp. 4‘lOJiO. 143 44050 tOJ 


8801070028 Forwards nollco ol 800104 silo mgl moollrio A nonmlii. cnnfi 
sWacJ 671223 lelconw/M Mondonco. .-/vr-un in n r 

KiRSCH.Of. Region S. Ofc o( (ho Olrocior. 07/12/20. C-OOKMi.LO.I 
Qonnrol Electric Co. Ip 4‘(007;300-44007:302 


-8801130283 Notihcolion ot 000104 alto mooting In f>oillnm).<7il w/u 
reconI NRC finding A cpncorna ro Mconsoii poi formnneo Ao^dn oner. 

• Region 6 Ole ol Iho Dirocior. 07/12/20 Rooion S, Ofc ol H'O ' 
.r-rnn*/ 1f)1.4.10n7'102. 


8801070205 Ndllticallon ol 060106 mooimg w/Waaiingliotiao OwnPr# OfOi 
S Afiolyals ^bcomciiitteoa in OQltiQsda.MO to discuse aiibcorninhlcoB ini 
analysis area ro Genorlo LI/ 07-)2. ^ „ 

TnAMMELL.C.M. Pro.'ocl Dlroclorolo V. 07/12/30. KNlOt ITON.G W. I’«i 
Biw 1/ *nn *1945 n<1*.*3fl<l6 347 


8601160308 Forwards requesl lor nddi Inlo discussod liuilnQ 071110 
670120 ptoposod Tech Spec chongu fo autvoWanco rogirlionionta lof r 
of accumulator Isolalfon valvoa Response roquoslod wilMn 00 tlnys 
CHANJ.l Pfolecl ITlreclornle V o6/01/12. COCKfIClD.O.W. I'oilKwwl ' 
trie Co. 3pp. 44053 :350-44053:361 


6801270450 Forwards noUco ol 660201 rngt mootinq In Wotnul Croo)t,< 
Regfon V on uUI ellorta to address prossure Ironamlctor pioblonis.per 0 
w/M Msdonca. 

KIRSCH.C.F. Reo'on 6, Ofc ol llio Dnoclor. 88/01/52. COCKriELO.I 
General Electric Co ip 44140:043-44140.044. 


-8605270454 Nolillcatlon ot 600201 signillcanl inooinio w/uH) In Welnul 
update Region V on ub'l proasure trenamittor piotilom 
’ Region 6, Oto ol Iho Oirocior. 06/01/12. Roo'Ofi 0. Ole ol Iho 
44140:044-44140.044. 


6601200)66 Forwards application lor amend lo Liconso NRiM.coriBislin 
Change Appiicaiion i6i.rov)9inr) otlaiio A laclhlv o'gani/ni’on otimta Fop | 
CfXtKFrELO.D.W. Poiiiand General Elocirio Co 6Q/Qi/t6 Oocumonl O 
(Oocumoni Cioniiei Desk), ip 44107:345-44107.355. 

-6601200174 Application lor 6/noMl to Ltccnao NPf-l coneUliRO ol LlCflCia< 
pipCaiien t62.revi8inQ oHsrto A facility o/ganisailon chnrta. 

COCKFlELD.O.W. Rprlland GenoiAl EteOrlo Co. 8D/017I8. Opp 
44107.3SI. 

-8601200176 Proposed Tech Spoca, rovieing olfalio A focilily oronni/nllon c 
Poniand General Elocitfo Co. 80/01/16. 4pp. •14107;368-44T07:33Q. 


671231(1)202 Forwards Insp RopI 60-344/07-31 on 070021.1002 A noKcoe 
oeyietkjn.Uiil has nol conataiontly applied losaona leornod frorn Induairy 
Increased mgt aitenlion tOQulted. 

KiflSCH.D F Reoion 6. Ofc of the Oirocior. 87/12/17. COCKFIELD.D. I 
WB( Electric (>>. 4pp, 4392O:OSfi-4302O:132. 

vioialion from insp on B7002M 002. Violations m 
i ii2 Soo 1 feedwaier turbine driven pump cepabilily A oxclusion ol V 
iiBcnT7S..t.®o lestino program. 

WM&I..H.D F. Region 6. Ole of Iho Director. 87/12/17. 3pp. 43020:100-4: 

deviation (tom (nap on 87O02i-ioO2.Oovlaiion Hole 
° (natrumoni air ays lubricated w/alf/oll mlxtiiro A ab&o 
KiRcf'ri ‘9 *■ tsoioilon valvoa. 

mujiUM.D.F. Region 6, Ofc of the Director. 87/12/17. tp. 43920: lQ3-43f 

on 87092l.l002.V]olatlor58 

penericeli'*^ arses lnspected:0b(tity o< plant to loam from provioua tiucloe 
«KfcHO4.«|20-i32 ■ Region 6. Ole of the Pirecior. 07/ 

8?t2t80%9 Wrc Info Noilce 87-064. 

R^rds. Sve list end. 

ConsollSaf^%'l*°U r?i OpereWonal Events AssosamenI (Post 6704 
80 dialed Edison Co. olNew Ypih, Inc. 120pp. 44163:001-44163:1; 

Operation Beyond Analyz 

^i^Wafed^Ed^Mn^ Aaseasmeni (Post 07C« 

aieo toison Co. of New York, inc. 120pp. 44066:008-44056:1i 

50-344/67-46 on 871201.E1 
diiecUoaUHi oSns 1w programs found lo b 

KlflSCH.DR flidon «;®rvo'«r onrfneering Improvemonl open II 

Gene,al'E4a"2^p.M:o’fl«^^^^^^ COC)^EL( 


"Conviciion for Faisillcailon ol £ 
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~4e01 110427 Mgt Meeting Summary RopI SO 344/'87-45 on 871201. Summary ol hcens- 
oe prc^rams presented Major areas discussed.desigrt basis documonlation & ays en- 
gineeririg programs. Proseniation mall onci 

PERElRA.D.B.. MENDONCA.M.M. Region 5. Ole of ttie Diroctor 87/12/22. 2epp 
43d6e.090-43d69:1t5. 

6801120138 Forwards Insp Root SO'344/67-43 on 07 1207- II . No violeilona naietf. 
ZIMMERMAN, R. Region 5, Ole ol Iho Direclor. 07/12/23. COCKFiELO PorWand Gen- 
etRi EieclflcCo 2pp 439QO.209-43990.218. 

-8801130141 insp Repl 60-344/87-43 on 071307-11. No violations or doviallons 
noi4<1 Major areas Inspected Tomporary Instruction 2516/84 re vonhceilon ol corr^if- 
anee w/order lor mod of llconse &j>rtmary coolant ays pressure Isolation vatves. 
CLARK.C., PEREIRA, O.0.. MENOONCA.M.M. Region 5, OIc ol the Diroctor. 87/12/ 
23 8pp 43990211-43990:218. 

8712230003 SuppI 1 to NRC Into Notice 87-028, “Air Sys Problems at US IWRs " Sve 
I si oncl. 

ROSSI,C.E. OiVision ol Operational Evenis Aseesemoni (Poal 870411). 67/12/28. 
Consolidoled Edison Co. of New Voik, Inc. I24pp. 4309S;l3a-43905'257. 

6712310182 Responds lo NRC 871125 Itr ro violal'ona noted In Insp Ropt 50 344/87- 
34.C<irroctlve ocllons;procoduros reviewed re lire protection program tiiianoos or 
mods porformod to Idonllty woaknossas In spocllylng gualllicaiiona ol review poisors- 
nel 

C-OCKFIELO.O V/. Portlarid Oeneral Electric Co 07/12/20. Documont Control Branch 
(Oooomont Control Desk). 1 4pp. 43923 344-43923. 367. 

8601130021 Forwards Insp RopI 50-344/07-42 on 871 130-1 204.N0 vta'aiions noted 
WENSLAWSKI.F A. Reg'on 6. OIc ol the Direclor. 07/12/28 COCKFIELO.O.W Pori- 
laid Qenojal Eleclrio Co. 2pp. 44039:ie5'440a0;20S. 

-8801130024 Insp Rapt 50-344/87-42 on 871 130-1204 No violations or doviallons 
notod Mejor areas lnspectod:redioacilve l-'qu'd S liquid weste.radicaciive gaaoous 
waste sys & lacl'lty tours. 

HOOKER.C A . ClCOnE,Q.R.. YUHAS,Q.P. Reglan 5. Olo ol Iho Director. 07/12/20 
epp. 4403a.tQ7-44Qa9.2Q5. 

8601050443 Responds lo NRC 671130 Itr ro violations noted In Insp Ropis 50-344/67- 
40 & 60-344/87-37.Corroctlve acllona:porson3 Involved counaaiod & Coro Ouatlraril 
Power Till Ratio Verillcetlon Procedure POT-28-1 revised. 

COCKFIELO.O.W, Portland General Elocfrlc Co- 87/12/30. Oocumam Control Branch 
(Documant Control Desk). 9pp. 43962:133-43962:141. 

6712280186 NRC Into Notice 87-086, 'Tnappropriale Application ol Commerciai-Otado 
Camoononte.'' Sve list cnci. 

ROSSI.CE. Division ol Oporational Events Assossmont (Post 870411) 87/12/31 
COPSQ'Idetod Edison Co ot New Yqrk. Inc. l20op. 4306S 25Q-43890.0I6. 

8712300881 NRC Info Notice 67-087, “Lessons Learned From Rog'onol insps of Ll- 
eensoQ Actions in Response to IE Bulletin 00-11." Sve list enci 
R09SI.C.F. Division ol Oporational Evenis Assossmont (Post 870411). 67/12/31. 
Consolitfelod Edison Co. of New York. Inc. 123pp. 44030:i€-l-44C38-206 

8801200484 Responds to NRC Compliance Bulletin 87-002. “Fastoner TeannQ to Ooiot- 
mine Compllanco W/Appiicabie Mans Specs." Ootay ot 30 days nooded ki order lo 
review & compile leb test resuita.Roquesiod info will be provided by 0602 16. 
COCKFIELO.O.W. Portland General Electric Co 80/01/00 Ooaiment Control Branch 
(Dopumenl Control Desk), tp. 440S7.on-44OS7;0i6. 

8601050394 SuppI I 10 NRC Info Nollco 86-001, “Orokon Exlernai Closure Bprlnns on 
Atwood 8> Morrill MSiVa." Svo list oncl. 

ROS3I.C.E. Division of Opeialional Events Aesossmeni (Post 6704ii). eo/OI/ll. 
Conso'idaied Edison Co. ol New York, Inc. 123pp. 44038.041-44038 163. 

8601270640 AcK receipt ol 871230 Hr Inlormlng NRC ol Slaps taken lo correct violaUona 
noted In Insp Repl 50-344/07-40 Area of gualdy vorllication may require oddI Hconsoe 
aitenllon Reoxam ol quadrenl power lilt ratio roqueslod. 

XIRSCH,D.F. Region 5, OIc ol (ho Direclor. 88/01/22. COCKFIELD.OW Portland 
General EloclrlcCo. Ip. 44145:141-44145:141. 


R. Periodic operating reports & related correspondence 

8801140321 Monthly oporeiing rept lor Deo t687.W/080l06 Itr. 

ULMER, F.J.. OLMSiEAD.CA. Portland General Elocino Co. 87/12/31. 6pp. 
44042:321-44042:326. 

6801210126 NPOES noncornpllance noilllcallon:on 671209,sewege IroaCmonl plant of- 
riuenl max daily limit of 6.3 lb BOO oxcooded w/ discharge of 6 lb. Caused by Ngh 
influent How roles from Inleakage. “Olscherge Monitoring RepLOec t937“ eiKl. 
HESS.R J. Portland General Electric Co. 8^01 /It. Oregon, State ol. 3pp. 44092.208- 
44092:300. 

-8801220086 “Discharge Monitoring Repl, Doc 1087." 

HESB.R.J. Portland General Elociric Co. 87/12/31. 10pp. 44092:299-44092 308. 


S. Reportable occurrences, LERa & related correspondence 

8801110312 Requests imdate ot LER 67-033-00 to Indicalo Investigation rosiSts & 

S lanned lesoluwri.per 871204 telcon. 

IRSCH.O.F. Region 6, OIc ol Iho Direclor. 87/12/24. COCKFIELD.D.W. Portland 
General Elociric Co. Ip. 43099:339-43999:339. 

8801070002 Special replon 671229.Channel A ot reactor vessel level lnslruinenlal>on 
sys (RVLIS) declared InoperabIs.Caused by hydreullo Isolator leilure.Adjostmenl 
made.Pellod power supply In RVLIS Channel B replaced & channel made oporablo. 
OLMSTEAO.C.A. Portland General Eleciric Co. 87/12/30. Document Conirol Branch 
(Document Control Desk), ip. 43999:324-43999:324. 

8801050403 LER e7-036-00:on 871202.selsmlo monitoring Instrumentation surveillance 
missed Caused by personnel enor .Required surveillance performed & seismic monitor- 
ing Inslrumenlailon veiilied operable.W/871231 Itr. 

KERSHUL.B., OLMSTEAO.C.A. Portland General Electric Co. 67/12/31. 3pp. 
43060:360-43960:362. 


8601 120350 LER 87-037-00 on 671 206.reactor tripped manually (ollow.'ng load rOieciio.'i 
iransiant.Causod by fa-lure of load docioase pushbutton l.n elcclrohydrau'ic ccnttol 
MS.Load tfucroaso pushbutton roplacod.W/aBOiOS lir 

KEflSllUL.D,. OLMSIEAD.CA Po.'tfanrl General Eleciric Co. 86/01/05. 4pp 
44040:096-44040 090 

6801130168 Special repi:on 071207, listed lira po.'ietratlons determined lo be nonlunc- 
bonal lor grasior than 7 days Caused by normal ag.ng of seal'ng mall & Inadequate 
rostoration of sea's. Panobailoris repa rod 

OLMSTEAOjCA. Portland Qonoral Eiccinc Co. 80/01/06. Oocumeni Control Branch 
(Oocumoni Control Desk). 2pp. 44039:354-44030 366 

8601140068 Special rapi on 871233.3-h lira barrier nonlunclonal for greater man 7 
daysCaused by inadequate const that left structural separetiort gap between F;rQ 
Arens T6 & Tl.Fire patrol esteblishocl until repa rs mede. 

OLAISTE/^.CA Port'and Qanoial Electric Co. 08/01/00. Document Control Branch 
(Oocumeni Control Desk) ip. 44043:301-44043:301. 

88011400BS LER fl7-032-01:Dn 8704 1 7,RCS wide range pressuro transm.iters PT-403 & 
PT-40S found ool-ot-calibr.Caiisod by piossuie Iransm.uot drill. Tiensmuois ca'ibr 6 

E ’OinsiaCadoo accaplance lesl on now transmttere ova'uaied W/680108 Itr. 

EnSHUL.®., OLMSTEAD.CA. Portland General Electric Co 00/01/00 4pp 

44038.331-44030.334. 

6601140087 LER 07'021-0l.on 870821, oponina of .'ncorreci fuse drawo' caused by 
12 47 KV bus u.ndorvoliago occurred Caused by personnel error. Operator counseled 
on correci molhorl lor potonlial iranslortnor fuse rap:acomonl.W/8a0100 Hr. 
KERSflUl.O , OLMSiEAD.CA. Port'and Gonoral Eloclnc Co 88/01/08. 4 cd 

44026:310 44038:321. 

6801240128 NPOES noncon^lanco noWicallonots 67t209,6OvraaQ treatment ptam ol- 
Huorti max daty limit ol 63 lb BOD oxcoedod w/ ilischa.'ga of 9 Ib.Caueod by high 
■nHuoni fiow rales from in’oakago. "Oischarga Moniierlng Ropi.Ooc 1937" oncl 
HESS.n j. Portland General Electric Co. QO/01/1 1. Oroopn State of. 3pp 44092 200- 
44002 300 

-8861226986 ' Discharge Wonllor'na Repl.Deo 1 907." 
ilESS.n.J Portland Gnneral Electric Co. 87/12/31. 10pp. 44092 299 44092 308. 

8801199120 PNO-V-OB OOrpn OBOIOO.iaACIor irip/imbino trip occurred & plan) shut- 
dowri for graato' then 40 h.Ceused by dirty coniect >n cablo connection lo pre- 
at^iiior .Containment leakage also d'seoverod Manway cover b^ie loiqued. 
ME^NOONCA.M Regon 6. Ole ot Iho Drocior. 88/01/12. ip. 44065.142-44065:142. 

8601289S06 Special repi;on 0601 M.Chonnci A narrow longo conianmoni wplor level 
insfrumoni declorod Inoperable duo to suepoclod level iranemitior prob'o>Ti AHernale 
moiliod of mpniiprlng contsinreent sump A narrow range level oslab: shed 
OLMSTEAD.CA Port'and Gonero) Elootnc Co. 86/01/15. Document Control Branch 
iDocumem ConltPl Desk) Ip 44136:175-44136:175. 

8801270276 Summoiy ol Operaiino Reactors Evenie Mooting 80-02 on 880112 re 
evenis which pccurted since lesi moeimg on SOOIOS Llsi ol atlontfeos, significant ele- 
fflonta of events & tabulation ol lonn-ierm loHowup easlnnments to be completed oncl. 
LANNiNO.W. Events Assessment Drench 86/0l/tS. ROSSI, CB. Division ol Opor- 
ei-onni Events Assessment (Post 070411). iBpp 44155:136 44165'16I. 


V. Operator Eiemlnatlone 

880I1S0244 Rnquesie that uiii luin sh end rol mall in order to moot scheduio lor reec- 
lor & eonlor roscior oi^orstor liconsing oxams on 880329 & 68033D OrtOt.Olhor guid- 
ance mail for exams olso oncl 

PATE.R.J. Roglon 6. Olo ol the Direclor. 88/01/00. COCKFIELD.OW. Portland Gen- 
walClOCWcCo Bpp 44041:276 44041:263. 

6601200231 Pnrt.al response lo FQiA roquesi lor documents ro werkor training pro- 
grama & INPO Hairing eccrodltatlon.Forwords App F pocumonls.App E & F docu- 
monte else ave isblo In POR.Ad(ll records also available rn PDR under Bossong FOIA- 
07-204. 

GRrMSLEY.O.H. Pivis'on ol Rules & Records (Post 670413) 68/01/12. OOIEY.K 
Pubkc Cilizon'e Crilicel Mess Energy Projeci. Qpp 441 IB 001-441 18.030 

-6801220 138 Advises of aitondanco at 070923 Nail Nudoor Accrqdillng Board mooting 
at 1HPO olce In Atlanla.OA ro (reining programs el two plants Encm Include l.sl of 
Qoaid membof nemos & attondoos & 671 tOS plant status acciedilauon teblo 
QIBSON.AF. Region 2, Otc ol the Director. 67/1 1/02. ROE.J. Division of Licensee 
Perfoimonce & OuQ'ity Evaluation (Post 870411). 8pp. 44110.159 44 1 10.166. 


DOCKET 50-346 DAVIS-BESSE NUCLEAR POWER STATION, UNIT t 


F. Security, medical, emergency & fire proleotlon plans 

8801 1 16266 Rev 1 IP “Dove'opmont ot Evacuation TimO Esimalas lor Davis Besse Nu- 
destf Power Station." 

* KLO /tssoclates, Inc. KLDTR tSO RQI. 07/11/10. 52pp. 43969.001-43969.053. 

6801 110470 Rev 0 to Pages 5-1 l,E-7 & L-10 to evacuation time eslimalea. 

' Toledo Edison Co. 07/12/21. 4pp. 43088:156-43980:159. 

8801120399 Revised omorgency plan oil normal precaclures.including Rev 0 lo HS-EP- 
02607, "Hellpod Use & Conirol" & Rav I lo HS'EP-02820, "Earthquake." Hov 4 to 
table of contents end. 

' Toledo Edison Co. 87/12/22 22pp. 43900:002-43000:106. 

6801110247 Change I.Rev t to Emaigorcy Plan imptemonllng Procedure ttS-EP- 
02240, "Olfsito Dose Assossmenl." Revised labia of comenis oncl. 

* Toledo Edison Co 87/12/29. Bpp. 4398S'252-4398S:259. 

8801110366 Forwards minutes of 871029*30 meetings re status of hro protoclien 
program .responses to NRC request lor addi Info. Rov 3 to App R corrpliance assoss- 
menl repl & Rev 9 to final hazard anaiyels rept. 

SfiELT^.O.C. Toledo Edison Co. 80/01/06. Document Control Branch (Document 
Comrol Desk). 13pp. 43002.353-43063:137. 
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^XOroKS Misw Co, WOUM. Oocomont Contfol B-onch (Oocumont 

S K IP W0«?.23M‘*092.?31. 


0. AdvlMry Commrnee on fle«tw S»<t9«r<fo Mport* » co/«ipoftd«ftco 

“S,'”Sn& ~ S «i/S wl « 

farS£Srrc:Ar„^si« 

oSSLoSl^a/ofluards. I8pp. 44155-^6 44165.135. 


P. Op#r*Ung ilcenie stage dotumenls 5 conesponderK# 

sunnMOM Fivwajda ir.fo ra Resource Techn.'cal Svcs.Inc^ncW^ sutwnary ol NRC 

^^psctwoANRC Fcxm 28 'o' three erdslng contracis.aurtt Wo. work h-siory « l-sis 
reS^I^K speclsl .nsos 4 ol current tesoorce svc^ 

Ffim^SRA Resource TecPmcal Soiwos, tnc. NR&2687-4I7 07/12/16. 

JOHNSON, EH Rc9ior>4.0tcolthe0itaci0i. 71pp 43998.230.43090.300- 

5001050231 Provides danficaiion to 800122 application IM arneiuJ to IJ^6NPF.3 i 6 
suson review board «spohsibi.'itlea,pej 8^127 0 1202 teiow w/AW OoAgaxlo fi 
lUHraioecmeN revising Tech S^s 6 5 I 8(b) & 6.5 3 1 W.(b).W) 6 (e)- 
8 HEIt(5i5x 3C Toledo Edison Co fl7/t2/2e. Oocomani Control Branch (Documam 
Control Desk) 2pp 43960 34443960.345 

0801140134 Forwards notice ot consideration of issuance of amend <o Ifcense NPF-3 6 
oooortufiitv for prior hearing ra uHI 87Q0O? emend eppk^tlon 
OEAQA2IOAW. Proieei Direelorale 
Co 2pp. 44033:19844033.204 

-8501140137 Notice Of consideration ol issuance ol amend to ucenee NPF-S & oppor- 
lurrty tor prior hearing re uiji 870807 request revising Tech Space ro selely eys Insiru- 
maniaton 4 eonuinmeni isolation vaNes- . 

OE AQA2IOAW. Pfoiaci Oueetorato 111- i 87/ 12/29. 5pp. 44033 20048033:204. 

1801140220 Forwards notice o> consideration of Issuance of amend to licenee NPF-3 & 
oopertuiviYlorpnorheanngfe870504 appi'<ai)onleiiaiTi6f4. . 

OSAQAiloAW. Pfdeci uireciorate mi 87/12/29 SHgiTON.O.C. Toledo Edison 
Co 2pp. 44033:10044033:105. 

-8001140253 Notice of considerabon of issuance of amend (o liconse NPF-3 & oppor- 
(uNiy for hearing on 870504 request re deletion of surveHlence requirement tor period- 
le cnennei lijnciionat tests & channel caiibrs for feodpurnp turbine. 

OE aQA 2IO> W. Protect Oireclorate lll-i. 6?7«729. 4pp. 44(03.102-44030-105. 


1, 87/12/29 SHELTON.O.C. Toledo Ed-son 


8001110343 Lists acbone desenbed in 870420 response to NRCdreh SER oi prpeodue 
oenersborv package detailed re'^we ttvat would be performed 6 enhertcementa rnede 
to emergency opeisbng procedures (EOP) EOP changes will result from plant mode 
ShElTONO Toledo Edison Co 87/12/31 Document Conirol Branch (Document 
Control Desk). 2pp. 43985-32643985 329 

8801120010 Responds to NRC 871125 requests for vU conCmiaUon (hal certain oul- 
slaMing m^s re Reg Guide 1 97 would be impiementad during hfih 6 sbrth reluefing 
outages Cwetd Kivedule for outstsevding mods ksted 

SHELTON.OC Toledo Edison Co 67/12/31. Document Control Branch (Document 
Control Desk). 2pp. 43987:29143987:292. 

8001130201 Forwards appTicaUon tor amend to License NPF 3.clanlying boron concen- 
tration requirements lor refueling conditions, specmcally requirem^e not eppllcabie 
when reactor vessel con^ietefy defueled.Fee paid. 

SKELTON, OC. Toledo EAsort Co 88f0UO4. Document ConVoi Branch (Oocumervt 
Conuoioesk) Ip 44003:11844003:130. 


-8801 13020S Application for amend lo License NPF-3.clanlying boron conconiration re- 
<2uiremenls for refuekng conditions, specIPcally roqtrvemenis not appiicablo when ro- 
actor vessel comdetety defueled. 

SHELTON.O C Toledo Edison Co. 88/01/04. gpp. 44003:11944003 127. 


-8001130207 Proposed Tech Specs, clarifying boron cortcenlreUon lequiremenis for re- 
fueling conditions 

’ Toledo Edison Co. 88/01/04. 3pp. 44003:128-44003.130. 


8801 140398 Forwards SER accepting responses to Generic Lb 83-28.nem 2 2(Part I) re 
equipment classificstion programs lor safety- related corrvonenle.Requeels conlema- 
bon procedures, programs 8 sys cunently In use aa described tn subrntitels 
OE AGA2IO.AW. PioiecI Dractorale lll-l. 88/01/ti. SHELTON.O.C. Toledo Edison 
Co. 3pp. 44031:08144031:069. 


-0801 140404 SER accepting license response lo Generic Ur 83-28.l(em 22.1 re equ^ 
menl dassificabon programs lot safely- related components 
' Proiecl Oirectorale lil-l. 86/01/1 1. 6pp. 44031:06444031.069. 


8801150234 Forwards appRcaOon for amend lo License NPF-3.sddlng Ihbd special inter- 
est grrMp ot steam ^neralor tubes Issuance of Tech Spec amend by 68031 1 te- 
aueated in order to support pre-inspection settvUies Fee pw. 

SHELTON.O.C. Toledo Edison Co. 88/01/11, DocumenI Control Branch (Document 
Control Desk). Ip. 4404id19-44041:037. 


-WpilMtt? AppTication for amend lo License NPF-S.revfsfnfl Tech Spec 4.46.2. 
' Steam Generator Tube Samite Selection." to include third apecial inilwest gioup. 
SHELTON,O C. Toledo Edison Co. se/Ot/tl. 0pp- 44044:02044041:027. 


■"•WIISO^ Proposed Tech Specs adding third special interest group ot steam gener- 

fttOf tU06S> 

• Totedo Edhon Co. 88/01/11. tOpp 44041ri)28-44041:037. 


8801190143 Fotvrarda SER accopfng util rosponsoa ^ 

I A ifi ^ THo 


u ra eauipinyiK vi svhw.w. .-r -s- • 

P descnblngimerloce program 

DE AGA2lO,A.W. Ptoiocl Diteciorolo lil t 00/01/12 SlItL I ON.u.t.-’ 
Co 3pp. 44053:005-44053:010. 


-8801190147 Safety evaluation accepting uiil rosponsoa lo Qoiiptic Lit 83-2 

fParl Rreoqapmenl classilicallon ol toatlw tup aye comporxpit^ 

' NRC • No Detailed Allillation Given. 00/01/12 3pp 440 j3.000-44053O10 


Qfttvt-vnntRV ctvrsAfAffift aooiceUon & appiicot-on too for amonri to License Nl 
®?np2iaSnw pi?n to dSlolo tjpo 1 vital a.oa dosignniion a two-ma 

SHELToij^D C^Sro?edo Edison Co. 00/01/12. Document Conbol DrorCh I 
Control Desk). Ip. 4‘1092:231-44002 231. 


8801270416 Fonvards application for atnonU to Liconso NPK-G.dololjng 
lion 3/4. 3. 3.7. '■Chlorlno Doiocilon Sya," duo to rovilocomont w/licitld 80( 

SHELTC^N.DC.^Tolodo Edison Co. 68/01/16. Documoni Conirol Oronch 
Conirol Desk). Ip. 44140O54-'141‘l0 072 


-8801270440 ApphcsHon for amond ic .iconso NPF-3.do!olino Tucli Spec 6 
tlon 3/4 3 3 7. 'Chlorine Deioclion Sya." W/ aupport'im Info. ^ 

Belton D C. Toledo Edison Co. 00/01/16 I5pp. 44140.055-44140.009. 


-8801270443 proposod deletion of Toch Spec & Qasla SocHon 3/4. 3. 3-7, C 
•^Toiedo'ldison Co. 00/01/15. 3pp 44140:070 44140 072. 


8801270271 SubmIB plans lor liantJlina svnvfl-.llnnco rer^iomotM tlrrvo (ritorv 
coming reluoling outago.par discussion w/ AW DoAgano. 

SHELTON DC Tolecto Edison Co. 00/01/18. Document Control Dranch 
Control 0^1 3pp. 44169.012-44109:014. 


8801250306 Fonvards SER re uM submlltals on Qoriorlc Llr 03-28. Item 4 6.2 

inp reiiebillly-on iino losllng.Rosponso accopioblo. ^ 

DE AGA2IOA.W. ProlocrDItocIpralo 111-1 08/01/10. SHELTON.O.C. TO.i 
Co 2PP 44115:260-44115-263. 


-8801250312 SER accepilno uVi) 031209 /OBponso lo GonOilO Ur p2-26.1lt 
reactor trip reitebiiiiy.on-ime losting.Unli dosignod to permit on lmo fuftcuoni 
divorsa trip leaiuros ol reactor trip broekore. 


irvorse inp reaiuros oi teaciut mo oroo^oIB• __ 4 .* ««■ 

KiDi*- . r^Atai'Ais Air.iiaiiAn nWn 06/0 /10. 2nn. 441l6:262-44ll0'?&> 


8801250545 Forwards opplrceHon for amond to Uconso NPr-3,iovl5ln9 Toe 
allow one-iimo exiension ol 30 days to 10-month eurvoHloneo Inlorval foi 



«nCL f w. ivrvvw wuiovr* wv' V • 

Conirol Desk). 2pp. 44112:220-441 12:240. 


-8801250547 Application for amend 10 Liconso NPF-G, revising Tech SpO; 
one-ilme evieneion oi 30 days to lO monin aurvollionco Intonrol lor opotai 
ol 13.e-KV bus iianslet. ^ _ . 

SHELTON D.C. Toledo Edison Co. 00/01/20. Documoni Control Ornneh 
Conirol desk) 13pp. 44112:230-441 12 242. 

-8801250650 Pioposod Toch Spocs.Bilowing ono-limo OKlonslon of 30 e 
month survol’lenca intorvol tor oporabiilly loslinn ol l3.B-kV bus Iransfor. 

’ Toledo Edison Co. 88/01/20. Spp. 44112:243-44112:240. 


0. Inspection repoHe, IE Builellne 8 correspondence 


8712160369 NRC Info NoMco 87-084. "ConvIcHon for FalBlIiCOllon Ol Socu- 
Recr>rd5 " Rve lisl end. 

ROSS1.CE. Division ol Operational Evonls Assossmonl (Ptssl fl7C4ll}. 
ConaoNdalad Ediaon Co. of New York, Inc. t20pp. 44153.001-44 163:124. 

8712170119 NRC Into Notico 07-065, "Plant Opotollon Ooyond Attalyzod « 
Sve list encl. 

ROSSI, CE. Division ol Operational Events Aaaoasmonl (Post 070411). 
Conaolidaled Edison Co. of New York, Inc. 120pp. 44056.008-44056: 127. 

8712230003 Suppi I lo NRC Info Notico 07-020, "Air Sys Problems Ql US I 
list ond. 

ROSSI, CE. Division oi Oporallonal Evonts Aaaoaamont (Pesi 070411) 
Consolidated Edison Co. of Now York, Inc. 124pp. 43095:136-43005:257. 

8801040093 Documents 07 1 104 meoHna -rr/ulll to actions lekon irt lospons 
mendaliona mads In Inap Repi S0-346/07-25.UM committed lo 
recommendations AddI Info re event documonlod In 871009 roaponso to 1 
action llr. 

NORELIUS.C.E. Region 3. Ofe of Iho Oirocior. 67/ 1 2/20. SHELTON.D. Tc 
Co. Ip. 43003:126-4^3963:132. 

-6801040089 Corroded pages lo Augmented Inap Team Inap Ropl 60-349/ 
• Region 3, Ofc of the Director. 07/12/20. 6pp. 43063:127-43063:132. 


8712290185 NRC Inlo Notice 07.060, "Inapproprlale Appllcallon ot Comm 
Componenls.” Sve list end. 

ROSSI, C.E. Division ol Operalional Evonts AssossmenI (Poet 670411) 
Consolidated Edison Co. of New York. Inc i20pp. 43905.250-43066:010. 


8712300091 NRC Inlo Notice 07-067, "Losaons Loerned F/om Regional 
censeo Actions in Responso to IE Bulletin 00-11." Sve list end. 


ROSSI.C.E. ONialon of Operational Events AssoasmenI (Post 670411) 
Consolidated Edison Co. of New York, Inc. 123pp. 44O38;164-44O3O:206. 


9901110607 Forwards Malm insp Team Insp Ropt 50-346/87-30 on 8711( 
lowup to 870906 reactor bip a subaequenl equipment problems.No violt 
NORELIUS.C.E. Region 3, (5fo ol the (Srecior. 88/0 l/Ol SHELTON,0. Tc 
Co. 2pp. 43986.03 1-43986 048. 
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-6801 1 10S20 Me nt Insp Team insp Rept 60-346/67-30 on 071102-06 new (terns of 
concern noted Ma, or areaa inspected mein foodwator, svc water & component A 
spent tuot pool coohng water sys.includ ng evaluation of mall condition & rnalnl back- 

(^LDEMONO.W.G. Region 3, OJe ot ttie Director. 87/12/17. iGpp. 43906:033- 
43986:048. 

6801050364 Sepp! 1 to NRC Into Notice 86 GOt , "6rohen External Ctosiiro Springs on 
Atwood A Wornll MSIV8." Svc list end. 

ROSSl.CE. Ocvlsion ol Opoiatlonal Events Assessment (Post 870411). QB/OI/ll. 
Conso'idated Edison Co. o' New York, Inc. I33pp. 44036:04l-44038:t63. 

6601160181 Ferwards Exam Rept 60-34G/OL 87-02 of exom edmlnalotetf on 871130. 
WRIGhT.G.C. Rog'on 3, Ole of the Oirocioi. 80/0t/1l. SHELTON, O. Toledo Edison 
Co 2pp. 44044-278-440 44:350 

-9001160152 Exam Ropt 50-346/OL'87-02 on 87l130.Exam tosultslout sotLor opoin- 
lor cend'datos passed exams. 

RElOlNGER.T.u , BLfROlCK.T. Region 3. Ofc ol the oiioclor. 88/01/08. 8dpp 
44044 280-44044:358. 


-0801120179 Parllary wilhho'd Phys’eal Socurity Insp Repls 50-348/67-34 & 50-384/ 
87-34 on 671207-11 (raf l0CPH2.790(d) & 73.2i).No violations noled.Major areas 
inepectedrsocun^ plan & implementing procodurea. 

€NNlS.JO.. M.CGUIRE.Ofl. Reo'on 2. Ole ot IhO OtreclOi. 67/12/23. Ip. 43607357- 
43967:357. 

8801270096 Advisoe that 871111 Rev 13 to physical security plan consistent w/provi- 
etonsol lOCFRSO 47(bl& acceptable 

COLUNS.O.M. Region 2. OJe ol the Director. 88/01/20. WCDONALO.fl.P. A'abama 
FowerCo. 2pp. 44166 064-44186:065. 


j. insuranca & Indemnity Information 

88810703S7 Forwards sndorscrnants.fncludina Endorsement 7 to MAELU CortiLcale M- 
76.Endo<semeni 7 to NELIA Certificalo N-7S, Endorsement 6 to MAELU Certificate U- 
66 & Er^orsemenl 0 to NELIA Certificate N-66. 

SANN/1.L J Marsh & McLennan, Inc 87/12/39. DlNlTZ.I. Olfico of Nuclear Reactor 
Regulairen. Oiracior (Post B70411) OSpp. 4363&:t6S-43930:26O. 


8801280065 Forwards Safety Insp Rept SO-346/87-17 an 87Q624-26NO violaiions 
noted. 

WRIGHTGC. Region 3, Ofc of <ho Director. 88/01/16. SHELTON.O. Toledo Edison 
Co. 2pp. 44120 272-44120 284. 

-8801260073 Safety Insp Rept 50-346/a7'l7 on 070624-2Q 5 1211-17 No vioiatkMia or 
deviations noted Major areas Inspected: activities re lE Quilelln 85-003. "Molor-Opor- 
atod Va've Co.'nmon Mode PaLures During Plsnl Trenslenis Due to.. ." 

WOllLD.P.n. PHILLIPS, MP. Roglon 3. Ofc of the DUocKtr. B8/01/15. iipp 
44120.274-44120:284. 


R. Periodic operating laporls 5 telated corteapondence 


P. Operailng license siege documenls 5 correspondence 

a7123(K)107 Forwards results ol add! sled-es re NUREG-'0737,llem l.D.l, concem:ng 
CROR & schoduiDS tor completion of romaindor ol studies, per 861229 commitment. 
MCDONALD, R P Alabama Power Co. 87/12/23 Documonl Control Branch (Oocu- 
men! Co/tirol Dosk) 6pp 43964:127-43084 182 

0801070295 Noiiilcetion of &B0106 maoHrig w/Wes'Jnghouse Owners Group Opoiaiions 
6 An^sis Suticommitteas In Gothesda.MO lo d-scuss si/bcommlileos invesLgations In 
enaly^ ares re Genarlo Ltr 07-12, 

TflAMMELL.CM. Pioiect Direclofote V. 87/12/30. KNIGHTON, Q.W. Project DlreclOf- 
ate V. 4pp. 43d4S'344-43946'347 


8801309443 Monthly operating rapt for Doc 1087.W/8001 13 Ur. 

CIPRIANl.J , STOnz.L.F. Toledo Ediaon CO. 07/12/31, 6pp 44057:029 44057.034. 


S. Reportable occurrences. LERa & related correspondence 

8501040575 LER 57-014'00:ciri 571125, deioimlnod that doUcteney whicti occulted 
during performance of lire hoso hydrostatic lost made fire hoso station inoporabio 
from eM022*26.Cau$od by rnadonualo procedural guidance.W/87i 228 Ur. 

STOTZ.J,, STOnz.L F. Toledo Edison Co. 67/12/20 4pp 4398l:t67.4396iri70. 

5801130038 L£R 07-0l5-00on S7i207.raacior tripped due to Instrument ak pressure 
1088-Caueed by e'r d 7 ars sefendd vaivo A pressure switch faiiuro Solono'ii vaM) re- 
pa'rod A prossuro swilch replaced W/660t09 ilr. 

DAFT.C.f , STOnZ.L.F. Toledo Edison Co. 80/01/06 Cpp. 44030:061-44030066. 


V. Operator Examlnatione 

861)1110488 Advises that projeciod completion deiss for items id&niiliod m onci sltiii 
technical advisor/senior reactor operator tram'ng program schedule provkfod in 
670309 Mr.per Generic LIr 06-04. 

SHELTON, DC Toledo Edison Co 87/12/31, Document Control aronch (Oocomenl 
Control Desk). 3pp. 43969:178-43069.100. 

8601200144 Roguesls Region III cooperation A support In helping uN ech'eve Swih op- 
erating shill A implement sh fl rnenaner program. Number of cand'dalcs for ropfaco- 
msnl opatatcr exam sthodulad lor 800516 inctoasod Lead NRC examlrvet noUHod- 
SHELTON.O.C Toledo Edison Co. 80/01/06 OAVlS.A.Q. Region 3. Ofc of the OIrec- 
lor. tp. 44058:196-44050:196. 

8601160318 Requesis oncI listed ref malls at least 60 days prior to wnKon A oral opera- 
tor A sonlor reactor operator licensing exams scheduled for wk of 860316 Require- 
manis lor adminisiraiion of wriilcn exams A other guidance also end. 

WRIOHT.O C Region 3. Ofc of the Director. 80/01/11. SHELTON.O. Toledo Edison 
Co. tOpp. 44041:(rg0-44041:089. 

0801190181 Forwards Exam Rept &0-346/OL'e7-02 of exam adminslored on 871130. 
WRIGHT.G.C. Roglon 3, Ofc ol the Director. 88/01/11. SHELTON.O. Toledo Edbon 
Co. 2pp. 44044:278-44044:368. 


6801070417 Noiilication of 060115 moating w/llconaee A consultants In Belhosda.MO 
10 dlacusa recent 6-inch saioly injociion crack A analysis A relation to generic impilea- 
fiords (ei RWRs. Discussion quasiions end. 

REEVES.C A Projoci Oodorele ll-l. 60/01/04. ADENSAM.E J. Project D-redorato 11- 
l.3pp 43049320-43949322. 

88012003)1 Partial response lO FOIA roriuesi Ipr documonts re worker training pro- 
grams A iNPD training eccredilabon.Ferwerde App F documonta-App g A F docu- 
monis also available In POR AddI records also avaliablo In PDR under Bossong FOIA- 
07-204 

OniMSLCY.OK Diviaion of Rules A Records (Post 670413). 80/01/12 BOLEY.K. 
PiMic Odtan's CitUcai Mess Ercr^ Piojocl 5pp. 44ll8;001-44tl6'.036. 

-8801210336 Trip lopi Ol 680721-25 visit to plant lo obeeivo INPO acerodtation loam 
evaiuailon ol six irainlnu programs, including Insinimsniatlon A contiol 
(ochnic'an.mochanleel maim A olocitTcal mainiLlst ot Team members end. 
FALCONER.D P. Region 2. do of the Dlreotor. 68/08/20. QIGSON.A.P. Region 2, Ole 
of the Ovoctor. 4pp. 44tl9:010-44110 024. 

6801200011 Foiwerds corrected safety ovaiuetlon Page 2 re Amends 74 A 66 lo LI- 
cortaes NFF-2 A NPF-O.tospectivoiy.doteiing rel (o quarterly aurvoilisnce losnng "on 
siangered tost basis." 

REEVES.E.A. Pimact Oiroctorale 11-1. 88/01/14. MCDONALO.R.P. Alabama Power 
Co. Ip. 44091:138-44091:141. 

-0801210084 Corrected Pago 2 of safety evaluation re Amends 74 A 66 to Licenses 
NPF-2 A NPF.O.rospeclvely.daieling rel to quartorly surveinanco testing "on slag- 
gd/od test bans " 

^ Office of Nucieai Reacloi Rogulatlon. Director (Post 670411). 87/11/16. 3pp. 
44091.138-44091:141. 

8801200327 Forwards Qvaluailon of effect of reduced safety Inleciion flow correspond- 
Ing to spkiing lo containment backpressure on small broaV LOCA analysis. FSAR 
u^elo wJ| bo mode lo relied peak c'addlng temp oltocla contained In evalualion. 
MCOONALO.RP. Alabama Power Co. 66/01/1-1. Documonl Control Branch (Docu- 
riKml Control Desk). 13pp. 44057:076'440S7;090. 

5801210194 Penial rosponsa lo FOIA luquesi.App Q documents already avsUabte in 
PDR.Aiv H documenl8.ro tNPO accreditation tralning.onci A available in POR. 
GRIMSLEY.D.H. Division of Rules A Records (Post 870413). 80/Of/f9. BOLEY.K. 
PubBc Cttlion's CrUlcal Mass Energy Project. 4pp. 44095:001-44095 022. 


-8801 190162 Exam Ropt S0-346/OL-87-02 on 87 1 tSO.Exam resulla four senior opera- 
tor candldatos passed exams. 

REIDINGER.T.D.. BURDICK.T. Region 3. Ofc of the Director. 86/01/06. 08pp. 
44044-.a80-44Q44.356. 


-8801210349 Forweide comments on licensee Ira'm'ng performance during period of 
INPO acctedilatlon elfotl.Cerlilicalfon ol licensed operator training program end. 
GRACE, J N. Region 2, Ole of the Director. 87/02/25. DEMTON.H.R. oflice Ol Nuclear 
Reactor Rogulatlon, Director (851125-870411). 4pp. 44095:081-44095:084. 


6801200231 Partial response lo FOIA requesi for documenis re worker framing pro- 
grams A INPO training accroditatlon.Forwards App F documents App E A F docu- 
ments also avaliablo in POR.Addi records also available in PDR under Bossor-g FOIA- 
87-204. 

GRIMSLEY.O.H. 0.vl8'on of Rules A Records (Post 870413). 88/01/12. BOLEY.K. 
Public Cltl 2 en's Critical Mass Energy Project 8pp. 44118:001-44 1 18:039. 

-8801220136 Advises ol attendance at 870923 Nat) Nuclear Accrodillng Board nweUng 
at INPO otes In Allanta.OA re training programs at two plants.EncIs Include Hst of 
Board member names A atlandees A 871105 plant status eccreditalion table. 
GlBSON,A.F. Region 2, Ofc ol ine Director. 87/11/02. ROE,3. Division of Licensee 
Peitormaoce A C^ality Evaluation (Post 87()4tt). 0pp. 441 19-.t69-441lB;t66. 


DOCKET 5l)-348 JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 1 


F. Becurlty, medical, emergency A fire protection plans 

6801120169 Forwards Insp Repts 60-34Q/e7-34 A 60-364/87-34 on e7l207 II.No wlo- 
lalions or deviations noted. 

CLINE.W.E Region 2, Olo ol the Director. 87/12/29. MACDONALD,H.P. Alabama 
Power Co. 2pp. 43987:365-43907:367. 


O. Inepscllon reporta, IE Bulletins A correspondence 

8712160389 NRC Info Notice 87-064. "Convictlort lor Falsification of Secunty Training 
Records.” Svc list end 

ROSSI, C.E. Division ol Ope/elional Events Assessment (Post 670411). 87/12/22. 
ConsoMaled Edison Co. of New York, Inc. 120pp. 44163:001-44153:124. 

6801060440 Responds to violations noted in Insp Repls 50-346/67-3t A 50-364/87- 
31. Corrective acl.'onstdiesel test procedures will bo revised by 660129 lo ensure 
dtesol generator corrected for proper operation. 

MCDONALD. R.P. Alabama Power Co. 07/12/22. Dotuirienl CcmliOl Brandt (Docu- 
mont Control Desk). 2pp. 43691:264-43991:265 

8712170116 NRC Info Notice 67-085, “Plant Operation Beyond Analyzed Conditions." 
&IC (is! end. 

ROSa.C.E. Division of Operational Events Assesamont (Post 670411). 87/12/23. 
Consolidated Edison Co. of New York, Inc. 120pp. 44056:008-44056:127. 

8712230003 SuppI 1 lo NRC Irtfo Notice 87-028. "A<r Sys Problems at US LWRs." Svc 
8 b( end. 

nC^^.C.E. Division of Operational Events Assessment (Post 870411). 67/12/28. 
Consolidaied Edison Co. ot New York, fnc. 124pp. 43695:138-43995-267. 
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8801120 16» Fonvards Insp Repls 50-348/07-04 & SO 064/87-34 on 87t207'1l.No vto- 
labons or doviat^ns noiod 

CUNe.W£ flogicn 2. Ofc o/ the Dirocto'. 87/18/29. MACDONALD.R P. Alabama 
Power Co 2pp. 40967.355-43987:357. 

■>8801120179 Parliaiiy wiUihald Phy&caT Security losp Rapla 50-346/97-34 & 50-364/ 
87-34 on 871207-11 (rel l0CFR2-790(al) & 732lj-No vWatona nolod.MaJoi areas 
inspaciedisecurity plari 8 frrplamenting procoduras. 

ENNfSJ.O., MCGUiRE.OR. f^l<yn2, Oteot meOitoctor. 87/12/23. ip 43987:357- 
43987:357, 

6801110305 Forwards In&p Repts 60-348/87-29 & 50-384/87-29 ort 871010-1116 8 
notice ol wlolaL'on. 

VERFIELLIO.M Region 2, Ofc ol tha DIreclor. 87/12/30. MCOONALO.RP. Alabama 
Power Co. 2pp. 440^307 ■44030;317. 

•'8801110342 Notce ol violation Irom insp on 67l010-l116.Vjolei.on notedsurvoy 
records ol tadiai.on hazards nd availebla. 

VERRELLI.O.M Region 2. Olo ol ilie Diroclor. 87/1S/3I. 2pp. 44030:30944030:310. 

>8801110346 Insp Bepls 50-348/87-29 & 60-384/87-29 on 871011-1116. Vto'aMona 
noled.MaJor areas Inspaciedeurvolilance observaiion.monlhly ma-'ni 
observation operatiorral aalety vonf'eet'on 8 enpinoered safety eys mspa. 

BRADFORD, W.H . M»LLER.W.H.. OANCE.H C.fieglon 2. Olc ol iho Dlrecior- 97/12/ 
SB. 7pp. 4403031 1-44030.317. 

67 12290 155 NRC Inlo Notice 87-066, "Inapproprlalo Appliceiion ol Commorcral-Grado 
Coirponenls." Sw Hal end 

ROSsl.CE. OMsIon ol OpereHonai Events Aasossmonl (Post 870411). 97/12/31. 
Consofdaled Edison Co. of New York. inc. 120pp. 430e&;2&e-43968Otd. 

6712300091 NRC Inlo Noi-ce 87-087, lessons Loerned From Rag>onai Inspa of ll> 
cansee Actions In Response lo lE Qulielm 80-11." Svc I St enci. 

ROSSI, CE Orvislon of Operational Events Asseasmenl {Poei 670411). 67/12/31. 
Consolidated EdisonCo. ot New York, Inc. I23pp. 44036- 164-44039:296 

6801050394 SuppI 1 to NRC Inlo Noilce 86-081. "Brokon External Clo&ura SpnrtQS on 
Atwoi^ 8 Motnil USIVs." Svc lisl oncl. 

ROSSI, C.E. Division ol OperaKonel Events Assessment (Post Q704il). ee/Oi/li. 
Consolidated Ed-son Co. of New York, Inc. 123pp. 44039:041 •44039163 


R. Periodic operating raporte 9 refaled correepondence 

8601200384 Monihfy operating repi lor Dec 19a7.W/860l 14 Itr. 

WOOOARO.JO, UC0ONAtO.aP. Aiaoema Power Co. 87/t3/3l. 0pp. 44107:30I- 
44107.309. 


8S010400B6 LIcortsee ohlectiona to rOQuast for production ol documents tw Ar 8 lA'ater 
Pollullon Patrol 6 motion for protectivo order.* Roquest ro records of false sc.vstion 
oi monitor alarnrs roouires oxienstve research. Certllicele of Svc end. 
W£TTEnHAHN,M.J. Philadelphia Electric Co. WETTERHAHN.M.J. Connor 8 Wer.a- 
hahn. iirtBS 5255. 87/12/29. Air and Water Pollution Patrol. 6pp. 43SS9.29t- 
43688:265 

6601040103 Liconaeo response to request for production of documenta by Ar 5 tVatsr 
PoSuUon Patrol did 671207.' Usi ol arva-lable requested documonts ptovldad.W/CcrV- 
Kate ot SvcRelaied correspondence. 

' PKtade’pNa Electric Co #160 5254. 67/12/29. Air and Water Pollution Patrol 
43666:151-43966.153. 

8901130943 Ali & Water Pollution Patrol (Romeno) reaction to I'consoe timo-dc'ijfsd 
response for production of documonts as ordered by NRC adnilivitriwe 
ludgaa.87t 120.* Requests that util pe reprimanded for defaulting on 671 t2C>on]et. 
nOMANO.F.fl. Air and Water Pollution Patrol. #189 6292. 88/01/05. WOL/E.S. 
COlE.R.F., FERGUSON, G. Alomlc Gaiety and Ucenslng Board Pan«i 2pc 
43809:309-43090 310 

6801130045 Uconsao opposiUon to Intervanor RL Anthony request lor extonslMol tine 
(0/ discavery.’ Intervenor request should bo denied es interyonor had adoqia'a cp 
ppduntw to review tesponses & pursue addl discovery W/Certincate cd SvQ 
W£nERHAHN,M.J. Philadelphia Electric Co. WEnERHAHN.M J. Conner 8 het-sr- 
hehn #168 5203. 08/01/66. Atomic Seleiy and Ucenslng Board Penal 5pp 
43969.319 43980:323 

6801160D46 Momoianditrn & order (granting in part Anthony request Iv bra 
oxtonsion.amanding order ol 871120).* RL Anthony & Air & Water Pollution Palrol<4n 
servo orttwars to licensee 071123 motion by 68021 1 . Served on 8801 12. 

WOLFE.S J. Atomic Safoty and Licensing Board Panel. #188 5330 £6/01/11. Anth> 
ny.R.L 4pp 44033:260 44033:263. 

88012993S2 Advises that licensee does not Intend to formally respond to 6601(1 
mam ro Alt & Water Pollution PatroLAllhough document claims dolauH In dscevery/P 
Oosis for assertion & nol proper mot'on to compel. 

WCrreRHAHN.M j. Pwiaoelphla Efeciric Co. W6TTBRHAHt4,M J. Connor 5 Wal'.sr- 
hahn. #198 5363. eB/OI/fG. WOLFE.S.J., COLE.R.F., FEROUSON.OA Aatnic 
Seleiy and Licensing Board Panel. 2pp. 44050:t25'44050:126. 

9801280434 Order denyino requests in AWPP 060105 submission.* Motion dani0d<AiS 
10 noncompHsnee w/ioCFRl740(f) in felling to set forth licensee response or obfeC' 
lions lo roqussi for discovory.Sorved on 860121. 

WOLFE.S. 8. Alomic Sslety ana Licensing Board Panel- #166 5300. 68/Ol/IB. 2pp 
440e8;126-44099;127 


V. Opsrsior Eisrninsifons 

8801200231 Partisl response lo FOiA request lor documeriis re worker KainloQ pro- 
grams & INFO iralning acc/Odiiation.Forwords App F documenu.App E 8. F docu- 
mems also available m POR Addi records also evoi'abie in POH undor 6oa$ong FOiA- 
97-204. 

QRiMSlEY.O.H. OMsion of Rutos 4 Records (Post 87<l4l3). 8(9/01/12. BOLEY.K. 
Public Cil'/en's Critical Mass Energy Profecl. 8pp. 44118 001-44118 039. 

>8801220138 AdvJses of ailendance at 870923 Nall Nuclear Accredling Board meeHng 
at INPO ofes in Allants.QA re training programs at two plants Encis tnciude list o> 
6oe/d metr^t names & attendees & &7i 105 plant status accrodttatlon table. 
QlBSON.AF. Region 2, Ofc of the Director. 87/11/02 ROE.j. Division of Licensee 
Performance S OuaHtyEva'ualion (Post 670411). 0pp. 44t18.l59-44ll9.l66. 


DOCKET 50<3S2 LIMERICK GENERATINO STATION, UNIT 1 


f. Security, medical, emergency 9 fire prolecilon plana 

earn Insp Repts 60-352/67-27 9 50-353/67-11 
in 671020 at Unit 1 A forwards notice ol 
ovide adequate Ike protection features. 

Orector. 87/12/30. KEMPEfl.J.S. Phd8<Mph>8 


insp on 870622-0702 & folfowup Insp on 
vovidod (or control cables ossoc*- 

?/30. 2pp. 4307l:277-43971;279. 

& nolice of violation. VMalion oi 
-roleclion eys ldenti(k>d.lndiCallrtg 

s/01/f4. GALLAQHEA.JW. PKia- 


•l210.Vlolatlon noled:9te suppres- 
lockad & closed from 1:00 am (o 

44047.-257.44047:267. 

71101'1210.Vtolatlon noted M^ 
waikdown of redundant reacth^ 
eillanee. 

the Direclor. 8S/01/12. 27pp. 


lion ol (Irite ter discovery.* Extert- 
-evenled study of mail provided A 

?0. Alomlo Safety and Ucen^ng 


H. Osneral cotrsapendanes 

6712280019 Ack receipt of 67i20l Itr describing plans (or mgi changes ai fociiiliei 
KANE.W.F. Reolen i, Olc el the Direclor. 87/12/21. OACLAQMER.J.W. Ph-.'sds'pNs 
Electric Co. 2pp. 43803:017-43693.016. 


J. Inaurance A indemnity information 

660I27CK)B9 Forwards Endorsomenis 22 6 23 lo NELIA Policy NF-294. Endorseri»-:s 
16 A 17 to MAEIU Policy MF-tt3 6 Endotasments 5 to MAELU Ceitilicato MIS 6 
NELIA CeniiicateN-98 

BRAOLEY.EJ Philadelphia Electric Co. B8/01/1 1. DlNlTZ.I. NRC • No Ooiai'edA'fS- 
abonGtven. 7pp, 4<ll69:2e2-44t69:2e6 


P. Operating llcanae slage documenia A correspondence 

6601129990 ForwaiUs tnlo re Resource Technical Svos.lno.includtoa summary ot hRC 
con^ct work, NRC Form 26 lor three existing contracts, audit Inlo.wofk history 8 lets 
of expertise available for special insps 6 ol current resource svcs. 

FELTHOUS.RA. Reeouice Technical Soivlces, Inc. NRC-26.B7-417. 67(12115 
JOHNSON.E.R. Region 4. Olc of Ihe Director. 71pp. 43998:230.43998:390. 

9801300231 Partial reaponss lo FOIA roquesi tor documents re woiKei t/alnl^ pro 
grams A INPO training accreditation Forwards App F documenls.App E A Fdocu 
msnts also available In PDR Addl records also available In PDR undor Bosseng FOIA- 

97-204 

GRlMSL€Y,aH. Division ol Rules A Records (Post 670413). 88/01/12. BOLEY/- 
fhjUic Crlizen's Critical Mass Energy Pro[ecl. 6pp. 44118:001-44118:039. 

-8612060547 Trip repi ol 661029-30 visit to Nall Nuclear Accrediting Board maatng to 
mviaw selectoo tremkig (or plants. Board reviewed lour sties A 24 programs. 
MCKEE.P.F. Operating Reactor Program Br.Div ol Inspection Progf8ms.l6 (6M2I2- 
970413) 66/12/02. PERSENSKY.J.J. Maintenance A Training Branch ??P. 

44119077-44119076. 

>8613090030 Summary ot INPO Accreditation Board 661015 A 16 meetings re encl&t 
ot ladilfy programs. 

GIBSON.Af. Region 2, Ofc of the Director. 86/10/17, RUSSELL.W,T, Dmsoo cl 
Human Faclors Technology (851 125 870411). 3pp. 441 19:041-44119:043. 


O. Inapection reports, IE Bulletins A correspondence 

8712160369 NRC Inlo Notice 87-064, "Conviction lor Falsification ol Security Tia-nivg 
Records." Svc list end. 

ROSSI.C.E. Division ol Operational Events Assessment (Post 67041 1). 67/12/72. 
Consolidated Edison Co. of New York, Inc. t20pp. 44153:001-44153:124. 

8712170119 NRC Info Notice 87-065, "Plant Operation Beyond Analyzed Cond'Joni' 
Svo list end. 

ROSSI.C.E. Division of Operalional Evonis Assessment (Post 870411). 67/12(23- 
Cortsolldated Edison Co. o' New York, Inc. 120pp. 44056:008-44056.127. 
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0712230003 Suppi 1 lo NRC Info NoUce Q7-026. "Air Sys Probloms at US LWR9 “ Svc 
liSt and. 

ROSSI, C E. Division of Operational Evonis Assossmenl (Post 070411). B7712/26. 
Corisolidated Edison Co. of Now York, Inc. 1?4pp •I3995;t3e-43S95 267 

0601120310 Ack tecolpl of 871209 Itr informing NRC of stops taken to correct vtolelions 
noted In Insp Rept 50-3S2/87-25. Actions lo close 40 open mainl roquosi forms & to 
covisa Pcocaduro A-26 will be oxamlnod during future Insp 

JOHNSTON, W.V. Region 1. Ofe of tbe Director. 87/12/28. QALLAGHER.J.W. Phifa- 
daipbla Eloctric Co. 2pp. 44040:028-44040:032. 

0001110301 Discusses Special Const Team Insp Ropis 60352/87-27 & &0'3537a7-lt 
on 070622 0702 & followup insp on 671020 at Unit 1 & forwards raUce o< 
violallon. Violation involved failure to provide adoquato fire protection features. 
RUSSELUW.T Region 1, Ofe of me Director. 67/12/30 KEMPER.J S Pfaladelphia 
Electric Co. 3pp. 43971:274-43971:278. 

-6801110311 Nollce of violation from Insp on Q70622-Q702 & followup inep on 
871020. Violation noted. (Ire protection features nol provided for conitol cabms assoti- 
eiad w/emergoncy diesel generators. 

nUSSELl.W.T. Region i. OIc of llta Director. 87/12/30. 2pp. 43971-277-43671:278 

8712290158 NRC Info Nollce 87-086, "Inappropriate Application ol Commercial-Grade 
Compononle." Svc list end. 

ROSbl,C.E. Division of Operational Events Assessment (Post 670411). 87/12/31. 
Conso'Idated Edison Co. of New York. Inc. 120pp. 43906.268-43090.016. 

6712300091 NRC Info Notice 87-087, "Lessons Learned From Regional irtsps of Li- 
censee Actions In Response lo IE Bulletin 80-11." Svc list oncl. 

ROSSI.C.E. Division of Operational Evonia Assessment (Post 870411). 87/12/31. 
Consolidated Edison Co. of New York, Inc. t23pp. 44036:164-44030'289. 

6601050394 Suppi 1 to NRC Info Nollce 86-081, "Broken External Ciosixo Springs on 
Atwood 8 Morrill MSIVs " Svc list end. 

ROSSI, CE. Division ol Operational Evama Assessment (Post 670411). 86/01/11. 
Consolidated Edison Co. ot New York, Inc. I23pp. 44038. 041-4403&;163. 

8801190314 Forwards Safety insp RopI 60'3S2/87-28 & nollce ol vlQlaUart.Vlolatlon ol 
admlrttstralive conlrots causing Inoperebilily ol lire ptotection ays tdentdted.lndicaung 
ibal equipment lag-oul not properly evaluated 

W£N2INGER,E.C. Region 1. Otc of the Director. 88/01/14. QALLAGHERJ.W. PhBa- 
de’ph'a Electric Co 2pp. 44047:265-44047:284. 

-8601190389 Notice of vfolatlon from Insp on 871 101 -12 10. Violation notod:fire suppres- 
sion v/ater Isolation Valves HV-022-1 105 8i 0068 unlocked & closed from 1:00 em (o 
6:16 am w/o shill supervision permission. 

* NRC • No Oelelled Aflillatlon Given. 88/01/14. Ip. 44047:267-44047:287. 

-8601I903SS SalQty ln»] Rept SO-392/87-26 on 67 1101-12 10. Violation noted-Major 
areas lnspe«lad:NRC Bulletin 87-002 on (8e(enor8,weikdown of redundant teaclMly 
control sys.piani tour & observations of maint 8 survenfanco. 

WILLIAM3.JH. LINVILLE.J. Region 1. Olc of the Ouector. 86/01/12. 27pp. 
44047f258-44047:2d4. 


R. Periodic operating raporie & related oorreepondenoe 


6501220216 Monthly operating rept for Dec 10d7.W/0eOfi6 Ur. 

GROPP,R.W., ALOEN.W.MT Philadelphia Electric Co. 87/l2/3t. 6pp 44169:166- 
44169:171. 

6601140006 Submits 1987 annual rept ol ell challenges lo safely/reliot vsNos.per Tech 
Spec 6.9 I.S.b.Challengee defined as automatic opening of main steam sys sstoiy/ 
tellel valves in roeponse lo high reactor pressure.No openings roporled 
ALDEN,W.M. Philadelphia Electric Co- 68/01/07. HUSSELLIw.T. Region 1. Ofe of tfw 
Oireclor. Ip. 44043:282-44043:292. 


S. Reportable occurrencee, LERa & related correepondenee 


8601130072 Part 21 rept re reactor protoclive sys breaker trip. Initially reponod In uU 
LER 67-023.Caused by misoperallon of 27N undervollage relay when control under- 
voUage reapplied alter having been oK. 

KAISER, AP. Brown Bovert Corp. (subs, of Brown Boverl & Co., Ltd.)- 67/12/22. 
BERLINGER.C. Generic Communications Branch. 3pp. 44001:244-44()01:^6. 

8712310041 LER 67-063-00:on 871116, Tech Specs violation occurred when unap- 
proved blocking permit mistakenly eppHed.Causod bv personnel error. Persorvtel coun- 
seled on administrative procedures & memo lo shift personnel l88uod.W/67i224 Hr. 
MENGERS,C.A, LOQUE.R.H. Philadelphia Electric Co. 87/12/24. 6pp. 43696:219 
43898:223. 

8901110220 PNO-1 66-001:on 8e0t04,reallgnmenl ol nuclear mgt updated. Action pro- 
vides for corporate officer at each plan! lo elevate level of plant In corporate mgt 
struciure. 

LINVILLE,.]. Region t, Olo ol the Director. 88/01/04. fp. 43099:337-43009:337. 

8801120009 LER 87-046-01:on 870919, reactor scrammed following main lurbme trip on 
low elecirohydraullo control sys oil pressure.Caused by failure of tubing eockel 
we'd.PIpe section w/falled weld reptaced.W/e80105 Itr. 

MENGERS,C.A., LOQUE.R H. Philadelphia Electric Co. 68/01/06. Opp. 44030:080- 
44030065. 

8801120104 LER S7-066-00:on e71208.HPCI sys Inoperability discovered Caused by 
ma'function ol hydraulic-mechanical overspeed trip mechanism. Malfunction corrected 
& appropriate procedures revl8ed.W/660l07 Itr. 

MENQERS,C A.. L0GUE,R H. Philadelphia Elecirio Co. 88/01/07. 7pp. 44030.004> 
44030:100. 

8801190134 Forwards LER 87-088-00,conec1lng dale ol rept trom 870107 lo 880107. 
LOGUE,RH. Philadelphia Electrlo Co. 86/01/07. Document Control Branch (Oocu- 
menl Control Desk), ip. 44047:905-44047:311. 


V. Operator Examinations 


8801200231 Partial response lo FOIA request for documents re worker training pro- 
grams & INPO training accreditation. Forwards App F documents App E & F docu- 
ments also available in PDR.Addl records also available In PDR under Bossong FOIA- 
87-204. 

ORIMSLEY.O.H. Division of Rules & Records (Post 870413). 88/0t/t2. BOLEY.K. 
PiiUttc CiUzan's Critical Mess Energy Prolecl 6pp. 44116:001-44118 039. 

-8801220136 Advises of attendance at 870923 Nall Nuclear Accrediting Board meeling 
at INPO olcs In Allanta.QA re training programs at two plants.Enc^ include lisi ol 
Board member names & eltendoea & 671 toS plant status accreditation table. 
GIBSON, A.F. Region 2. Olo of the Director. 87/11/02. ROE.J. Division ol Licensee 
Performance & Quality Evaluation (Post 870411). Spp. 441 19:169-441 19;166. 


DOCKET 60*353 LIMERICK GENERATING STATION, UNIT 2 


A. AppUeallon/constriictlon stage documents & correspondence 

6801120090 Forwards Info re Resource Technical Svcs.Inc, Including summary of NRC 
conbarA work.NRC Form 28 lor three existing conlracls, audit Into, work history A lists 
of expertise available for special inaps A o( current resourco sves. 

FELTHOUS.RA Resource Technical Services, Inc. NRC-26-87-4t7. 87/12/16. 
JOKNSON.E H Region 4. Ofe of the Director. 7lpp. 43998:230-43996:300. 

8601200831 Partial response lo FOIA request for documents re worker training pro- 
grams & INPO training accredilation. Forwards App F documents.App E & F docu- 
ments also available in PDR.Addl records also available In PDR under Bossong FOIA- 
87-204. ^ 

ORIMSLEY.O.H. Division of Rules A Records (Post 870413). 88/01/12. BOLEY.K. 
Pubkc Cilizen'a Crillcal Maas Energy Projacl. Bpp. 44 1 18:001-441 18.039. 

-6612060547 Trip rept ol 861020-30 visit to Natl Nuclear Accrediting Board meoimg to 
tevlow aolocted iram'pg for pIsnla.Board reviewed lour sites A 24 programs. 
MCKEE.P.F. Oporaling Reactor Program Br.DIv of inspeebon Programs.lE (850212- 
8704131. 86/12/02 PERSENSKYJ.J. Maintenance A Training Branch. 2pp. 
441t6.(}77*44l 19.078. 

-68t209(X>30 Summary ol INPO Accrodriatlon Board 66t0t6 A f6 meetings re end lisl 
oi iadlity programs. 

QIBSCM.A.P. Region 2. Olo ol the Director. 86/10/17. RUSSELUW.T. Division ol 
Human Factors Technology (65i 126-87041 1). 3pp. 44i 10.041*441 19.043. 


F. Security, medicsl, emergency A fire protection plena 

6601130283 Forwards list ol drswinga requested lo aid NRR to prapaia lor safeguards 
regiriatory olfeciivenoss revlew.Revfew will determine if safeguards regulation yield 
lovei of proieelion Iniended by NRC.Drawlngs requeslod by 880331. 

MARTlhTT.T. Region 1, Ofo Of the Directpr. 87/12/29. KEMPER, J.8. Philadelphia 
ElecblC Op 3pp. 44030:045-44030 047. 

8801200006 Forwards Selely map Rept 50-353/e7«l6 on 671116-1220 & notice ol 
vtoieifon.ViofatiOA involves failure lo properly classify design change document affect- 
■rM saietyroiated work activities. 

WENZINGER.E.C. Region 1. Olo ol Ihe Director. 88/01/08. KEMPER, J.S. Philadelphia 
Eledrlc CO. 2pp. 44052;25e'44052:27e. 

-0801200012 Insp Repi 60.353/87.16 on e7ni8*l220.N0 violations noted. Major 
areas Inepectod.work acilviiles, procedures, records relative lo recirculation pump 
motor.preoperatlpnai lest procodure review, fire prolecifon A assurance ol quality. 
1ANLL1AMS.J.H., LINVILLE.J.C. Region 1, Ofe of Ihe Director. 68/01/07. 16pp. 
44052:261-44062:278. 


H. General correspondence 


6712290013 Ack receipt ol 871201 Itr descnbfng plena tor mgl changes st facilities. 
KANE.W.F. Region 1, Ofo ol the Director. 07/12/21. QALLAGHER.J.W. Philadelphia 
Electric Co. 2pp. 43eB3.Ot7-43B63:0ie. 


O. Inspection reports, IE BuHstlns A correspondanoa 

8712160369 NRC Info Notice 67-064, "Conviction for FalslficaUon of Security Training 
Records." Svc list end. 

ROSSI, C.E. Division ot Operatfonal Events Assessment (Post 870411). 67/12/22. 
ConsoMdeled Edison Co. of New York, Irto. 120pp. 44153:001-44153:124. 

8712170119 NRC Info NoUCo 87-085, "Plant Operation Beyond Analyzed Conditions.” 
Svo Nst end. 

ROSSI, C.E. Divlalon ol Operatlonel Events Assessment (Post 870411). 87/12/23. 
Consolidated Edison Co. of New York, Inc. 120pp. 44056.008-44056:127. 

8712230003 Suppi I to NRC Info Notice 67*028. "Air Sys Problems at US LWRs." Svo 
list encL 

ROSSI,C.E. Division of Operaiionai Events Assessment (Post 8704tt). 67/12/28. 
Consolidated Edison Co. ol New York, Ino. 124pp. 4369S:138-43995:267. 

8801110301 Discusses Special Const Team Insp Repts 60-362/67-27 A 50-363/67-lt 
on 670622-0702 A followup Insp on 871020 at Unit 1 A forwards nollce of 
vIotaHon.Vlolallon Involved failure lo provide adequate fire protection features. 
RUSSELUW.T. Region 1, Otc of Ihe OIrOGtor. 87/12/30. KEMPER,J.8. Philadelphia 
Eleclric Co. 3pp. 43971:274-43971:278. 

8712290165 NRG Info Notice 87-066, "Inappropriate Application of CommerclaUGrade 
Components." Svo list end. 

ROSSLC.E. Division ol Operational Events Assessment (Post 870411). 87/12/31. 
Consoltdaiad Edison Co. of New York, Ino. |20pp. 43665:258*43966:018. 



114 DOCKETED ITEMS 


6712300091 NRC Into Notice 07 067. "Lessons Learned From Regional Insps ol LI- 
censoe Acilons In Response (o IE Gulloim 80-1 1." Svc list encL 
ROSSI, C.E. Division of. O^ralionel Gvonis Assessment (Post 870411). 67/12/31. 
Coneolidaled Edison Co. oi New Vork, Inc. I23pp. 44038:164-44038 266 

8801140003 Responds 1o 5ALP Repi 50-353/86-99 tor Jan 1988 • Jul 1687 assess- 
meni period Problems individually & collectively reviewed in telaiion lo Indepen^l 
lindings made recently bv util & Bechtel. 

KEMPER, J S. Ph.l0delpba EieoWc Co. 68/01/06. RUSSEU.W.l. Retfcm l Ole ollha 
Director. 6pp 44043:258-44043:262. 

S88I200416 Responds to NRC 871207 Itr re violations noted In Insp Rept 60-353/07- 
14.Cci(reciive ectfona Uconstng Oocumeni Cbange Nonce (ICON) FS-1238 boing re- 
vised to reguJe I, sing of new commitiT.ents. 

KOWAlSKI.S J. Philfldoiphla Electric Co. 88/01/06. Documonl Control Branch (Docu- 
ment Control Desk). 4pp. 44057 .044'44057:047. 

8801200005 Forwards Batoty Insp Repi 50-353/67-16 on 671110-1220 & rroUce ol 
violation. Violation Invoivoa la'iute lo properly class fy design change documonl ailect- 
Ino ssfeiy-ra'aled work aclrvities 

WENZINQER.E.C. RMton I.Ofcof the Director. 86/01/08. KEWPER.J.S. Phlarleiphia 
Erectile Co. 2pp. 44OM:258-44O52:270. 

-8801300000 Nollce ot violailon from map on 671l1&-1230.Vlotat<(mntte(1.rr.(itot seis- 
mic lug missel reinforcemoni designated es nonsalety-relateJ work by QE Fletd Dis- 
position msltucHon 96-73030-t .NpOC Insp performed lor gusset Instaliallori 
• Region 1. Ofc of Iho Director. 80/01/08. Ip. 44052:260-44052:260. 

-8001200012 Insp Rept 60-3S3/87-16 on 871 11G-1220.No violaiions noied. Ma|or 
areas inspocied;worK acl)vil'os.proceduros, records relallva lo rodiculailon pump 
motor .preoperatlonel lest procedure review, f.re proiection & assurance of quality. 
WILLiAmS.J.H.. LINVilLE.J.C. Regon 1 , O.c ol the Olrocloi. 88/01/07 I6pp 
44052261-44052:276 

86010S0394 Suppi I to NRC Into Notice 66 081, "Broken Eiriernal Ctosure Spiinos on 
Atwood & Momll MSIVs." Sve list end. 

ROSSI.CE. Division oi Operal'onal Evenls Assessment (Poet 870411). 08/01/11. 
Consoildaied Edison Co. oi New York, inc. I23pp 44038:041-44038.163 


S. Reportable oecurrencee, LERa 6 related correepondence 


8801 1 10532 inConm Deficiency Rept 219-2 re wiring within power control complex found 
in Goniigjrailons not specified in Conneciions Oiagrems 8^C^I4TA 6 
e07E660rR in’tla'iy reponed o.n 87 l204.Anarys.i should be eo dieted by 680MI 
KOWALSKI, S j PMadeiphia Electric Co. 87/12/31. RUSSeLL,V/-T. R^on t. Ofc ol 
the Olredor. 2pp. 43966:152-43966: <63 


8601110220 PNO'l-68-OOi:on 800104, reaiigoment of nuclear mgt updaiecf. /tevon pro- 
vtdoe (01 cofpotata otncei %\ oath ptant to elevate lovet ot plant m coipoieto mot 
si/uciuie. ^ 

LINVILIE.J. Region 1, Ole of the Ouecior. 68/Ot/04. Ip 43999:337.43999:337. 


V. Operator Ekaml/iationa 

8601200231 Partial reaponea to POIA raquast lor documents re wotket tratning pro- 
grams 8 INPO iraming aecred'toiion.Forwarde App F documenisApp £ 8 f rsocu- 
mams also available in POR Addi records also avaifabio in POR under Sossono FOlA- 
67-204 

OHtM6LeY,OK. Dtvisiort ol Rules & Records (Post 870413). 88/0t7l2. 80teY.X 
Public Citizen's Cntical Vess Energy Prelect. 6pp. 44116 001-441 16:039. 

-8801320136 Advises ol aitondance at 670923 Natl Nuclear AccrediUng Board meellna 
ai JNPO ofee in Allania.QA re Irairtlng programs at two plants Encls irtefude Hal <3 
Board member names & etiondees & 671 105 plant status accrediiauan table 
QIBSON.A.F. Region 2. Ofc of the D.'feclor. 07/11/02. ROE,J. Ohrlslort ol licensee 
Performance & Ouaiity Evalueticn (Post 6704 11). 8pp. 44(19.159-44119 too 


OOCKEr 60-354 HOPE CREEK NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency 8 fire protection plena 

8801110399 Revised emergency plan implementing procedures.includng Rov t to EPIP 
403. “Public Into Uaison/Tecnnical Wnisr Response • Emergency Operaitorts Facllilv 
(EOF)'’ & Rev 2 to EPIP 404, "Prolectlve....'’ Revised labto ol conlenie enci 
Pub'lo Service Electric & Gaa Co. ol New Jersey 87/12/08- t8ao 43Q85 147- 
43986:104. 

8801110263 Rev 3 to Artificial Island Emergency Plan Security Implemenling Procodue 
EPiP SOI. "Opening ot TechnlMl Support Ctr (TSC)." Revised table ol contents elso 
encl. 

* Public Service ElecUfc & Oas Co. of New Jersey. 87/12/22- 16pp. 43970:I70- 
43970;ie4. 

8601110237 Reviser] Artilldsl Island emergency plan sletion procedures inckKl.ng Rev 2 
to EPIP 102H, "Alerl." Rev 2 to EPIP 103H, "Site Area Emergency," Rev 2 to EPIP 
104H, “General Emergency" & Rev f to EPIP 10SH. "ProloclNe Action... " 
FAWCtETT.D. Publto Service Electric S Gas Co. of Now Jersey. 67/12/30 I60pp 
43971:335-43972:148. 

8601110502 Revised /inilfcial Island Emergency Plan Adminisn^fve 
PfOcedures.liKluding Rev 2 to EPIP 1006, "Emergency Equlpmeni Inventory Radietton 
ProlecUon” & Rev 2 lo EPIP 1007.Rsvised (able of conlanis also encl. 

* Public Service Electric & Gas Co. of New Jersey. 87/12/30. 78 dp 43986074- 
43986-.t6t. 

8691120312 Rev 2 to Artificial Island emergency plan SecUon it, "Protectwe Re- 
sponse." Change page & revised table of contents encl. 

BURGIN.D., NICHOLS, 0. Public Service Elecino & Gas Co. oi New Jersey. 87/12/90 
9pp. 43991:125-43991:133. 

6801120336 Rev 14 to event classlllcatton guide. 

* Public Servfce Electric & Gas Co. of New Jersey. 87/12/30. 200[>d 43997008- 
43997:180. 


6801270016 Revised emergoncy plan implomonting procedures.consisting ol Rov 2 lo 
EPIP 602, "Radiological Dose Assessmont" & Rov 2 lo EPIP 603, "Fle’d McSiotlng.” 
W/revlsad labie of contenis. 

BANNER, C.W., WHITE, P., NICHOLS.J. Public Service Eloctric 4 Gas Co. 0! New 
Jorsoy. 88/01/12 tEOpp 44142 213-14142.332. 

8801270098 Rev 3 to Emergoncy Plan Implomonting Proceduio EPIP 20211, 0p»- 
ailons Support Clr (OSC) Activation & Oporallons." W/Rov 7 lo tablo ol corionis 
* Pubke Service Electric & Gas Co. oi Now Jersey. 80/01/22. 26pp. 44Uti.3Cii3- 
44140:328 


P. Oparetlng license elage documents & eorrespondencs 


8601120090 Forwards Info ra Rasourco Tochnical Svcs.inc.Including summary of NRC 
contract wuk.NRC Form 26 lor ihroo existing contracis.audil info.work his:^ 8 lists 
ol ermoHise avorlebla for special insps & ol current resource svea 
FELiHOUS.R.A. Rosoufce Technlcnl Services, Inc. NRC-26-87-417. e7/i2/'6. 
JOHNSOf.E H. Region 4. Ofc ol Iho O'roctor. 71pp. 43996:23043998 300. 

8801130346 Advises that end FR notice of considorallon of issuance ol a'ncvl re 
671214 applicalton lor amend to LIcenso NPF-S7, lovislng Tech Spocs (0 change re- 

S iiremonie to min critical power ratio.forwarded to Ofc ol FR (0( publication. 

IVEN8^K.Q. Projocl Dlreciorato 1-2. OD/01/08. MCNEILL.C.A. Publio Sotvice Eloc- 
(lU & Oaa Co. of Now Jersey. 4pp. 44005 34 7-44005:356. 

-6601136366 Hotlco of consideration of issuance ol emond lo License NPF-57,r«vl&ing 
Tecti Specs lo increase m'n criilcal power rello safoly I mit & revising Figoios 3 2. f-T 
6 3.2.I-2 10 Movido max overage planar heat generation Until curves. 

QUTLER.W R Project Directoraio 1-2. 80/01/08. 5pp. 44006:351-44005 355. 

8801160052 Final rosponso to FOIA requost tor documents re SA'^EfEAM 
program Forwards Am i 8 j documents App H & I documonia available In PDR.Olhe* 
rocoids avaliBble in POn.Anp j documanis partially withhold (rot FOIA Exorrplvji 6J 
GRIMSLEY.D.H. Division of Rulos & Records (Poal 870413). 88/01/12. WAXWEtl.B. 
Cosmos Broadcasting Corp. Spp. 44053:108-44053:272. 

-8601166107 Marked-up review ol plant SAFETEAM Insp activilias Region IV expects 
to execute at Comanche PeaK.nolaiod info ra Hope Crook SAFETEAM piogran (kk-’. 
DGNI^.RP. Region 4, Ofc of iho Dracior. 00/01/12. TAYLOR, J.M., NOONAN.V. 
NRC • No Dele-led Allihailon Given. 16pp. 44053:268 44053:272. 

8801200238 Fon%'Sids addi info to support 870921 Rov 1 lo insonrieo taring 
P'ogram.por 871207 request Appiovei for revised Relief Roquesie V 02 8 V-OS £ 
Reuef Request V’07 requosied. Moohng also requested. 

MCNEiLL.CA. Public Service Elecirie SGis Co. of New Jersey. 88/01/14. Oecvmonl 
Control B/anch (Document Conirol Desk). I3pp. 44052;l26-44()52;t38. 

8801290192 Forwatoa Amond 14 to Llcertse NPF.57 & selety evaluation. Atnend 
ehengos Tech Spoc 3/4.92 loquiremenls w/respeci lo min seuroo rengo nonllcir 
neutron count raid & deieies Toch Spec 3/4.10.7. 

RlVENeARK.0. Projeci Directoraio 1-2. 86/01/19. MCNEILL.C.A. Public Seivleo Eloo- 
irfc& OsaCo. 01 New Jersey. App. 44180:167-44180:226. 

-880129016$ Amend 14 lo License NPF.57,deloilng Tech Spec 3/4.10.7 & chsn»*ig 
Toch Spec 3/4 6.2 requiromanis w/rospect lo min eourco range monlloi nojvor 
count rato. 

8UTLER.W.R ProjecI Dlrociorale 1-2. 88/01/19. 22pp. 44180:201-44 160.222. 

-8601260197 Safety oveiuatlon supporting Amond 14 lo Ucenso NPF-57. 

* Olfleo of Nuclear Reactor Roguiatlon, Director (Post 670411). 68/01/19. Epp. 
44ie0.223-44l80.228. 


Q Inspection reports, IE Bollatlns 6 correspondence 

8712160389 NRC Info Notice 87-064. “Conviction tot Faislflcatiori of Security Tra/ilng 
Records." Svo list encl. 

ROSSI.CE- Dfyfslon of Operational Events Assessmenl (Post 870411) 67/12/22. 
ConsoHdafed Edison Co. of New York. Inc. I20pp. 44163:001-44153:124. 

87I2I76119 NRC Info Nolico 87-065, "Planl Operation Beyond Analyzed Condil'o'd-' 
Sve Hat end 

ROSSI.C.E. Division ol Operational Events Assessment (Post 070411). 67/12/23. 
Consokdated Edison Co. of Now York, Inc. 120pp. 44056.008-44056:127. 

8712230003 SuppI 1 to NRC Info Notice 87-028, "Air Sys Problems at US LWRs.“Sw: 
list oitcL 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 67/(2/28. 
Consokdetod Edison Co. of New York, Inc. 124pp. 43995:138-43695:267. 

8801140243 Forwards Safety Inap Rept 50-354/87-20 or. 6711 t6-20.Noviol8flO(i noted. 
MARTiNJ.T. Region 1, Ofo Of Ihe Director. 87/12/30. MCNEILL.CA. Publ.c Servlw 
Elocirlo 6 Gas Co. of New Jersey. 2pp. 44042;244-44042;263. 

-8801140249 Insp Bepl 50-354/87-26 on 67in6-20.No violeOon noted.Maior a'CSS 
ln8pec(ed:radlochomicBl measurements program, confirmatory meaaurements.eudils £ 
bofw analysis. 

KIRKWOOD, A , KOnAN.J., PASClAK.W.J. Region I. Ofo of Ihe Difoclor. 67/l2/2f. 
16f«- 44042:246-44042:263. 

8712290165 NRC Into Notice 87-066, "Inappropriale Application of Comme/clal-Qrado 
ContMnenia." Sve list erwl. 

ROSsl,C£. Division of Operational Events Assessmenl (Post 870411). 87/12/31. 
Consoildaied Edison Co. of New York. inc. t20pp. 43995:256-43990:016. 

6713360061 NRC Info NoHce 67-067, "Lessons Learned From Regional Insps el G- 
censee Actions In Response lo IE Bulletin 80-11.“ Sve list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 67041f]. 87/12/31. 
Consr^ldatsd Edison Co. of New York, inc. 123pp. 44038:164-44036:286. 

6801120265 Forwards Radlologlclal Controls Insp Repi 50-354/87-27 on 671116-18 6 
^One violation re leak checks of sealed sources reviewed & mel criteria for nons- 
suance ol notice ol vlolatiortNo other violations noted. 

MAHnN.T.r. Region 1, Ofo of the Director. 80/01/06. MCNEILL.C.A. Publio Service 
Electric & Gas Co. of New Jersey. 2pp. 44040:21 l-44040:22f. 
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-8601120262 RaOloIoglcel Controfs Insp Ropt 50-354/d7-27 on 87t 1 16-16 & 20.No vio- 
laiions noled.MeiO' aroos in8poc(ect:procoss & area racJiailon monitor su{va:l>anco 
testing, saa'eO sources. radiolOQlcal controls lor now fuel rocoipi & Insp & ALARA 
NlMlTZ.aL. SHANBAKY.M.M. noolon 1, Olc Of the Difoclor. 87/12/31. 9pp 
44040:213-44040 221. 

66010S0394 SuppI 1 10 NRC Info Notice 86-081, "Broken External Closure Sprinoa on 
Atwood & MortVl MSIVs." Svc list oncl. 

nOSSl.C.E. Division ol Operational Events Assossmoni (Post 6704ti). 68/01/11. 
Consolidated Edison Co. of Now York. Inc. t23pp. 44036 04 1 -44030: 163. 

660121023S Responds to NRC 071216 Hr re violations noted In Insp Rept 60-354/67. 
17.Corrective actions:lit issued to operators & mootings held lo review valviftQ & 
switching errors S quarterly Shift meetings 4 retraining tmplomonlod. 

MCNEILI C a Public Service Electric 4 Gas Co of New Jereoy. 66/01/15. Document 
Control Branch (Document Control Dosk). 6pp. 44086:131-44086:135. 

6801280336 Forwards response lo NRC Compliance Qullolln 87-002 re testing of 
(asiners to determlno contormenco w/applicebte matt specs- 
MlTTINBniOGE.S Public Service Eloclnc 4 Gas Co. of New Jetaoy 66/01/22 
RUSSELL W.T. Region 1, Ofc ol Iho Director. I66pp. 44159.219-44160.097. 


R. Periodic operating reporla 4 related correspondence 

8601210050 Monthly operating ropi for Doc 1987.W/060116 Itr. 

JENSEN.H , nnZMAN.R., lABRUNA.S. Public Service ElecVic & Gas Co. ol New 
Jersey. 67/12/31. 12pp. 44133.032-44133:043. 


S. Reportable occurrencea, LERs 4 related correspondence 

6712280060 LER 67-050 OO.on 871204, dolerminod surveillanco missed tor MSIV out- 
board steam soa'mg gas lest lino Isolellon valvo on 671111 tost Caused by personnel 
enor.Proceduro for tracking aurvel'lance lesllng rolnlorced w/poraonnol,W/67i2ii Hr. 
ERVIN,A.M.. LA8RUNA,S PubUc Servlco Eleclrlc 4 Gas Co. of Nevr Jetaey. 67/12/ 
21. 4pp. 43686.090 43606:101. 

6601050053 LER 67-046-00.Qn 87l125,lrlp of saloty auxiliary cooling ays (SAC^ pun^ 
B 4 0 & aulomalic alert ol pump A occurred. Causod by lack ol procauUona in ^CS 
venting procedure Procedure lor venting room coolers revised. W^67I224 III. 
COWLES, R.0 , LABRUNA.S. Public Sorvico Elodrlc 4 Gas Co. of New Jersey. 67/12/ 
24. 5pp. 43961:056-43961:062. 

8801120076 LER e7>049 OO.on 070409,prlmary conielnmem ponotraliOA P-22 la:lod lo 
meal Tech Specs task tale ctHotie Caueod rw seat leakage & packing toaks on two 
valves Leaking valves repaired & iote8lod.W/680l04 Hr. 

COWLES,R.D . LAQRUNA.S. Public Soivice Electric 4 Gas Co. ol Now Jeraoy. 67/12/ 
31. epp 44040.022-44040:027. 

6601120094 Special Repi 67-OlO-OO.on 67l2t0,norih plant voni mkl/Agh now range 
sample pump inoperable for more than 72 h.Causod by tnadequelo 
doeumaniailon Surveillance proceduro revised 4 achomailc drawings made available 
ERS/iN.A M., LABRUNA.S. Public Service Eloctnc 4 Gas Co. ol Now Joraoy. 68/01/ 
04. Oocumonl Control Branch (Document Control Desk). 6pp. 44040.033-44040.097. 

6601190089 LER 67-OSl-OOan 67l208.eulomatic roador scram occurred. Caused by 
ground no ol cabinota C & D which provided palh for spurious eignalPeiaonnei itv 
SiAJCted & monitor grounding conliguranon analyiod W/6MI06 Hr. 

EflViN,A M., LABRCiNA. 8. Public Service Elodrio & Gas Co. d Now Jersey. 86/0i/ 
06. 5pp. 44135:066-44135:072. 

8801190063 Spoclal Ropt 67-010-01 ;on S7l2l0,norin plant vent sampio pump dodsrod 
Inoperable lor more lhan 72 h due lo oquipmont faiiuro.Causod by ^doqualo 
doeumaniailon. Schemai-'C drawings of vent sample How sys mada ava-iabie. 

ERVIN,A M., LABRUNA.S. Publlo Servlco Elodrlc 4 Gas Co. of Now Jeraoy. 86/01/ 
06. Document Conirol Branch (Oocumonl Control Oosk). 6pp. 44108 229 44108:233. 

6601160060 LER 87-0S2-0O:on 67 1210, Isolation ol RWCU sya occurred wfvio pressuriz- 
ing iilter/demlnoializor (F/O) B. Causod by F/0 design darlclor^cy.Procoduros changed 
4 design change schodulod (or 1686 aulege.W/SSOfOO Hi. 

COWLES, R.B., lABRUNA.S. Public Sorvico Elodrlc 4 Gas Co. ol New Jersey. 66/Oi/ 
1 1. 6pp- 44108.238-44108:243. 


DOCKET SO-368 WILLIAM H. 2IMMER NUCLEAR STATION. UNIT 1 


P. Operating license stage documenls ft correspondence 

8801120090 Forwards info re Reaourco Technical Svcs.Inc.inciudIng summary ol NRC 
contract work,NRC Form 20 for three exlsilng conlracls.audil Info.work histoiy 4 1:91$ 
ol o^erilso available for special insps & ol curreni rosourco sves. 

FELtHOUS.R.A. Rosourco Technical Services, Ino. NflC-26-B7-4l7. 87/12/16 
JOHNSON.E.H. Region 4, Ofc of the DIredot. 71pp. 43996:230-43996:300. 


Q. Inspection reports, IE Bulletins ft correspondence 

8712160369 NRC Info Nolica 87-064. "Conviciion (or Falsification of Security Training 
Records.” Svc list oncl. 

ROSSI.C.E. Division of Operallonal Events Assessment (Peal 870411). 67/12/22- 
Consolidated Edison Co. of Now York, Ino. 120pp. 44163:001-44153:124. 

6712170119 NRC Info Notice 67-065, "plant Operation Beyond Analyzed Conditlone." 
Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/12/23. 
Consolidaled Edison Co. of New York, Inc. 120pp. 44056:006-44056:127. 

8712230003 SuppI 1 to NRC Info Notice 87-028, "Air Sys Problems at US LWHs." Svc 
list encl. 

ROSSI.C E. Division of Operational Evenis Assessment (Poet 670411). 67/12/28. 
Consolidated Edison Co. of New York, inc. 124pp. 43995:136-43995:257. 

87122M1SS NRC Into Notice 87-066, "inappropriate Application of Commercial-Grade 
Corriponenis " Svc list encl. 

ROSSI.C.E. Division ol Operational Events Assessment (Poal 870411). 87/12/31. 
Consolidated Edison Co. of New York. Inc. 120pp. 43995;26e-43996.016. 


8712300091 NRC Inlo Notice 07-067, "Lessons Learnod From Rdglonal Insps ot Li- 
censee Actions In Response lo IE Oullotin 60-1 1 " Svc list encl. 

ROSSI.C.E. Division of Operallonal Evonis Assessment (Post 070411). 87/12/31. 
Consa5daied Edison Co. of New York, Inc. f23pp. 44038.164-44038:286. 

88010S0394 SuppI t lo NHC Info Notice 66-081. "Droken External Closure Springs on 
At-wpod & MorrHl MSIVs." Svc list o(\d. 

ROSSl.CE. Division ol Operallonal Eventa Assessmoni (Posi 870411). 80/01/11. 
Cor^tdalod Edison Co. of Now York. Inc. I23pp- 44036 041-44036:163. 


DOCKET 60-361 SAN ONOFRE NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8801850533 Rev 2.01 to err.ergancy plan lor San Onofro Nuclear Generating Station 

IMia 1.2 ft 3 

OASKIN,K.P. Southorn Carilornia Edison Co. 67/12/04. 34pp. 430I4.022-43014;055 

8801110169 Ray 2 lo “Manual ol Emergency Events for San Onotro Nuclear Generating 
StaUonUmis 1,2 ft 3" 

* Soulhern California Edison Co. ' San Diego Gas & Eloctrlo Co. 97/12/15. I39pp. 
44006:224 44006:362 

8601200431 Forwards Rav 4A lo safeguards conL'ngency plan por 671201-04 tolcons re 
Rov 4 lo afan.Changos do not decrease aafeguaros olfectlveness ol p'an 
MOnOAN.HE Southern Californ’a Edison Co 67/12/29. Oocumonl Corvirol Branch 
(Documoni Convol Desk) 6pp 44057:229 44057:234. 

6801130455 Nolllicaiion ol OSOl 12 rnooling w/util in Baihasda.UD 10 discuss plant Pro 
proieciton 

hOOO.lf Project O.ractprata V. 86/01/07. KNIOHTON.G.W. Project Dlroctoralo V. 
4pp 44005:350-44005 369 

8801200145 Advises that 670410 ft 1226 Rovs 4 ft 4A to safeguards contingoncy plan 
consistent w/provislons of 10CFR50.54(p] & acceptablo. 

MONTGOMERY.J L. Rog on 5, Olc ol the Dirootor. 06/01/07. MOKGAN.H.E. South- 
orn Calilort^a Edison Co. 4pp 44060:194 44050:197. 

8601210192 Addendum lo Rov 2.01 lo omorgoncy plan. 

‘ SoulhorrtCelilotnla EdiSOnCo. 68/01/12. 6pp. 44083:226-44093:233 

8801250401 Advisos ihal portior^a of 070529 & 0807 Revs 16 ft I6A, respectivoly.io 
physical socunty p'an consislonl w/ piovfs'ons of 10CFR50.64(p) & 

acceplebloPlennod Rov I5B discussed Encl wiihhoid (rai t0CFn73.2l). 
SCARANO,nA. Renlors 5. Olc ol tho Olroclor. 09/01/15. MORGAN, H.E. Southorn 
CaMOrnlo Edison Co. Spp. 44109.359 44109 360. 

8801260419 PCMwardS Rov 2 lo util 670531 eubm.ltal on tOCFRSO.App R compHenco 
assessmont lor plant, por Oaneric Ltr 66-10. Schodulo (or comploilon ol fl'o pioloctlon 
mods uovtdod. Amends lo licenses for interim condliione wilt be submiltsd. 
MEOFOno,M.O. Sciulhorn Csiifotnla EdiSOh Co 00/OU21. Oocumeril Conltol Btiinch 
(Oocrimenl Control Desk). 32pp. 44126:270 44128 301. 


H. Generef correspondence 

8601250394 Responds lo 671207 Hr forwarding correapondenco from Q Golsmar urging 
iliai reector vassal level Indicator be Inaia'iod at feci'Hy.Maltor nol yol resolved bo 
cause of dilirculty ol adapting insirumont lo older reactor design. 

SlEuLO.V. Olc ot mo txocuWe Diroclor lor Operations. 95/01/16. CRANSTON, A. 
Senate Spp 44116 056 44116 080. 

-8304060306 Requests response to quostions to piertl satety rasuiting from reconl doc- 
umentary i-im, "60 Minutes lo Moitdown.'* e'rod on lolovision 

GEISMAn.e Atfliiaiion Not Assigned. 93/03/91. MATTSON,R NRC • No Oota-lod At- 
H-alion Given. Ip 44116:067-44116.067 

-6305060130 Ack recolpl ol 830331 Hr lo piantsB&W reactor nol In use al 
lauhtYMIsslon Vto|o,CA Is wall outside NRC detorminod aihotgency plaiMitng 
zonohesponses to apocific concorns listed 

MArTSON.nJ. Division ol Systems Iniogredon (611005-061124). 03/04/25. 

QEISMAFt.D. AIf.lfatlon Nol Assigned. 2pp. 44116.066 44119 069. 

-8901350427 Requests response to listed questions Inc'udlng whal kind ol ECCS Irt- 
sloHed al plant. 

GEISMAR.B. Affiliation Not Assigned. 64/02/09. MATTSON, R J. Division of Systems 
Integration (81 1005-651 124). 2pp. 441 16 070.441 10:071. 

-6403050294 Provides er^swers lo B40209 questions re Iscilitlos.Dlegrnm illustrating lur- 
Une oenereior orlenlBiion end. 

MArfSON.R.J. Divis'on ot Systems Integration (811005-651124]. 04/02/27. 

QEISMAR.Q. Afllliallon Not Assigned. 4pp. 44 1 16:072-44116:074. 


J. Insurance ft Indemnity Information 

8601270260 Forwards Endotsemenls 120-123,47-46.8 ft 7 la NELiA Po'ksles NF- 
t46,NS-2a2,N-10 & N e7,rospocllve1y & Endorsemonts 105- 109,9,8 ft 7 to MAELU 
Polidoa MF-38.M-10,M-6t & M-7, respectively. 

AOAMS,J.B. Southern California Edison Co. 66/01/14. OINITZ.I. NRC • No OetaTod 
Affiliab'on Given. 3Dpp. 44186.013-44166:042. 


P. Operating license stage documents ft correspondence 

8801120090 Forwaids info ra Resource Taclmlcal Svca,lno,lnck)dlng summeTy of NRC 
contract work,NRC Form 26 for three existing contrects.audit Info.work history ft lists 
of expartlee available for special Insps ft of curreni rosource sves. 

FELWOUS.RA. Resource Technical Services, Inc. NHC-29-e7-417. 87/12/16. 
JOHNSON.E.H. Region 4, Ofo of Ihe Director. 71pp. 43998:230-43098:300. 



(OccumenI Conuol DosM 2pp. 4392l:089-43921-134. 


-<712300109 • TfaPSShpmenl el ^ ' f^l 09M3921*l34 

• SouU'efnC^ofnia uisonCo. 87/12/31 44pp 4392l.09i 4 . 


“SS15 

(Oocumenl ConUo* OmM 3pP 43927.020-43927022. 


8801150007 nerals fM inadvertenily omitled from 871224 Bubmillel fe &pen% luel ttaro- 

M^FORO.MO. SouUiefn Caltiwnia Edison Co. 80/01/08. PARKS.J. license Fee 
Managernenl 6fanch. Ip. 44062 164-44062 165. 


-8801210066 Raqueste U«.t end uUi 880108 (V be processed under eppticaWe docket 
PARKS^.^Uc^e Fee Manawffleni 

Conwol BiatKh (Docum6t\t Control Oesl<J. Ip. 44082:105-44062.166. 


8801 150052 forwards addi Info re Proposed Change PCN-242,dW 
NRC conducted complete review & 8PP'<7<»S Branch 

MeOFORO.MO. Southern California M'Son Co. M/Ot/la. Oocumaftt Conlrol Branch 

(OocomenI Control Desk). 2pp 44062.'l7&-44062.l79. 


8801210024 Forwards Stawo Procedure 8023-3-3.12. "Intefl^led Behr^ 

Tesi," "Evalualron of Reliabili^ eenafts ol Prr^sed Qasel Gone/alpr ^ss-Conoect 

Mod '■ A ofoce^res to support uW proposerJ Tech Spec Change iPuN^ih). 

MEOFOR&^O. Southern Caklotrta E^n Co 88/0 l/t4. Oocomoni Contioi BratiCh 
(OocttmenI Corrlrol Desk) 3pp. 44O77;1O0 44001:129. 


-8801310038 Rev 3 to Opeiating Insiruction S023 Q-2, "Control Room Supervisor 
aSa'Ed.^^ Co. l»mm. 7W 00077 ,n «077:..7. 


-8801210040 Temporary Change Notice 0-3 to Rev 0 to Operalkm Oiv Procodure 
80123 0-1. • Shift Superfniendeni Authohly, flesponsibiiiiiea A DuKes. 

* Southern California Edison Co. 85/06/23. 13pp 44077.11044077-130 


-8801310043 Temporary Change Notice 0-1 to Rev 0 to Operations 

S0183-0-3. "ConfrolOperalofRasponiiblities A Duties." _ 

• Southern Cahlomia Edison Co. 05/09/04. 12pp. 44077. t3t-4407?tl4 


D(v Procodura 


-8801310044 Temporary Change NoWa 0-3 lo Rev 0 to Operations Ofir Procedure 
SOI23-0-3O. “Shift Mahning." 

' Southern taliforrua Ellison Co 05/06/26 I8pp 440?7.t43-44077;16O. 


-8801310047 Rev 0 lo Surveilfanee CwraUng tnilructlon S023'3-3.0. "CSwaiione Sid- 
veffiihca PTooiam RediwemeiMa." w/five overwe drawings 
• Southern Qiifornla Edison Co. 87/01/02. 33pp. 44077:161-44077:193. 


-8801310083 n«v 2 lo Engineenng Riocedme SOi23-V-4.i9,cot«tsUAg o( CalcuiatloA 


OC-M.1S6. “Oeaei Oeneraior Fuel 0<i Tank S2(3)242iMT036(36) Size Ce>cuiaiiea'' 
• Southern Ceiifomie Edison Co. 85/01/20. 24pp. 44077:194-44077:216. 


-890121008$ Rev t lo Engineering Procedure SO23-SPE-0I7, "SiendOy Powei Capac- 
ity TesL" Reialed fn/o end. . . 

* Southern CaMornla Ed'ison Co 86/01/08 7ipp 44077:2l7-440?7:267. 


-8801210094 Temporary Change Notice 10-6 to Rev lO lo SurveiHence Operadno In- 
svxiciion S023'3-3 12. "inlegraied ESF Sys Refueling Test." 

• Southern CaWemiafeoieon Co 67/10/30. 200pp. 44O77.20844O?e.1S2. 


-8801310103 "Evaluation of Reliability Senents ol Proposed Diesel Generaior Cross- 
Conned Mod lor San Onohe Nt/ctea/ Generating SiaVons.Oral 2 A Umt 3" 

* Enn Engineering A Research, ine. 87/09/30. 900pp. 44076.163-44061:129. 


8801270166 informs ol organiulkin cTianges within OivOl Reactor Pr<4ecl3 
KNtOHTON.G.W ProMl Oueciorate 'i- 86/01/20 8ASKIN.K P. Southern Calilocnla 
Edison Co. hOLCOMBE.J. 0 San Orego Gas 8 Electric Co 3pp. 44IS4.3S9- 


6801390333 Appicaeon lor amends (o Licenses NPF-tO A NPF-16. ci 


menls lor defermining content of inservlce insp tube sample ^ deleting 
wino area Msed on perlotmance ol cotiecOve aewn ptogramEee paid 


wing area based on performance ol cotiecOve action ptogram.Fee paid 
UEdFORO.M. 0 Southern California Edson Co. 88/01/28 Oocumeni Control Branch 
(Documenl Control Desk) 9pp 44182 067-44 182.074 


-8801390335 Proposed Tech Specs.claiiMng reguyemenU (or deterrninirrg oonleru of 
inservlce insp lube sample by deleUng tubes In batwing area based on pemmance of 
corrective action program. 

' SoudtemCeMomia Edison Co. 08/01/26 9pp. 44162.066-44102.074. 


0. InapecUon reports, IE Builellns 8 corresporKlence 


8712180389 NRC Info Nobce 87-064, "Conviction for Falsificstlon of Security Training 
Records." Sve list end 


ROSSI, CE. Oivtsion ol (OberaUonal Events A&sessmem (Post 07D411). 67/12/22 
Coruo^led Edison Co. of New York. Inc. l20pp 44163 00l-44l53.t24. 


1712170119 NRC Inlo Notice 87-065, "Bant Operation Beyond Anafyrod Condrllcirts." 
Svo ttslerwl. 


ROSSl,C.E. Division ol Operational Events Assessment (Post 870411). 67/12/23. 
Consowaled Edison Co. ol New York, Inc. I20pp. 44056 008-44056:127. 


9801110248 Forwards Insp Repts SO-206/87-27.50-361/e7-28 A 50-382/87*29 on 
871004-1 l24.No violations noted 

ZlMMEnMAH,RP. Re(^ 5. Olo ol Ihe Oirecioi. 87/12/24. BASKIN.KP. Soulhem 
Canomia Ecison Co. 2pp. 43970:148^13970:163 


1124.No vIolaOoriS or deviallof's Iderrtiliecl.Malot areas in8pecieo.operai>uiis 


of aU unila.fncluding safety verification, plant trip A event evaluations . 

HUEYF.R., TATUM.J.E., HON,A.L. Region 6, Ofc of the Director. 87/12/22. 1*PP 
439TO’.150-43970;189. 


0712230003 Suppl I 10 NRC Info Notice 07-028, "Air Sys Problems al US LWRs." 
listend. _ 


nOSSI.C.E. ONialon of Operational Events Assessment (Post 970411). 87/12/28. 
Consolidate Edison Co. of New York. Inc. 124pp. 43995:138-43995:257. 


8712290166 NRC Ittio Notice 67-066, "It^approp<lala Applicalfon of Commerdal-Qrade 
Componenia." Sve list end. _ 


t/OmponeniH. avu iisi buli. oh, .mu 

ROSSICE Division of Operational Evema AaaessmenI (PosI 870411). 8?/13 /ji. 
Consotldaled Edison Co. of New York, Itw. 120pp. 43905-268-43996.016. 


8712300091 NRC Info Notice 87-067. "Lessons Learned From Regional Insps ot U- 
censee Actions In Response lo IE Bultelln 80-11." Svollsl ewl. 07/19/11 


censee hciwns in nespoiiav »u ic Quiiouii 1 

ROSSICE Owfaion cl Operational Events Assessment (Poal 8704ii). B//14/J1. 
ConsoNdaled Edison Co. of New York. Inc. l23pp. 44038:164-44038286. 


6601050394 Suppl 1 lo NBC Inft5 Notice 66-081, "Broken Extern^ Closure Springs on 
Ahvood A Momll MSIVs." Sve list ©ncl. . „ 


ROSSI, CE Division of Operaltonal Events Assessment (PosI 870411). 88/01/11. 
Consofidaled Edison Co. of New York. Inc. laspp. 44O36.04l-4403e-.(63. 


8801270123 Forwards response to NRC Compliance Bulletin 87-002 re taaiener lasting 
In rlAtarinlna eanifirmanca w/at}i>llcab1e mall soecs. ... 


lo determine contermanca w/appllcable mall specs. * 

MEDFORD.M.O. Southern Caufomia Edison 03. 88/01/12. MARTIN.J.B. Region 6, 
Otc of the Direclor. 86pp. 44141:166 44141;25l. 


8801290303 AppticaHon for amends lo Uteraes NPF-10 A NPF-15. clanfyi^ 
mants tor determining conlenl of insoivice Insp lube sample by deleiing lubes in oat- 
v>4r>Q area based on perlormance ol corrective action program.Fee paid. 
MEDFORO,M.O. Southern California Edison Co. 88/01/ft. OocumerM Ccnuol Bia/tch 
(OocumonI (iorurol Desk). 0pp. 44162 057-44182.074. 


-8801290335 Proposed Tech Specs, claritying reguiremenls for delerminlna conlant cl 
Inservice msp lube satnple by deleting tubes In batwing area based on [wnormatvee 01 
corrective action program. . ........ 

* Southern Caiilomia Edison Co. 88/01/20. 0pp. 44102:066-44182:074. 


ft. Partodio operating reperta A raJsted corraapondance 


M0l2t)0355 Monihly opeiBi1r*9 rapla Dm iW7.W/6B01J6 Ilf. ,3^,0 

SlACOR.E.ft., MQRGAN.rtE. Southern California Edison Co. 87/12/31 UPP- 


44l07;28e 44107:300. 


S. Raportabia oceurrancea, LERa A reialed corraapoRdenee 


8801070172 Followup RO re lire doors found Inoperable during roirtne 
ttov i987.Enti Secilona l-lll Wenufy 14 lalchtog A 0 closure mechanism 
laiiuies.SecUon 11/ addresea miscellaneous deficiencies a«i^,n «t file 

MORGAN ri.E. Southern California Edison ^ 07/12/18. MARTIN, J.8. Region 5, Die 
ot the DlteclOf. 3pp. 44040246-44040-.246. 


8712290087 LEB e6-027-0i:on 06O9l3.reecier trip oenersted by all 
csieufstor ehefiriei8.Caused ty isilure of Reed ewftch position tisnsmittet due W loose 
aoWerloint. Transmitter te^ced.W/8?l2l0 Hr. jneei taa 

MOflOANHB. Soulhern Csllto/nle Edison Co. 07/12/10. 4pp. 43921. 141-43921. 144. 


sotoer l^ni. Transmitter tepieced.W/07l2l8 Hr. 
MORQAN.H.E. Soulhern California Edison Co. 


8712290016 LER 67-025-00-on 671123, l6-moMh surveillance Qf *hub^r8 not 
perlormed Caused by apparent edminlstraUve error.Eight snubbers inap^^testM e 
returned 10 operable status. Review ol snubbeia documentation compieied.w/oTwai 

MORGAN.H-E. Soulhern Celitomia Edison Co. 07/12/22. 5pp 43003:142-43093:140 


8801080487 PNS-V.87-009Aon 87 1 2D9.Reglon V reported llcsnaee Hwestigalinj) 
i»id playtog to securtty riarm slaltan OiMpllnary actlon:lhreo aupervlsors isrminaieo s 

SCHAE^^lX^'IcHul^EaM! Region 6. Die ot the Dlraelot. 87/12/28- Ip. 
43979;W6-43979046. 


8801070314 LER 87-027-00;on 071 130, Tach Spec 4.7.9. 1 tire door surveillance 
ancles noled tor 11 dooie.Caueed by piocedurai b9l1cl«f>W & tos^e^W Mining Fire 
door Insp training program improved A procedure revi8^W/871230 Itr. 

MOROAN.HE. Sewthem Calli^la Edison Co. 87/12/30. 2pp. 43901.178-43991.1'/- 


6001060367 LER e6'026-02.on 8612t0.tutblne trii 


Une governor conirol ays Caused by failure to tollow procedure for Irans 
supptiH. Personnel Involved In event counseled W/87iM1Hr. Atoir-DiR 

MOROAN.H.E. Southern CaWlomls Edlaon Co. 87/12/31. 6pp. 43927.224-4302/ 228. 


>er interruption lo lur 
for transfer ol power 


8801070241 LER 07-0304)0.00 071201, during routine review of 
that Horn 871118-21 aaihries Irom mowtot not collected A enalyzedXJaused by mad- 

equale edmWstrtUve controls PfOcedureafovto^.W/87j231 Hr. .,,, 5 .^, 

MORQAN.H.E., MORQAN.H.E. Southern California Edison Co. 87/12/31. epp. 
43996 270-43699:275. 


8801070304 LER 87-0044)1:0(1 87O320.re8Ctor trip on to^w Mwm geMfMw 

iBvei-Causod by loose locknid on main feedwaier contfol valve 2FV-1111 due toiiwo 

MSRQAN,?l!l.'sou8iOT^tomla ^5»n^. 87/12/31. 6pp. 43906;318H3999:323 


8801130183 lEH 874>284X>:0n 87f206Jrg4n B ^^menl pj^ 

Horn comslnnwnl waa radiation nwnftor 2RT*7867,CaiJ^ tw wr e^ connec 
Bon between monifw A cable c<3nneclofvC«Nbf rev ptMned.VV/0WlO6 lb. 

MORGAN H.E. Southern CaMoriiia Edlaon Co. 88^1/05. 6^. 44029:277-44029 201 


8801190123 LER 874)294)0:on 871212, SClij 


ilneV hwalng on ' 


MORQAN.h;& ; 


Co. 08/01/1 1.,6()p. 44002:228-44062 230 


B801360166 RO;toltowup repi ot Tocb Spec lire related assemblies iound inoparebifi 
di/rfrig routine aurvellfances In Oeo t907.No doors lourtd blocked opon n Dec 
1987. Compensatory fire watches establlshod until door restored to operable atalus. 
MOnCAN.HE. ^uthern California Edison Co. 88/01/t4. MARTIN, J.6. Region 5, Olo 
of the Oir«t0f. 3pp. 44167:051-44167:053. 

8801260SS5 lER 87-03t-00:on 871217, mam feedwater Isolation valve failed to 
c>ose,cau8lti9 main feedwater pumps to trip on high discharge pressure.Cauaad by in- 
sufficient maml procedure. Procedure will be revlsed.W/SSOftB Itr. 

MORGAN H.E. ^uthern California Edison Co. 88/01/18. 7pp. 44112:318-44112:922. 


V. Operator Examinations 

8801200231 Partial response to FOIA request for documents ro worker training pro- 
grams & INPO training eCCredItatlon.Forwards App F documents.App E A F docu- 
marts also available in PDR.Addl records also available in POR under Gossong FOlA- 
87-204. 

GRIMSLEY.OH. Division of Rules & Records (Post 870413). 88/01712 eOLEY.K. 
Pubitc Citizen's Critical Mass Energy Pro|ect. Spp. 44118:001-44118:039. 

-8002090451 Submits observations of INPO 851218 accredilailon board meeting A ac- 
creditation process.NRC activity In board reviews A participation In INPO team visit A 
posl-acc relation visits requested. 

BOOER BA. Operator Licensing Branch. 86/0t/t4. RUSSELL.W.T. DIvfsIort of Human 
Factors Technology (851125-87041 1). 4pp. 441 18:244-441 18:247. 

-8810070188 Forwards final reel from Aug 1986 NRC post-accreditation audlt.Ptent haa 
not performed task analysis to IdenTify knowledge, skills A eblllUea for all |ob 
tasks Radiological protection training warrants specllio attention. 

RUSSELL.W.T. Division of Human Factors Technology (8Stt26 870411). 88/00/10. 
SIRAHM.K Inslilule of Nuclear Power Operations lepp. 44119.025-44119:040. 

-8801220136 Advises of attendance at 870923 Natl Nudeai Acciedltlng Board mewinq 
at INPO ofcs in Atlanta, QA re training programs at two planta Encis Include k'sl ol 
Board member names A attendees A 87 1 1 OS plant atalus accreditation table. 
QiBSON.AF. Region 2, Ofo of the Oireelor. 87/11/02. ROE.J. Division of Licensed 
Performance A Ovality Evaluation (Post 870411). 8pp. 44t t9:l6fi.44ll9:168. 


DOCKET 60-382 SAN ONOFRE NUCLEAR STATION, UNIT 3 


F. Securlly, medical, emarganoy A (Ir* protedtion plana 

88010MS33 Rev 2.01 to emergency plan (or Sen Onofre Nuclear Oonorallng Station 
Units 1.2 A3. 

BASKIN,K.P. Southern California Ediaon Co. 87/12/04. 34pp. 430t4:022.43dt4:0&6. 

8A01 1 10180 Rev 2 lo “Manual of Emergency Events (or San Onofre Nudes/ Generating 
StaClon Units 1,2 A 3." 

' Southern California Ediaon Co. * San Olego Gas A Electric Co. 87/12/15. t39pp. 
44006 224-44006:362. 

6601200431 Forwards Rev 4A to seieguerds contingency plaaper 87i20t-04 lelcons re 
Rev 4 to pian Chsnges do not decrease safMuards eiiectivsnesa of plan. 

MOROAN,h E Southern Ceiifornia Edison Co. 67/12/29. Document Conirol Srancb 
(Document Control Desk). 6pp. 44057:229-44067 234. 

6801130468 Notification of 660112 meeting w/utll in Belhesda.MO (o discuss plant Kre 
proieciion. 

ROOO,K. Projact Oirectorala V. 68/01/07. KNIGHTON.G.W. Protect Olredoraie V. 
4pp. 44006:356-44005:359. 

6101200146 Advises that 670410 A 1229 Revs 4 A 4A to safeguards contingency plan 
consistent w/provfsions of lOCPRSO &4(p) A acceptable. 

MONTOOMERYJL. Region 6, Olo ol iha Okectot. 68/01/07. MOROAN.H.E. Boum- 
ein California Edison Co. 4pp. 44058: 194-44056:1 97. 

6601210192 Addendum to Rev 2.01 to emergency plan. 

* Southern California Edison Co. 86/01/12. 6pp. 44063 228-44083:233. 

6801260401 Advises that portions of 870529 A 0807 Revs 15 A ISA. respeeiivefy.lo 
physical security plan consistent w/ provisions of lOCFR50.54(p) A 
accepteble-Planned Rev t6S dlscu8sed.Encl withheld (ref I0CFR73.2I). 
SCARANO,R.A. Region 6, Otc of the Director. 88/01/16. MORGANJH.E. Southern 
California Edison Co. 5pp 44l09:35A44l08;3eo. 

6601260419 Forwards Rev 2 to uUI 870531 submittal on 10CFR50,App R compliance 
assesameni for planl.per Generic Ltr 86-10. Schedule for completion of (Ire protection 
rriods provided. Amends to licenses (or Interim conditions will be submitted. 
MEDFORD, M O. Southern California Edison Co. 68/01/21. Document Control BrarKh 
{OociunenI Conirol Desk). 92pp. 44128:270-44128:301. 


H. General eorraapondenca 

6601260394 ResporKls to 671207 Itr forwarding correspondence from B Qeismar urqlng 
that reactor vessel level Indicator be installed at laclllty.Mattar r>ot yei resolved be- 
cause of difficulty ol adapting Instrument lo older reactor design. 

STEllO.V. Ole of the Executive Director for Operations. 88/01/15. CRANSTON.A. 
Senate, ^p. 441 16.058-441 16:080. 

-6304060308 Requeats response to questions re plarit safety reaulUng from recent doo- 
umenlary film. “60 Minutes to Meltdown," Sired on television. 

QEISMARB. AffiNallon Not Assigned. 63/03/31. MAnSON,R. NRO • No Detailed AT- 
Flfatlon Given. Ip. 441 18:067-44118:067. 

-8306060139 Ack receipt ol 830331 Hr re planla.BAW reactor not In use el 
fat^it^MisNcin VI^.CA is weii outside NRO determined emergency pfenning 
zone.Re3ponses to specKlo concerns listed. 

MATTSONI.R.J. Oi^km of Syatema Integration (811005-661124). 63/04/25. 
QEISMAR, B. Affiliation Not Assigned. 2pp. 441ie;0e8-441 16:069. 

-88012^27 Requests response lo listed questions Including what hir'd ol ECCS In-' 
stalled at plsnt, 

QEISMAR.B, Affiliaflon Nol Assigned. 84/02/08. MATTSON, R.J. Dhdskm ol Systems 
Integration <811085851124). 2pp. 44116:07044116:071. 


-6403060264 Provides answers to 840208 questions ro facilities Diagram illustrating tur- 
Un^eneraior orientation end. 

MATTSON.R.J. Division of Systems Integration (811005651124). 84/02/27. 
GEISMAR.B. Affiliation Nol Assigned. 4pp. 441 16:072-441 16:074. 


J. (nturanca A (tidamnlty Information 

8801270250 Forwards Endorsements 120-t23.47.4e.9 A 7 to NELIA Policies NF- 
l46.NS-2e2.N.lO A N.87.respocUvely A Endorsements 105- 108,9,8 A 7 lo MAELU 
PolidasMF.38,M-10,M-8t A M-7, respectively. 

AOAMSJ.B. Southern California Edison Co. 86/01/14. OINITZ.I. NRC - No Detailed 
Afllaiion Given. 30pp. 44166:013-44186 042. 


P. Operating llcanaa stage documanta A eorraapondenca 

8801130090 Forwards Info re Resource Technical Svcs.Inc.Including summary o( NRC 
contraci worh.NRC Form 26 lor three existing contracts.audit info.work history A lists 
of amitlsa avaliabla lor special Insps A of current resource sves. 

FELtHOUS.RA. Resource Technical Services. Inc. NRC.26'87-417. 87/12/16. 
jOHNSON,E.H. Region 4. Ofe of the Oireelor. 7lpp. 43998:230-43998:300. 

8712300109 Forwards "Transshipment of San Onofre Unit 1 Spent Fuel" (or review A 
ai^rovai.per NRC request at 870926 meeilng.Proposed method (or uansshipmenl ol 
speiM tuei to unite 2 A 3 will not tneiudo air pallet aye.Foe paid. 
mEOFORD.M.O. Southern CaHlornla Edison Co. 87/12/24. Document Control Branch 
(Document Control Desk). 2pp. 43921:089-43021:134. 

-8713300109 "TransBhtpmanl of San Onoire Unil 1 Spent Fuel." 

‘ Southern CalKornla Edison Co. 67/12/31. 44pp. 43021:091-43921:134. 

8801080140 Forwards Proposed Change PCN-242 to Licenses NPF-IO A NPF-1& re 
storage ol Unit I spent fuel at Unit 2 A Unit 3,(or revlew.Pioposed license emend un- 
necesaa^ since aubj documented In FSAR A approved by NRC. Fee paid. 
MEDFORD.M O. Southern California Edison Co. 87/12/90. Document Control Branch 
(Document Conirol Desk) 3pp. 43927.020-43927:022. 

S80115000T Ramils tea Inadvehehtly omillad (rom 571324 subrrilttal re sper^l luol Itans- 
ahjpmant. 

MEDFORD.MO. Southern California Edison Co 66/01/08. PARKS,/. License Fee 
ManagemenI Branch, tp 44062:164-44|>62:1S5. 

-8M113100S6 Requests that and util 860106 It/ be processed under sppHceble docket 
A distribution code. 

PARKS,/. License Fee ManagemenI Branch. 88/01/13. MCKNIQHT,/. Document 
Control Branch (Document ConTiot Desk), ip. 44062:165-44062:165. 

9801150062 Forwards addi Irtio re Proposed Change PCN-242, did e7t23Clito clahly that 
NRC corHluclad complete review A approved aloraga of spent fuel per request. 
MEDFORD.M 0. Southsrn CaHlornla Edison Co. 68/01/12. Document Control Branch 
(OocurwarA Ccmlt^ Desk) 2pp. 44052.175-44052.179. 

9991210024 Forwarda SisUon Procedure S023-3-3.12. "integrated ESF Sya Refueling 
Teat." "Evaiiratlon ot Reliability BenePia ol Proposed Di'eset Generator Cross-Conned 
Mod '* A^ocedures lo euppori ubi proposed tech Speo change (PCN'216). 
M£OfOnD,M.O. Southern California Ed>eon Co 88/01/14. Doeumeni Conirol Branch 
flTocument ConUoi Desk). 3pp. 4407M0544l)8l:129. 

-8801310038 Rev 3 lo Operating Inatruollon SO23-0-2, 'Control Room Supervisor 
ReBponeibiri|les,Dutles A Authority.'’ 

MmQAN.H.E Soulhern Calrfomla Edison Co. 84/02/03. 7pp. 44077:111-44077:1 17. 

-8801210040 Temporary Chenoe Notice 0-3 to Rev 0 10 Operations Div Procedure 
^123-0-1, "Srm Supeiiniend^l Authority, ResponslUlilies A Duties." 

* Soulhern California Edison Co. 85/06/25. 13pp. 44077:1 18 44077:130. 

-9801210043 Temporary Change Notice 0-1 lo Rev 0 to Operations Oiv Procedure 
^123-0-3, "Conirol CteeialorHesponsibiiiiias A Dvilee." 

‘ Southern CaHfoinla Edison Co. 85/09/04. 12pp. 44077:131-44077:142. 

-9801210044 Temporary Change Notice 0-3 to Rev 0 10 Operations DIv Procedure 
SO123-0-30, "Shift Manning." 

* Soulhern California Edison Co. 85/08/26. 18pp. 4407 7:148-44077:160. 

-9801210047 Rev 0 lo Surveillance Operallng InsIruoUen SO23-3-3.0, "Oporallons Sur- 
veillance Progtem Requirements." Vv/flve oversize drawlivgs 

* Southern CaiiiointaEdtBon Co. 87/01/02. 33pp. 4407T-.161-44077;i93. 

-9801210082 Rev 2 lo Engineering Procedure SOl23-V-4.19,con8l8llng of Calculation 
OC-M-16 6. "Diesel Qensralor Fuel Oil Tank S2(8)242tMT035(3S] Sfza Calculation. “ 
‘ Southern Calrfomla Edison Co. 85/01/20. 24pp. 44077:t94-44077;216. 

-9901210085 Rev I lo Engineering Procedure SO23-SPE-017, "Standby Power Capac- 
ity Test." Related Info encl. 

’ Soulhern California Ediaon Co. 86/01 /08, 71pp. 44077:217-44077:287. 

-8801210084 Temporary Change Noike fO-a to Rev 10 to Surveillance Operating in- 
stn/cUon S023-3-3. 12, "Integrated ESF Sya Refueling Teet." 

* Southern California Edison Co. 87/10/30. 200pp. 44077:266-44076:162. 

-8801210103 "Evafuailon ol Reliability Benellts ol Proposed Diesel Oeneraior Cross- 
^nnect Mod for San Onofre Nuclear Generating Statlons.UnIt 2 A Unil 3." 

’ Erin Engineering A Research, Ino. 67/09/30. ^pp. 44076:153-44061:129. 

8801270185 Informa of organlzaUon changes within Oiv of Reactor Projects. 
lOflOHTON.Q.W. prolecl Direclorale V. 88/01/20. BASKIN.K.P. Southern CaHlornla 
Edison Co. HOLCOMBE, J.C. San Olego Gas A Electric Co. 3pp. 44164:369- 
44164:361. 

8801390333 Application lor amends lo Ueenees NPF-tO A NPF-16, clarifying require- 
menta for delermining content of Inaeivfce Insp tube sample iw deleting tubes in bet- 
wing area basM on Mrlormarrce ol corrective action program.Fae paid. 
MEDFC)FID,m.O. Southern Cailtomla Edison Co. 8&/01/&. Oocumern Conlioi Btanch 
{Document Control Desk), 9pp. 44162.057-44182:074. 



118 DOCKETED ITEMS 


^^Sa^m^^ofnia E^son Co 8S/01/26. 9pp. . 44162 t>e 5 - 44 ia 2 . 07 «. 


-8802030461 SubiP'ls obsotval.pns o1 INPO 051210 occ«^a\lw «■.• 

cfoOilation pracess NRC acliv.ly In board rovlows S parllclpolion in INPO Warn vb.i a 

? .. . locoe n?n,ii n 4.1 1 1 ft 94/1 .4A I in 947 


Q. InipacUon teports. IE BulKUn* S corraspondenee 


6712f6038d NRC Info Notica 87-064. "Convtcbon for Falsification of Sacorfiy Train ng 
Records.” Svciislencl. , q7,,.)/oo 

RO^lCE. DNision of Operationa) Evenis Assessmonl ("osl 870411). 
ConsoWated Edison Co of New York. Inc. I 20 pp. 44153 001-44153:124. 


8712170119 NRC in'o Nolico 87-065, "Plani Operation Beyond Analysed Cond!,on9 " 

Division of Oparauonal Events Assessment (Post 0/0411) 87/12/23. 
Consoiidatad Edison Co ol New York, Inc. I20pp. 44056 008 -44056; 127. 


8801110246 Forwards Insp Rapis 6O-2O6/67-27.50-36f/87-28 S 50-362/87-29 on 
87i004-il24.Noviol8lionsnoied. ^ ^ 

ZIWMERMAN.R P. Region 5. Ofc of die Director. 87/12/24 BASKIN, K.P. Soutbern 
Caliiorn.8 Edison Co. 2pp. 43970.148-43970:163 


-8801110253 Insp Repis S0 206/87-27.50-361/87-23 S 50-362/07-29 on 871004- 
1 1 24 No vTOletions or deviations kJanufed Major areas inspected operations program 
of all units including safety vorification.olani im i event evatuatlons 8 malnt. 
HUEV.FR,. TATUMJE.. HON.AL. Regon 5, Olc of Ifio Director. 87/12/22. 14pp. 
43970:150-43970 153. 


8712230003 Suppi 1 10 NRC Info Nolce 87-028. "Air Sys Problems at US LWRs " Svc 
list encf 

ROSSl.CE. Dfvision of Operational Events Assessment (Post 870411). 87/12/26- 
ConsoWaied Edison Co of New York. inc. I24pp. 43995.138-43895.257. 


87122901S5 NRC Info No&ce 87-066, 'Tnappropriaio Application of Commarc*a!-Giade 
Cofflponenls.'' Svc fisi end. 

RO^I.C.E. Division of Operational Events Assessment (Post 870411). 87/12/31. 
Consondated Edison Co. of New York. inc. I20pp. 43995 253-43996 016. 


8712300091 NRC Info Notice 87-067, 'lessons Learned From Regional Insps of Li- 
censee Acdons in Response to IE Bullem 80-11.'' Svc list encl. 

ROSSl.CE. OMsion of OperaWnaJ Evenis Assessment (Post 870411). 67/12/31. 
ConsoTideted Edison Co. of New York, Ine. 123pp. 44038 164-44036'266. 

8801050394 Suppi I 10 NRC Info Nobce 06-061, "Broken External Closure Springs on 
AtvMOd i Momll USlVS." Svc list sikI. 

ROSSlCE. Division of Operational Evenia Aseoasmeni (Post 870411). 88/01/11. 
C^sowalM Edison Co. of New YorK, Inc. 123pp. 44038:041-44038.163. 


8801870123 Fonvards response lo NRC Compliance Bulletin 87-002 re fastener losing 
lo determine conformence w/appiicebie mail specs. 

MEDFOROATO Soumem CaUom.e Edison Co. 88/01/12. MARTIN, J.Q. Region S, 
Olc ol Uie Direclor. Odpp. 44 1 4 1 : 1 88-44 1 4 1 -25 1 . 

8801890333 Application for amends to iJCenses NPF-IO 8 NPP-15 clant>-lng reou're- 
ments for determining conient of Insorvice insp tube sample tw deleting tubes In bet- 
wing area based on performance of corrective action program Fee paid. 
MEuFORO.MO. Souinern California Edison Co. 66/0 I/ft. Document Control Branch 
(Doeument Contiof Desk). 9ipp. 44188.057-44162.074. 


-8801290335 Proposed Tech Spacs.clanfvmg requirements For determining conleni ol 
insetvica Insp tube sample by deleting tubes in bstwing area based on penormance ol 
corrective scOon program. 

' Southern California Edison Co. 68/01/26. 9pp. 44182.065-44182 074. 


R. Periodic operating reports 8 related correspondence 

8601200355 Monthly operating^repls for Dec 19d7.W/6801l5 Hr. 

SlACOR.E.R,. MORGAN, HE. Southern California Edison Co. B7/i8/3f. I3pp 
44107:288-44107.300. 


-.8610070106 Forwards final ropi from Aug 1000 NRC (lOSt-accroditflUon nui/H.PIam 7a$ 
nol performed task analysis to tdonllly knowlodoo.aKills & oblliWos tor St n* 
tasks Radologlcal proloction Iroining worronts spodlro nltontion. 
flUSSELL.W.T. Div.sion of fluman Factora Tochnology (051 125-07041 1).06/O9rio 
STRAHM.k. InaMutOQl Nucloor Power Oporalloiis. 10pp. 44110.025-441 10.040. 

-8801220136 Advises of ouondanco at 070923 Nall Niiclunf AccrodiHno Ro0'd moelira 
at INPO otcs In AHama.GA re trelninn progroms ni two plania.nncre Inc'iK/o fel d 
Board member names & allondooa & 071 105 p'ani alpiuB accroJiinlion lablo. 

GIBSON A F Roflion 2, Ofc ol (ho Diroctor. 07/11/02. ROE.J Division ol uceriee 
_ ' a ... r...i. <naal «-in.1 I 11 nri/i .1.11 in IKO .<.4110' inn 


DOCKET 60-364 JOSEPH M. FARLEY NUCLEAR PUNT, UNIT 2 


F. Security, medical, emergency & lire prolocllon plana 

6B01120169 Forwarda Insp Ropls 50-340/07-34 & 60-304/57-34 on 0/1207-1 1. No vro- 
lalions or deviations nolod. 

CLINE, WE- Region 2, Olc of iho D.roctor. 07/12/20. MACDONALD,R.P. Aaisrra 
Power Co. 2pp 43987:355-43087:367. 

-6601120179 Partially wiihhpld Physical Socuiily Inap Hopls 60-340/07-34 & 60-264/ 
87-34 on 871207-11 (rol 10CFn2.700td) & 73.2l).No violations nolod.Ma.or areas 
Inspecledisecutity plan & Implementing procoduros. 

ENNIS, J.D, Region 2, Olo of Iho Oifoclor. 87/12/23. Ip 43087:357-43987:357. 

8801270096 Advises Ihet 871111 Rov 13 lo physical aocurlty plan cons.sioni w/pt3v(- 
sions of i0CFR50.47(b} & occoplabio. 

COLLINS.D-M. Region 2, Ofc of iho Oirodor. 88/01/20. MCDONALD.fl.P. A'abarra 
Power Co 2pp. 44186. 064-44106.065. 


P. Operating Hcense stage doeumenls & correapondence 


0712300107 Forwards roBulls Ol addi sludios ru NunEQ-0737,lioin 1.0.1, concor-ing 
CROR & schocJuloB lor completion ot romomdor ot sludios, por 001220 corrmimrA 
MCDONALD.n.P. Alabama Power Co. 07/12/23. OocumonI Control Qranch (Dcot- 
monl Control Desk). 6pp. 43904:127-43004:132. 

8601070205 Notificailon ol 880106 mooilng w/Woalmghouao Ownora Group Operabona 
& Analyala Subcommltisoa in Bothoado.MO lo discuae aubcommliiooB invoatigaDons h 
analysis area re Generic Ltr 07- 1 2. 

TRAMMELL, C.U. Prolecl DIroctoralO V. 07/12/30. KNIQHTON.Q.W, ProjOOi DtreclOr- 
aleV. 4pp. 43945.34^43946:347. 

8601070417 Noiri cation ol 800116 muollng w/llconscio & consulinma in Qcihouja.MO 
lo discuss (sceiii 6 Inch aafoly inlocoon crock & analysis & rotalion to gonono .’-npEca- 
lions (or PWRs. Discussion duasllona oncl. 

REEVES.E.A. Prolecl DIrectoraio ll-l. 80/01/04. AOENSAM.E J. I>ro|oct D.'recioreia H- 
1.3pp. 43949;320-43a49:322. 

8801200231 Partial response lo FOIA rortuOSi lor documonts re worker traning pro- 
grams & INPO traln'ng accrodiiailon.rorworda App F documonis App E & F docu- 
ments also evallab'o In POR AddI tocorcia olsu ovalloblo in POR under Uossong FOLA- 
87-204. 

QRIMSLEY.D.H. Division of Rules & Rocorris (Post 870413). 08/01/12. BOLEY.K 
Public Ctlizen's Critical Mass Energy Pro]oci. 0pp. 441 10:001-441 18 039. 


8. Reportable occurrences, LERs 6 related correspondence 


8601060487 PNS-V-87-009A on 871209, Region V raporled licensee investigating rept ol 
card playwig in secunty alarm sialion.Otstp'inary ediort.lhree supervisors letmlnaled 4 
nine security ofTicers suspended. 

SCHAEFER, D. Region S, Ofc ol the Direcior. 87/ 12/28, ip. 43979.046-43979:046. 

8MI080^ LER 87-004-0l;on 870317. steam generator blowdown effluent sample nol 
lakervCau^ by miscommunication between control operator & oquipmeni 
operator.Signs have been provided lo notify personnel of sampling requlremoni.W/ 
871229 ftr. 

MORGAN, H.E. Southern California Edison Co. 87/12/29. 2pp. 43913.330-43913;339. 


8M1260165 RO.Ioliowup rept of Tech Spec 6re-relaled assemblies found inoperable 
du(it}g_ routine swveUlances in Dec 1907 .No doois lound blocked oocn In Dec 



8W1270591 PNO-V-88-002:on 880f16.reaciof shutdowri commenced lor more than 4 
h lo alarms on main generator hydrogen detraining unit.Causod by hydrogen lea 
‘50'*'hg waler sys In main Mnoralor. Visual & sonic insps perfonned 
JOHNSON.P. Region 5, Oic ol Iho Direclor. 08/01/19. Ip, 44145:107-44145:107. 


-8601210236 Trip rept ol 060721-28 visil lo plant to obsorvo INPO accrodilakon lean* 
evaluation ot six training progroma, Including Inslrumonlotion 4 cotirol 
technician, mechanical malnl & eloclrlcal maliil.Llsl ol loom mambora oncl. 

FALCONER, D.P. Region 2, Olc ol the DIroclor. 00/08/20. GIOSON.A.F. Roglon 2, Cfc 
ot Ihe Director. 4pp. 44116.016-441 18:024. 

6801200011 Forwards corroclod safety ovaluallon Pago 2 re Amends 74 & 65 lo Li- 
censes NPF'2 & NPF-0,ro8pecllvoly,dol0tino fol to quoiiorly aurvoHlanco taeling 'em 
staggered lesi basis." 

flEfcVES.£.A. Prolecl Directorato 11-1. BO/OI/14, MCDONALD, RP. Alabama Power 
Co. ip. 44091:138-44091:141. 


“860,1210054 Correciod Page 2 ol saloty ovaluallon ro Amends 74 5 6® lo Llcersas 
NPF-2 & NPF-8,fe8pecllvoly,dolo1lng rof lo quartorlv eurvc'llanco tbsllna "on slao- 
geredtesl basis.'' u h r 

Office of Nuclear Reaclof Rogulallon, DIroclor (Poal 870411). 87/11/16. 3pp- 
44091:139-44091:141. 

8801200327 Forwards evaluation ol ©lloct ol roducod safety Inlection flow correspond- 
ing lo spilling lo coniainmoni backpressure on small break LOCA analysis pSAR 
i’EtSI?.'"!"' made to relied peak cladding lomp olfocis conlainod in evaluation. 
MCOC^ALD.R.P. Alabama Power Co. 88/01/14, OocumenI Control Branch (Oodf- 
ment Control Desk). 13pp. 44057:078-44057 090. 


V. Operator ExamineUcm 

lo POIA request lot documents re worker training pro- 
grara 6 INPO Irainmg accfeditaiion.Forwards App F documents App E s F docu- 
me^also avaU^le in POR.Addl records also available In POR under Bossong FOIA- 

-0 :^. pMsIon ol Rules & Records (Post 870413). 88/01/12. 60LEYK 
n»Sc Otlien a Crtdcsl Mass Eriergy Ptc^L 6^. 441 18.001-44 1 18.039. 


® . Partial response to FOIA requesi.App Q documonia already available 0 
d«unient8.te INPO accreditation iraining.encl & available In POR. 
GRIMSLEY,D.H. Division of Rules & Records (Poll 870413). 88/01/19. BOLEY.K 
Public Citizen 8 Critical Maas Energy Projecl. 4pp. 44095:001-44095:022. 

-M^10349 Fowarda commenis on licensee Irafning performance during period o 
sWort-Cemficailon of licensed operator training prooram eneJ. 
GHACE,J N. Region 2, Ofc of Ihe Direclor 87/02/26. DENTON, H R. OHice of Nudea 
Reaclof Regulation, Director (851 126-87041 1). 4pp. 44006 081-44096:084. 


DOCKETED ITEMS 119 


Q. InspecUon reports, IE Bulletins & corroepondence 

8712160369 NPC Into Noi:ce 67 064, "Conviction lor Falsiticeiion ol Socunty Training 
Records " Svc list encl. 

ROSS'C.6. Division ol Opeiailonel Events Assessment (Post 670411). 87/12/22. 
Conso'idBted Edison Co. of Now York, Inc I20pp. 44l53.00l-44153:t24. 

8001060440 Responds to violations rvjied m Insp Ropts 50-34n/Q7-3l & 50*364/87- 
Sl Corroctive acHonsid'esel tost procodures will bo revised by 660129 to ensure 
diesel oenerator corrected lot proper operation. 

MCDONALD, R.P Alabama Power Co. 07/12/22. Documonl Control Drench (Docu- 
ment Control Desk). 2pp. 43091:254-43991'255. 

6712170119 NRC Inlo Noilco 67-065. "Plant Operation Beyond Analyzed Condillona" 
Svc l-st end 

ROSSlC.E. Division ol Operational Evonta Aesossmont (Post 870411). 87/12/23. 
Consoidated Ed'son Co. o* New York, Inc. I20pp. 44056:006-44056:127. 

8712230003 Suppi 1 to NRC Info Notice 07 028, "AV Sys Problems at US LWRe." Svc 

ROSSLC E Division of Operational Events AssossmonI (Post 670411). 87/12/28. 
Conso'idated Ed son Co. of Now York, Inc 1 24pp. 43995. 1 38-43095:257. 


-8801220138 Advises oi attendance at 870923 Nall Nucloar Accrediting Board mostlnq 
al INPO ofcs in Atlenla.OA re Iraln'ng programs at two plants. Encfs Inc'uda list o^ 
Board member names S attendees & 671 105 plant status accreditation table. 
GlBSa9,A.F. Reoion 2. Ole of the Director. 87/11/02. ROE.J. Division of Liconseo 
Padormanca & Qual.lv Eva'ualion (PosI 87041 1). 8pp. 441 10- 1 59-441 19.166. 


DOCKET 60-366 EDWIN I. HATCH NUCLEAR PLANT, UNIT 2 


F. Security, medical, emergency 6i lire protection plane 

87I2310TSS Revised cmorgency plan Implomoniing proceduros,inc1uding Rev 0 to 
03EP EIP-O58 OS, "Emeroenoy Call Llsl, Rov 1 to 63EP-EIP-O02-OS, ^'Operational 
Support Qlr Activation ' & Rev t to e3EP ElP-063-OS.W/87l22l l(r. 

GUCWA.L.T. Coorg'a Power Co. 87/12/21. 170pp. 4309Q;001-43B98;17I. 

8801270219 Responds to NRC B712IB Itr re violations noted in Insp Mepts 50-321/67- 
30 & S0-36&/67-30.Corroctiv0 actions fire drill & critique repts completed per Proce- 
dure 4iFP^PX0l O. Procedure revised to require completion ol repts on time 
GUCWA.L.T. Georgia Power Co. 88/01/18. Oocumeni ConiroC Branch (Document 
Control Desk). 12 pp 44169 093 44160 104. 


6801120169 Forwards Insp Rapia 50-340/87-34 & 60-364/87-34 on 071207-11 No vio- 
let'ons or devisi.ons noted 

CLINE,W.£ Reg'on 2, Ole ol the D.foclor. 07/12/29 MACOONALO.R P. Alabama 
Power Co 2pp. 43987:355-43907:357, 


-6601120179 Porilally wlihhold Phyaicel SocuriN Insp Repts 50-348/07-34 & 60-384/ 
87-34 on 871207'fl (ret lOCFM2.760(d) & '7321 )Nq vlolel'ons notod.Ma)oi areas 
inspected socuriiy plan & implomonllng procodures 

ENNIS J D., MCQUIRE.Ofl. Reg'on 2, Ole ol the Oireciof. 87/12/23. ip. 43907-357- 
43987:357. 


0001110305 Forwards Insp Repts 60-346/87-29 & 60-304/07-20 on 671010-1116 & 
nol-sa of violation. 

VERHELU.OM Region 2. Ole ol the Otoctoi 87/12/30 MCOOHALO.RP Alabama 
Power Co 2pp 44030 307-44030:317. 


-8601110342 NoHeo of violation from Insp on 071010 H 16 Vtofallon nolodsurvey 
records of radiation hazards nol available. 

VERRELLI.O M. Region 2. Ole of (he Oiroclor 67/12/31. 2pp. 44030.300 44030.310 


-6601110340 Insp Rapte 60-340/67-28 & SO-384/07-29 on 871011-1115- VkjUUons 
noted Major areas inspecled:8urveiiianca observation. monthly malm 
obsarvsiion, operational safety verification & onnineered safety sya insps 
ORAOFOno.WH, MiLLGR.WH.. DANCE, H.C. Region 2. Ole of me OMCiot. 87/12/ 
20. 7pp. 44030:311-44030 317. 


8712290166 NRC Into Notice 67-066, "Inapp/oprlaio Application of Commorclal-Grado 


Cccnponenis." Svc Hat end. 

ROSSI.C.E. Division of Operational Events Assossmeni (Posi 870411). 67/12/31- 
Conso'ldaied Edison Co. of New York, Inc. i20pp. 4309S'2SS-43O96.Of6. 


8712300061 NRC Info Notice 87-087. "Lessons Learned From Regional fnsps of Li- 
consaa Actions in Response to lE Quiietin 60-11." Svc iiei end. 

ROSSi.C.E. Division ol Oparaiionei Events Assossmeni (Post 070411) 8'//l2/3l. 
ConsotidQiad Edison Co. of Now York, Inc. i23op 44038;t64-44036'206 

8801050394 Suppi I to NRC Info Notice 80-081. “aroken External Closure Springs on 
Atwood & Morrill MSIVs." Svc list end. 

noSSi.C.E. Division ol Operaiionai Events Assessment (Post 070411). 88/01/11. 
ConsoHdoiod Edison Co. of Now York, Inc I23pp. 44030.041 -44030:163. 


R. Periodic operating reporta & related correspondence 

6801200366 Monllily operating ropt (or Dec 1 087.W/680 1 1 4 Hr. 

WOODARO.J.D., MCDONALD.RP. Alobama Power Co. 87/12/31. 6pp. 44107:310- 
44107:316 


S. Reportable occurrences, LERs & related correspondence 


8712290393 LER 87-009-00:on 87l203.raactor tripped duo lo low wator level In ?A 
steam generalor coincldeni w/(eodwaler loss lhan steam How signal Caused by per- 
sonnel orror.Oporalor Involved counselad.W/671233 Hr. 

WOODARD, JO.. MCDONALD.RP. Alabama Power Co 87/12/23. 4pp. 43866:069- 
43965:072 


8712290402 LER 07-006-00:on 871127,reacloi coolant sys relief valve oponed.Csuaed 
by localized pressure pulse creeled when RHR conlalnmoni sump suction valves 
opened.Procodure re leek rale testing changed. W/87t223 Hr. 

WOODARO.J.D.. MCDONALD.fl-P. Alabama Power Co. 67/12/23 4pp. 43e00O59- 
43886062. 


8001140114 LER 87-010 00 00 e71209,unit shutdown duo to pressure boundary leak- 
age on FteS Loop 6 cold safely Injection line between check valve & loop-Caused by 
cracked joint duo to (allgud. Defective pipe section roplaced.W/B60106 hr. 
WOODARO.J.D., MCDONALD.R.P. Alabama Power Co. 80/01/00. 6pp. 44043:207- 
44043:212. 


8601260860 Revised emergency plan Implementing procedures, Including Rov 0 to 
63EP-EIP-107-0S. "Duties ol Nuclear Security" & Rev 0 73EP-EIP-009 OS, "Nuclear 
Socu/fty Duties " W/saOl 10 Itr. 

OUCWA.lt. Georgia Power Co. 03/01 /to. lOpp 44i3D:IS2-44l3e;t61. 


J. insurance & Indemnliy Inlormatlon 

8801270120 Forwards Endotsomenis 105 A 16 lo NELlA Policies NF-2t5 6 NF-302 & 
Endotsomonis Q7& 10 to MAELU Policies MF.78 & MF-129. 

SANNA.L.J. Marsh & McLennan, Inc. 88/01/12. DINITZ.I NRC • No Dolailod AIM- 
aiion Given I7pp 44186047-44186083. 


P. Opetaling license stage documents ft eorrespondencs 


8801049911 Forwaids Amends 160 ft 07 to Licenses DPR ? ft NPF-S. rospsecivsiy ft 
safely evaluation Amoncia mod.ly Tech Specs to dellne fuel avsrage plonar linear heal 
gonazatiOn rate liir,lts & ECCS suivoillonco requliomonts. 

CROCK6R.L.P. Pfojocl Otiecioiaio 11-3. 37/12/21. O'REILLY ,J,P. Georgia Power Co. 
3pp 43095:2O5-43e95;739 

-8601040016 Amends 150 ft 67 to Llconses DPR-S7 ft NPF-S.respoetIvely, modifying 
Tech Specs to deiins fuel average planar linear heal generation limits ft ECCS survair- 
lance loouiramenis, 

JAaaoUR.K.N Project Directorate 11-3 87/12/21. 2Bpp. 43005:207-43695:234. 

-8801040019 Selo'y evaluation supporting Amands 150 ft 07 to Liconses OPR-67 ft 
NPF-6.fd8POCllvply. ..... 

* Oilice ol Nuc'oer Raactor RoguioLon, Director (Post 870411). 67/12/21. 4pp. 
43895;236’43895 239 

8891120009 Conlirms rai of ropueel irorn Tech Spec requ romonis lor RWCU eye Isols- 
Hon Oft high diHeionuol llow.por 071216 ft 21 discusslons.Permaneni Tech Spec 
changes wni be submitled, per OWR STS. 

QUCWA.L.T. Georgia Power Co. 87/12/22. GRACE, J.N. Region 2, Ofe of the Dirac- 
lor. 3 m>. 44044;096'44944:098. 

9801050006 Provides into re summary topis on plant siariup ft power osco’aiion 
(esUitgjpor NRC requesi RobuIii win bo subm.ttad ll lead leal bundled efieci tost ro- 
suHs or reload con^sls ol luol bundles w/d.lleroni design. 

QUCWA.LT. Georgia Power Co. 87/ 12/29. Documonl Control Branch (Document 
Conirol Desk). 2pp 43903.190-43903:181. 

8801889001 Forwards NPDE5 Permil GA 0004l20,issued to Georgia Power Co. per 
ETS- 

GUCWA.IT Oeoigia Power Co. 07/12/20. Documonl Conirol Branch (Document 
Coniroi Desk). 4pp 43699:349 43900:014 

-6801060091 NPDES Permit CA 0004l20.l8sued to Georgia Power Co. 
LEO0ETTEH.J,L. Georgia. Stale ol. 87/12/04. 21pp. 43699:353-43900:01 1. 


-8801050108 "ETS Comparison of 1083 & t007 NPDES Permilg." 
* Georgia Powor Co. 67/ 12/20. 3pp. 43600.012-43900.014. 


B801110290 Grants anlorcomeni discretion ra Tech Spec 3.3.2.per 871222 
telcon.EnloicamenI discretion permits operetion w/o fso'ating RWCU In order lo pre- 
vent undesirable elfecis on reactor water chtjmisity. 

GRACE J.N Reg'on 2. Ofc ol the Director. 87/12/29. O'REILLY.J.P. Georgia Power 
Co. 2pp. 43099:356 43998:357 


8801060678 Forwards "DCRDR Final RepI" did Nov 1 987.con8!seinQ ol engineering repl 
on 130 human engineering discropanc'os not previously corroded at submltlBl ol 
861223 summary of DCRDR pfogram.Mods may change durtng program Implemsnia- 

^^A.LT. Georgia Power Co. 87/12/30. Document Conirol Branch (Document 
Control Desk). 2pp. 43816.003-43915:325. 


8801140266 Summary ol Cperating Reactors Events Mooting 86-01 ort 070105 re 
events that occurred since 87t222.Llst ol allendees ft viewgrophs encl. 

LANNiNQ.W. Evonta Assessment Branch. 88/01/07. ROSSl.C.E. Division ol Oper- 
aiional Events Assessment (Post 670411). 24pp. 4403l:033-4403l;066. 


V. Operator Examinations 

8801200231 Partial response to FOIA request (or documents re worker training pro- 
grams a INPO (raining accreditalion.Forwards App F documenls.App E 4 F docu- 
ments else available In POR.AddI records also available In PDR under Bossong FOlA- 

GHfMSLEY.D.H. Division of Rules ft Records (Post 870413). 80/01/12. BOLEY.K. 
Public Citizen's Critical Mass Energy Projecl. 6pp. 441 10;OO1-441 18:039. 


-8801050584 "DCRDR Final Rept." 

• Georgia Power Co. 07/11/30. 469pp. 43915:005-43915^)25. 


8801110478 Inlorms of polilioning ol State of GA to revise NPDES Permit QA 0004120 
reissued on 871204.OoleHon ol staled discharge limitation from Part I ft deletion of 
ParJ HI, Section II requested. u 

GUCWA.L.T. Georgia Power Co. 88/01/04. Document Conirol Branch (Document 
Conirol Desk). 2pp. 43966:210-43966:21 1. 


8801120216 Application (or amend lo License NPF-S.changing Tech Specs lo allow per- 
formance of sys hydroslatio or leakage pressure lesbng w/noncrilical reactor core el 
reactor coolant temp above 21 2 F.Fee paid. 

O'REILLY J.P. Georgia Power Co. 88/01/04. Document Control Branch (Document 
Control Desk). 11 pp. 43986.046-43988:064. 



-Se0M20229 Ptoposed Tect^ Spocs allowing ccrf&tmsnce o< s>a tvydtoaisllc ot laeiiage 
prosSL-re i«stog w^noncntlcal reactor core cl reactor coolant temp above 212 F. 

• Qaorg’a Power Co. 69/01/04. ^p. 43989.056-43998 064. 

9901130319 Requests exemption Irom lOCpn50.&2(c)(4) ATMS tequiranients due loul-l 
providing oqutvelenl parameters to roqui/emonis 

GUCWA.L.T. Georgia Power Co 89/01/08. Oociimenl Conlrot drench {Docurnent 
Control Desk). .3pp. 43986;300-439e6:302. 

9901260030 Forwards Amend 09 to Licenso NPF-S S safety ovatuaiion Arrond ravises 
Tech Specs to permit lomporary increase In main aieam n';^ Ine rechation ttcrern & 
iso'ation seipofnis to facj.’iielo hydrogen addition water chemistry leshrtg. 
CnOCKER.L.P Proiocl Directorate 11-3. 90/01/13 O'nElLLY.JP. Qeor^ Power Co. 
?pp. 44130080 44130 098. 

'•8801200035 Ariiend 60 to License NPF-S.arneridIng Tech Specs (o pormM temporary 
Increase In main steam hne high radiation scram & isolaion seiponts to laciTilata Ity- 
drogen add.tion wator chemistry lesl'ng 

CROCKER.L.P. Project D.roclora(e ll-X 89/01/13. I2pp 44t3008?-44t30.0g3 

-6601260039 Safely evaluation s^ponmg Amend 88 to License NPF-S. 

’ Office of Nuclear Reader Regulation, Director {Post 6/0411). eO/or/13. Spp. 
44130.094-44130:098. 

8901200303 Responds to request for eddi info ro 671021 af^'cat'ort to revise Tech 
Specs concerning fuel ihermel lim'la 8 refue'ing opereiions.nevlsotf pages of Untt 2 
Tech Specs Incorporatmg changes approved by^Amertd 07 end 
GUCWA.L.T. Oeorg'a Power Co. 68/01/14 boewmem Control Branch (Document 
Control Desk). 4pp, 44107.011-44 107.014. 

8801260540 Forwards updated listings of outstanding rinans'ng subm'iie*a that requto 
NRC written response.ULi prepared to discuss nvods to status repis 
GUCWA.L.T. Georgia Power Co. 08/01/15. Document Control Branch (Oocumonl 
Control Desk] 0pp. 44125:114-44125;119 

8901200274 Forwards document re review of feci'itles.for info FR b'weoKly notfeo dtil 
8801 13.lncluding notice of consideraiion ot issuance of amends to uconsos OPA-57 
A NPF.S.on Pages 027 6 831 enci 

’ Olf.ce of Nuclear Reactor Regulation, a'roclor (Post 870411) 80/01/25 
O'REILCY^.P. Georgia Power Co. t9pp. 44t8Q-.243-4410Q2at 


S Reportable occutrences, LERs & related cotreepondence 


6001250265 LGR 67-0i60O.ori 071231, suive.llance not performed wiiiT.1 
Un^CeusQd by personnol error Surveii'anco potlotmod, vended 4 scho 
moditiad Personnel counse'od W/08OI8 Ur 

BAKER.RO, GUCWA.L.T. Goatgie Power Co ae/Ot/tO. epp. 44150.278-44150 

6801250292 LGR 87-O09-0l:on 070603, reactor water lovel docrenso due to reactor 
teci'crt sys actuaiicn sotpoim S reactor scram occurred. Caused b/ elcctrica.' e< 
ment leiiuro Jumpers insla'ted & oqu pment romovod trom svc W/8Cdt lO i'r. 
8AKEn,RD., GjCWA.L.T. Georg'a Power Co. 80/01/10. f2pp 44168:345 44156 


V. Operator Exantinallona 


6801200231 Partial rosponse to FOIA request fer documenis re wo.'kor treln’.ig 
grams £ INF’O Irainl.ng accreditation. Forwards App F docu-monts.App £ & F d 
menis also avai.'sbio In FOR Addi records also aval^blo m FOR under Bossong F' 
87-204 

GfilMSLEV,O.H. Diuisio-n of Rules A Records (Post 8704t3). 08/01/12 DOLE 
PuM-c Cihren's CnDca' Moss Enorgy Proioci. 8pp 441 10.001-441 18. 039, 

-9S01220138 Advisos Of oliondsnce at 870023 Natl Nuclear Accred.ting Board mo* 
ai INPO dies in Altania.QA re ire ning programs at two pianls.Encis inc'uOO ti: 
Board mombor names & oiiondees & 871105 plant slsius eccredilation tab's 
GtBSOM,AF. Region 2. Ole ot Iho D, rector. 07/11/02. ROE.J. OivlS'On Of Ucoi 
Pedormanca & Oua'ity Evaluation (I’osi 87041 1) Opp 44116 159-44110.166 


DOCKET 60-366 ARKANSAS NUCLEAR ONE. UNIT 2 


F. Secutlly, medical, emergency 9> lire protection plane 


66012C0360 Rov 13 to Emergency Plan Implemoniing Procedure 1903.81, "Comnu 
Lofls Equipment Tests " 

• Arkansas Power & Light Co 07/1 1/03. 21pp 44057:246 44057:266. 


0. Inspection reports. IE Eulleflna A correspondence 


6712160369 NRC Ihia NoL'ce 87-064, "Conviction lor Fels,'6ceiion of Socutfiy Traimno 
Records" Sve list end. 

ROSSI.C.E. ONislon of Operational Events /Vssessmoni (Post 870411). 87/12/22 
Consolidated Edison Co. of NSW York, Inc. I20pp 44l&3-00t-44i83:i24. 

9712170118 NRC Info Notice 87-065. ' Plant Operation Beyond Ana^ed Condihons" 
Svd list end 

ROSSI.C.E. OMsion el Operational Evonis Assessment (Post 67041 1>. 87/12/23 
Consei.'daied Edison Co. of New York, Ine. I20pp 44056:008-44036:127. 


6712230003 Buppi 1 to NRC Info Notice 87-026. "Air Sys Problems el uS iWRe *' Sve 
net enef. 

ROSSi.CE. OMsIon of Operalionsi Events Assessment (Post 6704in. 67/t2/26 
ConsoLoated Edison (Do of New York, fne 124pp. 43905 138-43995257. 


0718310168 Rosponda lO NRC 871118 Ur re violeliorts noted In lrt$p Rapt 60<f66/67- 
26.CorfoeiJVo acuons:operaifons dept personnel counsoled 8 computer promam to 
track review performance revised. 

QUCWA.L.t. Georgia Power Co 67/13/28. Oocumenl Cortttol Brertch (Oocument 
Coniwl cask). 4pp. 43923;368-43923;3ei. ti-rvvu w 


6712290165 NRC Info Notice 97-066, ‘ Inappropriate AppKcsUoft PI Commeicipl-Orade 
Components." Sve list end. 

ROSSI.CE. Divisipn of Operational Events Assessment (Post 870411) 87/12/31. 
Consolidated Ed'son Co of New York, Inc. I20pp 43Q95-.ZSe-436W:0t6 


8712300091 NRC Info Notice 07-O67, "Lessons Learned From Reatonat Insps pi U- 
cansee Actions In Response lo lE Bulletin 90- 1 1 ." Sve list end. 
fiOSSl^E. Oiviaton of Operabonal Events Assessment (Posi 870411). 67/12/31 
Conso-'ldacad Edison Co. of New York, inc. f 23pp. 4 4 038. 164 4 4 038;286 


990T120071 Ack recalpl of 87)215 Itr Informing NRC of slaps lakon to correct vlo(al>orts 
noted In Insp Repts 50'321 /e7-27 & 50-366/67-27. 

COLLINS.O.M. Region 2. Ofc of Ibe Oirador. 67/12/31 O’REfLLV.JP GaoraO Power 
Co. Ip 43986 357-43966.357. 


69(11050394 Suppl 1 (o NRC Into NoUce 66-OSl, "Broken EtrtMnal Closuto Spiinos or* 
Atwood & Mor/jil MSIVs." Sve llsl encf. 

ROSSI.CE. Oivlslon ol Opeialiottal Events Assessment (Post 670411). 66 / 01 / 11 . 
ConsoLdeted Edison Co of New York, (no. f23pp. 44036 041-44038:163 

8801200339 Confirms 871215 canvarsecion re 880113 enforcement conference In 
AUanla.GA lo diacuas findings in fnap Repts 50-321/Be-33 & 50-36e/86-35.Piopcised 
agatKla encf. 

QRACE.3N, Region 2, Ofc ol the Oi/edor, 88/01/11. 0'REIlLY,J.P. (seota'a Power 
Ckj. 3pp. 44058,099.44050:101. ^ 

6901270219 Responds lo NRC 671216 fir re violations noted In Insp Repis 6O.02l/e7- 
30 & 50-368/87-30.Corracl)ve acUons.fira dnli S cni'qve repts comp.'eled per Proce- 
dure 4IFP-FPX01-O. Procedure revised lo require completion of repis on bme 
GUCWA,L.T. (Seorgie Power Co. 66/01/18 Document Conlrot Branch (Oocumenl 
Control Desk). I2pp. 44169.093-44169:104. 

8601270385 Forwards response to 971 f06 NRC Bulletin 87-002, "Fasteners TesUrro to 
Determine Conformance w/Appllcable Mali Specs " 

O'REILIY.JP. Georgia Power Co 68/01/16 Document Control Branch (Document 
Control Desk). 181pp. 44140.063-44140:243. 


R. Periodic operating reports 8 related corretpondence 

6601210036 Wonthty opeialittg lepis for Dec 1967 W/6S0)13 Hi. 

BEAflO.R.M, QUCWA.LT. Georgia Power Co. 87/12/31 t3pp. 44133 - 045 . 


9901050229 Confirms agresmoni beiwoon NRC & util ro oxtons'on unM 960301 >0 
pfemsnlalion ol improved omorgoncy action lovol Ideniilicailon & c'ass I'cai-o* 
671218 totcon 

LEVINE.d.U Aikansas Power & Light Co 97/12/21. CALLAN.L J Region 4, Olc 0 
Director 2 pp 43962117-43962:110. 

9601270307 Oiscusses queriotiy status updsio of NRC inspeeiora seoitiiy badgosu 
UM roqu'romsnif) 

LEYINE.J.M Aikansas Power & UoM Co. 67/12/23. CALLAN.L.J. Regon 4, O' 
iho OL-eclot. 4pp. 44166:043 44186.046 

8901110341 Rev 5 to emoigenry plan w/or.o ovorsiro map & 660105 Itr. 

ENOS.J.T. Arkansos Power A Light Co. 60 / 01 / 01 . lOOpp. 43903.163-40983:340. 

9901270221 Forwards objeciivos lor 1906 Red'OloQical Emoraancy Exarciso FIE 
scheddod lo' 060323 Joint scenario committoe mcoUng acUedulau for 860114 ic 
cuss oPieciivos A scopo of oxorciso. 

OlCUS.QJ Arkansss. Steto ol 60/01/05. MARTIN.R.O. Region 4, Ofc Ol 014 01r( 
7pp 44166 001-44166 007. 

8801130126 Forwards insp Repts SO-313/07-40 & 50-366/67-40 on (371S07-1 1.Nc 
laiions or doviotioris noted 

CALLAN,L.J Region 4, Olc of th© Director. 60/01/06. CAMPBELL.G. Arkansss P 
8 L)gh(C;o. 2pp. 44043:302-44043:303. 

-8801130131 Partialiy withhold Insp Ropls 60-3I3/B7-40 & SO-366/07-40 on 07r2( 
(roi fDCFR73 21) lOo vlqioliona notad.Malor areas Inspactodlicenseo compons 
moasures.eccess control • porsonnel, assessment aias.dstociion aids & proU 
area 

EAnNCST.AB neglon4. Ofc Ot Iho Director. 67/12/31. Ip 44043.304-44043 30 

690T200330 Requosla lea lor 671029 application ra exemption lo Section III Q 2 ol 
R lor level liansrnittars lor QCST. 

DIGGS, R.M. License Fee Management Branch. 66/01/15. CAMPBELL, G. A'ka 
Power & lighi Co. ip. 44O61;364-44D01:354. 


B80I22D468 Forwarda safeguards Info re regu.'alory ellecllvonoss rov.'ew followup 
withhold (rat 10CFfl2.7BO& 73 21) 

ENOS.J.T. Arkansas Power & Light Co. 80/01/15. CALVO.J.A Projoct Oifoctorai 
Ip 44169.192-44159 192 

9901360138 Ack rece'pl of 67)221 hr inlorm'ng NRC ol steps taken lo correo) Vic's 
noted In insp Repts 50-313/67-31 A 50-368/87-31. 

CAILAHL.J. Region 4, Olc oi the Director. 88/01/19. CAWPBELUG. ArXansasP 
A Light Co ?pp 44127:302-44127:304 

—6801260144 Responds lo violations noted In Insp Repts 50.313/37-31 8 50-361 
Ol.Oetals withheld (rol tOCFR73.21). 

LEVINE, J.M. Arkansas Power A Light Co 07/l2/2f. CALLAN.L J Region 4. 0 
the Director. Ip. 44127.304-44127:304 


J. Insuiance & IndemnUy Intormallon 


6901260065 Forwards Endorsement 73 to NELIA Policy NF-2t0 Endorsemeni t 
MAELU Policy MF-74 A Endorsemoot 10 to NELIA CertHicatos N-68 & N-4a & Mf 
Cerlificaies M 86 A M-4a 

8AMUELS,4.L. Marsh A McLer^nari. inc. 98/0)/l3. OlNlTZ.l. Otflce ot Nucloer F 
tor Regulation, Director (Post 870411). 7pp. 44157:313-44167:319. 


P. Operalirig llcansa stage documents A eorrespondence 


DOCKETED ITEMS 121 


M01II0033 Forwards FR notice of considorallon ol Issuance of amend to License 
NPF-6 A oppodunlty for prior hearing on 871028 requesl to Increase refueling water 
lenV & aafety injection lank boron concentration. 

OiCK.G F. Project Directorate IV. 87/12/16. CAMPRELL.T.Q. Arkansas Power & Ughi 
Co. 3pp. 43968 3«l6-43968;362. 

••880111003& Notice of consideration ol issuance of amend lo License Nf^-e A pro- 
posed opportunity for prior hearing on 871029 request to Increase relueling water uiidi 
A safely Inlection tank boron concentration 

DICK.C.F Project Directorate IV. 07/12/16. 4pp. 43988:349 43968:352. 

6601200184 Forwards notice of consideration of Issuance ol amends lo Licenses DPR- 
61 A NPF'6 A opportunity for prior hearing on 871204 request re respottsibiklies ol 

E safely commitlee concerning procedure reviews. 

.O F. Project Directorate IV. 88/01/06. CAMPBELL.T.Q. Arkansas Power A Light 
Co. 3pp. 44066:296-44066:302. 

-6801200308 Nollce of considorallon of Issuanco ol amends lo Llcenaes OPR-SI A 
NPF-6 A opportunity tor prior heating on 871204 requoal ro raaponsiblHItes ol plant 
safely committoe concerning procoduro reviews. 

DlCI<.QF. Project Direcloralo IV. 86/01/06. 4pp. 44066:298-44066-302. 

88l)12l>0254 Fonvards FR publication ol nollce ol considorallon of Issuanco ol amend lo 
License NPF-6 A proposed NSHC delermlnallon A opportunity lor hearing re 671 130 
request lo render 8 ol 10 MSIVs inoporeblo. 

DICK.G F. Project Direclorele IV. 88/01/06. CAUPaELL.T.Q. Arkansas Power A LIghI 
Co. 2pp. 44081:340-44081:360. 

-8801200363 Notice ol considoratlon ol Issuance ol emend to License NPF-6 A pro- 
posed NSHC delerm-nailon A opportunity lor hearing re 671130 request lorersder Ool 
10 MSIVs rnoperable to perform 10 yr h^toslallo tosi. 

0:CK.Q F. Project O.roctorale IV. 88/01^6. Spp. 44081:342-44081:350. 

8801270179 Nolificatlon ol 680204 mgl meeting w/util In ArlInglon.TX lo discuss licens- 
ee corrective acllon program. 

MILHOAN.J. Region 4, Ole of the Oireclor. 88/01/16. Rogion 4. Ofo ol the Oitectoi 
2pp. 44188 010-44168:011. 


Q. Inspeellon reports, IE Bulletlna A correspondence 

6712160380 NRG Info Notice 07-064, “Conviction lor Falsificallon of Securily Tralnlrtg 
Records." Sve list encl. 

ROSSI.CE- Division of Operational Events Assossmont (Post 870411). $7/12/22. 
Consolidated Edison Co. of New York, inc. 120pp. 44i63:00l-44i63:t24. 

6712170119 NRC Inlo NoUco 67-065. "Plant Operation Qoyond Analyzed Condilions." 
Sve list encl. 

ROSSI.CE DMsIon of Operational Evenia Assessment (Post 8704ii). $7/12/23. 
Consolidated Edison Co. ol Now York, inc. I20pp. 44056:008-44056:127. 

8713330003 Suppi I lo NRC Inlo Nouce 87-028. "Air Sys Problems at US LWRs." Svo 
list encl 

ROSSI.CE. Division ol Operational Events Assessment (Post 87041 1). 87/12/28. 
Consofidated Edison Co. of New York, ino. t24pp. 43996: 138-4309S'257. 

ee010«<K)5S Foiwards Insp Repls 60-313/87-26 A 60'36e/87-26 on e7lOlO-23.No vio- 
lations or deviations nolsd.Repi indicates that udi has not yet resolved setl idendfied 
deficiencies in corrective aclion program.Mgt meoling will be arranged. 

CALLAN,L-J. Region 4. Ole ol Ihe Director. 87/12/29. CAMPQELL.G. Arkansse Power 
A Light Co. 3pp. 43960:248 43960:266. 

-88011)80084 Insp Repla 60-313/67-26 A 60-366/87-36 on 671018 23.No vtdalions or 
deviaiions noled.Malor areas inspected; licensee corrective action program. 
BOAROMAN.J.R., SEIDLE.WC. Region 4, Ofc ol the Director. 87/12/2? Spp. 
43960'26f-43960:258. 

6801060090 Forwards Insp Repls 60-313/07-33 A 60.366/87-33 on 671116-20 No vio- 
lations or deviations noted. 

CALLAN.L J. Region 4. Ole ol Iho Director. 87/12/30. CAMPHELL.Q. Atkansoe Power 
A Light Co. 2pp. 43960:276-43960:304. 

-88011)60094 Insp Roots 60-313/87-33 A 60-386/87-33 on e7tt16-20.No violallone or 
dovletlons rioted. Major areas Inspected: licensee chemlslry/radiologlcal program A 
water chemistry A radlochemistry condrmstory measurements. 

NICHOLAS.J.B.. WISE.H., CHANEY.H.D. Region 4. Olo of Ihe Director. 67/12/22. 
27pp. 4306O:270-4396O;3O4. 

8712290165 NRC Inlo Notice 87-066, “Inappropriale Application ol Commercial-Grade 
Components.'' Sve list encl. 

ROSSI.C E. Division ol Operallonal Events Assessment (Post 870411). 67/12/31. 
Cionsolidaled Edison Co. of New York, Inc. t20pp. 43095:268-43996 016. 

8712300091 NRC Info Notice 87-067, "Lessons Learned From Regional Insps of Li- 
cansae Actions in Response lo IE Bulletin 60-11." Svo list end. 

ROSSI.C E. Division of Operational Events Assessment (Post 670411). 87/13/31. 
Consoldaled Edison Co. of New York, Ino. 123pp. 44038:164-44030:286. 

6801270182 Responds lo violations noted In Insp Repts 60-313/87-32 A 60-388/87- 
32.Conectiva actlonsec^ustmerM alleda applied to correot massured velua for sutveu- 
lence which Indicaied some amount ol leaKage. 

LEVINE.J.M. Arkansas Power A Light Co. 67/12/31. CALLAN.L.J. Region 4. do ol 
Ihe Director. 4pp. 44166:357-44166:360. 

8801380051 Requests extension ol time until 600212 to respond to IE Compliance Biri- 
leVn 87-002, "Fastener Testing to Determine Conformance W/Appllcable Mall 
Specs," due lo 8AW delay In assisting ulN dua lo closing of BAW ofes (or hoMsys. 
ENOS,J.T. Arkansas Power A Light Co. 68/01/06. MARTIN.R.O- Region 4. do of me 
Director. Ip. 44157:196-44157:166. 

8801130136 Forwards Insp Repts 50-313/67-40 A SO-366/67-40 on e71207-|1.No vio- 
latione or deviations noted. 

CALLAN,L.J. Region 4, Ole ol Ihe Oireclor. 88/01/08. CAMPBELL, Q. Arkansas Power 
A Light Ch 2pp. 44043:302-44043:304. 


-8601130131 Partially withheld Insp Repls 50-313/67-40 A 50-368/87-40 one7]207-1 1 
(ref t(^FR73.2l}.No violations noled.Major areas Irtspected licensee compensatory 
measures.access control • personnei.assessment alas.deiecUon aids A protected 
area. 

EARNEST.A.B., KELLY.J.A , YANDELL.L.A. Rogion 4, Ofo el the Director. 67/12/31. 
Ip. 44043.304-44043:304. 

66G1050304 Suppi 1 to NRC Inlo Notice 86-081. "Broken External Closure Springs on 
Atwood A Morrill MSIVa." Svo list encl. 

ROSSLCE. Division of Operallonal Events Assessment (Post 870411) 68/01/11. 
Consoldated Edison Co. of Now York, inc. 123pp. 44038.041-44030:163. 

6801290124 Insp Repts 60-313/87-35 A 60-388/87-35 cancelled. 

CAILAN.LJ. Rogion 4. Olo of the Oireclor. 80/01/13. CAMPBELL, G Arkansoe Power 
AUght Co. Ip. 44108:205-44108:205. 

•801200076 Forwards Insp Repts 60-313/87-37 A 50-368/67-37 on 871021-23 A 27- 

30. No violations or deviations noted. 

CALLAN,L.J. Re^op 4, Olc Ol the Oireclor. 80/01/14. CAMPBELL.Q. Arkansas Power 
A Ught Co. 4pp 44134:227-44134:240. 

-8801200077 (nsp Repts 60-313/67-37 A 60-368/87-37 on 861021 -23 A 27-30. No vio- 
lations or deviations ru>(ad.Ma|or areas Inspected; Jusiificailon for continued opeiation 
commilment items A leakage ol lower insp handhole cover. 

STEWART.fl C.. HAAG.R.C.. BARNES.I. Rogion 4, Ofo ol Ihe Director. 87/12/18 
fOpp. 44 134:231-44134:240. 

6801260 136 Ack receipt of 87 1221 Hr Informing NRC of steps taken to correct violations 
noted in Insp Repls D0-313/67-3t A 50-368/a7-3t. 

CALLAN.L.J. Region 4. Ofo of Ihe Director. 88/01/19. CAMPBELL.Q. Arkansas Power 
A L^l (^. 2pp. 44127:302-44127:304. 

-6601260144 Responds to violations noted In Insp Repls 60-313/87-31 A 50-368/67- 

31. Dolalls withheld (rsl 10CFR73.21). 

L£ViNE.J.M. Arkansas Power A LIghI Co. 87/12/21. CALLAN.L.J. Region 4, Ofc of 
me Director. Ip. 44127.304-44127:304. 


R. Periodic operating reports A releted correspondence 


8891140393 MoiMhly opatatira tept tot Nov lM7.W/87121Silr. 

HARRISON.D.F., ENOS.J.'T Arkensae Power A Light Co. 67/11/30. 8ASSETr,H.8. 
NRC • NO Detailed AlfiHalion Given. Opp. 44062:279-44062:284. 

8891270397 Oiscusses quarterly stalua update of NRC inspeclore security badgae/lrain- 
iriQ requiremenu. 

l£ViNyj.M. Arkaness Power A Light Co. 87/12/23. CALLAN.L.J Region 4, Olc of 
me Oireclor. 4pp. 4418S:043-44186!046. 


U. Congreealonei/Execullve Correapondence 


8801280838 Rounds to concerns raised In 871202 Hr re stainless steel mail designat- 
ed as E-8rile 28-l.Acllons taken lo address aiiegeilon that E-Brile 26-1 unsuitable lor 
use In nuclear power plants listed 

ZECH.L.W. Commissioners. 60/01/29. GLENN, J. Senaie, Qovernmenlai Aflaire. Spp. 
44173:227-44173.233. 


V. Operator Examinations 


6601190281 Ceriilies that planl conslats aolejv of planl-rel aimulator as delined in 
10CFR&&.4 A meets NRC <eguietlora.W/NRu Form 474,exceptlons t^en to ANSI/ 
AN5 3.5- 1965, performance lest abstract A description of scheoulod performance tost- 

LEVINE.J.M. Arkansas Power A Light Co. 07/12/07. MURLEY.T.E. Office ol Nuclear 
Reactor Regulallon, Direolor (Post 671)41 1). Spp. 44060 287-441)51:016. 

-8601190299 Revised "Abstraol Peiformance Teat Oavelopmenl.ConducI A Evalua- 
tion.” 

* Arkansas Power A Light Co ERC0714f7. 67/11/16. 73pp. 44050 272-44050.344. 

-8801190305 "Arksnsas Nuclsar One.Unll-II.Slinulator Operebillty TesI ” 

’ Arkansas Power A Light Co. ER(^7I030. 67/12/03. 32pp. 44050.345-44051:016. 

1901200291 Panisl raaponse lo FOIA requesl for documents re worker training pro- 
grams A INPO training accreditelion.Foiwards App F documantB.App £ A F docu- 
ments also available in PDR.Addl records also available In PDR under Bossong FOIA- 
07-204. 

ORIMSLEY.D.H. Division ol Rules A Records (Post 670413). 88/01/12. BOLEY.K. 
Public Citizen's Critical Masa Energy Project. 8pp. 44118.001-44110:039. 

-8801220138 Advises ol attendance at 870923 Nall Nuclear Accrediting Board meellng 
at INPO ofes In Ailanta,QA re iralning proorams at two planis.Encu Include list of 
Board member names A attendees A 871105 plant status accreditation table. 
OIBSON,A.F. Region 2, Olo ol the Ohecior. 87/U/02. ROE,J. Division oi Licensee 
Performance A OuaNt/ Evaluation (Post 87041 1). 6pp. 441 19:159-441 f9:l66. 

8801280138 Requests licensee to furnish encl ref mati by 880218 in order lo meet 
schedule tor reaotor/seniof reaolw operating licensing exams scheduled for wk of 
88041 8.Requlremenf8 for administering A reviewing wrilten exams also encl. 
CALLAN,U. Region 4, Ofo of the Oireotor. 68/01/15. CAMPBELL.Q. Arkansas Power 
A Light Co. Spp. 44127:294-44127:301. 


DOCKET 50-389 WILLIAM B. MCGUIRE NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency A fire proleotlon plane 



pioceoutas.incioomg Hev 28 lo cm.'p-i, -pooov&iy Manager & Immetfiftte steW. Rev 
10 to CWlP-2. "News Group Plan" & Rev 21 lo CMlM, “Admlnlstfabon W/ 
660 1 1 1 folease memo. 

TUCKER, H 6 Ouke Power Co. 87/18/14. Qocomeni Conuol Bfftnch (Document Con- 
trol Oosk). 7pp. 44CI04:I25-44005:288. 

-6801130360 Pub'ic version of revised crisis mgl implemeni'ng proce(futes.inclu(rng 
Rev 82 ID CMlP-1, "Recoveiy Manager & ijnmeJiale SlaH." Rev i6le CMtP-2. '*Mewa 
Group Plan" & Rev 21 to CM.'P-4. "Acfmiaistralon & LoolaUcs Plan.'* 

HARRIS, R E. Duke Power Co 87/1 1/15, 400pp. 44004:l33-4400S-288. 

6801120034 Confirms 8712IS lelcon between Andor&on & M SInkule re 860115 an- 
(Ofcertienl conference et Region ll olo to chscuss util conUol o1 safeguards mall. 
GRACE, J.N. Region 2, Ote o» me Director. 68/01/04. TUCKER, H 0. Dwke Power Co. 
Ip. 43966 342-40966.242. 

6801140352 Fo/wards Insp Reels 50 269/87-50.S0-270/e7-50, 50-287/67-50 &0-S69/ 
87-45, 60-370/67-45,50-4l3/87-43 & 60414/67-43 on 871M8-Og.VtolatOfta 

noted. Wolailons may ctiange based on finlher review.Enlorcemanl conloreoca sclted- 
ulecf lor 6801 15 

GRACE, J N Region 2, Ole of iho Diroctor. 88/01/1 1. TUCKER.H.B. Duke Power Co 
2pp 44027.358-44027;380. 

-6801140363 Pa/tiafly wimheld Insp Repts 60-269/87-50.80-270/67-50. 50-267/67- 
50.60-369/87-46.SO-370/87-45.50-413/87-43 & 60-414/67-43 on 871206 06 (ref 
10CFR 2.760(d) 6 73.2y Major areas Inspected compromlaed salaguards Into. 
ToaiN.WJ. Region 2. Ofc Ol ttre Oiractor. 66/01/0^ Ip. 44027-.3®l 44027-360. 

6801260037 Forwards Rev 32 to secunty plan.addresslng oigenlzaUonai, deHrsbon & 
several ili'ustrallon ebangesRev witnha!a(far lOCFfl 73 21). 

TUCKER.HB. Duke Power Co. 68/01/21. Docemeni Control Branch (OocumerM Con- 
trol Desk). 2pp. 44167:163-44157.164. 


H. General correspondence 


grams & INPO iraining accreditallon. Forwards App F documents App E i F dxu- 
ments also avaifable in POR.AddI records also avelleblo In POR under OcssornfOlA- 
67-204- 

GfllMSLEY.O.H. Orvtsion ot Rules & Records (Post 870413). 8&/0l/)2 DOltY.< 
PuWlc Citizen's Critical Mass Energy Project. Spp. 44116:001-441 10:039. 

—8404170634 Trip rept of 840323 visit to INPO to respond lo INPO conceens ta uacir*} 
& qualifications ru'oinaklng package (SECV-64-7d). Accreditation team rcpl on McOiAa 
Station read S quesllons ans-weied. 

fiLUMER,A.H.. PERSENSKY.J.J. Licensee Oualificationa Branch. 84/03/26- 
BDOHER.H.R. Uconsee Oual.'licalions Branch. 2pp. 44116 051-441 18:052. 

-6704060019 Summary ol INPO Accreditation Board 870326 8 26 mcctngj in 
Atlanta, GA to programs consKJeted lor accredilatton. Attendees list & moot'-ng sgwtJa 
oncl. 

HANNDN,J.N. Operator Licensing Branch. 67/04/01. RUSSELL.W.T. DiV-wr ol 
Human Factors Technology (051125-870411). 7pp. 44119.120-44110:135 

660127009 1 Forwsrds addi Into re ellmlnatton ol resistance lemp datectot t>'«c3SS v^ln 
response to 871106 teouest. Response tor Caiawba Nuclear Stalidn Sbbmillooon 
871 119 No addl iuslifioatlon to response lime required- 

TUCKER, H.B. Duke Power Co. 88/01/19. Document Control Branch (OdcuTcrii Con- 
trol Desk). 17pp 44141:263-44141:279 

6601260022 Forwards addl Info re 871026 relief request from ASME Code 
requkem&nls.pat BR Crewtsy request 

Tucker, t-f.Q. Ouka Power Co. 86/01/19. Document Control Branch (Doeumoni Con- 
treiOesK). 9pp. 44157;162'44157:190. 

8601290328 Summary of 871 123 masting w/ufil & Weslinghouse in Rolhosda. MO to 
discuss "Revised LOTlO-3 Drain Flcrw Heat Translor Models" tor main steam bmsk 
anatyals ins-'da contalnmont. List of atlendeos & meeting handouts oncl. 

AUIWK.R. Ofc ot Special Prelects. 86/01/20. Oto ol Special Projects. 27pp. 
44180267-44180313 


6601270167 Requesta removal of Region II from dlslnbuiion tor sys rkawinos Otawirtos 
no longer needed ULl documanl transrriftal form end. 

COLUJvSXt M. Region 2. Ole of tha Oirectot. 66/01/20 TuCKER.MB. Duke Power 
Co. 2pp. 44145:359 44145-360 


P. Operating llcanae etaga documenia 6 ccrrespondenca 


86D10604SS Forwards proprielary aAW-l0171P, "REFLODOB.Model for Muittoode Core 
Reltoodmo Analysis.' Rept dasertbea compulei code dial B&W will be ualng to aria- 
lyze RCS oehavlor during ref4t of LOCA (ransionc Repl wfthheld. 

TAYtOn.OH Babcock & WAcot Co 87/12/14 NORBERO.J.A Division ol Erwineet- 
fng & Syalams Technology (Post 87041 1). ip. 43916.274-43916-274 


6601120090 Forwards (nto re Resource TecnAccal 8vca,lftc,lnc(udtiva summary ol NftC 
contraci woiJt.Nnc Form 28 lor three eitistng coniracta.audri into.work hietOfvA kais 
of e^ertise evauabte tor special Insps 6 ol cunent tesoutes avca 
FELTHOUS.R.A. Resource Technical Sennees, inc. NRO-2e'87-4l7 67/12/16 
JOHNSON, e.M. Begioiv 4. Ole ot the Oiteclo/- 71pp. 43998:230-43996500 


6601270167 Summary of ACRS Subcommiltaa on Qonerlc Items 871216 meelino wf-iU 
In Washington. DC re offsetiveness of NRC process niat dea's w/goneric Issues 6 
USIsVlawgiaphs & presentation schedule enci. 

• ACRS • Advisory CommitiDs on Reactor Safeguards. 88/01/22. ACRS • Addscrv 
Committee on Reactor Safeguards. 42pp. 44149:249-44149:290. 


O. Inapecilon reports, IE Bulletins & correspondence 

6712160369 NRC Into NoUce 67-064, "Conviction for Ffllslflcation of Socunty Tiairvrig 
Recoids." Sve hsl end 

ROSSl.C.E. Division of Operations! Events Assessment (Post 670411). 67/13/77. 
ConsoMstad Edison Co of New York, Inc. 120pp. 44163:001-44T63:12'1. 

6712176116 NRC Info Noitoe 87-065, "Pfsnt Oporallon Beyond Analyzed Conu-lioni." 
Sve lisi end. 

ROSSl.C.E. Division ol Operational Events Assessment (Post 670411). 67/12/33. 
Consolidated Edison Co. of New York, Inc. 1 20pp. 44058:006-44056: f 2 7. 


660iO<IOilSi Forwards proprteisry 8AW-i0i64P. '‘R£LAP5/M002-86VV.Advanced Pro- 
gram for LWR LOCA & Non-LOCA Tranconi Anafysia." Rept dasenbes cdfnputer 
eodo used to analyzo RCS behavior dunng blowdown phase of LOCA transient Rept 
withheld. 

TAYLOR,J.H. Babcock 6 Wico* Co. 87/12/20. NORBERG.-J A. Ofvtskm of Enafneor- 
Ing & Syslems Technology (Post 8704ii). ip. 439t7:i>i3-439i7.bi3. 


660)070206 Notification ol 880106 meeting w/Westingho</se Owners Group ^lerauona 
6 Analysis Subcominlttees in Beuiesda.MO to discuss subcommittees inveetiastiorw ki 
analysis area re Oanerfc Lir 87-12. 

TRAMMELUCM Prolecl Olreclotata V. 67/12/30. KNlGKTON.G.W. Ptoioct Okector- 
ateV. 4pp. 43943-344.43045 347. 


6801 140306 Forwards Arnends 76 6 59 lo Ucenses NFP-9 6 NFP-17. respeciNoly 6 
salety avaluatton Amends change Tech Spec 3/4.7 4. "Nuclear Sve Water Svs.'* to 
relied portions ol sys shared between two units but not shared In entirery 
HOOO.D, Project Oirectorale 11-3- 66/01/04. TUCKER.HB. Duke Power Co 3pp 
44031:138-44631:155. 


—6601140326 Aftwnds 76 6. SB lo Ucenses NPF-9 & NPF-l/.respeciwely, changing 
Tech Spao 3/4.7.4 Id reflect portions of ays shared between two unKs but not shared 
In enuiety 

HOOD, OS Project Directorate IJ-3. 86/01/04. t2pp 44031:140-44031:151. 

-6601140336 Safety evaluation supporting Arnends 78 6 69 to Ucenses NPF-6 6 Npf- 
17, raspec lively. 

* Office e( Nuclear Reactor Reguletlori, Dkector (Poet 670411). M/01/04 3t>p. 

44031;l5a-4403l:lS5 » / w 

8601160056 Informs Ifiatno further action antfeipatsd on rev lo 0PC-NF-20tOA, "Nudo- 
ar Physics Methodology tor Retoad Design." NRC eftons on rev should be closed 
out Another version of code purchased. 

tUCKER,H B. Duke Power Co. 68/01/06. Document Control BrarKh (Document Con- 
trol Desk), tp. 44062:263-44062:263. 

6801150)26 Confirms 660113 rngl nveeUng In Region ll ole to cKscuSs componem cool' 
Ing ara Issues at pJanl. 

ORACE.J.N. Region 2, Ofc of the Director. 86/01/06. TUCKER.H.B. Duke Power Co. 
Ip. 44042:072-44042:072. 

86011603<l» Appllcallon for amends lo Ucenses NPF'35,NPF'52,NPf -S 6 NPF'tT.lncot- 
MStlng Into tech Specs recommendations of NRC Generic Ltr er-OO re SectfonsS.O 
& 4.0.FM paid- 

TUCKER.H.B. Duke Power Co. 88/01/1 ). Document Control Branch (Oocument Con- 
trol Desk), 7pp. 44045.033-441M5.159. 

-6601160311 Proposed Tech Specs.fncorporaiing recommendations of NRC (Generic 
LIr 87-09 re Sections 3.0 6 4.0. 

* Duke Power Co. 68/Ol/tt. 100pp. 44045:040-44045:159. 


6712238I>03 Suppi I to NRC info Notice 07-026, "Air Sys Problems el US LWRs " 6vc 
ks) enct. 

ROSSi,C.E Division of Opr-»iional Events Assessment (PosI 870411). 07/12/26 
Consohdated Edison Co. oi.lc.t York. me. i24pp. 43995:136-43865:257. 

6601040161 Forwards Insp Repts 50-369/67-41 6 50-370/87-41 Oh e7tl)2MI20 6 
notice of vlolaUon.VlbisUbns ncied. 

8ROWNLEE.V.L Region 2, Ofo et tho OIraclor. 67/12/26. TUCKER.H.B. OuKo Power 
Co. 2pp. 43963:133-43963:145. 

-660T040161 Notice Of violation from Insp on 871021-1120.Vtolation5 noted. work pOf- 
formed on flow tnatiumeni w/o pioceOutal vetilicaitcm ol aalsiy-felated CbmponOnl 6 
pctoi-mod test of main eiecldcal busline exceeded scope of procedures. 
BROWNLEE.V.L Region 8. Ofc ot the Director. 87/12/28. 2pp. 439e3:l36-40&63.136 

-6601040185 Insp flepla 50-369/87-41 & 50-370/87-41 on 871021-1120 Violations 
noi«di4«}ot eieas tospecled-operetions safety verlflcaiion.survs'liBfico lestliiQ.moai 
acdvfttes.toilow-up ot previous Insp nndings & refuelmo 6 slarlup activfiles. 
ORDEbS.W., GUENTHER, S., PKBlES.T A. Region 2, Oto ol The Oirecier. 67/12/23. 
9pt>. 43963:137-43963:145 

6712290155 NRC Into Notice 97-068, "Irfepproprlale AppticBtlon of Convretclai-Qcada 
Componem*." Sve list end. 

ROSSI.CE. ONlsiot' ol Opeialtonal Events Assessment (Post 870411). 67/12/31 
Consolidated Edison Co. of New York. Inc 120pp. 43995:268-43996 016 

0712300091 NRC Info Notice 67-067, "Lessons Learned From Regional Inspa of U- 
dsnsee Actions In Response to IE Bulletin 60-1 1." Sve list encL 
ROSSI.CG. Diylstofi ol Operational Events Assessment (Post 870411). 67/12/31- 
CoASOlldsted Edison Co. or New York, Ino. 123pp. 44036:164-44038 266. 

6601120034 Confirms 671215 telcon between Anderson 6 M SInkule re 660115 en 
forcemeni conference at Region N oto lo discuss utli control of safeguards mall. 
GRACE, J.N. Region 2, Ote of the Director. 68/01/04, TUCKER.H.B. Duke Power Co. 
Ip 43966 342-43966:342. 

6801050394 SuppI I to NRC Info Notice 66-081, "Broken External Closure Springs on 
Atwood 8 Morrill USIVs. " Sve list end 

ROSSI.CE. Olviston of Operattor^l Events Assessment (Post 870411). 08/01/11. 
Consolideled Edison Co. of New York, Inc. t23pp. 44036:041-44036:163. 

9691140352 Forwards Insp Repts 50-2e9/87-50.50-270/67-60.50-267/87-50, 60 369/ 
87-45,50-370/67-45, 60-413/07-43 8 60-414/67-43 on 67120a-09.VlOlai.ori8 

noled. Violations may change baaed on further revlew.Enforcemeni conference sched- 
uled tor 660115. 

QRAC£,JN. Region 2, Ofc of the OUectot. 86/01/1 1- TUCKER.H.B. Duke Power Co. 
2pp. 44027:358-44027:360. 


DOCKETED ITEMS 123 


-8a01l403«3 Pert:ally withheld Insp Flepie 50-2e9/87'50.SO'270/a7'SO. SO-287/87- 
SO.6O-369/O7‘15,5O-37O/87<l5,6O-4l3/07-43 S 50-4J4/a7<3 on B71208-00 (ret 
tOCPRS 790(ct) & 73.31). Major areas Inspocted.compromlsod safoguards Into 
TOBIN.W.J Region 3. Ofc o( Iho Dirocior. 8B/01/04. ip. 44037:360 44037:360. 

8&013S0530 Forwaids lesponse lo '£ 65'003, ■'Motot-Opoialed Val're Common 

Mode Fa:lufe8 Du/lno Plani Transients Due to Improper Switch Soitinga" Summary of 
schedu'e tor responding to bu'Ietin lor McGuire & Catawba stated. 

TUCKERHB Duko Power Co 88/01/14. Document Control Branch (Document Coiv 
VOl Desk). 2£pp. 44103:335-44103.359. 


n. Perlodio operating reports & related correspondence 

8801040340 Fonvards monthly operating repls for Nov 1987 & revised monthly opoiai- 
ing repi tor Oct 1987, consisting ol unit shutdowns & power reductions lot Uni I. 
TUCkER H B Duke Power Co. 87/12/16. DocumonI Control Branch (Document Con- 
trol Desk). Ip. 43893 001-43093 016. 

-8712260816 Monthly oporelng ropts lor Nov 1987. 

REAVIS, J A. Duko Power Co. 87/1 1 /30. 14pp. 43803 002-<13a93:015. 

-8801040342 Ravlsod monthly opotating rapt lot QcV 1 987,cQnsl&tmg at unt ahuldc>Nna 
& power reductions. 

REAVJS.J.A. Duke Power Co. 87/10/31. Ip. 43893:016-43093.016 

8601210045 Monthly operating repls lor Dec i907.W/0801t6 hr. 

REAVIS.JA.. TUCKER,H.B. DuirO PQwor Co. 87/12/31 ISpp. 44133019-44133:031. 


$. Reportable occurrences, LERa & related correspondence 


8601120034 Contirms 871215 lelcon between Anderson & M Snkuie re 680115 en- 
ii^cemoni conference at Region II ole to discuss util control of safo-guards mall. 
GRACE,J.N. Region 2, Ofc ol me Director. 08/01/04. TUCKER.H.B. Duke Power Co. 
Ip 43688:342-43986:342. 

8801140352 Forwards Insp Rapls 50-269/67-80,50 270/87-50,50-287/87-50, 50-369/ 
87-45.SO-370/87-45,60-4l3/6M3 & 50 414/87-43 on 87l20e-09.Vio:aiions 

noted. Violations may change based on lurther revlew.Enforcemonl conference sched- 
i4ed for 660115. 

QflACEJ.N. Region 2. Ofo ol the Dirocior. 68/01/11. TUCKER, H.0. Duko Power Co. 
3pp. 44027.-35B 44027:360. 

-8801140363 Paniaily withheld Insp Repts SO'269/87-50.S0-27O/87-5O. 60-287/67- 
SO.SO-3OO/87-45.5O-3TO/07-46.5O-413/a7-43 & 50-414/87-43 on 671208-09 (tel 
IOCFR2.790(d) & 73.21). Mejor areas lnspectod:compromlsod safeguards info. 
TOBIN.WJ. Region 2, Ofo of the Director. 86/01/04. ip. 44027:360-44027:360. 

8801380027 Forwards Rev 32 lo security plan.oddrossing organizational, detiniilon 8 
several illusl/stlon changes. Rsv wlthhola(rof lOCFH 73.21). 

TUCKER, H.B. Duka Power Co. 00/01/21. DocumonI Control Branch (DocumenI Con- 
trol Desk) 2pp. 44167:183-44157:164 


H. Oenerei eorreepondence 


8801270187 Beouesls romoval of Rog'on II from dislribuilon for sye drawings Drawings 
no tonger needod Llt4 documonl transmittal loim end. 

COLLINS, DM. Region 2. Ofc ol Iha Direcior. 88/01/20. TUCKER.H.B Duke Power 
C0.2pp 44145 359 44145:360. 


881)1081)1 18 LER e7-03l-00:on Q71l25.Toch Spec 3 0.3 onlerod wnon both component 
cooling HXs declared Inoporebte.Caused by equipmoni failure. Valve IRN-89 admlnts- 
(reUveV blocked open W/87t238 Hr 

LEROY ,S.E , TUCKER.H.B. Duke Power Co. 87/12/28. 6pp. 43060 142-43960 147. 

6801050317 Informs ihal LER 67-33 due on 880108 delayed due lo unresolved con- 
cerns & w If be aubmilled on 880 1 29 

TUCKER.HB Duke Power Co. 87/12f30. Oocumottt Control Branch (OocumanL Con- 
trol Oeak) 2pp. 43080:t30'43e00;13t. 

8801080116 LER 87-033 00:on 871 lOB.dsmaged fire barrier discovered on auK4la(y 
loodwaior sys valve actuaiorCauso unknown.Fire barnor repaired on 87iii3.Adol 
cc/rectons from previous LERs undorway.W/07i230 Mr 
LEROY ,S.E , TUCKER.H.B. Duke Power Co. 87/12/30. 6pp. 43060.134-43960:139 

8801 180331 LER 37'034-00:on 871 lOS.dlscovorod two hre ciodrs biockod open & i.re 
watch missed Caused by personnel error.Firo door closed & mochanlcal mnini (MNT) 
will esteblish leg book lO' Tech spec items under MNT rosponsib:iity.W/d7t23l lit. 
IER0Y,8.E., TUCKER.H.B, Duke Power Co. 87/12/31. 6pp, 44062 209-44002 203. 

88Q1 160210 LER 07-03S-00:on 87061 1. computer logs ind-caled that unli may have op- 
erated above rated thermal power as dolinod in Tech Spec Caused by rtumoer of dec- 
imal plaeaa used to adiusl p'ani output woro rounded oh W/800 tOS Hr. 

LEROY.S.E., TUCKBfl,H.Q, Duke Powor Co. 80/01/06. 6pp. 440C4-l20-44064:125. 

8801970275 Summary of Opataiing Reactore Events Mealing 80-02 on 080112 re 
events which occurred since lost meeting on 880iOS.Lisi of eitondeee.stgnlRcanl ele- 
ments ol evenla 5 lobulation of long-ierm (o'fowuo ossignmonie to Uo comptotod onci. 
LANN.no, W. Events Assessment Branch. 08/01/15. nOSSi.C.E. Otviswn ol Oper- 
ational Eventa Assessment (Post 870411). I6pp. 44)55:130-44156:161. 


V. Operator Eiamlnatlons 

8801200231 Partial response lo FOIA request for documor^ts re workor training pro- 
grams 8 INPO training accredilallon. Forwards App F documonIsApp £ & F docu- 
rrenia also available fn PDR AddI records also evallaUie in PDR under Oossong FOIA- 
67-204. 

GRIMSLEY.DH. Division ol Rules 4 Records (Post 870413). 88/01/12- BOLEY.K. 
Public Citizen's Crillcal Mass Energy Project 8pp. 441 10 001-44 1 18:039. 

-8403160117 Advises that INPO accredilallon process ohere uHls mechanism to meet 
Intent of proposed training rule w/o separate sal of reporting requlremonls.nnal ac- 
crodlation rapt to detail observations requYod. 

THOMPSOffH.L. Division of Human Factors Safely (800428-851124). 04/03/01. 
STHAHM.K. insliluto ol Nuclear Power Operallons. 2pp 44 1 18:040-44110.050. 

-8709010052 Requests canificatlon prior lo FSAFt rev that reactor operator training pro- 

R tam accredited & based upon sys approach to Iratninap^sr Generic Itr 87-07. 

OOO.D. Projocl Directorato 11-3. 07/08/28. TUCt^R.H.B. Duko Power Co. Ip. 
44119:154-44119:154. 

-8801220136 Advises ol attendance at 670923 Nall Nuclear Accredillng Board moeikig 
et INPO ofes in Atlanle.QA re training programs at two plants.Enc^ Include fist of 
Board member names & attendees & 871 105 plani status accredilallon lablo. 
G-BSON,A.F. Region 2, Ofc of iho Direcior. 87/11/02. ROE,J. DJvistor* of Licensee 
Peiloimanco & Quality Evaluation (Post 67041 1). 6pp. 44 116:1 59-44 1 ID: t66. 


P. Operallng license slags documanis & correspondence 


8601080465 Forwards proprlataiy BAW-1017IP, "REFL003B,Modol for Mulllnode Core 
RafloorSr^g Analysis '' Repl dosdiibos computer coda lhai B&W will ba using lo ana- 
lyze RCS oehavlor duilng loli.l of LOCA Iranslortl.Repl withheld. 

'TAYLOR.J.H. Babcock & WiIcOK Co 87/12/14. NORBERG.J.A Division ot Englnoor- 
lng& Systems Technology (Post 87041 1). tp. 48916 274-43B16'274. 

8801120090 Forwards irtio lo Resourca Technical Svcs.Inc, including summary ol NRC 
COfttiact work, NRC Form 26 for three existing conlreete,audit Info, work history & I sts 
Of expertise evelieble lor apodal insps & of current resource sves. 

P£LfHOUS,R.A. Resource Technical Soivlees, Inc. NRC-3887-417. 87/12/18. 
JOHNSON,tH. Region 4, Olc of the Director. 71pp. 43998:230-43008:300. 

8801060151 Forwards proprlaiary BAW.10164P. "RELAP6/M002-B&W, Advanced Pro- 
gram lor LWR LOCA & Non-lOCA Transient Analysis” Rspi describes compular 
cods used to anslyza RC5 behavior Outirtg blowdown phsso ol LOCA iranslem.R6pi 
wMhheid. 

TAYLCW.J.H. Babcock & Wilcox Co. 07/12/28. NORBERG.J.A. Division ol Eng'nser. 
Ingi Sysloms Technology (Post 8'/04l i]. Ip. 43917.013-43917:013. 

8601070205 Notificalion ol 880106 mooting w/Wostmghouss Ownors Group Operations 
& AnsNsiB Subcommittees In 8oihosaa,MD lo dtsouss subcommiiteoB invesV'gailons In 
anedyasatea re Oenerlo Lir 67-t2. 

TRAMMELL C.M Piolect Oiisctotsle V. 87/12/30. KNIGHTON, O.W. Pio.'oct Oiroclor- 
ateV. 4pp. 43945.344-43945:347. 

6601140309 FomvaJds Amends 70 5 58 lo Licansos NFP-9 5 NFP-17. rospeclivofy & 
sststy evaJusDon.Amends change Tech Spec 3/4. 7. 4, "Nucloar Sve Water Sys.' lo 
teneci portions of sys sherod boTweon two units but not shared in onliroty. 

HOOO.O, Pio)eb Otreoloiats 11-3. 00/01/04. TUCKER.H.B. Duko Powet Co, 3pp, 
44031:138-44031:165. 

-6601140326 Amends 78 & 59 to Licenses NPF-0 8 NPF-17,re$paclfvo1y, changing 
Todt Spec 3/4. 7. 4 to rellecl portions ol sys shared betwoen two units but not shared 
In enllraty- 

HOCH3,D.S. Project Direclorala 11-3. 68/01/04 12pp. 44031:140-44031:161. 

-8601140330 Ssloty evatusiton suppoiling Amends 70 & 59 to Uconses NPF-9 & NPF- 
t7.tespectiveiy. 

• Oifco pi Nuclear Reactor Regulation. Direcior (Post 870411). 88/01/04. 3pp. 
44031:162-44031:165. 

660T150060 intorme that no further action anticipaleO on rov to DPC-NF-2010A, "Nucle- 
ar Physics Methodology lor Reload Design." NRC efforts on rev should be closed 
out./knother version of coda purchased. 

Tl^ER,H.B. Duke Power Oi. 68/01/06. Documanl Control Branch (Document Con- 
trol Desk), tp. 44062:263-44082:263 

9601 180125 Confirms 6881 13 mgl meeting In Region II ofc 10 discuss component cool- 
^ sys Issues at plant. 

OfiACE,J.N. Region 2, Olc of Iho Dirocior. 80/01/06. TUCKER.H.B. Dirke Power Co. 
tp, 44042:072-44042:072. 
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F. Security, medical, emergency & fire protection plans 

6801130319 Forwards public version ol revised crisis mgl liriplementlng 
procedures, Including Rev 22 lo CMIP-t, "Recovery Manager & Immodlalo Slafl,*’ Rev 
15 lo CMiP-2, "Nows Group Plan" & Rov 21 to CMlP-4, ••Administration.-" W/ 
880111 release memo. 

TUCKER.H.B Duke Power Co. 07/12/14. DocumenI Control Branch (DooumorH Con- 
trol Desk). 7pp. 44004:125-44005:288. 

-8801130360 Public version of revised crisis mat Implementing proceUurea.incluiing 
Rev 22 to CMlP-1, '•Recovery Manager 4 Immeoiale sialC Rev 16 lo CMIP-2. "News 
Group Plan" & Rev 21 lo CMlP-4, '‘Administration & Logistics PIan.‘' 

HARRIS, R.E. Duko Power Co. 07/11/15. 400pp. 44OO4;133-44OO5;280. 


0601180309 Appllcetloh lot emends to Licenses NPF-35,NPF-52, NPF-0 4 NPF.i7,l<icQr- 
poraUng into tech Specs recommendations of NRC Generic Ltr 87-09 re Sections 3.0 
4 4,0. Fee paid. 

TUCKER, H.B Duke Power Co. 88/01/11. Document Control Branch (Document Con- 
trol Oeak). 7pp. 44045:033-44045:169. 

-8601160311 Proposed Tech Spoce.Incorporeling recommendations Ql NRC Generic 
Ltr 87-08 re Sections 3.0 4 4.0. 

* Duke Power Co. 88/01/11. 100pp. 44045:040-44045:159. 

6801200231 Partial response lo FOIA request lor documenis re worker Iralnlng pro- 
grams & INPO training accreditBllon.Forward8 App F documents.App E 4 F docu- 
mants also avatleble In PDR.Addl records afso svailabie In PDR under Bossong FOIA- 
67-204. 

ORIMSLEY.O.H. Division ol Rules 4 Records (Post 870413). 88/01/12. BOLEY.K. 
Public CIbzen's Critical Mess Energy Project. 8pp. 441 18.001-44118:039. 



(S6CY.« 76,^^ rep. on McGo're 

ll^RAvf.'’^^NSY!j^ Ueftwe 

0OOmER.hr Uonsee OuaMcatwns Branch ?pp 44it8-05M4ilB.«M. 


-8704080019 Sorrena/v 0* INPO Accfeditanofi Board 8703JS 4 ?8 rne^< y | » 
AtartiOA re proya.i« corardered (or eccfoditation. Attendees lis. & meeUig a^nda 

HMftOHJN Operalrjr bcens'ng Branch e7/04/0». O**''*'®" “• 

Hur-Afr Facicrt TeSwologf 185U2M7041 \\ 7pp 44H9^»M-44I10.»35. 


8101270091 forwards add) re e&nmalion of resistance lamp detector bypass SMjn 
response to 87liC6 request Response lor Catawba Nuclear Station submitted on 
87nt9NoaddI(usWicat)orirer0SponseDihefe<jutred ^ 

TUCKER H 8 tXAa Power Co &8/01/I9 Document Control Branch (OocMnenl Con- 
trol Desk) I7pp 44141263-44141.279 


8801290326 Surviary ol 871 123 meeting w/uM & Wesdnghouse m Bethesda. MO to 
(focuss ' Revised LOTlC-3 Ora^i-Fkiw Real Transfer Modets" tor mtfn steam break 
analysis mside ccntauvnenl List ol attendees 8 meeting handouts end 
AULliCK.R Ofc Of Specal Projects 88/01/20. Ofe ol Spedai Prefects. 27pp 
44180287-4418(7313 


880i270tl7 Summary ol ACRS SJxommtiee on Generic Items 871218 meeUng «/wil 
n Wasfwgion.DC re effectrreness of NflC process that deats w/generic issuw 8 
USiaViewqraphs 8 presentation scftedule erid. 

' ACPS • Commmee on Reactor Safeguards. 86/01/22. ACRS - Advisory 

Comrrvtiee on Reactor Safeguards 42pp. 44 149.249-44 U9 290. 


0. InspecUon reports. IE Bulletins 4 eonsspOAdence 

8712180389 NRC l.ifo Notice 67-064, "Conviction (or fafsiScatiort of Security Tiafning 
Record ■■ Svciist eivl 

ROSSiCB Orwsion of Operation^ Events Assessment (Post 6704IU- 87/12/22. 
Consohdaied Edson Co of New York, Inc. I20pp 44i53D0i-44i83 124 

6712170119 NRC fnlo NoDce 87-065, ' Plant Operabon Geyond Analyzed Condiiions.'' 
Sve bst end. 

ROSSI .CE. Division ol Operational Events Assessment (Posl 870411). 87/12/23. 
ConsoDdaled EAson Co OlNew York.tnc 120pp 4405800844088:127 

8712230003 Suppl t to NflC info Notice 87-028. "'Ak Sys Problems at US LWfls" Sve 
ksi ervci. 

ROSSi.CE Dmsion ol Operational Events Assessmeni (fVMi 870411) 87/12/28 
Coraobdaied Edison Co of New York, Inc i24po 43995 138-43995 257. 


8801040340 Forwards monthly oporating ropis for Nov 1007 & rovisod mon'J-J/ Oi 
Inn real for Oct 1087,consi8ilng Of unit eftutdowns & powor rodiicliona for Unn 1- 
TUCI^RH B Duko Power Co. 07/12/16. DocumonI Control Dinricfi (OpcumerJ 
IrolDesk). Ip 43893.001-43003;016. 



6801210045 Monthly operating roots for Doc 1007.W/0001 16 lU. ^ 

REAVIsjA.. TUCKER, H.G. Duko Powor Co. 07/12/31. 12pp. 44133:019-4413: 


B. Reportable occurrences, LERs 8, related correspondence 

8801050317 Informs lhat LER 07-33 duo On 080100 dolnyod duo lo untosr^sd 
corns & w.l) be submlllod on QU0120. 

TUCKER, H.B. Duke Powor Co. 87/12/30. Document Control Oronch (Oocurreni 
IhJI Desk). 2pp. 43980:130-43080:131. 

8601050321 Informs that submllial ol LER 07-020 00 will bo dolayod (fuo 10 unras 
concerna.Submilial expoclod by 060129. 

TUCKERH.B. Duko Powor Co. 87/12/30. DocumonI Control Otoncli (DocunenI 
tfc4 Desk). 2pp. 43982:163-43982.164. 

68011400P9 LER 07-021. 00:on 071 130,rnaclor trip occurrod.CaueoU by loversod < 
on genaralor staler cooling diKorontial proasuro (U/P) swItcU circuitry conbi>e 
ca'ibr dnflol 0/P switch & gauge. Wiring will bo corrociod.W/87l?30 II/. 
lEflOY,SE., TUCKER,H.B. Ouko Powor Co. 07/12/00. 10pp. 4403a062-4433S 

8801130138 Inlortns that LER 370/87-22 ro locilily compononi cooling HX Inope'- 
will bo delayed & submlilad on 6701 13. 

TUCKER.H.B Oiika Power Co. BS/OI/04. DocumonI Conirol Branch {Oocumerit 
Crd Desk). Ip. 44030:153-44030:163. 

8801 (90005 LER 67-022-00 on 671302, survoillanco program Inadoqualo 10 demom 
operabiliiy ol compononi cooling eye HXa.Causod by mnl dolicloncy DlNorenLal 
Sure iransmltters Insialled & program dovalopod.W/800ll3 fir. 

LEflOV,S.£ , TUCKGfl.H.0. Duke Powor Co. 88/01/13. Bpp. 44135.060-4413506 

6801270275 Summary of Operallng Roaclora Evonts Mooilng 86-02 on 68011 
events which occurred since Iasi mooting on QSOIOS.LIsl ol allonJooa,s'Sc>l'ica3 
menis ol (wents & labulallon of lonmiorm followup osslgnmonis to bo compiclod 
LANNINO.W. Events Assossmonl Branch. OB/Ot/16. ROSSI.OB. OMsIon of ( 
silonai Evenis Assessmeni [Post 870411). 16pp. 44165:t36-441D6:1fit. 


MOlWaUl Forwards leap flapta 50-369/87.41 & 50-370/87-41 on 871021-1120 & 
notes of wotati^Viotaiions noied 

07/12/28. TUCKERH fl. Duke Power 

CO 2p(i 4?963 14$ 


•4#0^I8$ liwp Recta 50-369/874I 8 50-370/07-41 on 871021-1120. VioieUons 
tnapectedoperiUM safety venr>catiort.survei.lance ie$iing,ma)ni 


'“Pixopnaie Appbcation of &>inmeieiaM3rade 

Obemtional Events Atseaament (Post 87041 1) 87/12/31 
Consoraied E<5ion Co o' New York, iflc, t20cp. 43995 .2M.43898.018. 


87-067, •'Lesson* learned From Regionet Insos of U- 
SKgS?iyg Rwpewa to IE Buflelm 80- 1 1." Sve tel ervcl 

S^rtiLfM^Sr^ 870411). 87/12/31. 

coneoknlao Eoaon Co of New York. Inc I23ep 44038 104-44038286. 


87121$ talcoo between Artporson & M Sinkuie re 080115 en- 

GfS^ ^ M'eOMrd* matt.' 

?P^^W25SS6 wT' TUCKEfl.HToSi fW Co. 


Exterrvat CWe Spdngs on 


•^7"53M?0?8?25S^3/fl^^ 

.,«y change based on further review Enfor^'JSSl^S^^ 

S^7.3S35S27‘Sa TUCHEBHB. OUce Power Co 






CO. 88/01/12 a£.J N*1.!;S2.*gS Of dreOaechK 




Tua^RkTa' buUelin lor McGuire « cSSrba sSw ’ ui 

3^9'^- Stench (Doewneni Con- 


V. Operator EiamlnaUons 


8801200231 Pemei response lo FOIA roquosl for documonts ro worker trajnl.')^ 
INPO Irainlng eccreditaHon.Fonvarda App F documonl>./kpp B & F ' 


grams & INPO training Buvioonaiiun.rofwatoB App r oocumonie.App cor 
rwis else available in POR Addi lecorde also ovallablo In PDR unUer Dsssorn 
87-204. 


oniMSLEY.D.H. DMsion ol Rulers & Records (Posl 870413). BO/OI/12. BOL 
Pubiie Ciitten's Cilticai Mass Energy Piojocl 8pp. 44ii8.l^l-44l 18.038. 


•>9803180117 Advises lhat INPO eccrodiiaiion process olfo/s uiiis moehanism lo 
''’Wi ol proposed irsining rule w/e soparato set of reporting iQqulroinQnl8.Rni 


c'Sdisllon rept to detail obsorvalions roqulred. 

1^'Ylaion 01 Humon Faetora Safely (000426-061124). 64 
STRAHM.K. Instiiule of Nuclear Powor Operations. 2pp. 441 10.049-441 18:050 


061124). 84/0 


•■8709010052 Requasis certiflcalion prior lo FSAR rev Ihel reactor oporator Irainini 
8X8 approach lo Iratnlng.per Oonorio Ltr 67-07. 
jOOO.D^ProjeciiDTreclorole ir-S. 8^08/28. TUCI?e 6,H,B. Duko Powor Co 


o'iopdonco.al 070023 Nall Nuclear AccfOdHIno Board mei 


'5 t'a'nln^^fojrams ai two piBni8.EnclB irrejude a 


* eiiendeoB & 871106 plant status accreditalfon table. 
GiBSON,A.F. Region 2, Qlc of the Director 07/11/02. ROE.J. Dtvialon of LJoei 
Pertprmancea Ouelrty Evaluation (Post 870411). 0pp. 441 10:160-441 10:166. 


DOCKET 50-373 LASALLE COUNTY STATION, UNIT t 


F. Security, medical, emergency a fire protection plane 


Iir responding lo NRC 870911 Hr re noncomp 
60-373/87-27 & 6O-374/87.20.Dl8agreem0nl w/vlolation . 
£?fcRnS?\.f?^'“5' referred to NRC tor guidance. 

KS^P 43W'o76:43°960:OB^ 


~V6ttMQrlL”w/2IJ??ill®,l'®.l?i^ '''®P 50-373/87-87 & 60-31 


Ann ° ® 2? *i'® P''0f®ci'0h program requIremenls.EicpIlcJI langui 


nlfr7cncVcrnT”V''"“'““'‘r '»// documenl. 


''’®P '’®P'® 50-373/87-36 & 60-374/67-35 on . 
for vmno ol three IntJtvWuala for sti 
SHAFpWri n PP®'“0R ^y 880131 confirmeoT 


~*«tidE, * SO-374/87.35 on 871214-17.No 

ew’S7:3«4l98735?’°'’ ®*^''''^"M^eglon 3, Ofo of Ihe DfrOOlof, t 


DOCKETED ITEMS 125 


9B012101S8 Forwards Rov 28 ol security plan. All amend items w.il bo .ynpio/naniod 
upon receipt ol NRC approval notilication w/ l.sied excopliong Chants do not do* 
crease saloguards oHoclivoness ol plan Enel wittiheld (rot iOCFR73.2ty. 
BUnEnFlAo.L Corr.monwoaltn Edison Co 80/01/14. Documonl ConlK^ Branch 
(Docamenl Control Dosk). tp. 44084. 245-44064:245 


J. Insurance & Indemnity Inlormatlon 

8S0 1120307 Forwards Endorsomenis 47 & 29 to NELIA Policy NF-2S3 & MAELU Policy 
MF*l04,respoclivoly. 

OSTER J. commortwea'th Ed son Co 08/01/05. OlNlT2,l. Ollice ol Nuclear Roaclor 
Roguiation, 0.roclor {Post 070411). 3pp. 43900.301*43090.303. 

8801220599 Forwards Endorsomenis 8.6,5 & 3 lo NELIA Po'lciea N*1,N*2. N-3.N'26.N- 
30.N-42N 43,N-7I.N-03.N*93.N*10I & N-IQ8 & UAELU Policios M-2.M-3 M'20.M- 
30.M*42,W*43.M*71,M 03.M-93. M-101 & M-100. 

OSTER.J. Commonwealth Edison Co 00/01/19 DINITZ.I. Oltice of Nudear Reactor 
Regu'alion. Director (Post 070411). 24pp 44247:198-44247 22 1. 

8801220620 Forwards Endorsements 15,17.28.29.108.193.46.40,102 & 105 to NELIA 
Pol clas NF-294,NF*277,NF*43,NF*253,NF*in7 & NF 201 & Endoraemonts 

10.1220.21.162.167.28.30,85.80,80 & 84 to MAELU Policies MF,12a.MF.1t4.MF- 
22.WF-104.MF-54 & MF-e4. 

OSTERJ. CommonwosUh Edison Co 60/01/19. OINIT2,l. Ollice ol Nudear Roaclor 
ReguleWir, Oireewr (Post 87041 1). 49pQ. 44247. lQi-44247.147. 


P. Operatino license stage docutnsnie & correspondence 

8601110421 Adv.scs ol Intent to uiilire Bochlel Topical Repl.QN-TOP-l losiing nioihod- 
ologyet allplanis. 

LEBLONO.P.C. Commonweellh Edison Co 07/12/31. Document Control Branch 
(Oocument Control Desk), tp. 43906:005-43966.005. 

6601130394 Forwards Rev S lo "Hab4abilitv of LaSaHo County Slahon Control Room 
Following Postulated Accident involving siLpmonis ol Anhyorous..." Rapt euppoda 
870306 roquosl for amend lo Tech Specs allowing removal ol ammorUa delacio'S 
AUEN.CM Commenwoalih Edison Co. 06/01/06 Documonl Conlroi Brortch (Oocu- 
monl Control Desk), ip. 44002:162-44002:199. 

•>6601130348 Rev 6 lo "Habiiobiiity ol LaSaiio County Siaiion Control Room Following 
Poslulated Accidom involving Shipmenia of Anhydrous Ammon a in Vicln.ty ol LeSaiio 
County Station " 

* Ssrganl & Lundy. Inc. 07/12/31. 37pp 44002.163-44002190. 

6801140391 Inlorms of correcllons lo Amgnds 52 8 34 to Ucansos NPF*ii S NPF- 
I6,rospecttvely,lo util 070616 lir.Amends revised OLs lo permit luoi pool ol eoch unit 
(0 receive A store spent fuel from eiilior unii.Paragraph 2 Q(5) correciod 
8HEMANSKI.P.C. Pro|eci Olroctoraie ili-2. 00/01/12 OUTTERFIELO.L Commotv 
wealin Edison Co. 6pp. 44030.327-44030:332. 

8601290173 Conlirms plans to meat uiil raprosontaiivos on 600218 ol Region in ole re 
status ol StatIc-O'Ring insirumenielion. Including causes of fa'iuros & programs for 
raptBcamanijjor 880i 12 d:8Cu8Slon. 

NORELIUS.CE. Region 3. Ofc of Hie U'roclor. 80/01/16. HEEO.C. Commonwealth 
Edison Co. ip. 44103 240 44103:240. 

6601269456 Inlorms Ihai Revs 42-40 of OA Topical Ropt CE-l-A accoptablo per 
lOCFRSO.AppB. 

WRIGHT.QC. Region 3, Ole of the Oirocior. 86/01/20. RECO.C. CommonwoaMh 
Edison Co. 2pp. 44125:106*44125:109. 

6601209494 Forwards addl Info for Ham 2.2 (Perl tl of Generic Ltr 83-28 lo equipmoni 
classification program Licensee shou'd Identify & describe procedure by which supotvi- 
sory 8 oihor personnel required to uso Info tiend.'ing sys. 

SHEMANSKI.PC. Pfoloci D'rocloralo (112 08/01/20. 0UTTERFIELD.L Common 
wealth Ed sonCa. lOpp. 44130.067*44130:078. 


0. Inspection reports, IE Bulletins 8 correspondence 

6601150261 Responds to NRC 671102 ltr re violations noted In Insp Rople 60-373/97* 
30 & 50*374/87*29.Correctlve actlons:lead9 rolandod, Isolation signal rosoI.RWCU sys 
restensd & personnel counseled & Irained. 

TURBAK.M S Commonwealth Edison Co. 87/12/16. DAVIS.A B Region 3. Ole of the 
Director. 2pp. 44084:148-44064:140. 

8712160369 NRC Info Notice 07-064, "Convlcllan for Falslflcallpn of Soeurily Tralnir>g 
Rocords.” Sve list oncl. 

ROSSI.CE. Division of Operational Events Assessment (Post 870411). 67/12/22. 
ConsoTdaled Edison Co. ot Now York, Inc. I20pp. 44153.001*44153:124. 

6712179119 NRC Info Notice 87-065, “Plant OperoUon Boyond Analyzed CondHons." 
Sve list encl. 

ROSSI.CE. Division ol Operational Events Assessment (Poal 870411). 67/12/23. 
Consoldatod Edison Co. of New York, Inc. I20pp. 44056.008*44056:127. 

6601169266 Oocumente conversattons between author & R Klesel & M Ring durirn wks 
of 671207 & 14 re stalus ol Implomenlailon of IE Bulletin 65*003. Action lloms C B 0 
conu>letsd lor all lecllllles except Quad Cilios.Complelion achedulo listed. 
MORQAN.W.E. Commonwealth Edison Co. 87/12/23. DAVIS, A.D. Region 3. Ole ol 
the Director. 2pp. 44041:053*44041:055. 

6712230093 SuppI 1 to NRC Inlo Notice 87*026, “Air Sys Problems at US LWRs.” Svo 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/12/26. 
Consolldalod Edison Co. of New York. Inc. 124pp. 439g&:138'43995-257. 

671229016$ NRC Info Nolice 87-066, “Inappropriate Appllcallon of Commorclal-fBrade 
Components." Sve Hat encl. 

ROSSI.CE. Division of Operational Events Assessment (PosI 670411). 87/12/31. 
Consolidated Edison Co. ol New York. Inc. I20pp. 43995:258-43996:016. 

8712300091 NRC Info Notice 67*067, “Lessons Learned From Rogionel Inspe of U* 


6691110357 Ack race pi of 871013 Hr respo.'‘.dnQ lo NRC 070911 Ur re noncomphance 
noted In Insp Repts 69*373/87-27 & 50-374/67'26.0l$8oreemont w/vlolaticn re fire 

K oieetton program requ re.-nonis ralerrod lo NRC lor gj dar.co 
AHflISON.J.j. Region 3, Ofc ol the Dredor. 08/01/04, REEO.C. Commonwealth 
Ed son Co. Ip. 43969 076-43969:001. 

-S8011I0372 Responds to violations notod In Insp Ropts 50-373/67*27 & 50*374/07* 
26 0i9a«eo9 w/violetlon ro I re proiocllon program rogu romonIs.Exp'icit language In 
AppR cisiifles any ambiguity in ear her 197 7 documonl. 

WrTERflELO.L. Commonwoalih Ed-son Co. 67/10/13 DAVIS, A B. Reg on 3. Ofc of 
thsCMreclor 5pp 43969:077-43969:061. 

6891120220 Forwards Safety Insp Repis 50 373/67-36 & 50*374/8/ 35 on 871214* 
l7.No violaifons noied.Ull commltmenl lor iiain ng ot three individuals for station di- 
rector communicator position by 880131 conflrmea 

SHAFeR.W.D. Region 3, Die ol the D.rector, 98/01/05. REEO.C. Commonwoollh 
Edison Co 2pp 43987:344-43967:354 

-8891120224 Insp Repts 50-373/87-36 & 60*374/07-36 on B7i2l4-l7.No violations 
noied.Mo]or areas Inspoclad.etrergency proparodnoss program including err.orgoncy 
(dart ecitvalions & oparailonal status of program 

PLOSKl.T. CHRISTOFFER.G.. SMITH, W Region 3, Ote ol the Oirocior 88/01/04 
6 m> 43967 340-43987 354 

6691950394 Suppi 1 lo NRC Info Nol'ce 66 061, “Broken External Closute Spr.ngs on 
Atwood 8 Morrvi MSIVs." Sve Hat encl. 

ROSSI.CE Otvislon of Oporatlonal Evenla Asbossme.nl (Post 670411) 88/01/11. 
Consorted Edison Co. of Now York, Inc t23pp. 44038:041-44038.163. 

6891140367 Forwards response to NRC 871196 Sulleiln 87 002 request ng iiconsoos to 
review rocept insp requiremonts & Internal controls (pi lesionora & to rndepondenily 
doietrrvne through test ng il faslonars moet mochanicel/chemlcai spoce. 
MORQAN.W.E Commonwosilh Edison Co. 00/01/12. DAVIS.A.B, Regon 3. Ofc of 
tho Oirocior. 260pp 44045.3l7-*14a46'232. 

6691210930 Forwards veiiuceuon ol compleilon of program ro swUoh settings.por IG 
OuBotm 95 OOO.Velldiiy of ceicuieiions not fully confirmed. Response to concerns noied 
In insp Repis 60-237/87-33 8 69-240/07-32 coniained in End 1A. 

MORGM4.W.E Commonwealth £d-son Co. 80/01/16. OAViS.A.Q. Region 3, Ofc of 
UieOltector. 107pp. 44086.159 44069'2e5. 


R. Parloeflo operaiing reports & raleled correapondenee 

0691 120167 Monlhlyopereilnnrapta lor Dec l9e7.W/6001 10 Hr. 

SAMOLINSKI.S.J.. DIEDERiCil.G j. Commonweellh Ed.son Co. 07/12/31. 32pp. 
44040:179-44040.210. 


8- Reportable occurrences, LERe & related correspondence 

6712290371 Confirmatory Action LIr CAL-Rlfl/07-2a ro Unit I 071216 M5IV (alluro.per 
671216 lolcon.NRC understands that util w.li compieiQ Haled act one, Including roplace- 
moni cl remain ng sofonoid valve osaomblles. 

OAVIS.AB. Reg on 3, Ole of Iho Oirocior. 67/12/21. REED.C. Commonwoalih Edison 
Co 2pp. 43803 095-43B93 006. 

6691120359 lER 87*039-00:on 87121B,RCIC sya declared Inoperable when walor log 

G imp sdred Ceuso unknown RCfC water leg pump replaced, losted & declared opera- 
eort87l2l7.W/e99l(}6 ltr. 

LYON.DM.. OlEDERICfl.O.J. Ccmmonwoa'IM Edison Co. 86/01/06. 4pp. 44046.279- 
44046.282 

8601190126 LER 67-037-00 on 67I213.RWCU eucllon Isolation valve closed cn hi filter/ 
demlneralizer Intel lemp.Caused by Inoperab'o capeciior in tomp swiich inp 
clrcu-4 Switch (opeitad & pul back in avc.W/QBO 1 1 1 Ur. 

LYON.D.M.. niEDERICH.O J. Commonwealth Edison Co. 88/01/11. 6pp. 44061:249 
44061:253. 

6901200314 LER 87-O4O-O0.on 07121B.dlosol generator lA output breaker failed lo 
close.Causod by failure ol contact on 27X roray lo close & make coniaci.Rolay ro- 
Maced & L0S-DQ-M2 reperfoimed. W/B801 13 fir. 

^MPSON.P.. DIEDERICH.Q J. Commonwealih Ed son Co. 68/01/13. 6pp. 
44l(»:202*44tDB:206. 

6801260053 Fonvards response lo Confirmatory Acl'on Lir CAl-RUI-87-26 ro USIV fail- 
ure ort 6712l7.lncluding descrlpllort of actions taken & rosu'ts for each item of Hr. 
BUTTERFIEI.D.L. CorvnonweaHh Ed son Co. 88/01 / 18. DAVIS.A.B. Rog'on 3, Ole ol 
Ihe Oroctor. Bpp 44130:310 44130:319. 

6601270105 LER 07-041-00:on 071222, control room HVAC sys Q ammonia daieclor Irip 
occurred duo lo ahemcassolie oul ol tape. Caused by procedural 
weaknosB.ChemcBSSOllo replaced S proceduros revised. W/880l2f Hr. 

WATFORD, P.a.. DIEDERICH.Q. J. Commonwoalih Edison Co. BO/01/21. 6pp. 
4414l:283-4414t-257. 


V. Operator Examlnaliona 


8601200231 Partial response lo FOIA requesl lor documenia re wothor training pro- 
grams & INPO training accreditalion. Forwards App F documents App E & F docu- 
monia also availab'e in PDR.Addl rocords a'so available in PDR under Bossong FDIA* 
87>204. 

QRIMSLEY.D.H. Division of fluios A Rocords (Post 870413). 88/01/12. BOLEY.K. 
CHizen'a Critical Mass Energy Pro|ocl 6 pp. 441 18:001*44] 16:039. 

-6511070460 Summary of INPO Accroditaliort Board 851023-24 maalings in AUania.QA 
re framing programs for llsled facilities, performance IndIcalors.NRC exam lailura raio 
S Insinjcior quaiificatlone. 


-8704080019 Summary oi INPO Accrsd.taxori Qoard 670025 & 2^ meeilngs in 
AUania.OA le programs oonsidsreO (or accreditation. Attendees l.si & mee^'riB agenda 
enct 

HANNON.J.N. Operatoi Licensing Oranch. 87/04/01. RUSSELL.W.T. OMsIpn ol 
Human Factors Tectinoiogy (651 125-67041 1). 7pp 44ll9:12S-44it6:i35. 

-6801220136 AcMsos of attendance at 670823 Natl Nucrear Accrediting Board mee6ng 
at INPO ofes in Atian’e.QA le Iraining ptootems at vo pienisEncls itKiude tsi u 
Board member names i attendees & 6/1105 plant stetus accredilaKen tablo 
GIBSON, AP Region 3. O!o ol the Director. 87/11/02. RO£,J. Division of Licensee 
Perlormance 6 Oualily Evaluation (Post 67041 1> epp. 44 1 19.169-44 1 10: 166 

68012604S3 trilorms V>at vrotlon & tyat operator & sernot operate exarria ecbeiMSed for 
wk ol B6042S Approved ret rriatis listod In end must be submitted 60 days prior to 
exam date Lists ol space lequiromenls & rules & guidance also end. 

WRJGHT.G.C Region 3, OK o( the Director. 66/Ot/2l. REEO.C. Comtrtorrivoa'ih 
Edison Co. 11pp. 44128:30?-4412a 317. 


O. InspscHon reporls, IE Bulletins & correspondence 


6601160261 Responds to NRC 67i i02 lir re violations noted in Insp Hopts SO-dO.’i'- 
30 & 50-374/B7-29 Corrocijve aciions leads relanded, Isolation signal tesol.FlWCUtii 
restarted & personnel counseled & trained. 

ruflBAK,M.S. Commonwealth Edison Co. 87/12/15. OAVIS.A.B. Region 3, Oc cl 8* 
Orsclor. 2pp. 44064:146-44064:149 

6712160369 NRC In'o Notice 87-064, "Conviction tor Peisiricatlon ol $ocunt> lisvvtj 
Records." Sve lisi and. 

flO^LCE. Division ol Operational Events Assessment (Post 670411). 87yl2'72 
Consolidated Edison Co. at Naw Vork,. (nc. 120pp. 44153 001 44153 1 24 

8713170119 NRC Inlo NoMco 87-065. "Plant Operation Beyond Analyrod (^id'xrA* 
Sve list end 

ROSSLC.E. Division ol Operations! Events Assessment (Post 0704lt) 87/i2i73 
Consohdaled EcLson Co. ot New York, inc. lEOpp. 44056.009 44055. 127. 


DOCKET 60-374 UkSALLE COUNTY STATtON, UNIT 3 


P. Sacurlty, medical, emerganey & lira protection plans 

BB01110387 Ack receipt of 67tOI3 Hr respondne to NRC 8709t 1 Kr re noncemf^rKe 
noted In Insp Repis 50-373/67-27 & 50-374/87-26 Oisegreemont w/vlofauort re fra 
protection program roQuirements referred (o NRC lor guidanco. 

HARRiSONJJ. Region 3, 0(0 of the Director. 68/(11/04. REEO.C ComraQrvMealih 
Edison Co. tp. 43969.076-4 3969 061. 


66011S(>256 Documents conversations botween author & R Kiesoi & M R ng ituntUMli 
ol 671207 & 14 re status oi Implementation of IE Bulletin 65-003.Action Hoits (7 8 0 
comaiatod for oil facl.'itios except Quad Cities. Completion schedirlo I'Stud 
WOWJAN.W.E. Comtnonwoellh Edison Co. 8?/t2/23. OAVIS.AB. Region 3, Ole o' 
theO.YeciOf. 2pp 44041:053-44041:055 

6712230003 SuppI t to NRC Info Notice 87-026. "Ak Sys Probloms Ql US LWHs ' 
lisi encL 

nOSSt.C.E. Division of Operational Events Assessment ^Pos^ 6704tt) 87/i<i74 
Conso'idslod Edison Co. of Now York. inc. t24pp. 43995:138-43995 257 


-6801110372 Responds lo vio.iationa noted 'n Insp Ropls 50-373/67-27 A 50-374/67- 
26.Disagree8 w/vlolaiipn re fire prelection program requiremonls Expfecit language m 
App R clanfles any ambiguity In earlier 1977 document 

BlnTERrlELO.L. Commenwea'ih Edison Co 87/10/13 DAVfS.AB. Region 3. Ofc or 
the Oitec'ot. 5pp. 43969j077-43Q69.Qat. 

8801130220 Fo/we/ds Safely Insp Repts 50.373/87-30 & 50 374/&7-3S OO 671214- 
t7.Na violations no'.ed.L/i.l corrmltmanl lor training of three fndrvidoals for slaHon di- 
rector communicelor position by 660131 confirmed. 

SHAFER.W.O. Region 3, Ole of (he Director. 86/Of/OS REED.C Commorivveanh 
Edison Co. 2pp. 43987:344-43987:354 

-6801120224 Insp Repis 50-373/67-3e 6 50-374/67-35 pn 67l2i4-l7>lo vlolai>OAS 
noted Ma)or eteas Inspecled.omeigency piopa/edress prograrn inctudang emergency 
plan eetivsliens 6 operebonal status ol program. 

KOSkI.T., SnELL.W. Region 3, O.'c of the O.rector 86/01/04. dpp 43667-346- 
43987;3S4 

6801210154 FOTMatds Rev 26 ol security p'anAli amer-d items vnu be Immemonted 
upon receipt of NRC approval notfication w/ i.siod excepiionsChartges ao «m>i de- 
crease salMuards effectiveness ol plan Enct vnthhold I'ei lOCf R732tT 
BUnERFIElD.L. Commonwealth Edison Co 69/Of7(4. Oocumenl Control erarich 
(Document Control Desk). Ip. 44064 245-44064:245. 


•I. ineurtnee A irtoemnity irtfoimatton 


6601220599 Forwards Endoraamenia 8.6.6 & 3 (o NELfA Policies N-t.N 2. N-3.N-20.N- 
30.N-42,N43,N-71,N-83,M93,N.t0t & N t08 & MAELU Pobtes M-2J6-3.M-29>t- 
aOM 42,M 4iM-71.M-63.M-93. M-t01 & M-106 

OSTERJ Commonwealth Edison Co. 88f0i/ 19. DiNlTZ.t. Olltce ot Nucleai Reactor 
RegulaJon, Director (Post 870411). 24pp. 44247:198-44 247 221 


P. Operating license etege documanis i correspondence 

66011(0421 Advises of Intent lo unlrza Bechtsi Topical Rept.SN-TOP-i lesSng moihod- 
oiM/ataifplenis. 

LEQLONO.RC. Com.itionwealih Edison Co. 67/12/31- Oocument Cotvuol Drench 
(Document Control Desk), tp. 43986.005-43986.005. 

8601130334 Forwards Rev 5 (o "Habitability of LaSal'e County Sla(ior> Control Room 
Following Postulated Accident involving Shipments of Anhydrous . " Rapt supped 
670306 reauest for amend lo Tech Specs allowing removal of ammon<e deieciois 
ALLEN.C.M. Commonwealth Edison Co. 86/01/06. Document Control Branch (Oocu 
menlGonUotOask). Ip. 44002.t62-44002;l9g. 

-6801130345 Rev 5 to "Hatonabilily of LaSele County Station Contr<^ Room Following 
Postulated Accident Involving Srilpments of Anhydrous Ammonia In Vrcfnily ol LaSa-le 
County Station.’’ 

* Sargant & Lundy. Inc. 67/12/31 37pp. 44Q02 163 -44002 199 

B80114C391 irforms of conecUons lo Amends 52 & 34 to Licerfsee NPf-lt & NPF- 
IS.respeclIvely.lo util 870616 Itr Amends rovisad OLs <0 permit tuel pool of each imll 
to receive & store spent >ue> Irom either unll.Parsgrapli 2G|5) corrected. 
SHEMANSKI.P.C. Project Dirocloraie 111-2. 88/61/12. BUTTERFIELD.L Common- 
wealth Edison Co. 6pp. 44030.327-44039.332. 

690(290173 Confirms plans lo meet ulll roprcsenialives on 860218 ai Region III ofc re 
status ol Siatic-O-Rtng instfumenlsKon, IncKrdirig causes oi lai-Yires & programs for 
replacemenijrar 880 1 (2 discussion. 

NOREUUS.CE. Region 3, Ofc ol the Director. 86/01/15. REED.C. Commonweahh 
Edison Co. ip. 44183:248-44183:246. 


6712290155 NRC Info Notice 67-066. "Inappropriate Application of ComTcr('£i3‘4-l4 
Components.’’ Sve list end. 

ROSSl.C.E. Division ot Opetational Events Assossmeni (Post Q7Q411) 67M2/3I 
Consi^^aled Edison (2o. of New York, Inc. I20pp. 43995:258-43990016. 

8712300091 NRC Itilp Notice 67-067. "Lessons Learned From Regions! Irspi of U 
canseo Actions Jn Rosponse to IE Bulletin SO-1 1." Svc list and. 

ROSSl.CE DMslon of Operaltonal Events Assessment (Poet 670411). 67/12/3' 
Consohdaled Edison Co. or Now York. Inc i23pp 44036'164-44036:206 


6801110357 Ack receipt of 071013 (U responding to NRC 670911 iVfo noncc-up'-ince 
noted in insp Ropls 50-373/87-27 & 50-374/87-26.Disaoioarnenl w/vldalio'- 'O fre 

B oiectloh proQtarry requirements refened to NRC (or guidsrwe. 

ARRISON.JJ Region 3, Ofc ol Iho Director. 88/0T/O4. REED.C- Commarwoe’y 
Edison Co. ip. 43969076-43969.081. 


-8801110372 Responds lo vIolsHons noted in insp Repis 50-373/07-27 8 50 374/81. 
ZBOissgteos w/viotsiion le lire prpieclion program requitemsnteExplicil Isngusgo a 
Am R darifies any Ampigu'ty in os'lier 1977 document. 

BvriEBFiei.D.l. Cemmonweatth Edison Co. 67/10/lD. DAVIS, A.B. RoglonO. Ofc s* 
the O-ioCtof. 5pp. 43969.077-43969:061 


8801120229 Forwards SalMy Insp Repts 60 373/07 36 & 60-374f67-35 on 171214 
ir.Ne vioiaiions noted Uhl commiimeni lor iraining of three indivlduois (or srawn d- 
rector co/nmunicaior position by 66D131 conliimeo. 

SHAFBn.W.D. Region 3, Ofc ol the Oirecler. 88/01/05. RF.ED,C, ComTonwcehrt 
(fchson Co 2pp. 43867:344-43967 354. 


-9601120224 Insp Repis 50-373/87-36 & 50-374/67-36 Oh B7l2t4-17.NP vlPl'-xy-i 
noledMaJor areas inspeeiod:omer8ency preparedness program includhg omuigtricy 
piartoctrYatlons & operational status of proo/am. . 

KoSki.T,. Cf-iRiS'rOFFER.Q, SMITH.M Region 3. Ofc of the Direcici- 09’01/34 
9pp. 43987 346-43967.354. 


8801060394 SuppI 1 to NRC Into Notice 66-061. ’‘Broken External Ciosuio Spung) or 
Atwood 4 Morrn’l MSIVs ’’ Svc list end. 

ROSSLC.E Division of Operational Events Assessmeni (Post 670411). BOrui'i' 
Ooriso-’KJated Edison Co of New York, inc. t23po. 44038 041-44030:103. 

6601140367 Fonwertfs response lo NRC 871106 Bulletin 87-002 requaatlnp iiconstes to 
review reco'pl Insp requirements 4 Internal controls lor fasieners 4 to rndcpDiKlenlV 
deierminn through testing II fasteners meet mechanical/chemical specs 
MORGAAJ.W.E (;ommonwoalth Edison Co. 86/01/12. DAViS.A.B. flogion 3, Ole of 
the Director. 250pp. 44045:317-44046:232. 

8601210030 Forwards veriheation ol completion of program re switch sottmgs.pO' C 
BuiietV) e5-0O3.V8nOiCY of calculations nol fully conlirmod.Response lo concoirts noloo 
V* Insp Repis 50-237/87-33 4 60-249/87-32 contained in End iA. _ . 

MOflGAN.W.E. Commonweellh Edrson Co. 00/01/15. DAVIS.A.B. Region 3. Ole 0' 
IheOlreolei. 107pp. 44O08-.t59-4*OB6 2e5 


R. Periodic operating reports 4 related correspondence 


860I1201S7 Monthly operating ropls lor Dec 1Q67.W/8801 10 Itr. 

SAMOLINSKI.S.J.. Di 6DER“CH.G.J- Common'rraalih Edison Co 87/12/31 37PP 
440447:178-44040.210. 


$. Reporlable occurrences, LERs & related correspondence 


66Q12604S8 (nforms that Revs 42 46 e( OA Topicai Rapt CC-t-A scceptabte per 
lOCFRSO.App a. 

WRIGHT, G.C- Region 3, Otc ol the Director. 88/01/20, REED.C. Commonwealth 
Edison Co. 2pp. 44125:108-44126:I09. 

6601260494 Forwards eddi Info lor Hem 2 2 (Pert 1] of Generic LIr 63 26 re oquipniQfit 
cjpsslficalion prograrp-Licensee shou'd idonhly & daserfbo procedure by which supeivi- 
sorv & other petsonr^el required to use Irvto hatvmrto sys. 

SHGMAN5KI.P.C. Project Directorate fll-2 68/0T/20- BUTTE RFtEcO.L. Common- 
wealth Edison Co. 10pp. 44139.067-44 »3fi.-078. 


6718290371 Conlirmatoty Acl'cn Lu CAL-RHI/87-26 re Unit t 871216 MSIV Ioin.ro.p9f 
671218 lelcon NRC understands that util wi'i comploio listed actions.Hicludlng ropaco- 
munt ol lemaintna solenoid vaNo assemblies 

OAWS.A0. Region 3, Ofc of the Director. 87/12/21. REED.C CommonwealHi Ediscn 
Co. 2pp. 43693:095-43863:096. 

6801260053 Forwards response to Confirmetory Action Lir CAL RIII-87-26 re WSIV la-l- 
ure on 871 21 /.including descripUon ol actions taken & tasullsfor each itomot Hr. 
BUnERFIELO.L. Commonwealth Edison Co. 00/Of/l0. DAVIS,A.B. Region 3. 0!c of 
Ihe Director. Spp. 44130:310 44130.319. 


DOCKETLO ITEMS 127 


V. Operator Examinations 

a60]200?31 Pa/tial responso to FOIA request lor documenis re viorKei tra'rting pro* 
grOims & INPO troining accred.’tation Forwords App F documonts App E & F docu- 
mcr^la else avaHebIs in POP Addi records also ava labia in POR under Qossonn FOIA* 
87-204. 

QRIUSLEY.O.H. Oiv.slon ot Rules & Records (Post 870413) G8/01/12. BOLEV.K. 
Pub'lc Cititen'a CrrUcal Mess Energy Projecl. 8pp. 441 18 001-441 18:039. 

-8511070480 Summary of INPO Accrodilallon Board 851023-24 moei^rtga m Alianta.GA 
re Lralning programs for l.sted feciliUes. performance indicators, NRG exam taFuro rale 
& Instructor qualificallons. 

ZIEMANNDL Division of Human Factors Safely (800428 B51124). 85/11/04. 
RUSSELL.W.T. Division of Human Factors Safety (600428 851124). 4pp. 44118200- 
44119.203. 

-8704080018 Summary ol INPO AccroditaHon Board B7032S & 26 meeiinga In 
Al'anle.OA re programs considered for accreditation Atiendeoa llsl & moeHng agenda 
end 

HANNON.J.N. Operator Licensing Branch. 87/04/01. RUSSELL.W.T. Division ol 
Human Factors Technology (051125-870411). 7pp. 441 10; 129 44119135. 

-6 6 01220136 Advises of attendance at 670923 Nall Nuclear Accrodinng Board meoUng 
al INPO olcs in Atlanta, GA to Irain'nq programs el two plants. Enca Includa list ol 
Board member names & attendees & 871105 plant status accrodltolion tabfo. 
QlQSON,A.F. Region 2, Ofc ol the Oiieclor. 87/11/02 ROE,J. Division ol LIconsoo 
Performance & Quality EvaluaUon (Post 87041 1). 6pp. 441 10:150-44119.166. 

6801260453 Inloims that wriuen & oral oporalor & aen'or operator oxams settodufed tor 
wk ol 86042S.Approved ref malls llsled In enci must ba subrciitod 60 days prior to 
exam date Lists ol space renulromonts 5 ruloa & guidance also end 
WRIGHT,6C Region 3, Ole of the Oirecior. 88/01/21. REEO.C CommonwoeHh 
Edison Co. 11pp. 44128:307-44128:317. 


6601040022 Forwards addI Info re changes to util OA program, per LJ Cellan 671119 
request 

COOK.K.W. Lou'S'ana Power & Light (Do. 87/12/21. Documont Control Branch (Docu- 
ment Control Desk) 4pp 43963.163-43063 218. 

-6601040042 Rov 2.1 lo Nuclear Operations Procodure NOP-003. '’Records Mat Sys” 
BUnST.RA.. CARNS.N.S, BACKES.P. Louisiana Powor 4 Light Co. 87/12/07. lipp. 
43963:167-43963:177 

-6801040044 Rov 2 lo QA Procodure QAP-010, "OA Records.” 

KILGORE.O.W.. QUILLOT.J.M., MORGAN.W.M. Louisiana Power 4 Ughi Co. 87/01/ 
t4 16f^ 43983 176-43963 162. 

-S&0T040OS0 Rev 0 to Ua'nl Oapartiriontol Procedure MO-t-000. ''Co'lacllon & Tians- 
ri4nai ol Maim Records 4 Documents ” 

SMITH.J.N Louisiana Power 4 Light Co. 67/06/24. 9pp 43963:193 43963:201. 

-6601040061 Rov 1 lo Radwas'.e Oepl Admlniairativo Procedure RW-1-200, "’Record 
Propa/aton.fd.ng & Stotege” 

STEVENS, 0 B., PARKER^., LABONTE.W. Louisiana Power 4 LighI Co 87/06/28. 
15pp. 43963202-43963218 

80OI0S03D3 Application for amend lo Lfeenso NPF-38.chang ng Tech Specs to modify 
annulus lira dotectlon sya.Oesciiplion of proposed sys & surveillance requirements 4 
field lest docu-meniallon to domonsl/aia sys porformance end. 

COOK.KW. Louis'.ana Powoi & Ll^t Co 87/12/22. Documont Conliol Biench (Docu- 
meni Contrd Desk). 22pp. 43061:031-43961.057. 

-6901050314 Proposed Tech Spocs.modllying annulus lira deloci'on sys 4 survo.llance 
loqufromwns 

• Louisiana Power & Light Co. 87/12/22. 6pp 43061:053-43961 067. 
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P. Security, medical, emergency & fire protection plane 

8601040049 Change 1 lo Rev S lo Emergency Plan Implemeniing Procodure EP-3'020. 
' Emergency Preparedness Drills 4 Exercises." W/a7i222 Hr. 

LAB0.STE,W.. PHILLIPPS,M.. COOK.KW. Louisiana Power 4 Lighi Co. 07/12/22. 
6pp 43963.045 43983:049 

6601050303 Application for amend to License NPF-30,chariging Tech Specs to modiiy 
annulus fire deiecHon 6y8.0escription of proposed sys & surveillance cequ'romonis 4 
liald teal documenletlon lo demonsirate sys performance oncl. 

COOK,K.W. Louisiana Power & Light Co 67/12/22 Oocumeni Control Branch (Oocu- 
mom Control Desk). 22pp. 43961:031-43661:057. 

-8601050314 Proposed Toch Specs.modifying annulus lire delect on sys 4 survoiiarKO 
lequ'remems. 

' Louisiana Power 4 Lighi CO- 67/12/22. 5pp. 43961:053-43061.057. 

8601070422 Documents discovery of uncompieioly wieoped raceway eupponaper 
870607 leicon Existing suppression sys would miiigaie or eiiminato any advoise 
efiecle Supports properly wrappedpor tOCFRSO.App R. 

COOK,K W. Louisiana Power « Ligni Co. 07/12/22 Oocumoni Control BtatKh ((3ocu- 
mom (Donirol Desk). 2pp. 43999:264-43999:295. 

6601040006 Responds to violations noted In Insp Ropt 50-362/87-22 CorrecUvo 
actions personnel counsoled,mochanlcs required (o re-road Procodure UNT-7-IM5 in 
onllrety 4 plant operators required lo review Operations 4 Malni OfrocCtve 16 
COOK,K.W. Louisiana Power 4 Light Co 87/12/23 Oocumont (Donuol Biancli (Oecu- 
menl Control Desk). 10pp. 43963.001-43963:010. 

6601040009 Informs of plans for upgrading essessmant aids lor eocunty sys.put Insp 
Ropt SO-382/67'02 exil mooting on 070123. Phase I complolod Phase II scnodulod lor 
opeiabllily In Jan-Mar 1986. Phase III scheduled lor Jul-Aug 1068 
ORLTMMgND.F J Louisiana Power 4 Light Co. 67/12/30. Oocumont Control OreiKh 
(Document Control Desk). 2pp. 43903:081-43963:082. 

6601060133 Forwards revised replacement pages lor proposed Rov 10 ol physical so- 
cunly plan.in response to NRC 870923 llrPages williheld (ref 1 0CFR? 790). 
DEWEASE.J.O. Louisiana Power 4 Light Co. 07/12/30. Oocumoni Conitol Branch 
(Document Control Desk). 2pp. 43926-358-43928.357. 

8601110299 Forwards Insp RepI 50-382/Q7-27 on 871214-18 No violollons or devt- 
aiions noted. 

(3ALLAN,L.J. Region 4. Ole ol the Oiroclor. 80/01/05. OEWEASE.JQ. Louisiana 
Power 4 Light Co. 2pp. 43071:279-43971:284. 

-6601110316 Insp Rept 60-382/67-27 on 87l214'18.No violations or deviations 
noted Ma|er areas lnspected:emorgoncy deiooHon 4 classllcalloaproiocllvo action 
dscislonmaking 4 operational status of emergency preparedness program. 
HACKNEY.C.A, FISHER, W.L. Region 4, Ofc of tho Oiroclor. 87/12/31 4pp. 
43971:281-43971:284. 

8601 190359 Forwards marked-up 4 draft rev to Emergency Plan Figure 5-1A. "Nuclear 
Operations Dept Organizaiion. ‘ showing restrucluroa organlzalion.Cfiangos wO be in- 
corporated In Rev 12 to emergency plan during Second Quarter 1080 
BURSKI.R.F. Louisiana Power 4 Llgnl Co. 88/01/06. Oocumeni Control BrarKh (Ooc- 
umenl Control Desk). 3pp. 4406t:254-44061:2S6. 

6601190266 Discusses proposed 881012 dale lor annual omorgoncy proparodnoss 
exercise Noiification of date of exercise objecllvos meoilng will bo provided as soon 
as Info conl-rmed. 

BURSKI.R.F. Louisiana Power 4 Light Co. 88/01/12. Oocumeni Control Brencti (Ooc- 
L-ment Cenlrol Desk). Ip. 44061:195-44061:195. 


p. Operating license stage documents 4 correspondence 

6601120090 Forwards Into re Resource Technical Svcs.lnc.lncludlng summary ol NRC 
contract work, NRC Form 26 for throe existing contracis.audit Info.work history 4 Ksts 
of Gi^rtlse ava table for special Insps 4 of current resource sves. 

FELTHOUS.R.A. Resource Technical Services, Inc. NRC-20-87-417. 67/12/16. 
jOHNSDN,E.H. Region 4. Ofc of the Oirecior. 71pp. 43998:230 43a98;3(X>. 


6601070432 Documents discovery ol uncomplolafy wrappod raceway supports, per 
070807 leicon Existng suppression ays would tmtloato or elimlnaie any adverse 
ellecie Su^porfs proparly wrapped por lOCFRSO.App R. 

COCK.K w LouiS’-ana Power 4 LIgnt Co. 87/12/22. Documani Control Branch (Oocu- 
meni Control Desk) 2pp. 43999:294-43999.295. 

6601070209 A^xicatiOn (or amend lo License NPF-30,lncorporating Tech Spec Change 
nequest NPf 36-71, toflociing recant roorganlzatlon of nudaar oporalions In Tech 
SpecTaUasOZ i 6 e.2'2 Fee pad. 

DEWEASE.J.O. Louisiana Power 4 Light Co. 07/12/23. Document Cpnuol Branch 
(Dacuinom Control Desk). 5pp 4426S’220'44265;229. 

-6601110017 Proposed Tech Spocs.pevlsfng Teblea 62-1 4 62*2, ''Organizsifon lor 
Mgi 4 Technical Suopon,’’ lo roiioci toorganlzation of nuc'osr oporalions 
’ loi^slana Power 6 light Co. 87/12/23. 5pp 442e5’222-442e6’220. 

6601070434 Requests lomporery walvor ol conto'lanco w/Toch Spec Flsuree 6.8-1 & 
82 .2 while waning tor epptovei oi Toch Spec Change Roquost NPF-36-7t. 
OEWEASE.JQ. Lousdna Power & Light Co. 67/12/23. CRUTCHFIELO,D. Divle'on of 
Reacior Prolocie ■ Ml.lV,v & Special Projecte (Post 870411). 2pp. 43609:298- 
43909 209. 

8601140145 Forwards Amend 26 10 License NPF-38 & satoty ovafuaiion. Amend 
chariQpe Toch Specs by rov-sing i m is for axial ehwe indox. 

WILS&U.JH Rio.oci Dirociorefe IV. 08/01/05 DEWEASE.J.O. Louisiana Power & 
Light Co. 2pp 44033 039 44033:047, 

-8601140146 Amend 26 lo Licenso NPF-3e,changing Tech Specs by revising limlls for 
axial sf.ajw mdox. 

CALVOJA Proieci D.rocioralO IV. OB/O1/0S 4pp. 44033:041-44033:044. 

-6801 140160 Safety ova'uat'cn ei^poh.ng Amend 28 to licenso NPF-36. 

’ Ofice of Nuclear Reactor Rogulalbn, Director (Post 870411). 66/01/05. 3pp. 
44033:045-44033 047, 

8601160166 Sumrnerizoa 6/1229 mealing in Region IV ro changes in personnel ssslgn- 
menls uUl omployeos & organizeiional changes 6 rocont efrotts lo improve commu- 
nicaiions between uvl 6 NRC.Ack ihat one change requirea Tech Spoc change. 
CAILAN.L.J. Rogon 4, Ofc ol the UlioClor. 00/01/11. OEWEASE.JQ. Louisiana 
Power S I'ofti Co. 2pp. -14030.126-44036:127. 

6601260466 Forwards nuw nuclear oporalions depi po'lcy ‘’Excellence in Regulatory Af- 
InL's,'' po' requosl.Po'icy ensures Ihel slafl understands Importanco placed on open & 
emoly cerrmun cation w/Rcgion IV & NRR. 

DARKHURST.H.P. Loirislana Power 6 Light Co. 88/01/12. MAR TIN, R D. Region 4, 
Ole ol Ihe Ditoclor 6pp 44136:314-44130:319. 

6801200132 /Ick B7123 1 nranting ol enlorcemenl (J^scrotlon re lomporary deferral from 
Tech Spoc Surveil’anoo Roquiremonl 4.7.6 c for 46 h period. 

MARTIN.ro Region 4, Ole of liio Director. 66/01/13. OEWEASE.JQ. Louisiana 
Power 8 0(^1 Co. 2pp. 4410B:I76-44108;177. 

6601200100 Application for amend lo Ucar»so NPF-36 .corslsting ol Tech Spec Change 
Raquoel NPF-38-72,adrling containment Isolation vaVo.Fee pairl. 

DEWEASE.J.O. Louisiana Power & Light Co. 86/01/13 Oocumont Control Branch 
(Ciocumer.l Control Desk). 6pp. 44103:208-44108218. 

-8601200164 Proposed Tech Specs, incorporat-ng Tech Spec Chengo Request NPF-36- 
72.adjlng contaWont Isolation value lo Tech Spec tables. 

* Louisiana Powers Light Co 88/01/13. 7pp. 44108.212-44108 216. 

6801270282 Informs ol rosulis ol uM (3ycla 3 reload analyses disus.sod at 871027 meet- 
ing w/NRR.No Tech Spec changes due to reload analyses necessary lo support 
C^1e3. 

WRSKl.RF. Louisiana Power & Light Co. 88/01/21. Oocumont Control Breach (Ooc- 
umeni Conirol (30Sk). 1p. 44186:003-44186:003. 


O. Inspection reports, IE Bulletina 5 correspondence 
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8601040006 Forwards lasponss to 16 Bui'et'o 85 003. "Moior Operaiod Va^te Common 
Mode Fa 'uras Ourlns fhaot Translofits Due lo Impfoper Swv.cli SoHtibs,” Sul'<ratUal 
provides sun’olenl Info lo dose opon Issues from fnsp Pepl 50-863/87-05. 

COOK.K.W. Lou'siana Powers Lighl Co. 87/12/21. Dooumeo! Conirol Drench (Oocu* 
mem Coritiol Oesh). 52pp. 43^3073-40983.^25. 

8712180389 NRC Into NoUce 87-064, "Convict'on for Fe's^licaL'ort of Secu.'tty Tra.mno 
Records." list oncl. 

flOSSl,C.D. O.Vis.'on of Operational Events Assessment (Poat 079411) 67/12/22. 
Conso'idafed Edison Co. or New York, Inc. I20pp. 44183 001-44183:124. 

8712170119 NRC Info Notice 67-095, "Plant OperaHon Beyond Ane-Vierl Corxl Uons.*' 
Svc i.sl end. 

flOSSi.CE. Olwiskin of Operational Events Assessrrom {Post 8704|1|. 87/12/23. 
Consol.'datad Edison Co. of Now York, Inc. I20pp. 440S6. 008-44056: >27. 

8901040(>05 Responds to violstlona noted in Insp Rapt 50-382/67-22. Corrocnvo 
actlons:personnal counseled, medieriics teriirired to re-read Proccduro UNT-74)OS In 
en'jrery & plant oporatots reoutied to reviavr Operations & MV.M OtecWo 16. 
COOK.K.W. Lpa’siana Power & Light Co. 67/12/23 Oocumenl Control Btarrch (Docu- 
ment Control Desk). 10pp. 43963 001-43963.010. 

87t2230003 Suppi 1 to NBC Info NoVce 67-028, "Air Sya Problama at US LWRs." Svc 
liSI enci 

ROSSI.CG. Olvla.'on of Opotai'onal Events Asseasmanl tPoai 876411) 67/12/28 
Co.'isol'daiod Edison Co. of New Yo-li. Inc. 124pp. 43995:126-43995 257 

8801040003 Rosponds to Violation 872t 0t noted in Insp Rcpt SO-382/87-21 CoaectVo 
actionsistation ^nlo mgl ays now employed to track measuring S tost cquipmeni ncn- 
contormanco. 

DRU.MMCNO.F.J. Louisiana Power & Light Co 87/12/30. □oci-'mont Control Branch 
(Dooumant (Control Desk) 3pp. 43963.217-43963 219. 

8801040009 Informs of plans lor upgrading asaessmoni aids for aecurrty sys.pet insp 
Rapt 50-3g2/87-02 exit meeiirg on 070123- Phase ( compieiad.Priese It schedu'ixl lor 
operability In JarvMaf tQ88.Phese ill echodu’ed for 4ul-Aug 1088. 

ORUMMONO.F J Louisiana Power 8 Light Co. 87/12/39 Oocumenl Control Branch 
(Oocument Control Desk). 2pp. 43S63:0e^|.43962;0e2. 

880106048S Forwards Imp Ropt 50-382/87-25 on 871116-1216 & noitca of vio'afoa 
CALLAN.LJ. Region 4, Ofc Of the Olreclor. 67/12/30 0£w£ASE.JQ. lOwslona 
Power & UgJil Co. 3pp. 4307S:047-4397d;Od6 

-8801068490 Notice ol vio'aiton trom insp on 87lll6'l2l6V)otation noted panfO-V 
threaded bolls inapprcprlaiely Insta'Iad fn hub of O7 Cooling Tower Fan 4B resuHing 
In lailura of one blade Snrfar incoireci bo.’is InstaKaa as roplacemems. 

• Region 4. Ofc oUtw OitecLor. 67/12/30. ip. 43979 050-f3979.050. 

-8801080496 Insp Repi 50.382/87-29 o.n 671 1 i6-i2l5.Vio(alions noted.Ma(or areas 
inspocied louewup on prevlcusN idenUdad items, montntv survektanco 6 meint 
obaarvauona.ESF sya wa'kdown 1 cold weather piepatenona Insp. 

SM/TH,W.F,. 87AKER,T.n., JAUOON,J.P. Region 4, Ole ol the Oirecior. 87/12/20. 
I6pp. 43970 051-49979 068. 

8712S00188 NRC Info NoVce 87 066, "tnsppropriaio Application ot Cornrr>e(C>a>-Drado 
Comgonenia " Svc I'Sl and. 

ROSSlC.E Division ol Operalionaf Events Assessment fPoal 67041 0. 87/i2/3i 
Consolidated Ed'son Co. of New Yofk, inc. l20pp 43995.258-43996016. 

6712300091 NRC Info Notice 67-087, "Leesons Leamort From Rog>ortai htspa of U- 
censeo Actions in Hosponse to IE Buiiatin 60-t 1." Svc ksi enci 
ROSSI, OE. Division ol Operational Events Assessment (Post 9704li). 87/12/31. 
Consolidated Edison Ca. al NowYoik. Inc. I23pp 44038 164-44038 286. 

8801069097 Ack receipt of 871216 itr inform'ng NRC of steps (aken to correct doltcler). 
clos noted In Insp Repl 50-382/87-23. 

CALLAN.L.J. Region 4, Ofc of the Director. 87/12/31. OEWEASEW.Q. lovte'ana 
Power & Lighten. 2pp. 43960:232-43960:236. 

680f1T0299 Forwards Insp Rapt 50-362/67-27 on 87]2t4-l6.No vrotaHons or devi 
Btlons rioted 

CALLAN.LJ. Region 4. Ofc ol (he Oiroctor. 88/01/06. OEVTEASE.J.O. Loutstena 
Power 8 UghI Co. 2pp. 43971:270-43971:284, 

-8601110316 Ittsp Repl 60-362/87-27 on 07t214-18.No vlolaltons w devlailone 
noted.Malor areas fnspected eme/gancy daleciion & ciassificaifoaprocecirve aciion 
dacislonrnakmg 8 oporai/onel status of emergency preparedness promam. 
HACKNEY.CA.. FI3HER.W.L. floglon 4. OfC Of the Oiroclot. 87/12/31. 4pp. 
43971:281-43971:284. 

8601140009 Forwards Insp Repl 60-382/67-29 on 87t l30'1204.Na vfoieltons or devt- 
aliens noted. 

CALLAN.L.J. Region 4. Ofc ot the Director. 68/01/00. DEVrEASE.JG. Lotilsiaria 
Power 8 Llgrit Co. 2pp. 44043:271-44043.278. 

-8801140012 itrap Rapt 50-382/67-29 on 671130 l204No vtoiaiions or devtat«ns 
noied.Major areas Inspactedpravlousfy iderriifled items 6 Implemonlalldn ol (‘censee 
acdons taken In response to NRC Builelin 87-002. 

TAPIA, J.t., JAUOON.J.P. RoQiotv 4, Ofc cl the Oireoloc. 88/01/08. 6pp. 44043.273- 
44043:278. 

8801050394 Suppt t lo NRC (rVo Notice 66-061. "Qrokon External Ctosure Sprtnga on 
Atwood A Morri/I WSJVs." Svo Lsl and. 

ROSSi.O.E Division ol Oparallonel Events Asssssmerti (Posi 870411) 86/(>i/11. 
Consol/daled Edison Co. 0/ New York, Inc. I23pp. 44036 041-44038:t63. 

8801130229 Ack tec^l ol utk 871216 Ur informing NRC c4 steps taken to correct viola- 
Hons noted In Insp Repl 50-382/67-23. 

CALLAN.LJ. Region 4, Ofc of lha Director. 68/0l/t1. OEWEASE.J.G. Louisfana 
Power & Light Co. 2pp. 44002:295-44002:299. 

8801200148 Ack recalpl of 871230 fir Informing NRC of steps taken 10 correctviolaUons 
noted in Insp Rent 50-362/67-21. 

CALLAN.LJ Regfon 4. Ofc ol the D.'reclOf. 89/01/14. OEWEASE.J.G. Lovtsiana 
Power A UghI Co. 2pp. 44108:165-44108:169. 


8801210304 Forwards Info re roceipl insp A iniornal conirol procodures for (aslow 4 
results ol Indopendont lest'.ng 01 laslonots in tosponso lo NRC Comokioce E/«Vi 
87-002. "Fasloner Tosflnj to Deletmino Conformance W/Applicab'o....' 

QUflSKLR.F. Loulsi’ana Power A Unhl Co. 80/01/18, MARTIN, R.O. Region 4. Of: ct 
(heOveclot, 65pp. 44093.106-4<1093:169. 


R. Periodic operating reports & reietod correspondence 


6801190210 Monthly operating repl for Doc t087.W/O6O1 12 Hr. 

MlLLEB.G-, BURSKI.n.F, Louisiana Power A Ugni Co. 87/12/31. 7pp. 44C6tC63- 
44064.089. 


S. Reportable occurrences, LERs A related correspondence 


8801040021 LER 87.92y-00.on 871 l25.discoverod flio impairmoni when irstal'od «aYi 
pipe nol capped ut ojhot end.Causod by iriedoquaio design change coriiois djrV^ 
p.'aAl const Prpo removed A new procedures implemonted Vv/67t22l Itr. 
ftOLOERAL., CARNS.N.S. Louls:ana Power A Light Co 87/12/21. 4pp. 42J63053- 
43963.053 

680I0400S2 LER 87-0PO-00:on 671 l23.chomlcal A vol control valvos failod lo meet 
ccnta'nfflonl penetrahen backup ovaicurionl pioloction opeiabikty rcciulterWiMCS'.-Sied 
by pcrMnnol orror.Cnblas properly connocleo W/871222 Hr. 
eAken.OE. CARNS.N S touls'ana Powor A Light Co. 87/12/22 7pp 43919323- 
43019 329. 

8601200424 LER 07-020'00.on 07t211,roaclor trip occurred due lo inadvorlont s’ljrvig 
of MSlV Caused by e^enoW valve eiuck opon durUrg iesl>ng. Solenoid valve 'ef!4«o 
A MSiv losiad successfully prior to restarting ol p.'anl.W/860l 1 1 fir. 

VINCt.DW.. CARNS.N.S Louisiana Power A Light Co- 88/01/11. 10pp. 44057.235- 
44057 244 

8801270138 PNO-lY-SB OOeon 880l05.licensoa dolormfnod lhal reactor vossoi flaw 
tanor O-rlng toakiivg Inner (eakoil morxltor tubs (sotaiod to contain leakago OulsQO c< 
approx 21 days oxpocied fn order to replace O-ring seals. 

7AP»A.01 Rofi'on 4. Ofe ol the Director 88/01/2? 2pp. 44168.356-4A16B-.M0. 


U. Congressional/EsecutWe Correspondence 


8801260276 PeniQf taeponeo 10 FOiA loauesis Forwards App A docvmonta. OoCumams 
beiftt Maced in PDA Onf/ li-’es in NRC Ofc of Governmental A Pubilo Affairs sosrdwd 
lot oocumsrils njsponsivtk lotequost.pet 871026 iMcen. 

GRImSlEY.OH Division of Rules A Records (Post 6704f3). 69/01/22. (XNNOR.L 
Ooc-Seeich Associates 3pp. 44139 290-44139:334. 


•>0601260401 Fprwerde updelo of status of pfani pro[ecl.lnfo auppfa CorciTilision 
640531 11/ lo Uda.'l. 

COMeS.F. Office of connie&sienai Miaits (we 670413). 64/09/21. MYERs/f IIOuM 
ol Rep, interior A insular Affairs. 3pp 44139.327-44130:329. 


V. Operafor Examlnallons 


8801200231 Partial reaponso to FOIA request lor documenls re worker ire rbig pro- 
grams A iNPO trala'ng acccoditatiqn Forwards App F documenls App E A F dw 
menls also available In PDR Addl records also avaifeble in PDR under Bosseng row.- 
^ 7*^04 

GRIMSIEY.DH. Division ol Roles A Records (Post 870413). 00/01/12 BOLEVX 
PidHIc Dh/on’s Critical Mass Energy Profect. Bpp. 44118:001 441 16 039. 


-8703260670 Thp rapt of atlendance at 870225-26 Natl Nuclear Accrediling Board 
meotirw Fi Allania.QA re utH training programs.Meatmg agenda end. , 

0OGER.B A OMslori of Human Fatlota Technology (651126-670411). 87/03/17 
nuSSELLWT. Ofvialon ol Human Factors Technology (651126-6/0411) 9pp. 
44119:120-44110.126. 


-6801220136 Advises ol attendance al 070923 Nall Nuclear Accrediting Board rr«ljt» 
at INPO o/es In AHanta.GA re Irainlng programs al two plants.Bncis include tisi CA 
Oowd member nemos & attendees A 871 toS plant status accreddation table. 
GI8SON.A.F. Region 2. Ole of Ihe Director. 67/11/02. ROE.J. Division ol Ucansaa 
PorlMmetJca A Quality Evaluation (Post 6704H). 8pp. 441 19:159-44)19.186. 


DOCKET 6l>-3e7 SUSQUEHANNA STEAM ELECTRIC STATION, UNIT 1 


F. Security, medicaf, emergency & ffre protection plans 

6601130090 Rev 5 to cover sheet for Emergency Plan Implemenlfng Procedure tP-IP- 
035, "Emergency Vanl Monllor Sampling." Revised table of conienfs enct 
• Pennsylvania Power A Ught Co. 86/04/14. 4pp- 44000-.270-44000'.273. 

8712310013 Forwards Safeguards Insp Repis 50-387/a7-80 A 60-306/07-18 M 
B7t027-30.No violations noted. 

MARTIN, T.T. Rogion 1. Ofc ot the Director. 87/12/24. KEISER.H.W. Pennsyfva.-M 
Power A UghI Co. 2pp. 43864:046-43964:055. 

-871231001? Insp flopts 50-367/87-20 A 60 368/87-18 on 87l027-30.No vlofaikin ix 
devtailon noleaMalor areas lnspected:nucleer matl conirol A accounting, Incluovig 


43964:048-43984:055. 

6801060463 Forwards Change AA lo plant physical eecurity plan.Changes ^ ^ 
shou.'d nol be entered fnto plan until Change Y approved A eniared Pian does rxn 
decrease safeguards allactiveness ChanQewilhheld (ret tOCFR73.21). _ ^ , 

KEISER.H.W, Pennsylvania Powor A Ught Co. 87/12/20. RUSSELL, W.T. Region 1. 
Otcol the Director. Ip. 43927:276-43927:275. 


snpping A receiving 
DELLA RAHA-A,. 


roanliatlon A operation A storape A Intetnal control 






DOCKETED ITEMS 129 


6601260521 Forwards 670420 final exercise repl for exercise of offsite rwkotoglcal 
emergency preparedness plans 9llo-specll>c to facIllty.No doftctancfes 
Idenbi'ed.Oulsiandmg derclency Identified at last exercise corrected. 

KRIMM.R.W. Federal Emergency Management Agency. 07/12/20. CONQBL.FJ. Divi- 
aion of Radiation Protection & Emergency Preparedness (Post 870411). Ip. 
44101:100-44161:267. 

—8601260468 “FEMA & Regional Assistance Commltloe Exerclso Evaluation Rept," of 
670429 exercise. 

’ Federal Emergency Management Agency. 67/09/14. 101pp. 44l6t:167-44l6t;267. 


“8801200260 Insp Rept 50-387/87-23 on 871207-11 No vlo'aUor^a noted Malor areas 
tnmcted. Cycle 4 startup physics testing program & power ascension tests. 

WtN.PX5., MURPHY, K.G. Region 1. Ofc of Ihe Director. 86/01/06. 7pp. 44052:104- 
44052:110. 


8801060304 SuppI 1 to NRC Info Notice 06-O81, "BroKon Exiernal Closure Springs on 
Anwood & Morrill MSIVs.” Svo list end. 


ROSSI.C.E. Division of Operational Events Assessment (Post 670411) 80/01/1t 
ConsoUdalad Edison Co. of New York, Inc. 123pp. 44038.041-44038:163. 


8601260111 Rev 9 to Emergency Plan Implementing Procedure EP-IP-OSO. “AcUvallon 
& Functional OpereUon ot Emergency Operations Facility & Trenafer ol Control From 
Techrical Support Ctr." W/8eoiO0 Kr. 

KEISER.H.W. Pennsylvada Power a Liglil Co. 60/01/08. 48pp. 44124:095-44124:142. 

6601280197 Rev 136 to "Table of Contents for Susouehenna Steam Eieciric SiaUon 
Emergency Plan Implomenteuon Procedures Manual.’' 

• Pennsylvan'a Power & Light Co. 68/01/16. 3pp. 44167:244-44167:246. 


P. Operating license stage documenis & correspondence 

6801120090 Forwards Inlo re Resource Technical Svca.inc, Including summary ol NRC 
conirect worK.NRC Form 26 for throe existing contracts, audit Info.work hisiory & Isle 
of expertise available for special Insps & of current resource 9vca 
FELTHOUS.RA. Resource Technical Services. Inc. NRC-26-07-4t7. 87/12/16. 
JOHNSON.E.H. Region 4. Ofc of the Director. 7tpp. 43998:230-43906:300. 

6801110098 Forwards rept summarliing 1966 approved safety ovaluaiions. per 
10CFR50 59. 

KEI5ER.H.W. Pennsylvania Power & Light Co. 67/12/31. RUSSELL.W.T. Retfon I. 
Ofcol the Director. fOIpp. 43966:178-43960:307. 

6801130376 Forwards BNL requeal for addi Info re 870331 PL-NF-67-007 rdalod to 
BWR steady-state core physics methods, Including bases for depletion eiep8.^aiial 
mesh, energy groups & other parameters used in production calculations w/CpM-2/ 
MICBURN. 

THADANl.MC Projocl Dlrodoiato 1-2. 68/01/11. KEISER.H.W. Pennsylvania Power & 
Light Co. &pp. 44008:244-44008:246. 

6801160173 Provides addI Info re proposed Amend 04 to Licenses NPP-14 & NPF- 
47.Min ol 2 h necessary to restore standby gas treatment sya subsystem when both 
subsystems inoperable. 

KEISER.H.W. Pennsylvania Power & Light Co. 68/01/12. eUTLEfl.W.R. Profoci Direc- 
torate 1-2. 2pp. 4403S:I34-44035:135. 

6001370079 Advisee that Site visits being achodulod during 680210-I2. per 
request Plants conatllule sample of Mark l & Tl plants. Proposed plan to review emer- 
gency qperatingprocedurea on coniainmeni venting discusaod. 

Butler, W.H. Pfoloct Olreciorale 1-2. 08/01/16 VARGA, S.A. OMsloft ol Reactor 
ProIeoK • I/ll (Post 870411). 2pp. 44149:202-44149:203. 

6601370070 Nolificatlon of 660126 meeting w/util in eothesda.MO to review Hcenatno 
aeifons schedules. 

THA0ANI.M. Proleci Directorate 1-2. 80/01/21. MURLEY.T., SNI£2EK,J.. 
MIRAQLIA.F. NRC • No OotaHod Afldlallon Given. 3pp 44140:190-44149:201. 


Q. Inspection reporia, IE Bullellns 6 correapondence 


69011SD367 Forwards response to IE Qulletin 87-002, Action Hems (1) (2) (3) & (4) & 
cmnf^atlon ol Action Hems (6) & (6).FInal repl will be late due to time needed lor test- 

K?lS£fl.H.W. Pennsylvania Power & Light Co. 88/01/11. RUSSELL.W.T. Rcgfon t 
Ofc ol the Director 9pp. 44084 093 44064: tOI. 


9901160177 Forwards util final rosponso 10 IE Bulletirt 85-003, "Motor- Operated Valve 
Common Mode Failure Due to improper Switch Settings." 

K£1S£fl>4.W. Poonsylvania Power A Light Co. 88/01/12. RUSSELL.W T. Redton 1 
Ofc of toe Director. 214pp. 44035:136-44^035:348. 


6801280680 Ack receipt ol ulil 670914 rept re Inattentiveness of shift supervIsor.EncI 
NRC concerns re Investigation should ba further discussed at mgi meatlno 
RUSSELL.W.T. Region 1, Ole ot Ihe Ditoctor. 68/01/12. KEISER.H.W Pennsylvania 
Power & Light Cto 4pp. 44052:160 44052:192. 


R. Periodic operaling reporit A raloled correapondence 

6801 16OI0S Monthly operating repts for Dec 10O7.W/86O112 Itr. 

HIRT.J.A., KElSER.HW. Pennsylvania Power & Light Co 87/12/31 
MCOONALD.W.Q Office of Administration & Resources Managemenl. Director (Post 
670413). 11pp. 44041:236-44041:248. 


S. Reportabfe occurences, LERs A related cerraspondanca 


6712300017 LER 67-036-00:on 870918, senior reactor operators w/o active licenses as- 
signed duUes in violation ot Tech Spec e.2.2.d. Caused by insufficient training & ad- 
mnleiiattve controls. Requirements reviewed w/personnel.W/e7i 223 Itr. 
SHERANKO.RG, BYRAM.R.O. Pennsylvania Power A Light Co. 67/12/23. 4pD. 
43920 307-43920:310 

6712310021 PNO-)-87.ii6;on 87l223.reacior scrammed duo to leak from inteimodlale 
weterbox manway C.Ceueed by failure ol manway gaeket.Waierbox C Isoletod & sp II 
terminated. Water in condansoi bay area measured 43 inches. 

BLOUOH.R Region I. Ofo ol the Director. 67/12/24. Ip. 43898'228 43666:228. 

6801060146 LER 67-034-00:on 871 129,HPCI irtboard steam Isolation valve Inadvertently 
ctoaed.Cavsed by personnel atror.HPCI isolation reset A valve reopened.Slaiea links 
wia be ineteiied Inside cablnalW/671226 Hr. 

HIRT.J.A.. BYRAM.R.O. Pennsylvania Power A Light Co. 67/12/26. 4pp. 43960:161- 
43060.154. 

6601070082 Forwards LER 67-031-01, correcting error in evoni date coded In Bloch 6. 
BYRAM.R.O. Permsyfvenia Power A Light Co 67/12/30. Document Control Branch 
(Oocumani Control Desk) tp. 43965:279 43965.251. 


6712(80369 NRC Info Notice 87-064, "Conviction for Falsification of Security Training 
Records." Sve list end. 

ROSBI.CE. Division of Operallonal Events Assessment (Post 870411). 67/12/22. 
Conso'idaled Edison Co. Of New York, Inc. 120pp. 44153.001-44 163:I24. 

0712170119 NRC Info Notice 67-065, "Plant Operation Beyond Analyzed Condiliorts." 
Svo list end. 

ROSSI, CE. Division ol Operallonal Events Asssssmsnt (Post 870411). 07/12/23. 
Consolldaled Edison Co. ol New York, Inc. I20pp. 44058:008-44066:127. 

6712910013 Forwards Safeguards Insp Repts 60-387/e7-20 A 50 388/67-18 ort 
97t027-30.No violations noted. 

MARTIN.T.T. Region t. Ofo ol the Director. 87/12/24, KEISER.H.W. Penrwylvenla 
Power A Ughl Co. 2pp. 43964:046-43984:065. 

“6712310017 Insp Repts 50-387/87-20 A 50-3e8/87-18 on 871O27-30.No violailon or 
deviation noted Major areas Inspected. nuclear mail control & accounling.lncluding 
shipping A receiving, organization A operation A storage A Internal control. 

DELIA RATTA.A, KETmIQ,R.R. Region 1, OfO of Ihe Oireotor. 87/12/07. 6pp. 
43984:048-43964:055. 

8712230003 SuppI 1 to NRC Into Notice 87-028, "Air Sys Problems at US LWRa." Sve 
list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 670411). 67/12/28. 
Ctonsolidated Edison Co. of New York. Inc. 124pp. 43965:136-43996'257. 

67(2290156 NRC Info Notice 87-066, "Inapproptlale Application ol Commercial-Orade 
Components." Svo list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 67/12/31. 
Consolldaled Edison Co. of New York. Inc. 120pp. 43e95:208-43696:Ote. 

6712300091 NRC Info Notice 87-067, "Lessons Learned From Regional Insps ot Li- 
censee Actions In Response lo IE Bulletin 80-1 1." Sve list end. 

ROSSLCE. Division of Operational Events Assessment (Post 0704ft). 67/12/31. 
Consolidated Edison Co. of New York, tno. t23pp. 44038:t64-44036:2Be. 

6601150250 Responds lo NRC B71 130 Hr re violations noted in Insp Repts 60-387/67- 
10 A S0-368/67-t6.Correclive actlons:nuclear dept Instruction & plant sdministrallve 
procedures revised lo reflect suitability ol Individusis for certain mgi position. 
k£ISER.H.W. Pennsylvania Power A light Cto. 88/01/08. MARTlN.f.T. Region 1. Olo 
ol Ihe Director. 4pp 44092:252-44092:^5. 

8801200251 Forwards Safety Insp Rept 60-367/87.23 on 871207-l1.No vIolalkMW 
noted- 

■JOHNSTON.W.V. Region 1, Olo of the Director. 88/Ot/OB. KEISER.H.W. Pennsylva- 
nia Power A Light Cto. 2pp. 44052:102-44052:1 10. 


“6601960116 LER 67-031-0t:on e71i05.dunng Survelllartce Test SE-169 200. unantici- 
pated ESF eduatlon occurred due to Installation ol )umpar in wrong panoi.Causod by 
cognitive personnel error. Test director counseled A event reviewed w/stalf directors. 
S^RANKO.R.O. Pennsylvania Power A Light Co. 87/12/30. 2pp. 43085:280- 
43965 281. 

880121)0010 PNO-l-86-005:on 8601 13 coniraclor within radiological waste bldg 
Injured.Caused when contractor slipped A hydro-laae cut leg.Coniractor transported lo 
hosp A slight contamlnaUon found near area of injury .Worker decontamlnateclat hosp. 
YOONQ.F.. BLOUQH.R. Region 1, Olo ol the Director. 88/01/13. Ip. 44052.299- 
44002290. 

8801260476 Dlscueses safety concern derived from 660522 occurrence at facility re 
common mode tailures-Requesls info wHhin 30 days re actions util proposes to ad- 
dress safely concern. 

VARGA.S.A. Division ol Reactor Projects • I/ll I^Post 87041 1). 88/01/14. KEISER.H.W. 
Penosyfvania Power A Light Co. 5pp. 441(6:118-44116:123. 


V. Operator CxsmlnaUons 


6601200090 Ack receipt of util 670914 rept re inatlenUveness of shift supeivisor.EncI 
NRC concerns re Investigation should be further discussed et mgi meeting. 
RUSSELL.W.T. Region f. Ofo of Ihe Director. 88/01/12. KEISER.H.W. Pennsylvania 
Power A Light Co. 4pp. 44052:189-44052:102. 

8801200231 Partial response lo FOIA request tor documenis re worker training pro- 
grams A INPO training accredltalion .Forwards App F documenis.App E & F docu- 
ments also available In PDR.Addi records also available In POR under Bossong FOIA- 
67-204. 

ORIMSLEY.D.H. Division of Rules A Records (Post 670413). 88/01/12. BOLEY.K. 
Public Cfflaen's CrfUoalMasa Energy Projeel. 6pp. 44 1 f8:00f-44(id:03d. 

“6601310160 Forwards results of posl-accredllaUon reviews et Susquehanna on 
B5t021-23,Ore8den on 851116-21 5 Oconee on 8512l6-l6.Signi(lcent progress ob- 
served In improving training. 

DENTON, H.R. Ofine of Nuclear Reactor Regulation, Director (651125 870411). 66/ 
01/26. PATE.Z. Institute of Nuclear Power Oporallons 33pp. 44118:267-44118:315. 

--6604160020 Forwards final repts from alsfl post-accrediiatlor) audits A comparison of 
revised NRO review questions w/iNPO accreditation objoctives A 
crKeris-Recommends INFO consider adding approprlale accredilatlon criteria. 
OENTON.H.n. Office of Nuclear Reactor Rmufailon, Erector (85l125-87041t} 86/ 
04/03. PAT&.Z. InsUtute of Nudear Power O^peralions 32pp 44116:316-44116:357. 



-W0122i>136 Actvl3«a of atlondance at 870933 Natl Nuclear AccieOHno Board maeGng 
at INPO ofca In Atlanta, GA re (ralnlna proarams at two planiaEncIs tncfiida list o1 
Board member names & allendoes & 87(105 p'ani status accrednaiton table. 

GIBSON, A F. Region 2. Olo ol the Oi'edor. 87/11703. ROE,d. OMston of Ucdnsea 
Pertocmancs & CMality Evaluation fPost 870411). Spp. 44113:159-44119:168. 


DOCKET 60-308 SUSQUEHANNA STEAM ELECTRIC STATION, UNIT i 


f. Security, medJcef, emergency & fire prolecHon plana 

8801130090 Rev 5 to cover sheet for Emergency Plan Implementing Procetfuie EP-IP- 
036,’'£meiBen(^ Vonl Monitor Samptno." Revised table ol corAenia end. 

* Pennsylvania Power & fjghi Co Qe/04/i4 4pp 44000:370-44000373. 

6713310013 Forwards Safeguards insp Ropts SO-387787-20 8 SO-380/67-16 on 
871037-30.No vfolslions noted. 

MARTfN.r.T. Region 1. Ofc of Ihe Oiractor. 87/12/34. KEfSEFLH-W. Pennaylvanla 
Power & Ught Co. 2pp. 43g64:04&-43984 0S6. 

-8713310017 Insp Repts 50-387/87-20 8 50-388/67-18 on 87t027-30No vfo'atlofi or 
deviation noiao Major areas lnspeded.nucfe» matt control & Bccounl-ng.lncludlng 
sittoping a receiving, organization S operaCion & storage & Internal control. 

OE^LLA RATTA.A Region I, Ole of Ihe Director. 87/12/07. epp 43964:048- 
43964.055. 

8801060463 Forwards Change AA lo plant physical securtty ptan.Changes AA A Z 
should r>ot be entered Into plan until Change Y approved & entered Plan tfoea not 
decrease saleguards ehoctjveness.Cnenge withheld (7e1 10CFn73.3i). 

KEISER.H W. PennsyNanIa Power S Light Co. 87/12/28. RUSSELL.W.T. Roglon I. 
Ofc of the Oirectof. Ip. 4a93r.375-4a937-876. 

8801360521 Forwards 870428 linal exercise repi for exercise ol olfsild radiological 
emergency oreperednosa plans alle-apaclOc to facVity.No delictendos 
Identified Oulslancng deliclenoy tdaniificd at last exercise corrected. 

KRiMM.RW. Federei Emergency Management Agency. 87/12/20. CONGEL/.J Dart- 
sfon ol Radiation Proieclion A Emergency Preperodnesa (Post 870411). Ip. 
44t5V.16e-44l6V.287. 

-8601280466 ' FEMA & Raglortal Assistance Commiliee Exercise Evahrailon Rept.*' of 
670429 exercise. 

' Federal Emergency Management Agency. 87/09/14. fOipp 44t6l-t67-44l61:267. 

8801260111 Rev 9 to Emergency Plan Impiemenbng Procodure EP-lP-030, "Acliveilon 
& Functional Operation ol bmargency Operations Facility & Transior oi Control From 
Technical Support Cir." W/8a0l08 l(r. 

KEISER.H.W. PennsyWanla Power & Ught Co. 58/01/06 4epp. 44124 09$ 44124 1 42- 

8801380187 Rev 136 to "Table ol Contents for Suscuehanna Steam ElocMc Staiion 
Emergency Plan Implementaiian Procedures Manual 
* Pennsylvania Power A Ught Co. 86/01/16. 3pp. 44i67:244-44i67.246. 


P. Operating llcana* stege Oocumenlt 4 correapondenc* 

8801130090 Forwaidi Mto re Reioufco Technicet 9vcs.inc.lr>ctuiiing aummary ol NRC 
coniracc vvoili,NRC Form 26 <or three axisiing coniracta, audit info.worl( history A I'Sta 
of eimori'se available (or apedal (naps 4 oi current reaeurca avea 
FELtHOUS.RA. flosourca Technical Sarvicea. Inc. NftC-3e-87-4l7. 87/l2/l6. 
OOHNSON.E H. Region 4. Ofo of the Oireclor. 7lpp 43996:330-43998 300. 

8712300077 Forwards application for amend (o License NPF-23.chenoin9 Tech Space 
In support of mod to reduoe potential for waierhammer In suppression pod coding 
mode of RHR ays.Fee pafd. 

KEtSER.H.Vf. Fermsyivanla Power & Ught Co 87/12/33. BUTL&n.VW.a Prdocl Oi>ec- 
foratn 1-2. 6pp. 43698:269'438g8 389. 

-8713300087 Appr>ca(lon for amend lo License NPF.23.revl8(ng Tech Specs In support 
ol mod lo reduce potenilai for walerhemmer in auppressfon pod coobng mode of 
RHR ays- 

KElSEfl,M.W. Pennsylvania Power A Ught Co. 67/12/23. 2pp. 43896 264-43e9e;265. 

-8712309063 Proposed Tech Speca supporting mod to reduce polentia) for welerham- 
(net In auppreaslon pool codirn mode ol RHR ays. 

* Pernsyivanis Power A LighI Co. 87/12/23. 4pp. 43e9e.'26e-43698:389. 

8713310143 Forwards application lor Proposed Amend 68 (a License NPF-3?,chenglng 
Tech Specs lo eupport Cycle 3 reload Unit scheduled lo shgfdowix on 680305 A re- 
start on e89503.Reloed aurnmary A transient analysis repts encLFee paM 
KENYON, 0 D Pennsylvania Power A Light Co 87/12/23 eUTLEfl.W.R- Proteci OF 
rectorate 1.2. 3pp. 43^1:211-43962.017. 

-8T12319218 Application lor Proposed Amend 68 lo License NPF-23joi4stng Tech 
Sma lo euQsorl Cycle 3 reload. 

KENYON, B 0 Pennsylvania Power A Ughl Co. 67/12/23. Ip. 43061-.213-43081-.ZI3. 

-6712310145 Proposed Tech Specs index A Sections 974.2.1,3/4.2.2. 9/42.3.3/ 
4.3.4.9/4.36.3/4.4. 1.B 2.1.B 3/4.2. 1.B 3/4 2.2. B 9/4.2 3 4 8 9/4.4.1.10 support Cvde 
3 reload. 

' Pennsylvania Power & Ughl Co. 87/12/23. 39pp. 43061:214-43961:^ 

-8712310151 "Susauehanna SES Unit 2 Cycle 3 Reload Summary Repl.” 

SPADARO,J P., kUliCK,J.M., STEFANKO.J.S. Pennsylvania Power A UghI Co PL- 
NF.e7-007. 87/12/31. 26pp. 4396l:253-43961-2re 

-6712910168 Rev I lo "Susquehanna UntI 2 Cycle 3 PlanI Transient Analysis.'' 

WHITE, JA. Advanced Modfcai Systems. Inc. ANF-e7-t26 R01. 87/11/30. 64pp. 
43961:276-43961:333 

-8712310158 Rev 1 to "Susquehanna Unit 2 Cycle 3 Reload Analysis Oe^gn A Safely 
Analyses." 

WHITE.JA. Advanced Medical Systems, Inc. ANF-87-136 R01. S7/ll/3a 42pp. 
4966t:3a3'43962:014. 

-4601080091 ‘‘Susqueharrna Steam Electric Station Unit 2 Cycle 3 Proposed Startup 
Physics Tests Summa^ Descnptton." 

* Pennsylvania Power A Ught Co. 87/11/30. 3pp. 43962.015-49962.017. 


6601110098 Forwards ropi summarizing 1986 approved salely evalualiona, 
10CFfl60.59. 

KEtSER.H.W. Pennsylvania Power 4 Ughl Co. 87/13/31. RuSSELl.W.T. Reg' 
Ofc of Ihe Director. 131pp. 49966-176-43966:307. 

8801190378 Forwards BNL request for addi Info re 670331 PL-NF-e7-007 relal 
BWR stsady-state core physics n>ethc)ds,includif>g basos lor deploV-on sleps,s 
m^h^nergy groups A other parameters used In production oalculaifons w/CT 

THAOANI.M.C. Projeci OIrectorale 1-2. 68/01/11. KElSER.H.VV. Pennsylven.'a Po- 
Ughl Co. 6pp. 44006:244-44008:246. 

6801160173 Provides addI Info re proposed Amend 94 to Licenses NPF-14 8 
47.Min of 2 h necessary to restore standby gas treatment sys subsystem when 
subsystems Inoperable. 

KElSER.H.W. Pennsylvenla Power A Ught Co. 86/01/12. BUTlER.W.R. ProJocU 
torata 1-2. 2pp. 44035:134-4409S;13S. 

6801270079 Advises that slle visits being scheduled during 880210-13. 
taquest Plants consHtule sample oi Mark I A Tl plants. Proposed t^an to rsYow < 
gsney operating procedures on containment venting discussed. 

BUTLER.W.R. Prelect Oiraclorate 1-2. 08/01/16. VARQA.S.A. Division ol Rr 
Projacts • l/ll (Post 87041 1). 2pp. 44149:202-44149:203. 

6601270070 Notification of 860128 meeting w/util In Beihesda.MD to review lice 
ecuons scheduiea. 

THADANf.M. ProJecl Directorate 1-2. 08/01/21. MURLEY.T., SNIEZ 
MIRAGLIA.F. NRC - No Detailed AflillaUon Given. 9pp. 44149:199-44149:201. 


0. InapeoDon rsporta, IE Bulletins A correspondence 

6712160369 NRC Into Notice 87-064, "Convlcllon for Falsification of Security Tr 
Records.” Sve lisl sncl. 

ROSSI, C.E. Division of Operational Evenla Assessment (Post 870411). 87/1 
Consolidated Edison Co. of New York, Inc. 120pp. 44163:001-44153:124. 

6712170119 NRC Into NoUce 67-065, "Plant Operation Beyond Analyzed Cond't 
Sve KM end 

ROSSi.C.E Division of OparaUonal Events Assessmeni (Post 870411). 87/1 
ConsoKdatad EdisortCo. ot New York, Ino. I20pp. 440&6.00e-4406e:t27. 

8712310019 Fiifwaids Sateouards Inap Repts 60-307/87-20 A SO-See/eT-l 
87t027-30.No violations r>ofed. 

MARTIN, T.T. Region 1. Ofc o( Wa Otreclor. 87/12/24. KEISER.H W. Pannay 
Power A Ughl Co. 2pp. 43964:046 43964:055. 

-8712310017 Insp Repts 50-387/87*20 A 60*306/87-16 On 671027-30.No vlolali 
deviation noteo.Major areas lnspected.nuciear mall control A accountiitg.inci 
shjppino A receMng, orgenizauon A operation A storage A Internal control. 
DElU RATTA.A.. K6IMIG,H.R. Region 1, Ofc of the Director. 87/12/07. 
43904:048-43964:055. 

8712230003 Suppi 1 to NRC Into Notice 67*020, “Air Sye Problems el US LWRs 
list end. 

ROS&t.C.E. ONisipn ol OpetaiiPhai Events Assessmeni (Post 670411). 87/1 
Consolidated Edison Co. of New York. Ino. 124pp. 43965:136*43995:257. 

8712290100 NRC Info Notice 67-066, ’’inapproprlale Application of CommereisM 
Comoonenie.’’ 6vo list end. 

R055i,CE. Division of Operational Evenis Assessmeni (Post 670411). 07/1 
ConstMldsted Edison Co. of New York. Ino. 120pp. 43095:266-43996:018. 

6712900091 NRC Info Notice 67*067, "Lessons Learned From Reglortel Insps 
censee Actions In Response lo IE BulleUn 80*11." Sve list end. 

ROSSI, C E. Division oi OporaUonai Events Assessmeni (Post 870411). 07/1 
Consolidated Edison Co of New York, Inc. 12Spp. 44038:184*44038:266. 

8601100260 Responds to NRC 671130 Itr re ylolattons noted In Insp Repts 50-3S 
10 A 6O-386/07-i9.CorTectlve acllons:nuclear dept Instruction A plant adm’nisi 
procedures levleed to lellect auhabiiity ol Individuals lor certain mol poehiori. 
kBISER,H.W. Pennsylvania Power A Ught Co. 68/01/08. MARTIN.f.T. Region 
ol the Director. 4pp. 44092.252*44Q92'2$$ 

6801050394 Suppi 1 lo NRC Into Notice 88-001, '"Broken External Closure Sprfn 
Atwood A Momil MSIVa." Sve list end. 

ROSSI.C.E. Dlvlelon of Operallonal Events /LssessmenI (Post 670411). 68/0 
Consolidated Edison Co. of New York. Inc. 123pp. 44038:041*44038:163. 

8801150257 Foiwanfs response lo IE Bulletin 67*002, Action Hems (1), (2), (3) A 
compleUon of Action Hems (5) A (6) Final rept will be late due lo time needed lo. 
Ing. 

kEiSER.H.W. Pennsylvania Power A Ught Co. 08/01/11. RUSSELL.W.T. Regl 
OlODi the Oireclor. 9pp. 44O0A;O93-44OM.)O1. 

8801100177 Foiwarde ulH final response to IE BulleUn 86*003. "'Motor* Opeialad 
Common MoiSe Failure Due to Improper Switch Settings." 

KEISERh W. Pennsylvania Power 4 Ught Co. 86/0Vl2. RUSSELL.W.T. Re® 
Ofo of Ihe Director. 2t4pp. 44035:136-44035 348. 

8801200080 Ack recdpi of util 870914 rept re inaRentIveness of shin superviso 
NRC concerns re Investigation should be further discuss^ at mgt meeting 
f4USSEU..W,T. Region 1, Ofo of the Oireclor. 80/01/12. KEISER.H.W. Pennsy 
Power A Light Co. 4pp 44052:169*44052:192. 


R. Pariodio operating reporte A related eorrtapondence 

6801150195 Uonmiy qperailrtg reple for (3ec t987.W/080f 12 Hr. 

HIRT.J.A.. KEISER.H.W. Pennm^^a Power A Ughl Co. 67/1 
MCOQNALD.W.G. Office of Adminisirqilon A Resources ManagemenL Director 
870413) 11pp. 44041:238*44041:246. 


DOCKETED ITEMS 131 


S. Rcportabfe oecurroncat, LERa & related correspondence 

80012S0476 Olscusses safety concern derived tram 860533 occurrence el fadKty re 
common mode laHures. Requests info within 30 days re actions util proposes to ed< 
dress sefety concern. 

VARGA.S.A. Division ol Reactor Projecta • I/ll (Post 070411). 88/01 /t4. KEISER.HW. 
Pennsyfvania Power & Light Co. 6pp. 441l6;tlB-441 16:123. 


V. Operator Examinations 

8601300060 Ack receipt of util 870914 rept re Inattentiveneas ol shift suporvIsor.Enci 
NRG concerns re Investigation should be further discussed at mot meoilno. 
RUSSELL.W.T. Region f. Ofe ol the Director. 88/01/12. KEISER.H.W. ^nnaylvanla 
Power a Ught Co. 4pp. 44052;1B0-44OS2:192. 

6601200361 Partial response to FOIA request lor documents re worker tramind pto- 
grarrs S INPO training accreditation.Forwerds App F documents App E 6> F docu- 
ments also available In POR.Addl records also avallablo In PDR under Bossono FOlA- 
B7-204. 

GRIMSLEY.D.H. Division ol Rules & Records (Post 870413). 88/01/12. BOLEYK 
Public Citizen's Cmical Mass Energy Project. 8pp. 44 1 i&.ooi -44 1 18:039. 

"BOOISIOISO Forwards results ol poal-accrodiiatlon reviews at Susquehanna on 
851021-23, Dresden on 8SI11B-21 i Oconoe on 85t2ie-l6.Slgnltlcant progresa ob- 
served In Improving training. 

OEh(TON,H.R. Oftree ol Nuclear Reactor R<»ulatlon, Dlroclor (851 t25-&704it). B6/ 
01/28. PATE.Z Institute ol Nuclear Power Oporellons. 38pp 44118:267-44118316. 

—8604160629 Forwards final repts from stall post-accredliallon audita & comparison ol 
revised NRC review questions w/INPO eccrodilation ob|eclives 8 
cnieria.Recommends INPO consider adding appropriate accrodItetJon cnierla. 
DENTON, H R. Office ol Nuclear Reactor RMulalion. Director (861126 670411). 66/ 
04/03. PATE, 2. insUlute ol Nuclear Power Opeianona. 32pp. 44116:3te-44iiB:357. 

-8601330136 Advises ol altendence el 870923 Natl Nuclear Accrod-ting Board meelkig 
at INPO oica In Atlanta.QA re training programs at two planie Encik Include Hat ol 
Board member names & attendees & 871 105 plant sieiua accreditation tabfa. 
OIQSON.AF. Region 2, Olo ol ihe Dlroclor. 67/11/02. ROE.J. Division ol Licensee 
Performenee 6 Quality Evaluation (Post 670411). Spp 44ii9.16d-44t 19:166 
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P. Security, medical, emergency 6 fire proiecilori plene 

6601130384 Rev 16 to Heellh Physics Operating Procedure HP-90. "Smorgoncy Equip- 
meni ’• w/eeotoe llr. 

WOOOY.C.O. FlOdde Power & LIglil Co. 88/01/06. I6pp. 43986:271-43966:266. 

8801190304 Forwards Insp Repts 60-335/67-30 & 60-389/67-29 on 871207-il.Novlo- 
leilona or deviaiions noted- 

COLliNS.OU Region 2. Ofo ol me Director. 68/01/1 1. WOOOV.C.O. Florida Power 
4 Light Co. 2pp. 44045:025-44046:031. 

-8801190313 map Repts 50-335/67-30 & 50-369/87 29 on 671207-1 1.No vioiabor^or 
deviations noted Major areas inspected: emergoncy preparedness & NRC inlo notices. 
KREH,J.l. Region 2. Ofe of the Director. 86/01/06. Spp 44046.027-44046:03l. 

680120046S Rev 6 to Emergency Plan Impicmonling Procedure HP-200. "Hoailh Phys- 
ics Emergency Organisailon." V(f860l 12 Itr. 

aAflROW.J.H., WOODY,C.O. Florida Power 6 Light Co. 80/0t/l2- 16pp. 44058.355- 
44057:010. 

6641270519 Forwards SALP Repts 50-335/87-20 & 50-389/87-27 (or May 1966 - Oct 
1967.Perlormance rated as excellent.CommilmenI to upgrade procedures In ell areas 
will be monitored Comments should be piosonted at 660120 moetirig. 

GRACE, J N Region 2. Olo of the Director. 88/01/20. WOOOY.C.O Florida Power 6. 
UgM Co. 4pp. 44146:011-44145:063. 

-6601270536 SALP Repts 50-335/67-28 & 50-335/87-27 (or May 1986 • Oci 1987. 

* Region 2. Olool the OIreotor. 88/01/20. 49pp. 44145:016-44145.063. 


3. Inturenca 6 indemnity Inlormelion 

6801140119 Forwards Endorsemanis 69 & 70 to NELIA Policy NF-227, Endorsements 
ee a e? to NELIA Policy NF-l8S,Endorsemenl6 56 & 67 to MAELU Policy MF-BO 6 
Endorsements 73 8 74 to MAELU Poli^ MF-55. 

PICKERL.H.O. Marsh & McLennan. Inc. es/OI/07. OIMTZJ. Office of Nuclear Reader 
Regulation, Director (Post 870411). 24pp. 44010.057-44010:081. 


p. Operating llcenaa atage doeumenta & correapondenca 

8712300474 ^plication for amend to License NPF-l6,changlno action slatemeni for 
Tech Spec 3.A1.6 to allow 72 h to restore lnoporable,open main feedwater fsdaUon 
valve.Safety evaluation determination of NSHC also end. Fee paid. 

WOOOY.C.O. Rorida Power & Light Co. 87/12/22. Document Control SrarKh {Docu- 
ment Control Desk). Spp. 43920:296-43920:306. 

-6712300061 Proposed Tech Spec 3.7. 1.6, changing action statement to allow 72 h to 
restore inoperab)e.open main feedwater isolation valve to operable status. 

* Florida Power & Light Co. 87/12/22. Bpp. 43920:299-43920:306. 

6712300086 Application for amends to Licenses OPR-67 & NPF-tS, changing Tech 
Specs to modify requirements to perform moderator temp coefficient lest near end of 
each cycle.Safety evaluation also encl.Foe paid. 

WOOOV,C.O. Florida Power & Light Co. 8// 12/22. Document Control Branch (Ooev- 
rneni Control Desk), spp. 43921.058-43921:073. 

-8718300089 Proposed Tech Specs.modifying requirements to perform moderator temp 
ooeltlclenl test near end of each cycle 

' Florida Power & Light Co. 87/12/22. t6pp. 43921:059-43921:073. 


8801060321 Forwards response to NRC 871202 comments on udi 871 1 18 submittal ol 
Independent mgl appraisal program plan.Revised program plan also end. 
WOOOY.C.O. Florida Power 6 Ught Co 87/12/30. GRACE, J N. Region 3, Ole ol the 
Director. 6pp. 43918:123-43916:212. 

—6601060230 Rev 1 to 'Tndopendonl Mgt Appraisal Progrern Plan (or Florida Power & 
Light Co." 

* Enwcon Services. 67/12/30. 65pp. 439(6:128-43018:212. 

6601070344 Forwards NSHC & administrative corrections to Tech Specs re pump & 
ydva testing program to support 871116 application io amend Ucanses DPR-67 & 
NPF- 18. 

WOCX3y.C.O. Florida Powof 4 Light Co. 87/12/30. Document Control Branch (Docu- 
ment Conirol Desk). Opp. 4-4030:318-44030:326. 


O. Inspection reports, IE Bulletins & correspondence 

8712160369 NRC Inlo Notice 07-064, "Convlcrion (qr Falsification ol Secuntv Ttalrltwi 
Records." Sve list end. ^ 

ROSSf.C.E Division ol Operational Evanis Assessment (Post 870411). 87/12/22 
Consolidalod Edison Co. or New York, Inc. 120pp. 44163.001-44163:124. 

8712170110 NRC Inlo Notice 87-065, "Plant Operation Bayond Analyzed Conditions " 
Sve Its! oncl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/12/23 
Consolidated Edison Co. of Now York, Inc. I20pp. 44066.008-44058:127. 

8712230003 SuppI 1 lo NRC Info Notice 87-028, "Air Sys Problems et US LWRe." Sve 
Set encl. 

ROSSI.C.E Division ol Operational Events Assessment (Post 870411). 87/12/36 
Consotdated Edison Co. of New York, Inc. I24pp. 43996:136-43695:267. 

8801070349 Responds lo viOlaHone poled In Insp Repts 60-336/87-23 & 50-389/e7- 
22.Co>reciive actions procedures In control room updated by OC document petsonnol 
WOOOY.CO. Florida Power & Light Co. 87/12/30. Document Control Branch (Docu- 
ment CorslK^t Desk) 2pp. 44008:023-44003:024 

8712290156 NRC Inlo Nolico 87-066, 'Tnappropriale Application of Commercial-Grade 
Components." Svo list end. 

ROSSI.C.E. Division el Operations! Events Assessment (Post 870411). 87/12/31. 
Consolldaled Edison Co. of Now York. Ino. t20pp. 43995:268-43096:016. 

8713300091 NRC Info Notice 67-067, "lessons Loarnod From Regional insps of Li- 
censee Actions In Response to lE Bulletin 60-f I." Sve list end. 

ROSSi.CE. Division of OperattonsI Evants Assessmeni (Post 670411). 87/12/31. 
ConsoSdsisd Edison Co. ol New York. ino. t23pp. 44036:164.44038:266. 

8801110362 Forwards insp Ropis 60-835/87-26 8 50 309/67-25 On 87102e-30.Na vio- 
lations or devlsHons notsd. 

HEflOTAR. Region 2, Olo el the Ditodor. 07/12/31. wOODY,C.O. Florida Power & 
Light Co. 2pp. 44006:065 44006:078. 

-6601110367 Insp Repie 50-335/87-26 & 50-089/87-23 on e71026-30.No vldallon or 
deviauon noisd.Msjor areas inspected.saieiy- letsied pipe aupports & pipe support 
base piAld design usTig concrais oxpansion ooHliE Builebn 79 vi). 

CHOU.R.C. BLAKE.J.J. Rog’On 2. Ofe Of Ihd Director. 87/12/29. t2pp 44008:067- 
44006.076. 

6801050394 SuppI 1 to NRC Inlo Notice 66-061, "Broken Extarnal Closure Springs on 
Atwood 8 MorrNI MSIVs." Sve list encl. 

ROSSI.C.E. Division ol Operational Events Assessment (Post 870411). 86/01/11. 
Consolideted Edison Co. of Now York, Ino. 123pp. 44036 041-44036:163. 

6801190304 Forwards Insp Repts 60-335/87-30 & 50-389/67-29 on 871207-1 1.No vlo- 
lallorw or deviations noted. 

COLLINS.D.M. Region 2, Ole ol iho Director. 88/01/11. WOODY ,C.O. Florida Power 
SLI^Co. 2pp. 44045:025-44046:031. 

-6601190312 Insp Repts 50-335/87-30 & 50-389/87-29 on e7l207-11.No violations or 
devieb'ons noted areas fnspocled; emargancy preparedness & NRC Into notices. 
KREH.J.L., DECKER.T.R. Region 2, Ole of the Olreclor. 86/01/08. 6pp. 44045.027- 
44046.031. 

6801150220 Advises that response to NRC Bulletin 87-002, "Fastener Testing to Deter- 
mine Coniortnance w/AppIlcatile Malt Specs," wlli be submitled 8B0212,per 
680 1 1 1 tolcon.Delay due to Incomplate verification & velidallon ol test results. 
WOODY, C D. FlortOB Power & Light Co. 68/0i/12. GRACE.J.N. Region 2, Ofe ol the 
Oiredor. ip. 44062:180-44062:180. 

8601200372 Provides summary ropt sallafylng Item I of IE Bulletin 85-003 "Molor-Oper- 
aled Valve Common Mode Failure During Plant Transionta Due to Improper Switch 
Sellings " Cernpielion ol each requiremanr addressed separately. 

WOOOY.C.O. Rorida Power 6 Ught Co. 88/01/14. GRACE.J.N Region 2, Ole of the 
tkreclor. 29pp. 44068:224-44066:252. 

8801270619 Forwards SALP Repts 50-335/87-28 & 60-360/87-27 lor May 1966 - Oct 
1667.Performance rated as exceilent.Commitment to upgrade procedures In all areas 
wIB be monitored. Comments should be presented el 880126 meeting. 

GRACE.J.N. Region 2, Ofe oi the Dtiector. 88/Ot /20. WOOOY.C.O. f torWa Power & 
LI(Htt Co. 4pp. 44146:01 1-44 145:063. 

-8601270526 SALP Repts 60-335/87-28 & 60-335/87-27 lor May 1986 - Oct 1987. 

* Region 2, Ole of the Director. 88/01/20. 49pp. 44145.016-44145:063. 


n. Periodic operating reporta 6 related correspondance 

8712260112 Forwards operating status & summary of operating experience repts for 
Nov 1987 & corrected shutdown repts lor Oct 1987. 

WOOOY.C.O. Florida Power 4 Light Co. 07/12/15. Document Control Brandi (Docu- 
ment Control Desk), ip. 43693:1B7-43893;206. 

-8712280093 Monthly operating repts tor Nov 1987. 

GRANT, N W. Florida Power & Light Co. 87/11/30. 16pp 43893;ia8-43693:203. 
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C<y-«1»J ™"»»y W » oa lS87.c«i!lsbn9 07 .rtsoo 

S3??t"«?73f7>»a » WCO 877.0, 1. 300, «a93!07»206. 

«»,:«3I7 FOT^TdS VKm 7W.7 '» D“ 

» 179M Co 8370.715 Do=o,n«., Con,»7 
n«it Control Deji). tp <413232'l-*4>323^3. 

™ . W 7„337385a4.3»3«. 

B,»«0 IP- 

inent CorQol 0«)1) 6pp <4145 353-44145 358 


8. BtpocuibK occofTtnc**, LERi * retiled correipondence 

I7l?3100$2 lEH e7-007-ti0on B7ii25,feactof tnpped on toss ot toad t*'*® “ ^ 

taA«e o( riarr. generator e^ m 

error Electrical mairvt personnel trained 4 procedures «- 

S3HN50N>.B . WOOOY.C 0 FtooOa Power 4 UgM Co eT/12/2t. 5pp 43848 235 
0498 239 


V. Operelor Exambutlons 


M012OM31 Partial response to FQIA request lor doaj'^'s 
Ofirra & INTO eartOQ accrodtaoon Forwards App F ‘*«umeflls App £ A i- de- 
ments al» avaaaWe in POR AddI records also availaoie In POfl oridef Bossong FOIA- 
fi7*?04 

QBiMSLEYOH OMSion 0* RJes A Records (Post 8704 13| 68/8^12. 0OLEY.K. 
PubxCiinen s Cntiul Maas Energy ProjecL 8pp 44118 001-441 18038 

•^11170042 SonvnafY of INTO traioeig accre<5ilaiion board 860723 4 24 meeleigs re 
proorama tor noo-bcensed operato.reacior operalor 4 senior reactor operator posl- 
nofts t« lacdibes. Aoanoa.notes on issues & oibet retaied documentatioa^i 
ROWSOMEFH Human Factors Issues Srancn 86/11/07. RUSSELUW.T. Orviston ol 
Human faeiora Teertvitogy (851 125-870411) 22pp 44119 05544ii6076. 


>8801220136 Adnses Of attendance ai 870923 Natl Nuclear Accrecbiinq Roard tnoeung 
at INPO o(cs VI AUania,aA re vamvig uoaama at tivo pianisEnc>s todude isl w 
Board mantoer names 4 attendees 4 87<ta5 plant status acctedilaiion labM 
GieSON>P. Raoon 2. Ofc ol the Ovector. 87/11/02 ROE.J CMsiOfl of Ucenseo 
Performance 4 Ouatty EvsMbon (Posi 87041 1) epp. 441 l8:iS9-44n8:t66 


6801370618 FoiMrards SALP RepU 50435/87728 4 50-389/87727 for May 1986 • Ctol 
1987 Perlidrmance rated as excenenLC^mtmeni to upgrade procedures to aU areas 
wt M m^vtiyed Corrvnents should be presented ai 860126 meeiirto 
ORACEJN Re^ 2. Oto of the Ovector. 88/01/20. WCDOOY.CO. Pfodda Power 4 
Ught Co. 4po aJt45Oii-*4i4S0« 


-8801270828 SAIP RepU 50438/67728 4 50435/87727 for May 1986 • (3ci 1987. 
* Re^on 2. otc d the Ovector 88r0W 20 49pp 44145015-44145063. 


oocna 50-390 uvAm bar kuciear puint, umit \ 


A. AppOeabort/conatrucBon stage documanta 8 conespondenca 


•801040818 Reojesti authoroation for use of ASME Boiler 4 Pressure Veesel Code 
Cases N-341 8 H4S6 for ptantsRsquved tusiihcalton igr use enciConcunence on 
use of cases requested by 6602 1 S. 

ORIOl^.Fl Tennessee Valley Authority 87/12/29. Oocumeni Conbof Branch (Oocu- 
ment Control OM). 43961403-43961.205 

8801070208 NotrAcabon of 880106 meeting w/WesOnghouse Ovners Group Operations 
4 AasNvs Suboonsmiees in Bethesda.MO to dscuss subcomn^tees nnesUDailons m 
analMarea re Genene Ltr 877 12. 

TRAMMEILCM. Proieci Drectorile V. 87/12/30 KNIGKTON.O W. PXifecI Ovecior- 
an V 4pp 43945444-43945 347. 


1801110978 Forwards lAto bsurig Sequoyah 4 TVA generic anegattons tovesitoaied by 
utl 4 noted n 60 2ech 870729 ltr to SA White as restart Issues Table also notes 
submsaon dates for repis. 

QftHXEY.a Tsmetsee Valey Authonly. 88/01/06 Document Control Branch lOocu- 
man Control Oesb). 3pp 43969 Oea-asm 064 . 

•801250133 Sotwnaiy of 87i2l5 meeting w/TVA to Se1heada.MO re TVA program to 
adtkiM rrtcflJtologMiV todueed conoswUsl of aneodees 4 viewgraphs end. 

68/01/11. Ofc of SpedaT 76pp 


88C1I50064 Sttomds rctrce of reassessmeni re resislance lemp detector bypass looi 
eta^tion 4 Eagle 2l eleclronics upgrade Usl o! sp^ic outsiandirig Hwns 4 Me 
ftttut cod 

lor documents re worker IraWng pro 
n^^aiso tvatebte in PORAddI records also avaMble in POfl under Bossong FOIA 

870413) 86/01/12. BOLEY.R 

PiASe casen’i cmical Mass Energy Profecl. 6^. 44 f 18.001-44118 039. 

ATCcreditlng Board meettoi 
81 IWO plants Ends incfode Bst o 
4^1105 pterrt status accredftaOon table. 

flOEJ OMsion ot U«»rs» 

ParlonMneo 4 Cwiiry Evatoatnn (Pm 87041 1). ep^ 441 19;189-44f 19:166. 




0. Rule. & ('’-t 070410). GB/01/i4. VVANN 


K POnt/ng Co sV 44001:130 44001:217. 


ERTS ASSELSTINE Commissiorisrs. 36pp. 44001. 173-44Q01.208. 


6801200246 Final response lo FOIA roquosi for documonia ro planl.App » 

8704,3,. G070,/,4, CONNOf 

Ooc-Search Associates. 3pp. 44006:276-440eo-270. 


6801210202 Partial response 10 FOIA roquoal lor docurnonls.Forwaids App 

0704,01. 0070, 710. WAN- 

Times Printing Co. 2pp. 44002 122-44002. 1 B2. 


-8801210212 Forwarda YoungWoOtl 86071C & 24 Urs to SA WWie 
re orofect mat plM for DOE wold ovaluQlion projoci lor 

KeKtS : No Dolallod Aftil'allon Qlvon. 0(i/07/26. MYERS, H. HOUSO Of R 
Interior & Insular Atialrs. Ip. 44092. 127-44002'.t4?. 


aani90039B Summoiv of 071123 moollng w/util 4 Woaitonhowso In Dolfiobda. W 
®®d«2« --RXd K>T1C.0 ofato-Fiow Roat T.anslo. M^Qls;- for me 0 atoem br 
an^ysfs Inside containmonl. LIsi of altondoos & hiootlnfl g; 

AULUCK R Olc of Special Prolocls. 60/01/20. Olo ol Spodfl' S’lOjocl*- 
44180 287-44180 313. 


6801270141 Final response to FOIA roquosi An^^ 

4 portion ol App Q documDnl.App A documonia placod in POR .Portion of App o w 


menl wilhtield (rol FOIA Exompllon 5). anrnr/oi rnilHO 

GRIMSLEY.D.H. Division ol Rules 4 Records (Posi 870413). 80/01/21- C<OMHa 
Doc-^arch Assoclaioa. 4pp. 44l65;000-44l6S:020. 


-6801270400 Discusses Iniervlowa ol Rogipn II pofsonnol by Bubco/nnilltoo ofi 0 
dohi 4 Invositoat'oris ta TVA laclMlos. „..a 4 ,b. qcj.7«/i*i pai 

^MMEnER,c^. Office of Congrosslonal Adairs (pro 070413). 06/12/13 RAi 
OiNO Commlsslonois. 2pp- 44155:016-44166:023. 


6801290265 Grants uin authorlyailon lo use ASME Code Casoft N-341 A 
exierjd certificailon period lor Level IN NDE oxamlnora ftorn 3 to Q yi^por O'lvv 
ZEChO-O Olc of Social Prolecta $8/01/26. WHITE, 8 A. Tonneaaoo Vol'oy Atl 
lly.4pp. 44177:357-44177.300. 


J. Insurance 4 Indemnlly InformaHon 


8801070357 Forwards enrforsomenis.lncludlng Endorsomenl 7 lo MA|tU CwUtoa I 
76.efidCKsemew T to NELIA Certiiicato N-76. Endorsomont 0 to MAEtU Cor l-ncai, 
68 4 Endoraemeni 8 lo NELIA CerflflcBlo N.60. . ^ n«. 

SANNa,LJ Moran 4 McLennan, tnc. 67/12/30. D'NlTZ.I. Oftico tfl Nucloai no. 
ReouiaUon. DkactCK iPost 670411). 05pp. 43O36;106-43O3Q'.2eO. 


0. lAspactlen teportt, (E Bullettna 4 correspondence 


6712160369 NRC Into Nplloo 87.084, "Conviciion lor POISiUcalton of Socufii/ Ti8' 
Records.” Sve lisi enci. ^ ««»»,■ 

flC)SSi,C6. Division ol Operaiionoi Events Assossmoni (Post 870411). a7/l« 
Consokdsied Edison Co. of New York, Inc. 120pp. 44 183:001-44 163:124. 


8712170119 NRC Into Notice 87.065, "Plant Operation Boyond Analyzod CofidiiK 
Svcilslencl. ... 

ROSSl.CE. Dlvlston of OperslIoriBl Evonte ABsassmonl (Post 67041T). fl7/>* 
(tonsol'dsled Edison Co. or New York, Inc. 120pp. 44056:000-44056; 127. 


8712230003 Suppl 1 lo NRC Into Noltob 87-02B, "Air Sy8 Problems at US LWHs.” 
Isi end. .... . , 

R05Si.CE. OIvlBton of Operallonal Everils Aasessmpnl (Post 67041 1). o?/t* 
ConsoWsieO Edison Co. ol New Yolk, too. 124pp. 43995:130-4399S.257. 


8712290156 NRC Into Notice 67-066, ’Tnappropriale Application ol Commorcia7-C 
Componems.” Sue llsi encl. 


RO^,C.E. (division ol Operallonal Evonls Assessment (Post B7041IJ. fl77l« 
Consolidated Edison Co. of New York. Inc. 120pp. 43096:266-43986:016. 


6712300091 NRC Info Notice 67-067, "Lessons Loarned From Regional Inspa t 
censee Actions in Response to IE Bullolfn 80-11." Svc list end. . , 

ROSSI, C.E. Division ol Operallonat Events Assesamenl (Post 670411). 07/li 
Consoiidsled Edison Cc. of New York, inc. i23pp. 44038:164-44036:266. 


880)050394 Suppl 1 to NRC Into Notice 6e-0ei. "Broken Exlernti ClOBUce Spring 
*'■■■■ Morrill 


Atwood 4 Morrill MSIVs." Svc Nat end. 

ROSSI. CE. Oivialon ol Operational Events Assessment (Post 67041 1>. BS/O' 
OwseWated Edison Co. o{ New York, Inc. 123pp. 4403e'.041-4403e-.t63. 


6601200079 Partial response lo FOIA request tor documenta.Forwa/dS ^ 
documenis App 0 & E documonls available in POR.App F document complotefy 


hold (ref FOlA Exemption 7). App G document partially withheld (ref FOIA Exorr 
6) 


GRIMSLEY.D.H. Division of ftulee & Records (Post 870413). 88/0)714. WA( 
Times PrinUng Co. Bpp. 44081:218-44081:272. 


-6601200)18 Ofscuases F Combs 8801)0 memo addressing H Myert inquiry i 
status ol Unresolved Items 390/84-07-01,391/04-07-01, 43a/84-0Z-01 4 43Q/6 


0 ). 


(X8HINSKI,J A. Region 2. Ofo ol the OtreeWr, 65/03/13. REHM.T.A. Region 2. C 
the DIreclor. ]p 44081:226-44061:266. 


-Wt200l25 Fonvards docurnenta re 6506)3 meettog between fleoton II A T\ 
85-01 4 WBN-SWP 82-30, per 867031 r«qu68l 
. . rJ^, <■ Ofc ol the Director. 86/11/10. COM08,F. Oflic© ol Con 

slonal Aflairs (pie 870413). Ip. 44Q8);259-4408) 26Q 
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-400i2l0116 Forwards Irtfo re m-99lt>g & Incompleto vendor records nolort in &0-360/ 
e4-07-01 

* NF4C - No Deiailed Affilialion Given. 86/03/t9. NRC • No Oelalied All.lieiion Onreri 
ip. 44081:225-44081.225. 

8801300080 Forwards status updalo of progress on violation noted In Insp Repts S0> 
3&0/87-05 & 50-391/87-05 ro control of vendor documents & progress of ot layup/ 
clear'ness efforts. End discusses progress In addressing commltmems to ANSI. 
GRiOLEY.R. Tennessee Valley Auinorlty. 68/01/15. Documer^t Control Branch (Oocu- 
manl Control Desk) 5pp. 44107. 173-44107:177. 

880IS30109 Partial response to FOIA roguost lor documonia, Including l^ers 670721 
obfecHon to Ofc ot Inspeclor & Auditor use ot word "lira" In briefing on TvA.Forwarda 
Aep L documents. Documents also available in PDR. 

GfllMSLEY.D.H. Division of Rules A Records (Post 870413). 86/01/20. WANN.L. 
rmes Piinilng Co. 2pp. 44114:046-141 14:001. 

-8801220148 Advises that all questions In attached memo to H Oerkton re Inep Ropi 
50-390/65-57 relevant to licensing decisions affecting TVA nuclear 
facfliHes.Commlsslon A NRC should require that bulk of questions bo answered. 

* Affilfslon Nol Assigned. 66/01/26. NRC • No Detailed Affiliation Given. Ip. 
44114 051-44114:051. 

-8801230164 Submits comments A questions re Insp Root 50-390/85-57. Insp repi 
contains no summary sielemenis Indicating findings ol areas ol 
noncomplisnce.devisilons or unresolved Items. 

MYERS.H. Affiliation Not Assigned 85/01/28 OENTON.H , KAMMERER.C NF)C - No 
Detailed Afiiliaiion Given. 4pp. 44114:052-44114:065. 

8801260278 Partial response to FOIA requests Forwards App A documents. Oocumonis 
being placed in PDR. Only files In NRC Ofc ol Governmental A Public Affairs searched 
tor (Tocurr.ents responsive to tequost.por B7t026 lolcon. 

GRIMSLEY.D H. Division ol Rules A Records (Post 870413). 88/01/22 CONNOR.L 
Ooc-Search Associates. 3pp. 44t39:290-44t39:334. 

-8601360551 Advises that Committee on Interior A Insular Affaire has provided enci 
info on TVA weld Issues. 

KAMMERER.C Office of Congressional Affairs (pre 6704131. 85/10/17 OIRCKS.W. 
Ofc ot the Executive D'recior for Operations. 23pp. 44139 346-44140.000. 


n. Periodic operating reports A related correspondence 

6801130288 Forwards revs to discharge monlloring ropts lor NPOES 

TN002e4Sl), Discharge Serial 113 lor Nov 1966 A Jul 1967 A NPOES 

TN0020i68.Discharge Serial 101 lor Aug A Sept 1667. 

BROOKS, R H. Tennessee Valley AuthoHry. 86/01/04. LUNN.D.6. Tennessee. State 
ot. ip.44l}00:22e-44000:233. 

-880I13Q31S Rev to NPOES discharge monitoring rept (or Aug 1687. 

BROOKS.R.H. Tennessee Vailay Authority. 67/06/31 2pp. 44000:230 44000.231. 

-8601130327 Rov to NPOES discharge monitoring repI for Sept 1667. 

BROOKS.n.H. Tennessee Valley Authority. 67/09/30. 2pp. 44000'.232-44000.233. 

6801200076 Partial response lo FOIA request for documents Forwards App 0 
docuirieni9.App 0 A E documents aveiiebie In POR App P document compleiely wiih* 
held (ref FOIA Exemption 7).App Q document partially wlihheid (/al FOIA EiempikM 
61- 

GRJMSLEY.O.H. Division of Rules A Records (Post 8704t3). 08/01/14. WANN.L- 
TTmes P/uitingCo. 6pp. 4406l'2t6-4408t;272. 

-6602160670 Summailies NRC acllvltles Involving TVA from 660203-07. 

OENTON.H.R. Office of Nuclear Reactor Regulation. Olrccioi {6Slt26-6704l1}. 66/ 
02/12. STELLO.V. Ofc of (he Execullve Director for Operations. 3pp- 44001:276- 
44081:261. 


S. Reportable occurrences, LERs A related correspondence 

8801040423 Deficiency rept ro cable bend radius dollclencle$.lnlilaliy reported on 
820729.Ulil provides resranse to Questions 1 A 2 of 860816 requesf.FInel rept ad- 
dressing deficiencies A all it queslions will be submitted by 881 1 15 
QRIPLEY.R. Tennessee VsHey Authority. 67/t2/29. OocumenI Control BrarKii (Docu- 
ment Control Desk). 4pp. 43961:166-43901:166. 

8801040482 Part 21 A interim doUcloncy repI re polenllal failure ol operator-to-valve on- 
gegement on Xomox supplied valves. Inlilally reported on 87i204.Ffn8i repi will be 
submltled on or about 681216. 

GRiOUEY.n. Tennessee Vailay Authorily. 87/12/26. Document Control Branch (Oocu- 
rnenl Control Desk). 3pp. 43963:267-43963:269. 

8801080070 Part 21 A Interim dedclency rept re failure to consider reactor core decay 
heat In determining most severe time dependent accident temp profile Initially report- 
ed on 871 201. Evaluation being perlormed.NexI real by 680830. 

GRIDLEY.R. Tennessee Valley Authority. 66/01/05. Document Conlrol Branch (Docu- 
ment Control Desk). 3pp. 43965:286-43966:266. 

8601200177 Deficiency rept re safely-related MVAC duct welding. InItiaKy reported on 
a70312.Util reevaluating corrective action methodology for determining approprWIe 
exam A tastirig to ensure ductwork integrity.Nexi rept by 6604 1 6. 

GRIDLEY,R. Tennessee Valley Authority. 6d/0l/l4. Documeni Control Branch (Docu- 
ment Control Desk). 2pp. 44106:17e-441oe;17e. 

6801210202 Partial response to FOIA request for documents.Forwards App K 
documftnts.Oocumer)i8 also available In PDR. 

GRIMSLEY,D.H. Division of Rules A Records (Post 870413J. 88/01/19. WANN.L 
Times Printing Co. 2pp. 44092;122-44O92:12&. 

-6601310210 Forwards llsling ol IOCFR60.55e repis submitted by util re plant tor 
880101-04tB.Rep( re HVAC selsmio deficiencies will be forwarded upon receW- 
WElSE.S.P. Region 2. Ofc of the Director. 86/06/12. REHM.T.A. Olo of the Executive 
Director tor Operations. 6pp. 44092:146-44092:162. 

0001220041 Deficiency repi re Improper (abricatlon.lnsp A documentation of waR-mormt- 
ed Instrument panefs.ln1llally retried on B70219 Frnal rept delayed until 680218 to 
allow for In-dppth verification ol statements made In Interim repis. 

GRIOLEY.R. Tennessee Valley Authority. 60/01/19. OocumenI Control Branch (Docu- 
ment Control Desk). ?pp. 44 1 09:1 72-44169:173. 
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A Appficalion/eonttruoilon stage documenli A correspondence 

8601040510 Requests authorIraUon tor use ot ASME Boiler A Pressure Vessel Codo 
Cases N-341 & N 35e lor plants Required justillcallon tor use encl.Concurrence on 
use of cases requested by 660215. 

GniOLEY.fl Tennessee Valley Authority. 87/12/29 Document Control Branch (Docu- 
ment Convol Desk). 3pp. 43961:203-43961:205. 

8801070205 Notification of 880106 meeting w/Westinghouse Owners Group Oporations 
A Elys’s Subcommitlaes in Betnesda.MD to discuss subcommitteos investigations In 
enaiys'S area re Oetveric Lir 87-12 

TR^MEU.C.M. Projacl Directorate V. 87/12/30. KNIGHTON, Q.W. Prolecl Director- 
ate V. 4l^. 43945:34443945:347. 

8801110376 Forwards table listing Sequoyah A TVA generic etiegatlons Investigated by 
uUI A nolod In QG Zech 870729 Hr lo SA White as restart Issues.Table also notes 
sitMniaaton dales tor rapes 

Gfll0LEY.R. Tonnossee VaUsy Authority. 88/01/06. Documeni Control Branch (Docu- 
raem Control Desk). 3pp. 43969:082-43989 084. 

8801260133 Summary ol 871215 meeting w/TVA In Belhesda.MO re TVA program to 
address mlcrobloioglcally induced corro^on Llel ot attendees & viswgraphs encl. 
AULUCK.R. Ofc ol Special Prolocts. 66/01/11. Ofc ot Special Prolscts 76pp. 
44116:218 44116:294. 

6801160064 Submits notice ol raassossmani re resistance (smp detector bypass loop 
ehminalion A Eagle 21 electronics upgrade.Llst of specific outstanding Items A brief 
status and. 

GRiOLEY^. Tennessee Valley Authority. 88/01/12. Documeni Conlrol Branch (Docu- 
ment Control Desk). 3pp. 44062;208-44&82:210. 

8801200231 Partial response to FOIA request tor documents re worker training pro- 
grams A INPO traitving accrsd-lstlon.Forwards App F documenls.App E A F docu- 
ments also available in POR.AddI records also avallsbia In PDR under Bossong FOIA- 
07-204. 

GRIMSLEY.O.H. Division Of Rules A Records (Post 070413). 68/01/12. BOLEY.K. 
Pub-5c Ciitzen'a Cimcal Mass Energy Prolecl. 8pp. 441 18.001-44118:039 

-8801220138 Advises of altondance at 670923 NsH Nuclear Accrediling Board meeting 
at INPO olcs In Atlanta, QA ro traininq programs at two plantsEncis Include list of 
Board rrtembar names A attendees A 671 1 05 plant status accreditallon table. 
Oi8SON,A.F Region 2. Olo oi the Director. 87/11/02. ROEJ. Division ol Lfeensea 
Petlormanee A Quality Evaluation (Post 670411]. 9pp. 44i 19:169-441 19:166. 

8801200684 Partial response to FOIA request lor documsnis.Fotwards App I A J 
docvmsnis.App H A I documonts available in PDR App J documents parilally withheld 
(ret FOIA Exemption 5>. 

GRIMSLEY.DH DMsfon ot Rules A Records (Post 670413). 66/01/14. WANN.L 
Times Priming Co 5pp. 440ei;130-4406l;2l7. 

-880120O1S4 Forwards Congressional stall rept re TVA QA arporam at plant. 
KM1MERER.C OlNcs Ol Congressional Alfairs (pra 870413). 06/t2/r8. ZECH, ROB- 
ERTS. ASSELSTiNE Commissioners. 36pp. 44081:173-44001:206. 

8801200248 Final response lo FOIA raquasi for documents ra p1ent.App 8 documents 
complotoly withheld (rel FOIA Exemption 7). 

ORIMSlEV.d.H. Division ol Rufes i Records (Post 870418). 88101/14. CONNC1R.L 
OOC-Saerch Associates. 3pp. 44056.276'44066.-27S. 

8801210202 ParliBi response lo FOlA request lor documents.Forwards App K 
documenis Docurnenis also svailsble in PDR. 

GRIMSLEY.DH. Division ol Rules A Records (Post 870413). 68/01/19. WANN.L. 
limes Printing Co. 2pp 44082:122-44062:162. 

-8001210212 Forwards Youngblood 680716 A 24 lira 10 SA While requesting addi Into 
re pr^ect mgl plan lor DOb weld evalustlon project tor planl,in response to Inquiry. 
KENT.S. NRC • No Detailed Atfillatlon Given. 05/07/26. MYERS.H. House ot Rep., 
Irtierior A Insular Allalra. Ip. 44962.127-44()92:147. 

880121K>328 Summary ol 071123 meeting w/util A Westinghouse In Belhesda, MO lo 
tUscuss "Revised LOTIC-3 Dtaln-Flow Heal Tianster Models" (ot main steam tweak 
analysts Inside containment. List ol attendees A meeting handouts end. 

AULI^.R. Ofc of Special Projects. 00/01/20 Oto ol Special Projeols. 27pp. 
44180.287-44100:313. 

88D't270l41 Final response lo FOIA request (or documents.Forwards App A documenie 
A portion ot App B documeni App A documents placed In POR. Portion of App B docu- 
cwwil wUhheld (ret FOIA ExempUori 6) 

ORIMSLEV.D.H. Otvislon ol Rules A Records (Poet 870413). 88/01/21. CONNOR.L. 
OoC-Search Assodaies. 4pp. 44155:005-44166.029. 

-8801270400 Olscussai Interviews ol Region ll paraonnol by Subcommiitee on Over- 
Mht A InvaaiiMUorts re TVA fadliUea. 

]^MERER,C.C. Office of Congressional Affairs (pre 670413). 65/12/13. PALLA- 
OINOCommlsslonsrs. 2pp. 44165:016-44165:023. 

8801290296 Grants util aulhodzatlon lo use ASME Code Cases N-341 A N-3S6 lo 
extend certiticalion period for Level III ND£ examiners from 3 to 6 yrs,per 871229 Hr. 
2EO1.Q.0. Oto ol Special Projects. 88/01/26. WHlTE,S A. Tennessee Valley Author- 
ity. 4pp. 44177:357-44177:360. 


a Inspsetlon reporta, IE Bulletina A eorreapondenee 

8712160369 NRC Into Notice 87-054, "Convlcllon for Falsification of Security Tralnirtg 
Records." Svo list encl. 

ROSSI, C.E Division of Operational Events Aasessmenl (Post 670411). 87/12/22. 
ConsoVdaled Edison Co. of New York, Inc. I20pp. 44163;001-44163:124. 

B71S170116 NRC Info Notice 87-055, "Plant Operation Beyond Analyzed Conditions." 
Svo list encl. 

ROSSI.C.E. Division ot Operational Events AseeSemenl (Post 670411). 87/12/23. 
C^soltdated Edison Cto. or New York, Ino. 120pp. 44058:008-44058:127. 
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«7i:230003 Suppi t to NRC Info Nooce e7<t28. ' Alf Sy8 Pfoblems Bl US LWBb-" Svc 

Ofn&on ot Op«awn^Ev6nts ^ess^nt (^si 8^^^^ 

ConsoMaied Edison Co of New YofK. inc- I24pp 4399S.138-43995.25/. 

MlJWOtSS URC info Ha<xo 87J)66, "Inappropriate Application ol CornmwciaMSfade 

Consolidated Edison Co. olNcw YotV,. Inc. t20pp. 43995.258.43996016. 

8712300091 NRC Info Nobce 874)67. "Lessons Retfo"** ‘"SP* o' Li- 
censee Actions in Response to IE Bulfotin ^11. ft7/o/3i 

ROSSl.CE. Division ol Assessment (Post « 67 2 3 - 

Consofidaied Edfoon Co of New York. Inc. l23pp 44038 164.44038 288. 

8801050394 SuppI 1 to NRC Into Notice 8«>81. "Broken External Closwe Springs on 

Atwood A Momll MSiVS' Svc list ei^. /Dy.ai ATnaiii AA/f)i/11 

ROSSl.CE. OMSlon ol Op^tional E'r«"8.,;^S5e«menU^al 8^n). 88/01/11. 
Consolidated Eikscm Co olNew Yorii, Ine. l23pp 44038 04 M4038 163 

88012000)9 Paruat response to FOIA tefflsest iv documenis Forw ards ^ ^0 

SwrnenisApp D A fiXsirnentoav^blelr^ 

held (lel FOiA Exemptioo 7)>pp G rJocumenl partialhr wilriheld (ref FOlA Exempuon 

GBMSLEYOH Division ol Pules A Records tPosl 870413) 88/01/14. WANN.L 
rimes Pnnsng Co. 6pp 44081218.44081:272. 

-8801200116 Discusses F Combs 860110 memo addressing H M/ws ^ 

sta^ ol UnresoNed Items 390/844)74)l.39l/84-074)1. 438/844)24)1 A 439/e4-02- 

OLSHiNSKLJA Regton 2, Ole ol the Director. 85/03/13. REHM.T.A Region 2. Ole ol 
L'le Ovecior, Ip 441^1:226.44061.256. 

-8801200135 Forwards documents ta 850613 meeWM between 8 8 

Nonconformance Repia WBN4:6B 854)1 A WBN.SWP 82.MMr 8^31 r«(u^ 
2ECHG G Region 2. dc ol the Director. 86/11 HO. COMM.F. Otfice ol Congees- 
SKinai'Affaxs (pre 870413). Ip. 44081:25944081:259. 

8801200060 Forwtfds ststos update ol piogtess on violation noted to tnsp Repto 60- 
390/87-05 A 50.391/87-05 re control ol vendor documents A prowess ol of laytip/ 
cleanness efforts. Enel rfiscusses progress In addressing commitments to ANSI. 
GHiDLFY.R Tennessee Valiev Authority 88/01/15 Oocument Conao) Branch fftocu- 
ment Control Desk) 5op 44107.17344107:177. 

8801280278 PartiaJ response to fOlA leguesla Forwards App A documents Oocuments 
being placed in FOR Only Nes in NRC Ole ol Goverhmenisl A Public AKairs searched 
lor ooorments responsive to reduesLper 871028 leicon. 

OR'MSLri'.D H. OMSion ol Rules A Records (Post 870413). 88/01/22. CONNOfl.L 
Doc-Sea/ch Assooaies. 3pp. 4413929044139 334. 

-880I2«QS$1 Advises inai Comnwnee on interior A Insular Atlairs has provtOeO end 
info on TVA weld issuei. 

KAMMERER.C. Office ol Congressfonal Affairs (pra 870413). 85/10/17. OiRCKS.W. 
Oic ol toe Execvtrve Director lor Options 23pp 44139:34644140008. 


n. Periodic operating reports 8 related correepondenee 


6601210202 Partial rosponso to FOIA roQuosl lor rJocumonts.Forworda Affo 

C’os. 0704,3). 88/01/10. WANN 

Times Printrig Co. 2p?. 44092: 122-44002;, 25 


«ani9in9i8 Forwarrls lisimp Ol 10CFR60.550 lopts suOmltlod by util ro pjani 
nifodtrtf for Doerat'ons. 6 dp 44092: 1 40 44002 152 


DOCKET 60*394 CALIFORNIA STATE POLYTECH COLLEGE HE8EAFICH 
REACTOR 


8. Reporiabla occurrences, LERe A related corroepondonco 


8801220041 Oeticloncy tool to impiopor labiicatfon/nep A 
<Kl Inslrumoni panels inltia'iV roponod on 8702 10. Final ropl i/olayod uril.l 6002 6 

atowfoi m-doplh vBfilicaifon of BiQlomonis mpOo in imorini ropl^ 

GRiOLEY.n. Tennossoo Valley Author ily 08/0'/ 10. Oncumonl Control Brand* (Oo 
meni Control Desk). 2pp. 44,S0.,72.44l6fl.l73. 


nry/tKFT so-aas VIROIL C. SUMMER NUCLEAR STATION, UNIT 1 


P. Security, medical, emergency A lire protection plana 


8712230037 Forwards rovs to 871014 A HlSproposod pmond lo physlcfil eocun^ f 
A inwlomanial'On schedulfi mods.pof 871203 Uiscuaslon Rovs MrilhhoM 
lOC1"n2 7DD) 

NAUMAN.D.A. South Carolina Electric A Gas Co. 07/12/16 HAYES, J-J- Oocurr 
Control Branch (Document Control Desk). 2pp. 43022'23l43022 232. 


6801050272 Requesis end amended pages doloilng original wording In OL SoclO-i 
be subshtuied for 870331 submitial.Chango lias no offoci on soloty ovriluaiion or 
n-f.cam hajaids doicrminailon.noviawad by plant saloly A nuclopr saloiy- 
NAUMAN.DA, Souih Carolina Efoclrlc a Qaa Co 07/12/21. Doci/rnonl Cor 
Branch (Documont Control Desk). 4pp 43901:C)/4.43OCI1;O77. 


B8D1120422 Forwards description of smaT ecalt* radiological omorgoncy oxorciso Ic 
conducted on &603ie.Compioie exorcise econarfo packogo will bo provood 
6801^ 

NAUMAN.D A South Cerolina Electric A Qaa Co. 07/12/20. STOUR, J.t*. Rogfot 
Oltbl the Oltectoi. 3pp. 43930-.ieT43®90;160, 


8801 190266 Forwards Rev 21 lo rodieifon omorgoncy plan A Rov 12 to Emorgoftcy 1 

NAUMwInVa. Souih Caroline EfocifJc A Gos Co- 00/01/12. Docunioni Cot 
Branch ((^Cumeni Conitel Oeak). 2pp 44002.204-44062:353. 


-8801 190276 Rov 21 to "VC Summer Niicioar Siolfon Radiatfon Emornoncy F'loa ^ , 
SRAOHAM.0.5 South Carolina Efoctrlc & Oae Co. 07/12/20. I6pp. 44002 • 
44062310. 


8801130218 Forwards revs to rischarge monitoring repts tot NPOES 
TN0O264iO.DKha/9« Senal 112 lor Nov 1968 A Jui 1987 A NPOES 
TN0020i68.Clucharg« Senal 101 lorAugASWl 1987. 

BROOKS RK. Tennessee Valley Auth^. 6a/0i/04. LUNN,D.E. Tennessee. Stale 
of ip 44000 226-44000 233. 

-8801130315 Rev to NPOES drscheroe mon/toring real lor Atrg 1867 
6RCX)KS.R H. Tennessee Valley Authority. 87/M/31. 2pp LtoOO 230-44000 231. 

-8801130327 Rev to NPOES rfischsrge monttonng teat (or Sept ,967. 
eROOKS.R.H Tennessee Valfoy Autoorliy. 67 / 09 /io. ?pp. 44000 232-44000 233. 

8801200079 Partial response 10 FOIA reguesi (or documents Forwards App 0 
documentsApp DAE documenis available in PDR.App F document oomplelely with- 
held (rel MIA Exemption 7)App G document partially withheld (tel FOIA Cxemptfon 
5). 

GRlMSL£Y,Oa Onrlsfon ol Rules A Records (Post 870413) 86/01/14. WANN.L 
Times Prmung Co 6pp. 4408l:2ie-44081:27Z 

-8802190873 Summarizes NRC acthnUes Involving TVA from 880203-07. 

OENTON.hr. Otffoa of Nudear Reactor Regulation, Drector (851125-870411). 88/ 
02/12. STELLO.V. 0(c oi toe Executne Oeector to* Operstfons 3m 44081-279- 
44001.201. 


-8801190280 Rev I2 to Emorgency Plan PrOMduro EPP-001. "AcUvniion A ImfllO-l 
latfonel Bmo/goncy Plan." 

COUNTS,M. BRadham.O.S South Carolina Elociric A Oos Co. Q7/I2/2B. 4, 
440623l1-440e2.353. 


J. Insurance A Indemnity InloimailDn 

8801070357 Forwards endorsemonts.includlng Endoraomonl 7 10 MAELU CotlillCAlc 
76,Endi>i9eiTioni 7 to NELIA CeiMICBte N-75, Endoraomonl 8 to MAELU Corlilicaii 
68 A Endorsement 8 to NELIA Cerliiicato N-66. 

SANNA.LJ Marsh A McLennan, Inc 07/12/30. DINITZ.I. Olfico ol NuCloor Roa 
Regulaiion. Director (Post 670411). 05pp. 43038; 165-43038:200. 

6801120326 Forwaids Endorsomeni 40 to NELIA Polity NF-7.62 A Endoraomont 2 
MAELU Policy MF-IOe. 

FARRELL.E Wrsh A McLennan, Inc. Be/0,/08 DINITZ.I, Oflico ol NuCloar FTOi 
Reguislion. Diietloi (Post B704ll). 3pp. 43DO1;137-439OV.l30. 


P. Opereiino license eteoe documente & correspondence 


S. Reportable occurrences, LERs A relsted correepondenee 


8801040423 Oeliaercy tepl re c^e bend rarkus defiefonties Initially reported on 
820729 Uol jxovides response to OuesUons I A 2 ol 860818 reouesLRnal «d- 
dressirM deloencies A all II questtons will be submttled by 881115 
QRtOLEY.R. Tennessee Valley Authomy. 87/12/29. Document Control Branch fOocu- 
men! Control Desk). 4^. 43961;I9&4396I;199. 

8M11040482 Part 21 A Interim deiiaency repl re polenlial lallure ol werator-to-valwe etv 
gegement on Xonxn supp&ed vaNes. Initially reported on 671204.Rrt8l repl wil be 
suomrtted rsn or about 681216. 

GfiiDLEY.R. Tennessee Va% AWhortty. 87/12/29. Document Control Branch (Docu- 
ment Control Desk) 3^. 43^ 267-43^269. ' 


8801080070 Pan 2) A irttenm defidency repl re lallure to consider reactor core decay 
heal « determinino most severe time dependent acefoeni lamp proHie ln|tla»y re^- 
ed on 67f 201 EvSMtion being perlormedNexI r^ by 680630. 

^ saleiy-rslated HVAC duct weftSng. inhieBy reported on 
8703l2.Util reevaluating corrective action melhodofogy tor determlnlrw Mropnale 
exam A tesono to ensure ductwork lnte^.Next rapt by 860415 -v “x- 


6801120090 Forwards Info ro Resource Technical Svcs,lnG.lncliid-n9 summary ol I 
contraci vrork.NRC Form 26 lor three oxisllng conlracts. audit info.wotk lilslory A 
olexportiso available for special insps A o, current resourco eves. 

FEuHQUS.B.A. Resource Technical Services, Inc. NnC-26-87-4l7. 87/(2 
JOHNSON, E.H. Region 4. OIC ol tho Direclor. 71pp. 43900;230-43996:300. 

8801060272 Requests end amandod pages doloilng original wording in OL SocliOr 
be substituted for 070331 submllial. Change has no efiocl on saloly eveluallon or 
rvficani hazards determlnatfon.RevIowed by plant saloly A nuclear saloly. 
NAUMAN.DA. South Carolina Elecirio & Gas Co. 87/12/21. Oocumonl Co 
Branch (Documont Control Desk). 4pp. 43961:074-43961:077. 

8801050093 Application lor amend to License NpF-is, revising Toch Spec Tabfo 3 
"Area Tamp Monitoring," lo increase temp limit lor Item 26 re sve water pump/ac 
room from 102 F lo 110 F.Fee paid. 

NAUMAN.D.A. South Carolina Electric A Gas Co. 87/12/22. Documon, Co 
Branch (Document Control Oosk). 3pp. 43960:176-43980:181. 

-6801050109 Proposed Tech Specs, revlaing Table 3.7-7, "Area Temp MonltorihS 
Increase temp limit for Item 25 re avc waior pump/screon room trom 102 F lo 1 1 
• Stjuth Carolina Electric A Gas Co. 87/12/22. 3pp. 43fleQ;t79.430OO:t81. 

6801060406 Forwards Amend 6 to faciHly nuclear iralnlna A auellflcallon olan A upd 
todex.pet l0Cffl60.54(p).W/o ends. k 

NAUMAN.D.A. South Carolina Eleclrlc A Gas Co 87/12/23. Document Cc 
Branch (Documenl Control Desk), ip. 43916:273-43916:273, 
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9B01 1 30213 Advises that changes to Emorgency Opereiing Prococluro {EOP)'2.4. "Total 
Loss of RHR Sys," will be completed by 670131. Restoration ol relira'ing coniaiunenl 
iriearity on total loss ol RHR required. 

NAIJMAN.O.A. South Carolina Electric & Qes Co. 87/12/33. UIRAGL1A.F J Officool 
Nuclear Reactor Regulation, Director (Post B704tiv tp 44000 2 1 8-44000 2i&. 

890107020S NotiDcation ol 680106 moeiing w/Westinghouse Owners Group Operabons 
& Analysis Subcommittees Irt Beihosda.MD to discuss subcommittees Irtvosllgabons In 
analysis area re Generic Llr 07-12. 

TRAMMELL, C.M. Prolecl Directorate V. 87/12/30. KNIQHTON.Q.W. PicHoct Drocior- 
ate V. Ipp. 43945:344-43946:347. 

6801120231 Application for amend to Liconse NPF-I2,revlslng Tech Spec Sociion 60 
to reflect organizational changes approved In 071221 tolcon.Foo paid. 

NAUMAN.O.A. South Carolina Electric & Gas Co. 67/12/31. Document Cormol 
QtencTt (Oocument Control Desk). 3pp. 43086:001-43968.010. 

-8801 12023S Proposed Toch Spec Section 6 0."Admlniatraiiva Controls." rollociing pre- 
viously discussed & approved organizollonal changes. 

' South Carolina Electric & Gas Oo- 67/12/31. 7pp. 430ee:004.43ee8 0l0. 

9801140024 Aj^l'callon lor amond (o Liconse NPP- 12, revising 871231 proposed lev to 
Tech Spec Section S.O.rellecttng organizellonal changes previously apptovotJ ort 
871221. Reorganization w.ll be funcllonally elective on 060125. 

NAUMAN.O.A South Caro'ma Electric & Gas Co. 88/01/06. Document Conltol 
Branch (Oocument Control Dosk). 3pp. 44008:327-44009:336 

-8601140029 Proposed Toch Specs. revising Socllon 6 0 to relied tTrganizailonal 
changes lo bo functionally ellectrvo on 860125. 

* South Carolina Electric & Gas Co. 68/01/06. 7pp. 44006:330-4400d:336. 

6801140093 Corrects record te Into previously provided irt Q70822 Ur te posl-acctdent 
uncertainties associated w/core OKit thermocouple sya supplied by C-£NRC snou'd 
disregard inclusion of plant In previous Into package. 

SCKERER.AE Combustion Engineering, Inc. 88/01/07. MURLEY.T.E Office ol Nu- 
clear Roactor Regulation, Director (Post 870411] 2pp 44030:328 44036.330 

8801200231 Partial response lo FOIA roquost for documents re worker liaInVtg pio- 
grams & INPO training accrodllallon.Forweids App F documoniaApp E 8 F docu- 
menta also available in POR.Addi records also availab'e In POR undot Bossone FOiA- 
67-204. 

GRIMSLEV.D.H. OivlalQn of Rules 6 Records (Post 670413). 80/01/12. BOlEY.K. 
Publio Citizen's Critical Maes Energy Profect. 6pp. 44 1 18:00 1-44116 030. 

-8801240387 Responds to 85t110 llr re 660612 trip ropl on observations made during 
IreidatM loiiowup el 860221 Noh siatiup tale & subsoquont power range 
trtp.Accrod lation team obsorvaiion Msn protocol lor use by NHC oncL 
LENTONHR. Oiiicq of Nucloar Reactor Reguieiion. Oirecior (85tl25-67(l4ii). 66/ 
01/17. OiXON.O.W. South Carolina Electric & Gas Co. 16pp. 44i 10 246-441 16:266. 

8801200028 Advises that util plana to roi Wesnnghouso PHOSNIX-P compuior code in 
Support ol Cycle S reload design.Cycie 4 shutdown planned to comrr>once during Oct 
198B- 

NAl/MAN.O.a South Carolina Elociric & Gee Co. d6/0t/|4. Oocument Cootrof 
Branch (Oocument Cont/oi Desk). 2pp. 44t06: 176-44106:1 77. 


0. Inepectlon reports, IE Bulieiine & correspondence 

8712160369 NRC Info Notice 67-064. "Convlcllon for Peisll'ceilon ol Socurttv Training 
Records." Sve list end. 

ROSSLCE. Division of Operational Events Aesossmeni (Peal 07O4ii). 67/12/22 
Consolidated Edison Co. of New York, Inc. I20pp 44l63.00l-44t53;l24. 

8712170119 NRC Into Notice 87-066, "Plant Operation Beyond Analyzed CoryLllons" 
Svo list and. 

ROSSI, CE. Division ol Operational Events Assessment (Post 670411). 67/12/23. 
Consolidated Edison Co. oi Now York, Inc. 120pp. 44056 006-44056 127. 

9801040267 Forwards app lo SALP RepI 50-30S/67-23 Incoporaling changos tor erreta 
lor final approved version based on 071021 meeling & util 67i i20 written comments 
0RACE,JN RMlon 2, 01c of the Director. 67/12/24. NAUMAN.OA. South Cero’ina 
Electito a Oas Co. 2pp. 43903.Dt4-43063.032. 

-9901040214 App lo SALP Rept 50-309/87-23. 

’ Reglorr 2. Ofc ol the Director. 87/10/09. 15pp. 43963:010-43963.032. 

8712230003 SuppI 1 lo NRC Info Nollco 67-026, "Air Sys Probfoms al US LWRe." Sve 
list end. 

ROSSI C.E. Division of Operational Events Assessment (Post 870411). 07/12/28. 
Consolidated Edison Co. of Now York, Inc. 124pp. 43905:138-43995:257. 

8801120017 Reallirms equipment qualllicatlon Insp Rept 50-39S/60-Ot on S60III- 
I5.lnsp teem roster end. 

HEROT.A R. Region 2, Ofo ol Ihe Director 67/12/29. NAUMAN.D.A South Cerollna 
Electric & Gas Co. 4pp. 44044:092-44044 095. 

8712290165 NRC Info Notice 87-066, "Inappropriate Application of Comtrrorclal-Orado 
Componenls." Svo list end. 

ROSSI.C.E. Division of Operallonal Events Assessment (Post 870411). 87/12/31. 
Cor^so'ldated Edison Co. of New York. Ino. t20pp. 43995:260-43996.016. 

1713300001 NRC Info Notice 87-067. "Lessons Learned From Roglonal Irvsps of Lf» 
censoo Actions In Response to IE BuNotin 60-1 1." Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 67/12/31. 
Consolidated Edison Co. of Now York, Inc 123pp. 44036:164-44038:286. 

8801 1 10263 Forwards detailed flow charl/schedulo oulllning ongoing equipment queltll- 
catlon enhancement progrqem.per 671223 lelcon.Ulli will provide update rm program 
status at 6801 tt audit entrance moeting.Envlron quaiideetion insp dates eet. 
NAUMAN,O.A. South Carolina Electric 8 Gas Co. 67/12/31. GRACE, J.N. Region 2. 
Ofo of Ihe Oirecior. 7pp, 43971:100-43971:106. 

8601120412 Forwards Insp Rept 50-395/87-32 on 871116-20.NO violations or dovl- 
aliona rvoted. 

JULIAN.C A Region 2, Ofc ol the Pirodor. 88/01/05. NAUMAN.O A South Carolina 
Electric & Gas Co. 2pp. 43990:107-43990:130. 


-B8011300S9 Insp Ropl 60-395/87-32 on 871116-20. No violatons or deviations 
noted M^r areas inspoclod licensed & ncnilcensed stotl ira'n.'ng, 

R&90n 2, Olc ol the Oirecior. 87/12/31. 22pp 


6801050394 SuppI 1 to NRC Into Nollco 60-081, "Broken External Closuro Springs on 
Atwood a Woral MSiVs" Sve l-si end. 

ROSSI.C.E (^vision of Operational Evonis Assessment (Post 870411), 66/01/11. 
Lonsoiidatod Ed.son Co. of New York, Inc. I23pp. 44038 041-44030:163. 


0901 100368 Ack roceipi of 071210 llr Informing NRC of stops takon to correct vloiatlona 
nolodfrrJnsp RepI 50 395/07-30. 

HEROT.A R Region 2, Ofc cf Ihe Diroctor. 88/01/11. NAUMANDA South Carolina 
Electric a Gas C%. tp 44045.004-44045.004 


8601200103 Ack receipt ol 871221 llr Informing NRC ol slops taken to correct violation 
noiod in Insp Reel 50-395/07-31 

CLINE.W.6. Region 2. Ofc of ihe D'roetcr. 88/01/14. NAUMAN.D.A. South Carolina 
ElectficaGasCo. ip 44106 207-44108 207 


R. Periodic operating reports & related correspondence 

9601190130 MonihV oparaung fMl for Doc 1607.W/0801 13 Itr. 

HALTiWANQEfl.J., NAUMAN.D.A. South Carol na Electric 8 Gas Co 87/12/31 
?irS» Control Drench (Docurr.ent Control Desk). 6pp. 44061:216- 


G. Reporlbbte occutrencsB, LERs & zetBled correepondence 


9601060033 LER 67'026-00 on 871 103, weekly fire sve diosel battery lest exceeded 
grace period allowed by Toch Spec Sodion 4.0,2. Caused by porsonnol error Tost 
a ovont discussed d-jrlrig maint weekly safely meelinn.w/O? 1201 Itr. 
4397e24'/43g?9^2^'^‘^^'*^ * Carolina Efectric & Gas Co. 87/12/01. 4pp 


990127M77 LCft 07 030 00on 87l229.flro watch not oaiablishod lor partially open fire 
doot.Causod by porsonnol erroi.Auxlilary oporaior Inyolvad aliended 680108 mot 
reviowbeand moolingre incident & w.ll brief each shlt.W/6G0121 Itr. 
lliOQiNS.\Af.R.. NAUMAN.O A. South Caro'Ina Eleelrlo a Gas Co. 89/01/21 Sop 
44141041^14141:045 


V. Operator Examfnalloiys 


9901260231 Renisf response le POiA request lor documonla re worker training pro- 
grams a INPO iio'ning accrodiiaiiorr.Forwaids App F documents App g a F docu- 
moms e-'so eve isblo in POR-Addi records also available In POn under Bossone FOIA- 
87-204. 

OfliMSlEY.O.H Dtvisien ol Rules a Records (Post 670413), 90/01/12. BOLEY.K. 
Public Cliizen’e Cni-epi Mass Energy Project. 8pp. 44i 16 001 -441 18.039, 

•-86I0250509 Trip root ol visit lo INPO accreditation board 850924-29 meetings Board 

C ess 8 pienl visits we’i concsivod i orocutoci NRC paiucipauon tn ell accreditation 
d mootiiips unnecessary. 

eoOHER.HR. Licensee Oual liceiions Branch 65/10/17. RUBSELL.W.T. Dlvleien ot 
llumanFsclOts Selely (000428 651124). 3pp. 44116:187-44119:198. 

-6801220139 Advises ol aiiondanco al 070923 Nall Nuclear Accrer/il-ng Board mooting 
ol INFO ofes In Aiisnia.GA lo iralning programs at two piants.Enc^ Includo list m 
Board member names & otiondeos & 971105 plant elaius accredltelion table. 
OIBSW.A.F. Rog’on 2, Olc ol the Director. 87/11/08. ROE.J. Division of Licensee 
rorlotmance& Ouel-ty Evaluation (Post 870411). Bpp. 44118:159-44(16:166. 


DOCKET 5l>-396 UNIV. OF VIRGINIA CAVALIER REACTOR 


P. Opereiing license stage documents & correspondence 


8801130374 Forwards dismenliing plan & epplicalion lor possession only license. 
MULMR.R.U. Virgln'a, Univ. ol. Charloilosvrl.'o, VA. 88/01/05. OocumonI Control 
Branch (Documenl Control Desk) ip 44003:202-44004:017. 

-8801130379 Appileal'on lot amend lo License R'123 lor possess'on only license & dis- 
manUIng plan 

* Wgiriia, Un.v. ol, ChaJloiiesvIila, VA. 87/11/30. 4lpp. 44003:283-44003:333. 

-88011^363 Proposed Tech Specs For Univ of Virginia Covalier reactor lor possession 
only I'cettse. 

• Vr^lnla. Univ. of. Charlollosvi'le. VA. 05/05/3 1. 41pp. 44003:334-44004:017. 


DOCKET 60*397 WPPS8 NUCLEAR PROJECT, UNIT 2 


F. Securlly, medical, emergency & lire prelection plena 


8801260281 DIscussoe 671002 response to 870620 Hr to util preferred course ol ectlort 
lor prer^uding spurious opening of high-low Interlace Valves RHR-V 8 S RHR-V-9 In 
oveni of control room fire No submltlsT on sub) recolvod lo date. 

KNIGHTON, G.W. Pfpiect Oifocloralo V. 87/12/23. SORENSEN.GC. Washington 
Public Power Supply System. 3pp. 44140.0l0-44f40.012. 

8801080215 Revised emorgency plan Implementing procedures.lncluding Rev 3 lo 
13.2.2, "Transportation Accidents." Rev 3 lo 13.2.5, "Bomb Threats." Rev 3 lo 13 2.6, 
*X>rfl Qsiurbance" & Rev 3 10 13 3.1, "Earthquakea.” 

BAKER,J.W. Wash’ngton Publio Power Supply System. 87/12/30. 13pp. 43917:133- 



ing:on Nuciear nam-? hira Pioiecion Reevaluaiion Responsoa to NRC questions re 
taV.ftw oJ ^mancl 37 to FSAR vv.il be submi'.ied in raW-Jan tSBB. 

SORENSEN.QC. Washlngion Public PoA-er Supply Syelem. 86/01/08. MARItNJ.B. 
Region 6. O'c of the Olredor 3pp <t4l4i.0e2-441<)1;034. 

6801130304 Responds lo inconsistencies noted In tntroducilon lo SER forwartfect by 
QW Knlghion67l 1 11 fCr.SER addressed fire protoclion & sale sbuKTown capabiiiy per 
Amend 37 lO FSAR. 

SORENSEN, QC WesMngion Public Povvei Supply Sy&lom. 8d/Ol/11. Dooimem 
Control Branch (Documenf Control Pesk), I6pp. 440o8;202.44002.-216. 

6801160176 Notification o1 860116 tnoel'ng w/util In Seihesda.MO to discuss fire pro- 
lectio rt plan & uVl responses to NRC comments on plan. 

SAMWORTH.fl. Proleci Di/eciorate V. 88/01/13. KNIQHTON.G W. Piolacl OIroclorata 
V. 3pp. 44056:005-44068 007. 


t. Ftnanctal information 


8601120270 "WPPSS.lOa? Annual Rept." \M/8eOl081ir. 

HALVORSON.C.M.. MAZUR.O.W., SORENSEN.G.C WasMngtori Public Potver SuViply 
System. 87/12/31. 3Spp 43867 .00l-43987;040. 


J. Inau/ence A Indemnity Information 

6801270133 Forwards Endorsemenie 29 8 8 to NELIA Policies NF>270 & N-Sl.teepeo- 
ifvoly & Endorsomonts 20 & 6 lo MAELU Policies MF-I tO i M-9Aespociivoiy 
ASHBLRN.P.J Marsh & McLennan, Inc 66/01/1 1 OINITZ.I. NRC - No Defa-ied AMiU- 
at'on GNon. 5pp. 44186004-44166006. 


P. Operating license stage documents 6 eorretpandenee 

6601070146 tryiof ms o1 plena lo tuivd plsni-apecltic atudy o( eampliag sys In SprVtg 1668 
to evaluSlo position on iodine plaie out. 

SORENSEN.G.C Washington Public Power Supply System. 87/12/14. MARTIN JG 
Region 5. Ofc at the Oirector. 2pp. 4399Q.325-4 ^^99:326 

6601120060 Forwards inlo re Resource Technical Svcs.lnc.incivd-ng summary o> NRC 
contract worh.NRC Form 26 lor three edslmg conlracis.auchi fnfo.worfc n^lory S 8sla 
oi erpert.se availablo for apeciai Insps & o1 current resource svcs. 

FELTHOUS.R.A Resource Technical Servtces. Inc NRC-28-a7-4l7. 87/12/16. 
dQHNSON.E.H. Rag'on 4, Qic of the Otreclor. 7 tpp. 439ga-.2aO-43808.3OO. 

6601040534 Summemres util concerns re accuracy of HVAC How data Ihst w9i bocome 

g srt ol NUncC/CR orr control room habitability. 

ORENSEN.OC. Washlnglon PubLc Power Supply SySlern 67/12/23 Oocumeni 
Coniroi Branch (Documeni Control Desk) 6pp. 43961 208 43961:210. 

8601130306 Apphealiort lor amend to License NPF-21 to implement letiiiiefnenie ot 
Rov 2 lo Reg Guide 1.97 lor flux monitoring prior lo startup loHowIng loudh refueling 
Quiagei^ce paid. 

SORENSEN.G.C Waahingion Public Power Supply System. 87/12/23. Oocumeni 
Control Branch (OocumenrCont/ol Oask). 9pp. 440(}0j62*44000:200. 

6601040206 Forwards Amend 49 to license NPF-21 & aaloty evaluarton.por 
860627,1106 8 660917 lira Amend roviees Tech Spec 6.4.1 & otganiaabOA cherts in 
Figures 6 2.2>f6 & 0 2.2'l0 to reflect orgariballonal 8 adnrinietraHve changea. 
SAMWORTH.fl.B Ptolaci Orectoreie V. 67/12/24 SORENSEM.O.C WasNngtOfi 
Public Power Supply System 2pp. 4363S'3l 1*43695:321. 

-0601040301 Amend 49 to License NPF*2l.rovlalng Tech Spec 6.4.1 8 Figures e.22*lo 
8 82.2-lb lo reflect organi/aiionai 8 adminstratrve changes. 

KNIGHTON.G W. P/0|0C( 0<reetOraie V. 67/12/24. epp. 4389S 313-43695:316. 

-6601040609 SaieN evaluation si^porting Amend 49 to license NPF *21. 

* Office of Nucloar Reaclor Rmulaiion, Ofreclor (Post 670411) 67/12/24. 3pp. 
43895310-43695321 

6801040626 Final response lo FOIA request lor documents Forwards App A 
documents-App A documents also available In PQR. 

GRIMSLEY.O.H DMsfon of Rules & Records (Post 870413). 67/12/29. CONNOR.l 
Doc-Search Associates. 2pp. 43896.031-43696 045. 

-6601940541 Amond A to uU sppllcabon (ot CP.ConsIsting ol process data ioi t>ew tow 
temp rocombiner charcoal edeoiber sys for processing main condenser olfgas.per 
AEC 720120 Questions 6 8 10. 

STEIN.J.J. Washlnglon Public Power Supply System. 72/03/10. MORRIS.PA. Atomic 
Energy Commission. 12pp. 43666:034*43366 045. 

8801120344 Requests removal ol notes added lo Pages 3/4 3-7i 8 3/4 3-74 In Amend 
47 to License NPF*21. During outage.begun on 671206. trtl repaired acoustical 
monitor.Changes granted on emergenev baele ^ amend no longer necessaiy. 
SORENSEN.G.C. Washington Puolto Power Supply System 86/01/04 Document 
Control Branch (Oocumeni Control Desk]. 2pp. 43968:358-43968-357. 

8801130212 Applicaifon for amend to Licenso NPF-21,annolelin9 end Table 3.3 2-1 to 
reflect Iransfer of RHR V-6 lo alternative remota shutdown panel duriig normal oper- 
ation 6 darif^ng Action a 2 on and Table 3.6.3*1.Fae paid. 

SORENSEN.O.C. Washington Public Power Supply System 8S/0t/0S. Document 
Control Breirch (Document Control Desk). 5pp. 44ni6'20i -44000:214. 

-8891130317 Proposed Tech Specs transferring control of RHR V-8 to sllentalive 
remote shutdown panel during normal operation & clarflying that Action 82 rsel ai^- 
c^le to RHR V.6. 

* Washington Public Power Supply Syatem. B8/01/0S. Bpp. 44000 206*44000.214. 

8601134317 Reilerates fundamental design philosophy of SPOS.In response 10 NRC 
671003 llr.DesIgn philosophy has been loundallon for compliance lo NMREO* 
0737,Suppl 1 lor SPOS.GrephIc display sys not same as SROS ft never Mended to 
be. 

SORENSEN, Q.C. Washington Public Power Supply System. 88/01/07. Oocumeni 
Control Branch (Oocumem Control Desk). 5pp. 44000.1 15-44000:119. 


range neuiron monitonng sys.Lontinuous monitonng a quaiincacon assisiance sr 
ensure Qsmma Metrics aiUgeiMty pursues qual.llcall^ of equiprnor^t. 
SORENSEN.QC. Washlnglon Public Power Supply System. 88/01/16. Oocu 
Cor>lrol Branch (Oocumeni Control Desk). 2pp. 44130:168-44130189. 

660 1270670 Informs that during 680111 meeling.Stale of WA Energy Facility Silo i 
uation Council reviewed & ad^opled motions indicating that Council has no ca-ivi 
re uiil 860321 & 870901 roquosts 10 amend LicensQ NPF.21. 

ESCHEl.C. Washington. State ol. 88/01/20. KNIGHTON.QW. Pro)ecl Dirociors 
ip. 44145.087*44146.087. 


Q. inspection reports, IE Bulletins ft correspondence 

8713160369 NRC info Notice 87-064. "Conviction lor FalsHicsiion ol Socunty lii 
Records." Sve list end. 

ROSSI, C.G. Drvlston of Qpetationel Events Assessment (Post 870411). 67rt 
Consoiidsted Edison Co. of New York, Inc. 120pp. 44153:001-44153:124. 

6601190093 Informs lhal detailed discussion of corrective actions re violations no: 
msp Rapt 50-397/67-19 will be submitted by 880205. 

SORENSEN.QC. Washington Public Power Supply System. 87/12/22. MAflT.I 
Region 6. Ofo ol the Oirector. tp. 44030.350-44039:356. 

6713170116 NRC Info Notice 67-065, "Plent Oporalfon Ooyond Analyred Cend-'j 
Bre l-st end. 

ROSSI, C.E. Division of Operalional Events Assessment (Post 670411). 87/1 
ConsdidaUsd Edison Co. of New York, Inc tZOpp. 44056.008 44058' 127. 

8712230003 Suppi 1 to NRC Info Notice 87-026. "Alr Sys Problems at US LWRs. 
list end 

ROSSI, C.E. Division ol Operational Events Assessment (Post 670411). 67/i 
Consoldaied Edisori Co. or New York, Inc I24pp. 43995:138-43995:267. 

87t2290lS6 NRC Into Notice 87-066. "Inepptopriale Application ol Commordali 
Components " Sve llsl oncl. 

RDSSIC.E. Otdalon of OporaHonai Events Assessment (Post 070411). 87/1 
Consolidated Edison Co. of New York, Inc. 120pp 43995:258-43990:016. 

6712300991 NRC Info Nollce 67-067, ''Lessons Learned From Regional insps 
censes Aciions In Response to IE Bulletin 80-l 1 " Sve list onci 
ROSSI.CE. Division of Operational Events Assessment (Post 670411). 87/1 
Consolidated Edison Co. of New York. Inc. •23pp. 44O3S:104.44O36;2ed. 

6601070333 Responds to NRC 671204 Itr re violalions noted In Insp RePt 60-31 
27.CorT6Ctlvo aciionsrovartime control directive rev & other plant procedures ren 
rev planned.Full compllanco oxpseted by 680229. 

SORENSEN.QC. Wafthlrigton Public Power SuppN System 67/12/31. Ooc 
Control Branch (Document Conirol Desk). 5pp. 43991:176 43991:182. 

8601050394 Suppi 1 to NRC Info Notice 66-061, ‘‘Orokon External Closure Sprin 
Atwood ft Morrill MSiVs.’’ Sve Hal enci. 

ROSSI.CE. OMsien pi Opetaiionel Events Assessmeni (Post 870411). 80/( 
Consolidated Edison Co of New York, Inc. 123pp. 44036:04 1 •44030: 163- 

6601150042 Submits results ol laslenor tesling program per NRC Comellencs 6 
67-002. "Fesienor Testing lo Deiermine Conlormance w/Appiicabla Man Spaci 
subsianiial problems found re use ol testners al facility. 

SORENSEN.QC. Washingtoh Public Power Supply Syalent. 86/01/11. OOC 
Control Branch (Document Control Desk). i02pp. 44041;329-44042:066 

6601270116 Roquesis exisnilon of response time lo 680120 lor violalione noted i 
Rspi 60-397/66-12, per 690116 teioon. 

SORENSEN.O.C. Washington Public Power Supply System. 66/01/16. Doc 
Coni/oi Branch (Document Control Desk), ip. 44141:252-44141-252. 

6601270293 Responds to NRC 671216 Itr re violations noted In Insp RepI 50-3I 
12Cottsdive aclioris:uiii received Rockbeslos similarity evaluaUon wHch esiat 
lhal test ol KXL-750 mail formulation qualifies KXL-780 mail. 

SORENSEN.QC. Wesh!t>gton Public Power Supply Sysiem. 88/01/20. Dec 
Conirol Branch (Document Control Desk). 6pp. 44166:350-44168:354. 


R. Periodic operating reports ft related eorraepondence 


8601CI40529M<}nlhly opeteljng repttor Nov 1987 W/871206 Hr. 

HUTCHISON.L . POWERS.C.M. Washlnglon Public Power Supply System. 07/ 
4pp. 43962:162-43962:185. 


8. Reportable dccurrences, LERs ft related correspondence 


8712300103 Forwards LER 67*031, per 10CFR60.73.W/O end. 

POWERS, C M. Washington Public Power Supply System. 87/12/21. Documen 
iro) Branch (Document Conlro) Desk), tp. 43923:304-43923 304. 

6712300103 Fonvarda LER 87 -031, per 1CCFR50.73 
POWERS.C.M. Washington Public Power Supply System. 87/12/21. Documen 
trot Bcench (Documenl Control Desk). 2pp. 43806.016-43986:023. 

-««OU10*tft LER 87-03l*00;on 87ni8,condi«on prohibited by Tech Specs not 
fied when performing weekly Tech Spec surveiflancs for plant baCierles.Cau! 
lack of menial attention ft poor work practice Individual counseled. 
DAVISON.W.S. Washington Public Powsr Supply System. 87/12/t6. 4pp. 4396 
43866023. 

6601200325 LER 87-033-00:on 67f218,plant Tech Spec Sections 4.0.5 re ASME 
In-service lesung requlremenis ft 3.8.3 concerning conlalnmem valva opeiabll 
mel Caused by personnel error.No corrective acUon.W/seO1 15 Itr. 
WASHINGTON, SX.. PQWERS,C.M. Washington Public Power Supply System f 
IS. 6pp. 44135:036-44135:040. 
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880I220I$1 LER Q7-032-OO.on B7l3ie.RCIC inp sys Inoperability discovetod.Caused by 
Incorrect instAjmenI sotpolnl calculation Survoi'lanco procedure lor chanrtei calAit 
RCIC high exhaust pressure swiichea correctodW/8001 15 Itf. 

OAVISON.W.S , POWERS.C.M. Washington Public Power Supply System. 88/OI/lS. 
5pp 4<l1S9.176'44169:ie0. 


V. Operator Examlnatlone 

Partial losporiao to FOIA request tor Oocumonta ro woihet tra'reng pro- 
grams & ihfPO training accredlallon. Forwards App F documenia.App E & F docu- 
ments also available in POR Addl records also avallablo in POR under Bossong FOlA- 
87-204. 

QRlMSLEY,O.H Division ol Rules & Records (Post Q704I3). 00701/12. BOLEY.K. 
Ptbl'c CiUren's Crtt cal Mess Energy Project 0pp 44110:001-441 10.039. 

-68071)90559 Discusses altondanco at 860528 & 20 INPO AccrodiUtiotr Board 
maoiings Board attendees listed & major lacllity apedlic lasuea & uLI rosportsaa 
discussed. Eveluation method appoara olleclive overall. NRC Involvomeitl should bo 
(TAirtaiited. 

BOOER.B A Operator Licensing Qranch 00/06/20. RUSSELL, W.T. Division ol Humsri 
factors Technology (051125-870411). 7pp 441 16;350-441 10.010. 

-8704080296 Forwards Mnal rept ra posi-accreditoilon audit ol Ira-'ning programs al 
plant conducted In Mar l967.Nonllcensed & licensed opetalor training programs de- 
veloped from task analysis Idenllllod skills & for loarn'ng objectives. 

RUSSELL, W.T. Otvlslon of Human FaclorS Technology (051126 670411). 07/04/06. 
STRAHM.k. Institute ol Nuclear Power Operalions. I8pp. 441 ig;t36-44lt9:lC3. 

—8801220136 Advises of attendance at 070023 Nall Nuclear Accrediting Board mooilrsq 
el INPO olcs In Atlanta.OA re training programs al two plants Encls irrchide l>st ol 
Board member names & attendees & 871105 plant status aecrodiiaiion labio. 
OIOSON.AF. Region 2, Ole ol the Dlrecior. 67/11/02 ROE.J. Oivisiort ol LIconseo 
Performance & Ousl'ty Evaluation (Post 070411). 6pp. 441 18;109'44t I9:t66. 
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F. Security, medical, emergency A lire protection plans 

8801040441 Rovised plant emergency procedures, Including Rov 6 <0 PEP-102. "Sile 
Emergency Coordinator • Contra Room." Rov 3 to PEP-203 "LogisUcs Support Oirec- 
tor" 4 Rov 4, Change 1 toPeP-301. "NollllcaHon of Non-CP&L....‘ W/87t223 Hr. 
V7llllS,L J., WATTON.R A. Carolina Power 4 Lighi Co 07/12/23 43pp. 43062.233- 
43982276. 

8801110481 Forwarda Insp Ropt 6Q-400/67-42 on 871 130-I214.NO vloIeUons or devl- 
auona noted. 

CIINE.W.E. Region 2. Olo ol the Oirocior. 07/12/30. UTLEY.E E Carolina Power 4 
UgM Co. 2pp. 43We.2t2-4396e'.at4. 

-8801110498 Partially Withheld Socurily Insp Repl 50-400/67-42 on 871130-1204 (rai 
tOCFR2790 4 732l).No vioiaHons noiod Major areas Inapooiod aecurtty ptooram 
eudil.etotooied & viiai oroas of barriers 4 compensatory meaeurae 
MASNYK.O.. MACGUlRE.Ofl. Region 2 . Ofc ol the Oirecior. 67/12/29. Ip. 
4338e'214-4390e:2l4. 

8801270033 Rovisad emergency procodures.mclurflng Rov e.Chai^s I lo PEP-223. 
"Radiological Conirol Manager," Rov 3 to PEP-3S1, "Emergency Plonl Environ Mon!- 
lotipg;' 4 Rev 3 to PEP-OOt, "Evacuation." W/6001 19 itr. 

WAr50.N,H.A. Carolina Power 4 Light Co. 88/01/19. 37pp. 44142:17 1.44t42;207. 


P. Operating license stage documenia 4 correspondence 

8801120090 Forwards Info re Resource Technical Svcs.lnc.lnclud-ng summary ol NRC 
contreci work, NRC Form 26 for (lireo existing coniracis, audit inlo.wark history 4 Isis 
ol eimertlse available for special Insps 4 ol current resource aves. 

FELTH0US,R.A. Resource Technical SetvIcos, Inc. NRC-26-87-417. 87/12/16. 
JOHNSON, E H. Region 4, Ole of Ihe Dlrecior. 71pp. 43990:230-4399e-300. 

8601050116 Suppis 670612 application for amend lo License NPF-63, deletmn organl- 
ratkm charts from Tech Spoc8,per NRC requsst Separate amend rociuesF will be 
seat, revising requirement Ihai operation manager malnia^ reactor license. 

EURY.L.W. Carolina Power 4 Llghl Co. 67/12/30. Oocumenl Control Branch {Oocu- 
menl Control Desk). 2pp. 43603:249-43003.266. 

—6801050144 Proposed Tech Spec9.lncludlng Tech Spec 6.2.1 Initially deleted In 
87001 2 request 4 expanding Tech Spec 6 2.2 lo spoclly required operalor kcenaee lor 
manager • operations 4 operalions supervisor. 

’ Carolina Power 4 Llghl Co. B7/12/30. 6pp. 43903;26t-43903;266. 

6601070205 Notification of 600106 mealing w/Wosiinghouse Owners Group Opersifofls 
4 Analysis Subcommittees in BsthGSda,MO lo discuss subcommittees Invostlgabons h 
analysis area re Generic LIr 07-12. 

TRAfJMELUC.M. Project Direclorale V. 07/12/30. KNIGHTON,Q.W. Project Okecior- 
ale V. 4pp. 43945;344'43945:347. 

6601110533 Application tor amend to License NPF'63, revising requirement in Tech 
Spec 6.2 that operations manager hold senior reactor operator ilcense.Significsni har- 
aids anolyels erwI.Fee paid. 

EURY.LW. Carolina Power 4 Light Co. 88/01/04. Document Conirol Branch (Docu- 
ment Control Desk). 4pp. 43906.049-43906:052. 

8601140141 Informs that basis provided lor cold shutdown testing of RCS vent valves 
reviewed 4 found acceplable.per util 871030 submittal of suppi lo Rev 3 to inseivice 
testing program. Rellel request approval nol required. 

BUCiaEY.B. Project Directorate ll-l. 80/01/06. UTLEY, E.E. Carolina Power 4 Llghl 
Co. 3pp. 44033:01)6-44033:036. 

8801200120 Forwards re^nse lo plant-specific requirements of ATW5 mitigating sys 
acluallon circuitry SER. Requests NRC review design 4 provide Initial feedback lo ac- 
ceptability by 860215 to minimize design rework & implementation schedule. 
ZIMMERMAN, SR. Carolina Power Alight Co. 68/01/11. Document Conirol Branch 
{Document Control Desk). 59pp. 44061:012-440ei;070. 


O. Inspection reports, IE Bulletins 4 corrsspondence 

6712160369 NRC Info Nolico 07-O64, "Conwiction tor Falsification of Socunty Tranng 
Records." Sve l.al onef. 

ROSSl.C.E. Division of Operational Events Assessment {Post 679411). 67/12/22. 
Cons<yidatod Edison Co of Now York. Inc. I20pp. 44153.001-44153:124. 

8712170119 NRC Info Notice 67-065, "Plant Operation Beyord Ann'yzod Conditions " 
Sve llsi oncL 

ROSSl.C.E. Division ol Oporallonal Events Assossrreni (Post 870411) 87/12/23. 
Consolidated Edison Co oi New York. Inc t20pp. 44030.000 44056:127. 

6712230003 Suppi 1 to NRC Info Notice 87 020. "Air Sys Probloms al US LVVRs." Sve 
ksl end. 

ROSSl.C.E. Dvislon of Operailonal Evonts Assessment (Post 670411). 67/12/20. 
Consolidatod Edison Co. of Now York. Inc. I24pp. 43995:130-43995 257. 

6801110401 Forwards Insp Rept 60'49D/67-42 on 871 130-I214.NO violalons or devi- 
ations noted. 

CLINE.W.E. Rog'on 2, Ofc ol the Difactor. 87/12/30. UTLEY.E E. Caro' na Power & 
Light Co. 2pp 43966212-43060214. 

-8801110498 Padialiy withhold Security Insp Rept 50-400/67-42 on 071130-1204 (rel 
10CFR2 7&O A 73. 21). No violations noted. Major areas inspected. security program 
audit.protaciad & vital areas ol barriers 4 compcnsalory moesures. 

MASNYK.O, MACfiUlRE.D.R Raolon 2, Ofc of ihfi Director, 87/12/29. lp 
43986214-43980:214 

6712290165 NRC Info Notice 07-036, "Inappioprlalo Applicalion of Cummorcial-Qrade 
Coinpononls." Sve fist onci 

ROSSl.C.E. Dvis'on of Oporatonal Evonts Assessrront (Post 070411) 67/12/31. 
Consolkfaled Eikson Co of New York, Ir'.c. I20pp. 43995:250 43996 016. 

6712300091 NRC Into Notice 07-067, "Lessons Learned From Regional Insps of U- 
eensee Actions In Response lo IE Bulletin 00-t1." Sve ksl end. 

ROSSl.C.E. O.vision of OpuraLonal Evanls Assessment (Post 670411). 87/12/31. 
ConsoildatoO Edison Co. of Now York, Inc. 123pp 44930:164-44036 203 

88OIOS0394 Suppi 1 lo NRC Info Noifca SB 9Bt, "Broken Exlornsl Closura Springs on 
Atwood 4 Morri:i MSiVa " Sve I st end. 

ROSSl.C.E. Division ol Oasrallonsl Evonts Assessmont (Post 070411). BB/01/lt. 
Consolidated Edison Co of Now York. Inc. t23pp. 44039 041-44030 163. 

0001250520 Forwords Insp Rapt 50 400/67.38 on 071010-23 4 1 102-00 4 notice of 
vtoioHoa 

JULIAN.C A Rog'on 2. Ole of me Dirocrci. 89/01/16. UTLEY,E.E. Caro'ins Power S 
light Co. 2pp 44159 041-44169 093 

-0801260538 Notice ol violation item Insp ori 071016-23 4 1102-06 ViolaHons 
noieddaeign inputs loi design chonpa pschoqos not lormaiiy idonillled 4 proceduro 
changes eccompiished w/o approval dur ng RCS isofallon valve tost on 670721. 
JULIaN.C A. Region 2. Olo ol meDireolor. 08/01/15. 3pp. 44109:043-44169.045. 

-0801250651 insp Hop! 60-400/57-30 ort 87t0t6-24 4 i l02-06.Vfqialiona neied. Major 
areas mspooiedqusiity vomicot'on In areas of ma;nt,ti«a’gn 
ceniroi.oporaiiona.alocirlcai.lnsirumonl & conirol 4 OA/QC. 

MEUEN.LS . SHANNON, M., WRIGHT.VV, noglOh 2. Olc Of the Drocior. 07/12/17. 
18pp. 44159:045-44159 053. 

0801250454 Discusses Insp Ropi 50-400/07-34 on 070820-0024 4 lotwarrjs notice of 
vtofauon 

GRACE./ N. Region 2, Ofc ol me D:roolor. oa/Qt/iQ. UTLEY, E.E. Cerol'ne Power 4 
Light Co 2pp 44160.305 44t58:30S 

-0801250479 Notice ol violsUon from Insp on O7O02O'O924.Violation notod:falluie lo 
comply w/ecL'on raqulremenls ol Toch Spec 3.6 3 in that Valve IDO- It not 
ropalred.penelrallon not Isolelod 4 unit not brought to cold shutdown. 

OHACE,J N. Region 8, Olc of the D.rector. 00/01/10 Ppp. 44160:307-44I68:308. 


R. Periodic operating reports A related correspondence 


8091190060 Month!/ oporatlna ropt lor Deo lOe/.W/eeOl 12 Hr. 

HALE.M.W.. WATSON.RA, Carolina Power 4 Light Co. 07/12/31. 9pp. 44063:052- 
44063:060. 


$. Reportable occurrences, LERs 4 related correspondence 

8712290008 LER 07-065-00 on 871t24.tlr8l siege lurbino pressure selpolnls for P-13 
psnNssIve Incorrectly sel.Causod by personnel arror.Plant change request In lialod to 
dienge coniroliod seipoInts.W/undatod lii. 

SC^ABENBAUER, WATSON.R.A. Carolina Power 4 tight Co. 67/12/23 6pp. 
43603.019-43893 023. 

8801130337 Special repl:on 871102, vent slack SA wide range gee radiation monitor 
km^terable.Coused by poionllel lose of sample now duo to caiibr ol transmitter & Iso- 
klnstlo sanipllng sKId.Maas flow me lor replacod. 

WATSON.R.A. Carolina Power 4 Llghl Co. 80/01/04. Document Conirol Branch (Doc- 
ument Conirol Desk). 4pp. 44039.176-44939.1 79. 

8801130341 Special repLon 87 12i2.wasle processing bldg vent Slack 5 wide range gas 
mentor declar^ inoperable In oxcess of 7 days-Causeo by defective phoio-muitipiier 
hM on low tango channel.Tube replaced. 

WATS(M.R.A. Carolina Power & Light Co 30/01/04. Document Conirol Branch (Doc- 
ument Conirol Desk). 3pp 44039;102-44039:104. 

8891130154 LER 07-066 90:on 871204, frequency roquiremenl lor conla'nmenl ventila- 
tion isolation circuilry actuation logic lest not fulM'ed.Caused by personnel 
error. Procedure 4 task shoal for monthly tests gcno/a1ed.W/8BOt04 Hr. 
JOHNSON.JR.. WATSON.RA. Carolina Power 4 UghI Co. 08/01/10. 6pp. 
44026:320-44029:324. 



ftdOISOOiaS LEfl {)7-oe5-Oi.on 67li24.P-t3 channel dedarod inopomb'e duft to Incor- 
*oct Dtst slepe iLrWne piessore seic^no tot P-13 poirr.iestvo Caused bv pereonnel 
error. Applicacia compensatory acLdn & plant chango request lniUatod.W/8eOl14 Itr. 
SCHVVABENeAUER. WATSON.R A. Carolina Po<vor & UghI Co. Se/Ot/M. Spp. 
44106180-44106:193. 


V. Operator Eiamloatlons 

8801209231 Partial rosponeo (o EOIA request for documenis ro worker owning pro- 
grame & INPO (raln'ng accrediiabon.Fcrwards App F documenlsApp E 8 F ilocii- 
iT.ents also awa lob’e in POR Add'l records also pva.'able In POR under Bossong FOIA- 
87-304 

OniMSLEy.O.H. Oivisfon ol Rules 8 Records (Post 670413). 68/01/12 BOLEY.K 
Public Citizon's Cntical Mass Energy Project. Spp. 44 it 8001 -441 16039. 

*-6601221)136 Advisos of attendance at 070033 Natl Nuclear Accrediting Board mealinq 
at INPO olcs In Atlanta, GA ro Crain no programs at two planla.Enc^ iiKluda Ksi ol 
Board member names 8 altendees 8 871105 plant status accredliaron leb.'o. 
G'BSON.AF. Region 3, Oic ol iho O-recCor. 67/tl/OS. ROE.J. Division ot Licensee 
Performance 8 Quality Evaluaion (Post 67041 1| Oop. 44ll9'lSS-44t 19 168 


DOCKET 50-409 U CROSSE BOILING WATER REACTOR 


F. Security, medical, emergency 8 fire protecllon plena 

6601080493 Forwards Safety Insp Repi SO-409/87-15 on 6710lT'180SNo vto'allorta 
noted 

QULOEMONO.WG Region 3. Oic of tha Oroctor. 87/12/33. TAYLOR.J W. Oa^iaitd 
Power Cooperatve. 3pp. 44008. 097-44008 107. 

*■86011)80493 Insp Reel 50-409/87-15 on Q7l017-l30SNo v.'oiatons or stgoWcam 
safety Issues noted MaiOr areas Inspocicd: actions on previous Insp f:ndiitg3.inclwArtg 
cpo.'etronal salety verlficaiion.fire proiocCion 8 LER loiiowup 
JACKIW.IH Region 3, 0*c el the Ottecior. 07/12/33. 9pp 44008099-44096 107. 

6601160011 Forwards Amend 58 lo Ucensa OPR-45,aafely avaiualion 8 envuon aa- 
sessmont 8 finding ol no aignitconi Impact Amend revises Tech Specs to show pos- 
session only slelua & gtartls o-nempUon Itotn tOCFRSO.App R re Ute brigade roqjtro- 
trents. 

CRUTCHFIELO.O. Orvi&iort ol Reactor Projecla • Hl.lt/.V 8 Spaciel Projecis (Post 
870411). 68/01/04. TAYLOR, J.W. Oalrylend Power Cooperaliva. 3pp 44036;00e- 
44036 038. 

-880tl600l7 Amerjd 98 10 License □PR-45.ravi8lng Tech Specs to show possession- 
only status, CO reduce iiro brigade (ram five to ihroa members 8 to reassign iraMng 
iesMnsilbli.iies For lire brigade. 

RUSENSTElN.i S. Sian dard'zat ion 8 Non Power Roacior Project Oireciorpie. 68/01/ 
04. 10pp. 44038011-44036.030. 

-8601U0019Sa'eb/eva'uetlon si^porung Amonu 50 to License DPn-45. 

* Otfice of Nudoar Roacior RagulaCion. Oirecior (Post 67041 1). eo/Oi/04. epp. 
44038:03l-44008i)36. i < 

-6601150034 Environ assossineni 8 finding ol no signiiicanl impact re oxerr^Hon Irom 
roqu'remonts of iOCFR60.App R.Seciion iii.H concerning eizeoi lire brigado 
RUBENSTEiN L.S. Sisndatdiiation & Non-Power Reactor Proloct Oirectornte. 07/13/ 
31. 3pp. 44038:937-44938:028 


P. Opa/aling ilcenee etage documenia 8 cerreepondenca 

6601060290 Forwards Rev S to (acTiCy Oa program descrjpiian.Ariaiyses show that no 
posiuialod flccldoni wou'd result In release exceeding lOCFRiOO iimii$.ln presoni 
l&ni cond'Hon. 

AYLOR.JW. Oa-rykind Power Coaporateve. 87/(2/21. OocumervL Control OretKh 
(Documsnl Control Oosk). 7pp. 43960.183-43960331. 

-8801060311 Rov 6 lo "QA Program Description. " 

TAYLOR,J.W. O&lryland Power CoopecaUve. 87/10/30 44pp. 43660.199-43660.231 

6601160073 Forwards decommissioning plan & suppi to environ repi for laciiiiy posi- 
operai'ng 1‘cense slago.ior review Proposed Tech specs for SAFSTOR period will be 
subrntued sepaiate'.y Foopald. 

TAYLOR, J.W Dairyland Power Cooperative 87/13/31. DocumonI Control Branch 
(Documenl Control OosK). 3pp. 44034:164. 44035:004. 

-6801150976 Suppi lo "Environ Repi (ot lACBWR Post-Operailng Ucence Slaoo SAF- 
STOR.” 

' Oaliyland Power Cooperellvo. 87/12/31. OBpp. 44034:l66-44034'3O3. 

-8601159113 ''Oecommission'iftg Plan." 

’ Oaityiand Power Cooperative. 87/12/31. 161pp. 44034:204-440 35:084. 

6801140204 Requests FR publrcaiJon ol noUce o( Issuance of Amend 58 to License 
OPR-45,ievlsln9 Tech Specs to reduce tequ'red sHe of Twe brigade item frre poisons 
to ihreo & tellecl organization changes. 

RUBENSTEIN, L.S. Slanda'dizatlon 8 Non-Power Roacior Project ^recloraio 8B/01/ 
04. NRG - No Detailed Alfillatlon Given. 3pp. 44033.092-44039.094. 

6801(50011 Forwards Amend 58 (o Uconse 0PR-45,aalety evaluation 8 environ as- 
sessment 8 finding of no significant Impact Amet^d revisos Tech ^ecs to show pos- 
session-only slalus & grams exemption from IOCFRS0,App R ro fire bngade requee- 
menis. 

CRUTGHFlELD,0. Division of Reactor Projects ■ III, IV, V 8 Special Projects (Peal 
870411). 66/01/04. TAYLOR, J.W. Dalryland Power Cooperawe Spp. 44038:008- 
44036:028. 

-6801150017 Amend 66 to License OPR-4S.revislng Toch Specs lo show possession- 
only stalus.to reduce lire brigade from five to throe members & to reassign training 
rasponsibl'illes (or (ire brigade. 

RUBENSTEIN, LS. Standardization & Non-Power Reactor Project DIrectorafo 83/01/ 
04. 10pp. 44038.011 44036:020. 

-86011500(9 Safely evaluation supporting Amend 58 lo Uconse OPR-45. 

* Otfice ol Nuclear Reactor Regulation, Director (Post 670411). 88/01/04. 6pp. 
44038:031-44038 026. 


-8601150024 Environ assossmont 8 liniling ol no significant impact re exemption ftjr 
reou.remet>fs ol t0CFR5O,App R.Socilon ill.H concerning size ol lire brigeda. 
RUBENSTEIN, L.S SiandaraizaMon 8 Non-Powor Reactor Project Directorate. 67/12/ 
21. Spp 44036 O27-44038.028 

6801130336 Requosts addi into re 871 1 12 application lor amend to License CPR-4S.'$- 
duclng shift crew requ rements.Spec should be proposed to require Individual qualifeJ 
in rad-aCon protection on site when potential for release exists. 

ERICKSON, P.B. Standardization 8 Non-Power Roacior Project Directorate. &6/0I/IV 
TAYLORJ.W. Da'ryland Power Cooperative. 2pp. 44008:1 17-4 4008:1 18. 


O. Inspection reports, IE Bulletins 8 correspondence 

6712160360 NRC Info Notice 87-064, "Conviction for Falsification ol Securiy Tral'im 
ReccKds." Swe del end. 

ROSSl.CE Division ol Operational Events Assossmenl (Post 670411). 87/12773 
Cons(»‘daied Edison Co. of Now York. inc. I30pp. 44153.001-44153 124. 

6712170119 NRC Info Notice 67-065, "PlanI Operailon Beyond Analyzed Condlio*is.' 
Sve lisl enci 

ROSSI.C.E Division of Operational Events Assessment (Post 070411). 87/12/33 
Cortso'idoted Edison Co. ol New York. Inc. I30pp. 44056.006-44056:137. 

6601060463 Forwards Safety Insp Rept 50-400/67-15 on 87l0l7-t305.No 
noted 

GULOEMOND.W.O Reg on 3, Oic ol ihs Dirocior. 87/12/33 TAYLOR.J w. Oaliyland 
POwot Cooporaiivo 3pp 440Q8 097-44008:107. 

-6601060493 Jnsp Ropi SO-409/87-15 on B710I7-130SNO v-olalions or £.9-^'Ka,-lt 
safely Issues noted Major areas inspsetod: scHons on previous insp i.nd.ngs ncfidiitg 
opetahonal SDiety voiiilcaDon.flrD protecllon 8 LER loiiowup. 

JACKIW.I.N. Region 3, Ofc of the Direclor 87/12/23. 9pp 44008 099 44006:107. 

8712230003 Suppi I lo NRC Info Not ce 67.026, "Air Sys Problems ai US LWRs." 3v: 
Visl enci. 

ROSSl.CE- Division of Oporalionsl Events Assoasmeril (Post 870411). 87/13/35. 
Consoiidaiod Edison Co. of Now York. Inc. 124pp. 43995:138-43995:357. 

6712360155 NRC Info Notice 87-066. "inappropriais Apphcalion ot Co.mrrs.'cial Graoe 
Con^Tonartis " Sve l-st one) 

ROSSl.CE. Division Ol Oparatlonal Events Assassmeni jPosI 870411). 87/12/31 
Consoiidaiod Edison Co of New York. Inc 120pp 43095:268-43996016 

6712308091 NRC Info Notice 07-067, "Lossons Learned From Reglona' Insps of LF 
censee Actions In Responeu lo lE Bu'ieiin SO-li." 8vc iisi end. 

ROSSl.CE Owislon Of Operationsl Events Assessment (Post 6704tt). 6T/t2/2t, 
Consolidated Edison Co of New York. Inc. 123pp. 44038:184-44038 266. 

6601200215 Notihea oi cancellation of SALP 7 for assessment perrod 660701- 
67t93l.due to permanent pisni shutdown on 870430- 

OAViS,A.B. Region 3. Ole ol iho Director. 60/01/08. TAYLOR, J.W. Oa’ryfantf Poutf 
Cooperaliva. fp 44052:139-44052:139 

6601050394 Suppi 1 lo NRC Into Notice 06-oSi, "Broken Exierndf Closure Spnngson 
Atwood 8 Moril'i MSiVs." Sve list end. 

ROSSl.CE. Division ol Operational Events Assessmoni (Post 870411). eS/OUH. 
Conaoliddted Edison Co. of Now York, inc I33pp. 4403B.04l-44036;163. 


V. Operator Examinations 

6801060483 forwards Selety insp Rept 50409/87-15 on 8710I7-1205NO vtolsbots 
noted 

GULOEMOND.W.O. Reg'on 3. 0(c ol Iho Director. 87/12/33. TAYLOR, J.W. Oaliyland 
Power Cooperative 2pp. 44000:097-44096.107. 

-6801060493 Insp Rept 50-409/87-15 on 8710l7-l30S.No wolatlona or slgnlUanl 
safety issues noted Major areas Inspected: acl'ons on previous Insp findings.lncludino 
opersUonel safety vonticaiion.fira protection 8 LER followup. 

JACK1W.I,N Region 3. Ofc of the Director. B7/t3/33. 9pp. 44008 099. 44008:107. 

6601200231 Partial response 10 FOIA request lor documonis re worker itainlng pt> 
^ams 8 INPO training accreditotion.Forwards App F documenle.App E 8 F docu 
menis also ava:lBble In PDR.Addl records also available in PDR under Bossong FO'A 
67304. 

GB1MSLEY.O.H. Division ol Rules 8 Records (Post 870413). 68/01/13. BOLEY.K. 
Pubkc Citizen's Critical Mass Ensrgy Project. 6pp. 44118.001-441 18.039. 

-6703280576 Trip rept of attendance at 670335-36 Nall Nuclear Accredling Boa,'d 
meebno In AllertVe,^ ta util iralntno progiams.Meeling agenda end. 

BOGCT.BA Division of Human Factors Technology {051135-870411). 87/03/17. 
nUSSELL.W.T. Division o( Human Facto/s Technology (85I125-8/041 1). 8pp- 
44119:120 44119:136. 

-6601220136 Advises of etier^dance at 670833 Natl Nuclear Accrodilmg Board n'-oali'^ 
81 INPO olcs In AlJania.GA re training programs at two plants.EncIS include ' St o1 
Board member names 8 attondees 8 871105 plant status accreditation table. 
GIOSON.AF. Region 3, Ofc ol ihe Director. 67/11/02 ROE.J. Division of Licensee 
Paiformance 8 Quality Evaluation (Post 870411). Spp. 441 19:159-44119:166. 


DOCKET 50-410 NINE MILE POINT NUCLEAR STATION, UNIT 2 


F. Sacurlty, medical, emergency & fire protection plans 

68011I04S9 Forwards Rev 4 (o security 8 safeguards contingency plan. Enci withheld. 
CARSON, K A Niagara Mohawk Power Cktrp. ft/0l/04. DENTON, H.R. NRC • No De- 
tailed Altilialion Given. 2pp. 43986 323 43986 234. 

6601160261 Rev 10 to Emergency Plan Implementing Procedure EPP-e, "In-Plant Eirsi- 
oerH^Sunreys " W/880111 llr. 

. MANGAN.C.V, Niagara Mohawk Power Corp. 80/01/11. 14pp. 44033:347- 
44033:360. 


DOCKETED ITEMS 139 


8601260012 Fonvards changes to p’ant aocurity training & quaiilicaiion aienper lOCFA 
50,64(0) Changes d scussed w/W Martin.Ertci withheld (fo( l0CFn2.790 & #3 21) 
0ERATTA,J P. Niagara Mohawk Power Ckjrp. 08/01/22, MURLEY.T.E NRC • Mo Do- 
leilsd Atriiialion Given, tp. 44i67:i29-44tS7:l20. 


H. General correspondence 

8001260357 Responds to 071207 Hr to J Bradburne lo 871020 Mrs trom consbi«x)nt9.B 
Sienskl & L Miihoer, concerning handling of nuclaar wasle.No nuclear waste sttppod 
to fact ity Papers dea'ing w/handl.ng of nuclear waste encf 

STElioV Qfc of the Executive O.reclor for Oporationa 88 / 01 / 18 . HORTON.F. 
House of Rep. fipp. 44139:0t2-44l39:0l9. 


J. Insurance 6 Indemnity Inlormallon 

8601070437 Forwards Endorsements 8,3 & 67 lo MAELU Pol'Cios M-t2.M-l05. & MF- 
46.respoclivoV & Endorsements 8,3 & t04 to NELIA PoHcloa NO2.N-10S & NF- 
16 1 , respectively. 

GOLDEN.MP. Mersh & McLennan, Inc. 67/ 1 2/28. □INIT2,l. Ofllce of Nuclear Roaclot 
Regulation, 0 rector (Post 870411) 7op. 43991:168-43001. 174. 


P. Opsrallng license stage documents & correspondence 

8601120090 FcfwBfda Info to Roaoutco Technical S'rcs.lrw.lncUKlInQ summery ol NRC 
conVact work, NRC Form 26 (or ihteo oxisling conlracia.audil (nlo,wotk Nsiory & lists 
of e^ertise ava lable for special Insps & ol current resource evca 
FELT^OUS.R.A. Resource Technical Services. Inc. NflC-26 67-417. 87/12/16 
v'CHNSON.E H. Region 4, Ofc ol Ihe Director. 7lpp. 43990;230-439Q8 30Q. 

6801140135 Summary of 87t1l7 meeting w/util re liconsing Isauoa.Llst ot meoUng at- 
tondeog & moet'ng agenda end. Besides end agenda liems.subj of marntaining noga- 
Lvo pressure In secondary containment also discussed. 

HAUGHEy.M.F. BENEDICT.R A Projacl Directorate l-t. 88/01/04. Profoci Oirocior- 
ataM. 10pp. 44033:026-44033:035. 

8801200376 Forwards eppllcailon lor renewal ol SPOES Permit OOOlO<8.lor Niegara 
Mohawk Power Corp 

MAKGAN,C.V Nla^ta Mohawk Power Corp. 66/01/11 Oocumont Control Branch 
(Document Control Desk). 64pp. 44107.020-44107:1 13. 

8601190064 Noiificallen ol 800120 moetihg w/util & Westinghouee in Bethesda.MO lo 
discuss Woaunghouss luol for planl. 

HALlQHEy,M.F Project Directorate 1-1. 68/01/12. CAPRA.n.A. Project Ol'ocloieto 1-1. 
2pp. 44053:273-44053:274. 

6801200226 Forwards rospohsos to NRC ouoadona during 071207 meeting lo plant 
downeomor roanalyeis submitted on 870616. Compioioa responses to a>i outstanding 
NRC ouesllons re downcomer reanalysis. 

MAMQAN.C.V. Niagara Mohawk Power Corp. 68/01/12. Oocumont Control Branch 
(Document Control uosk). Opp. 44052: 1 16-44052.123. 

6601200231 Partial rasponso lo FOIA requosi lor documonis ro worker (raining pro- 
orsms & INPO italning eccrod:taiion.Forwards App F documonta App EOF doou- 
mcnis also avai'ablo in POR.Addi records also available in POR undor Bossong FOlA- 
87-204. 

0RIMSLEY.0.H. Division of Hulos & Records (Post 870413) a8/Ot/i2. 80LEV.K. 
Pubilo Ciidsn's Cnilcol Mass Energy Projoct. epp. 44 1 16 001-441 18 039. 

-6601210006 Forwards Oonion 050614 memo ro NRC approach to ovaliiato oHociive- 
ness of INPO accredhatfon program on Improved naming In nudoar power Indusiry.v// 
0 one! 

PcRSENSKY.J.J. Llconsoo Qualilicallons Branch. 85/08/23. COAKLEY.W Insiilulo ot 
N'jclear Power Oporellona. Ip. 441 18:190-441 16:1 96. 

8601220)46 Ferwards Rev 3 lo NMPG-QATR-l, "QA Program Topical Repl for Noo 
M le Pent Nuclear Station Operailons." Revs include corporaie loporting.rospons-Mity 
changes & general descriptions of responsibilities for organizations. 

PERRYJ.A. Niagara Moliowk Power Corn. 88/0 1/16. Document Conirot Branch (Doc- 
ument Conirol Desk) 6pp. 44096:306-44097.018. 

-6601220166 Rev 3 lo "OA Program Topical Ropt for N ne Milo Polnl Nucioa/ Slaiion 
Operations.’' 

PERRY.J A. Niagara Mohawk Power Corp. NMPC-QATH-1 R03. 88/01/12. 70pp- 
44096.311-44097:018. 

6901260207 Fonvards summary ol 871203 & 04 meolings w/u1ll,INEL, Oilboti/Common- 
weallh & Nuclear Energy Sys ot plant sllo ro Inservico losling program for pumps A 
vaNas.General ouosllons & comments on open Homs also encl W/o summary. 
HAUGHEY.M.F. Project Dlroctorato l-t. 86/01/16. MANQAN.C.V. Niagara Mohawk 
Power Corp. 35pp. 44 1 38:260-44 1 38:294. 

6601260325 Summary of 071203 A 04 meetings w/NRC.INEL.util,Oitber1/ Common- 
wesllh A Nuclear Energy Sys re InservIce testing program (or loclity.Llst of 
attendees, agenda A related documoniallon end. 

HAUGHEY.M.F. Projoct Diroclornto 1-1. 80/01/15. Ptojecl Dirocioiaie M. 62pp. 
44136:303-44138:364. 

6801270213 Requests permission to uso ASME Code Case N-41& In insonnee tosting 
ptogram.Code case wl'l bo used (or testing relief valves, safely valves A rupture ikscs 
i.n pump A valve losimg program. 

MaNGAN.C.V. Niagara Monawk Power Corp. 88/01/16. Document Conirol Grattdt 
(DocumentConirol Desk), ip. 44168:008-44168.008. 

6801210194 Partial responso to FOIA request.App Q documonta alroady avsKeblo in 
PDR App H documenia.re INPO eccrodilatlon training, end A available in POR. 
OR1MSL6Y.D.H. Division ol Rules A Hocorde (Posi 870413). 88/OVIfl. BOIEY.K. 
Pub'lc Cll'Zen's Crillcal Mess Energy Project. 4pp. 44005.001-44005:022. 

—6612040316 Summary of ellondance at INPO Accreditation Board 861 119 A 20 meeh 
ines in Atlenta.GA re training programs Agenda end. 

2ERBE,0.E. Reo'onal Opetm'ons A Genotlo Rsqu'remonls. EDO (Pts 870413)- 68/11/ 
24. SNIE2£K,J>f. Regional Operations A Qonerio Roquiromonls, EDO (Pro 870413). 
4pp. 440 95:077-4409^080. 


O. Inspection reports, IE Bulletina & correspondence 


8712160369 NRC Info Notice 87-064, "Coi^vlctlon let Falsiliceilon ol Security Training 
Records." Sve fist end. 

ROSSl.C.E. Dl/s'on of Operational Events Assessment (Post 870411). 87/12/22. 
Coftsokdatod Ed son Co. of New York, Inc- t20pp. 44 1S3.0Q1 -44153:124. 

6712170119 NRC Into Notice 87-065, "Pfanl Oporat'on Boyond Analyzed Cond bons." 
Sve lai encf. 

ROSSl.C.E. Division ol Operational Evonis Assessment (Post 870411). 07/12/23. 
ConsoldQtad Edison Co. of Now York. Inc. I20pp. 44056 008 44056 127. 

8712230003 Suppl 1 to NRC Info Notice 87-028, "Air Sys Problems at US LWRe." Sve 
Ls( end 

ROSSI.CE. Dlv.s'on of Operational Events Assessment (Post 8704tl). 87/12/23. 
Consolidated Ed'Son Co of Novr York, Inc I24pp. 43995- )36-4390S 257. 

6712290165 NRC Info Notice 97-068, ’'fnappropriale AppMcailon of Commercial Grade 
Corrponenfa ' Sve list and 

ROSSI.CE. Division ol Operational Events Assossmenl (Posl 870411). 07/12/31. 
Consdidaiod Ed son Co ot New York, Inc. 120pp 43005-266-43096016. 

6712300091 NRC Info Notice 87-067, "Lessons Learned From Regional Insps of Li- 
censee Actions inRosporue to IE Bul'otin 80-1 1." Sve list end. 

ROSSI.CE. Division of Operational Evonts Assossmenl (Posl 870411). 87/12/31. 
Consdld8ae<lEd-.sonCo of New Yotk. Inc. 123pp 44038164-44036 286. 

8801 140004 Revised rosponso to violations noted in Insp Repi 50-4l0/07-22.lnslrucilon 
shoet to roatoialion of power to posl-eccldoni sampling sys somple valves A elevator 
wl4 not bo Incorporated In procoouro.Powor supply lo be modified 
MANGAN.C.V. NiBoara lAohs-wk Power Co^. 87/12/31. Dotumen) Control Branch 
(Oocumont Conirol Desk) 2pp. 44043:293 44043:294. 

8601050394 Suppl I to NRC Info Notice 66-081, "BroKon Exiornal Closuro Springs on 
Atwood A Morrill MSlVa '' Sve list end. 

ROSSl.C.E. DIvis'on ot Oporaiionsl Events Assossmenl (Posl 870411) 88/Ot/lt. 
Consolidated Ed.son Co. of Now York, Ino. 123pp. 44038:041-44036.163. 

8801200224 Discusses invesi-gai'on Ropt 1-66-020 re odoquacy of quality lirsi prog'am 
invosugaiion ol circumstaneas assoaatod w/ miallation of conam nouiron moniioring 
sys csKos SI lacikiy in Mey 1985 Synopsis onci. 

KANE.W.F. Region 1, Ofc of the O-rectot. 98/01/11. DONlON,W. Niagera Mohawk 
Power Cotp. 8pp 44066:146 44066 160. 

8601210101 forwards ln$p Repts 60>220/07'24 A 60-410/67-42 on 671031- 12IO.En- 
lotcomoni action pn iicansoo iiimiing sololy sys solpolni vlofslion A comphanco w/ 
June 1083 confirmatory order re sc'am dischorgo voi dos’gn A loafing unresolved. 
W£N2 in< 3ER.E.C. Heg'on i. Ofc ol the Director. 66/01714. MAN0AN,C.V. Niagara 
Mohav4( Power Corp ?pp. 44066:326 44006 349. 

-8691210107 insp RePls 60-220/87-24 A 60410/87-42 on 67l03M210.Two unro- 
aoivod tiorna nolod.Major areas inspected power eacens-'on losilng niani tou/a survell- 
fence loafing ievlaw.ealety sya waiRdowns A LER,TMI action plan Itoms A lE Bullel n 
review. 

JOHNSON.JR Region 1, Olcol Iho Director. 69/01/07. 22pp. 44066.328-44068:349. 

8801260236 Coniirma 660119 idcon le l-monili extension for subiritial of response lo 
Comp'ianceBullotin 97. 002. "Fosienor Tealing to Oeiermlrio Conformance W/Apphea- 
bio MaU %>ece ” Tosi cfaio oncI Responso willbe submitlod by 880216. 

LEMPGEd.T.E. Nlanara Mohawk Power Corp. QB/01/20. Docurrent Conirol Branch 
(Oocumont Conuol Ooak). 39pp. 44124 26&-44124:867 


6. Reportable occurrencaa, LERs A related correapondence 

8712290379 LER 87-073 00:00 071 124,lsofatlon of sys occurred. Caucad by cognliiva 
personnel oiror.OparBtor counaolod A training mod rocommendotion In'iialed To ad 
dress lasuo during operations coni rued training. W/67I22I Ur. 

RANDALL. RG , LEMPQES.T.E. N'ogars Mohawk Power Corp 87/12/21. 6pp. 
43893050-43893 054. 

9801080360 PNO-I-07-I20:on 87l226.toaclor scrom occurred from approx 26% power 
due lo iurbino trip on low condenser vacuum caused by crack In condonsor p'po 
penotrabon PeniraUon seel wold ropairod 

COOK.W.. JOHNSON.J. Region f, Ofc ol the Direcior. 87/12/20. Ip. 43991:247- 
43901:247. 

8801190163 Special repLon 87f2l2.lnvBlld lost A leHjto of diesel generator 
occurred. Caused by fa lute ol spaed Indicating relay lo be rosponsiblo for diosel gon- 
oretor trip.New speed Indicating tolny Inslsliea 

lEMPGES.T.E. Niagaro Molmwk Power Corp. 09/01/08. RUSSELL, W.T. Region I, 
Ofcoftho Director. 2pp. 44043:3c -44043:952. 

8801190172 Special ropton e71200,0lv 2 diesel generator (ripped on Incomplelo start- 
le 8ea»nce.Cousoa by failure of Woodward olociric governor lo operate. Now Wood- 
ward eloctrio govornor Installed. 

LEMPGES.Tfe. Niogara Mohawk Power Corp. 88/01/08. RUSSELL, W.T. Region l, 
Ofcoftho Direcior. 2pp 44039 075-44039.076. 

6801130174 Special raplon e7l12S.lrlaxial rosponso spectrum recorder 2ERS-BSR3A 
fnoperoi^o Caused by flooding due to condensate storage Tank CST-A 
rupturo.Replacemenl recorder A sensor ordered A 680127 rolurn lo operability 
pfannsdW/OBOlOA Hr. 

LEMPGES.T.e. Niagara Mohawk Power Core. 06/01/08. RUSSELL.W.T, Region 1. 
Ole of (he Director. 2pp. 44044:01 1-44044.012. 

8801200202 LER 87-076-00:on 871 2l2,potentia1 radlosciVa release resulting from 
des^n doficioncy In floor drain eys.Numerous mods Initialed to ellmlnale problems 
that oxlsled In drsitt Knos.W/SSOl 1 1 Ilf. 

JENKIHa.n.E., LEMPQES.T.E. Niagara Mohawk Power Corp. 66/01/11. 7pp. 
44106:354 44106:360. 
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6601200921 LER 87 077-00on 87t2l7.ECCS actuaUon & coorani iA,'ecnan occurred 
Cue to repair ac'.viUes on Dow IraosmiRor hsirunionl l.ne Caused by personnel 
error.lnstrumont & control technician tre.'ni/ig reque»ied.W/e0Oi 14 Hr. 

JENKINS, LEWPOESje. Niaoara Mohawk Power Corp. 88701/14. e^r. 
44134:159 44134:184. 

6001260493 LER e7-074-00 on 071218,discove.'ed unsatisfactory floor plug InsisHabon 
(n rira-ratod (loot. Four othei in&'.3l>aL‘ons discoveted on OOOltdCauSQa by design 
daflclency.Flro welch patrols oslablishod & otner p'ugs eva'uatCd.W/680li8ltr. 
jENKINS.flE.. LEMPGES.T.E Niagara Mohawk Power Corp 88/01/18. 7pp. 

44159026-44159.032. 

6801250250 LEA 87-076-00 on 671220 & 26.ESF acitietion occurred due to lalkTro ot 
reactor bldg venti'etion sya supply Ian Caused by des'gn deliciancy.lso'ailon rosai 8 
losled W/S80lie Itr. 

JENKINS.R.E.. LEMPGES.TE. Niagara Mohawk Power Corp. 88/01/19. Spp 

44166.016-44l5&:0ie. 

8601270073 PNO-l OO-OlO.on 880l20.reactor scram.’r.ad Iiom ptrwei based on tow 
reactor vossel water leva) Caused by equ'dlienl operator error NRC dispatched Aug 
rr.em^ itisp Team to site to revta-w genetic saloty imp'icaLona o1 o-rerti 
COOK.W. JOHNSON.J Rogon i, Ole ol the Director 88/01/21. 2pp. 4414 1 048- 
44141.047. 

8601270121 LER 87-079 00 on 671222,iirtlt sKpectonced ESF aeluauon Cairsotf by diKi- 
culty in establishing jumper connocDons al panel. Mod request In.'taied to Insta'I Hard 
wire lest switches. which will alimlnalo use orjumpers.W/6i0i2t hr. 

JENKINS, RE.. LEMPQES.T.E N'Sgara Mohawk Power Corp. BO/Ol/21 Spp 
44169015-44169.019 

6801290167 LER 874381-O0:on 67l226,rooctor scremir.ed duo lo loss ol condenser 
vecuurh.Caused by failure ol normal & high level control valves ol Dllb point teedwalei 
lieater.Crecked welds & leval control valves to be repaired W/6B0f 25 Itr. 
JEMKIN3.R.E., LEMPCESJ.E. Niagara Mohawk Power Corp 88/01/25 7pp 
44183.241.4418g-247. 


V. Opatetor Exerntnatlons 

8801200231 Partial response to fOIA request fer documents le worker tiaintng pro- 
grams S INPO Ualning accred-laiion.Forwards App F documanisApp E 8 F docu- 
ments also available irt POR Addt records elao avs-'sbie in POR under Qossorto FOlA- 
87-204. 

QRIMSLEY.OH. otvislon of Ru'es 8 Records (Post 670413). 86/0t/l2. 80LEY.K. 
Pubilo Citizen's Critical Maas Energy Pra,'ect. 8pp 44116.001-441 16 039. 

>6801220136 Advises attendance el 670923 Natl Nuclear Accrediting Qoaid meeting 
el INPO olcs In A|ienta.GA re training progre/ns at two plsrtis.Encis include Ist ol 
e»ard member names & attendees & 67n05 plant status accrediiaiidn table. 
QI650N.AP. Region 2. Ofo ol the Director. 67/i i/02 ROE.j. Orvision ol Licensee 
Performance ^ Quality Evaluauon (Post 670411). 8pp. 44li9.lS9-44tf9;l66. 
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P. Seeurlty, inadieei, emergency A lire prelection plane 

8801080191) Advlaea that 87tl25 Rev 2 to issue 4 to physical security ptan consisiem 
w/proviafona at IOCPRSO.S4(p) 8 acceptable. 

MARTtN.T.T. Region 1, OiC Ol the Orrectoi. 87/12/28. CAREY.JJ Outwesne IttM 
Co. 3pp. 43962.053-43962:055. 

6601190267 Forwards refluesl lo/ addi Inlp ic support saleguards regulatory ellecUve* 
ness review Inprogress.ln/o requested by 66Q331 

MARTIN, T.T. Region 1, 01c or the 0>reclO/. 87/12/29. CaREV.JJ. Ouqossrre Ughl 
Co. Spp 44039:105 44039:107. 

6601980021 Advises that C02 concentration lesdng successluHy completed /or an olghi 
zonea.per 670930 commitment lo provide schooule lor completion ol unUnished Me 
proleciion Hems. 

SiEBER.jO. Duquesne Ughl Co. 67/12/31. Document Control Branch (Document 
Conirol Desk), ip. 43965:29(7-43965 290. 


1. Financial Inlotmaticn 

8801280202 Noulies of Associated Southam investment Co (AStC) Intent to Uensler In- 
larests to Mission Funding Alpha. Funding Bela 6 Mission Fund/rtg Gamme by 
850129. First Nall BsMt oi Boston will lamain owner trustee ol iTensscVoriS- 
SILBERG.J.E. Shew, Pittman, Potls & Trowbridge. 86/01/21. Oocumont Control 
Bteoch (Oocumonl Conttol Desk). 2pp. 44i23:13i-4*123:t32. 


J. inaurarve# A Indemnity inlormellon 

8801190006 Forwards Endorsernanis 66 8 74 to NELfA PoHcy NF-226 A MACLU Policy 
MF-e7jreap6ctwely.W/o MAELU Policy MF-ST. 

QARNETt.J E. Conover A Associates, Inc. 86/01/11. DlNITZ.I. OHIce of Nuclear Re- 
actor Regulation. Director (Post 87041 Ij. 9pp. 44047:328-44047337. 


P. Operating llcenta stage documenta A eorreepondence 

660107020S NoiHication of 660106 meeting w/Weslinghouse Owners Group Operations 
A Analysis Subcommittees In Belhesda.MO lo discuss subcommittees invest.^iions In 
analysis area re Generic Lir 87-12. 

TflAMM6LL,C.M. P/ofeci Directorate V. 87/12/30. KNIGHTON.Q.W. ProiecI Oreclor- 
ele V. 4pp. 43945:344-43945:347. 

6601250011 Forwards application for amend lo Ucanse NPF-73, consisting of Tech 
Spec Change Request 1 0.fncorpo/ailng lemporary change lo Tech Spec 3.3 J 2 to 
relax required number ot Incore detector Ihimblaa from 75% to 50% lor Cycle 1. 
SIEBER.J O. Ouqvesne Ughl Co. 68/01/13 Document Conirol Branch (Owumeni 
Control Desk) 2pp. 4410V230-44101:2$2. 


—6801250014 Application for amend to License NPF-73.emondiiig Tech Specs 1) 
reduce required nu.Tiber ol incore detector thimbles trom 75% to 50% & lolncrsass 
peaking laclor uncedS’niies when performing flux map w/loss than 75% cl IhrL'et 
SlEBEftj-O.DuquosnebBM Co. 88/01/13 Ip 4-110V232-44VOV232. 

-8801268021 Froposod Tech Specs. relaxing roquirod number oi tnecre doieclor LVn- 
blealrom 75% to 50% 10' remainder of Cycle 1. 

• Ouqoesne Light Co 08/01/13. 20pp. 44101.233-44101:252. 

8881260362 Requests processing oi end Hr under eppllcable tiockei A sulgims'i ol 
kslod d airibirtlon under code M008 

PAnKS.J. License Fee ManaoemoiM Branch. 00/01/26 MCKNIGHT, J. Ooou'awv. 
ContrN Branch (Document Control Oosk] Ip 44160.060-44160062 

'-6801260369 Forwards license amend application foe per 600113 request 
VASSELLO.J.V. Ouquasne Light Co. 80rOl/lS. License Fee Mortacemert Srsrcl Ip 
44160061-44160062 


Q. inspactlon reports, lE Bulletins A corresponderice 

8712300188 Responds to NRC 870916 Ur re vtolalions noted in Insp Rupl 50-412/07- 
56.Cortacbva aclions:ongping effort by operations personnel to reduce number ol 
e'anned condtlons In coniiol room wl'l continue until salisf&cioniy tosolvad 
CAREYJJ. Duqussna Ughl Co 67/12/15. KANEWF Region I, Oic oUho Oiroclx 
App. 43964.058-43964058 

8712160369 NRC into Notice 67 064. ''Conviction lot FalsUicaVoo ol Socunty Ttarf-vj 
necotds" Svc list enci 

ROSSi.C.E. Otvislon oi Operst>or\el Events Assessment {Post 670411). 87/12/22. 
Consotidaied Edison Co. of Now York. Inc 120pp. 44153 001-44153:124 

8712170119 NRC Info Notice 87-065, ''Plant Operation Beyond Analyzed Condillois ' 
Svc ksi or>c( 

ROSSl.CE D<vls-'on ol Oporatlonal Events Assessmeni (Post 870411). 67/12/23 
CoASOl>daled Edison Co. of New York, inc. I20pp. 44056 008-44056: 12 7. 

6712230003 Suppl I to NRC Info Notice 87-028. "A'r Sys Problems at US LWRs " Sv3 
list eiKi 

ROSSl.CE Division of Opsrailr^nal Evania AssossmenI (Post 870411} 67/12/26- 
ConscL'daled Edison Co. of New York, Inc. I24pp. 43965'i3S-439gs 257. 

6801060496 Forwards Fad Finding insp RapI 50-412/67-66.NO vioiallon notad 
JOHNSTO.N.W.V, Region l, Ofr: of the Dlrecior. 87/12/29. CARev,JJ, Ouquosre 
llghiCo.Spp. 43981. 00l'439$f.030. 

-86010S0509 Insp Repi 50-412/67-66 On 8711ie’2I.No v.'olailon noled Majo/ S'oas 
Hspeciedrooi cause A safely significance of 87iii7 event 8 review of ilcanaoa oor- 
recHva actions, precursor evenis & potential fo' aim,ier events. 

ANOERSON.C.J, DURR.J. Region i. Ole el the Direcier. 87/12/16. 27pp. 43S8I:0C4- 
43981:030. 

8713290165 NRC Info Nouco 67-066, "ineppiopriaia Appliceiion oi Commerela'-Crsie 
Corr^onenia " Svc lisi enci. 

BOSbi.C.E. Owisien ot Opaiaiionsi Events Asseasmenl (Roai 870411). 67/12/31. 
Consofidaied Ed>son Co. of New York, Ine. 120pp. 43996:258-43698.016 

8712300091 NRC Info Notice 67-067, "Lessons Learned From Regional Imps ef U- 
cense® Actions m Response tn IE Bullelin 80-11." Svc hsi enci. 

ROSSl.CE. Division ol Opeidlionsi Events Assessment (Post 870411). B7/l!/3>- 
Censoudstdd Edison Co. of New Yoik. inc. t23pp. 44036:164 44036 366. 

6801190337 Fotwerds insp Rept 50-412/87-67 on67lll9-25.No vioiailons notod. 
JOHNSTO.'J.W.V Region 1. Ofo Ol the Director. 68/01/07. CAREY.J.J. Duquesr^ 
UghtCo. 2bp 44047.265-44047.295 

-6801190341 insp Ropt 50-412/67-67 Oh 071119 25.No vlolatiane noted. Major areas 
Mspecred startup lesi prooram.power ascension tests & test results. 

WEN.P.C. MURPHY, K.G. Region I, Ole of the Director. 67/12/28. Spp. 44017.287- 
4404 7-295. 

6601050394 Suppl 1 to NRC Inlo Notice 66-061, "Broken Exiarnal Closure Springs on 
Alwood & Mornd MSiVs." Svc list enci 

ROSSI.C.E. Dfvis(on ol Opsralionai Events Assessment (Post 870411). 86/01/11- 
Consoldated Edison Co. oi New York, Inc. I23pp. 44036:041-44038:163. 

9601190296 Requests extension In reporting results of iasiener testing required by NRC 
Compliance Gulintln 67-002 until esoEIB. 

SIE6ER.J.0 Duquesne Light Co. 66/01/12. Document Control Brartch (Documorl 
CenbolDe^. Ip. 440ei:212-44D61;2l2. 


R. Periodic operating rspods A related correspondence 

6601040536 Monthly operating repts for NOv t987.W/87121 1 Hr. 

^IIH.PA.. WiNGER.M.A., SlEBER.J.O. Duquesne Light Co 67/11/30. Spp 
43962:279-43962:267 

6601200367 Forwards sixth status rept Identifying changes to initial Cast program as do- 
acrtied in Chapter t4 of FSAR. 

CAREY, J.J. Duquesne Ughl Co. 06/01/07. Document Control Branch (Document 
Comrol Desk). 3pp. 44056-264-44058:298. 


V. Operator Examinallona 

9601200231 Partial response lo FOlA request for documents re worker Iralrt'ng pro- 
grams & INPO training accredltalionForwards App F documents.App E & F d^u 
ments also available in POR.Addl records also available In POR under Bossong FO'A- 
87-204 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 88/01/12. BOLEY.K. 
Public DUzen'e Crilical Mass Energy Project. 8pp 44118.001-44118:039. 
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•4704<»$OOI9 Summary of INPO Accrediialion Board 670325 & 26 meeiings in 
Atlanta, QA ra programs considsred for accreditation. Aliendeos Hsl & mootlno agWida 
one). 

HANNONJN Operator Ucenslng Branch. &7r04/0t nuSSBLl.W.T. OMsion ot 
Human Factors Technology (851 126-87041 1). 7pp. 441 19. 126 44118:135. 

•^601220136 Advises of attendance al 870923 Noll Nuclear Accrediting Board meeting 
at INPO ofes m Atlanta, QA te training programs at two plactts Encu Mckide isl ot 
Board member names & attendees & 671105 plant status accreditation table. 
GIBSON.AF. Region 2, Ofc of the Director. 87/11/02. ROE.J. Division oT Ltcensoo 
Performarree & Quality Evaluation (Post 870411). 0pp. 441 16. 159-44 119 166. 
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e. Security, medical, emergency & tire protection plana 

8601130319 Forwards public version ol revised crisis mgl Im^ememing 
procedures, Including Rev 22 to CMIP-1. "Recovery Mansgor & Irnmodale Slatf," Rov 
15 to CMlP-2. "News Group Plan" & Rov 21 to CMlP-4, "Admmisirallori..." W/ 
880111 release memo. 

TUCKER H 6 Duke Power Co. 67/12/14. Oocumenl Control Branch (Document Con- 
trol Desk). 7pp. 44004:126-44005:268. 

-6601130380 Public version of revised crisis mat implomonting procoduroaTnctuding 
Rev 22 loCMlP-1. "Recoveiy Manager & immeolele Stall, " Rev 16 ioCMlP-2. "Nows 
Group Plan" & Rev 21 to CMIP-4, "Adminisiralion & LogIsMca Plan." 

HaKrIS/I.E Duke Power Co. 87/11/15. 400op. 44OO4;133-44OO5 20O 

6601120034 Conlirms 871216 telcon between Anderson & M Sinkuie re 660116 on- 
forcemenl conference al Region II ofc to discuss util control of safeguards mail. 
GRACE J.N. Region 2. Olo ol the Director. 88/01/04. TUCKER, M.O. Duke Power Co. 
Ip. 43968:042-43666:342. 

0801160303 Responds to NRC 871210 Hr re violations noted In lr>sp Ropts 6B4t3/67- 
39 6 50‘4t4/87-39.Correcllve acMona withheld (ref tOCFn73.2t). 

TUCKEa.H B. Duke Pcrwei Co. 08/01/06 Ottice ol Nuclear Roacior Rogolai'oft. Di- 
rector (Post 870411). 2pp. 44041:088-44041:069. 

8801140110 Responds lo violations noted In insp Repis 50 413/87-37 6 60-414/67- 
37.ConectNe actloria-CompuierIzed ptooram dQveioped.unquaiKied (ko brigade mem- 
bers removed from log & securityjournala reviewed 

TUCKER.H.B. Duka Power Co. 80/01/07. Oocumenl Control Branch (Document Con- 
trol Desk). 3pp. 44036:346-44038:346. 

6601140362 Forwarda Inap Repta 60 269/67-S0.50-270/87-60, 60-287/87-50. 60-380/ 
e7-45.60-370/e7-43,60-413/67-43 & 50 414/87-43 on 671208-09 VIolAllons 

noted. Vloiaiiona may change based on furihor rovlew.Enforcomoni conferonce schod- 
uled for 660116. 

GRACE JN. Region 2. Ofc ol me Director. 86/01/11. TUCKEH.H B. DukePovroi Co- 
2pp. 44027 3S6-44027.360 

•.8601140383 Partially withheld insp Repis 60-269/07-S0.60-270/07-50. 60-267/67- 
60.60-366/67-<6, 00-370/67-45, SO-413/07-43 & 60-414/67-43 on 671200-00 (lof 
f0CFR2.760{d) 6 73.21J.Ma]or areas inspoclod ccmarom'scd aafoguards info. 

TOBIN, W.J. Region 2. Olo of the Director. 88/01/04 ip. 44027:380-44027:360. 

6801210939 Revised emergency plan implomonilng procoduroa.moIudTig Procoduro 
HP/O/8/1000/06, "Emergency tquipmoni Functional Check & invontoiy & Rev 7 to 
OP/O/A/8200/31, "Operating Procedure (or Post-Accldoni Liquid ■- “ W/860II4 iir 
* Duke Power Co. S8/6l/14. 71pp. 44005:338-44088:048. 


6801080151 Forwards proprietary BAW-10ie4P. "RELAPS/MOD2 64W,Advanced Pro- 
gram for LWB LOCA & Non-IOCA Transient Analysis." Ropi describes computer 
code used to enalyre RCS behavior during blowdown phase ol LOCA Irans ont.Repi 
widtield. 

TAYLOHJ.H. Babcock 6 Wilcox Co. 87/12/28. NORBERG.J.A Division ol Engineer- 
ing 6 Systoms Technology (Posi 870411). IP 43B17.013-43617.013. 

6601050330 Informs that 871204 & 07 submittals re slearn generator PORVs Will bo 
sufK^emonied by 88033l,rovlsinn steam gonoralor tubs rupture ar.aVs.s & Tech Spec 
change requssl.Proposadrev to FSAR I6i6 3 will also be Included 
TUCKEfl.HB Duke Power Co. 87/12/20. Document Control Branch (Document Con- 
bolOOSK). ip. 43960 341-43960.041. 


8601070205 Notification of 000106 meoting w/Westinghouso Owners Group Opeiellons 
& Aiulysls Subcommlltoos In Bolhosda,MD to discuss subrommitteos Invostigations in 
a/ialysm aroa rs Gonertc LIr 07.12. 

TRAMMGLl.CM. Projsci Dlroclorate V. 87/12/30. KNIGHTON.G.W. Proleci Olroctor- 
aloV. 4pp 43045 344-43045 347 


6601200360 Forwards dcla'ied engineering calculations & analysis for single nuclear sve 
water sys pump supplying both unis, per agreement during 370827 mooting w/ 
NRCAhaiysis concludes that sys canabla of hand'ing ell shutdown heat loads. 
TOCKEn.H.B. Duko Power Co. 88/01/04. Docurroni Control Branch (Oocu.moni Con- 
liOIOesh). 375pp 44058 341 44059 359. 


0601 150056 Informs Ihoi np furihor action anilcipalad on rov to OPC NP-2010A, "Nucle- 
ar Ptiysica Methodology lor Roload Dss'gn." NRC efforts on rov shou'd bo closed 
oulAttolNsr version of code purchased 

TUCKER.H.B. Duko Power Co. 66/01/00. Document Control Branch (Oocumerti Con- 
trol Desk) ip 44082:263-44062:263. 


6601 190032 Forwards rasponso to NRC 871 117 quosi'ons ro util 870612 spp'Icaiio.n for 
emends lo Ucensos NHF-35 & NPP-52.revlslng Tech Spec ToMns 3.3-12,4.3-8 & 
4 1 1-1 to clarify tadloaciivo liquid elfluonl rnoniloilng requiromonts. 

TUCKER.H.B Duke Power Co. 66/01/08. Docurr.ent Control Branch (Document Con- 
Uo1 Oask}. 9pp 44045:203-44045-211. 


8801 150309 Application lor amends ID Uconses NPF-35,NPF-52,NPF-0 & NPF-l7,iricoi- 
potatim mio Tech Specs rocommondabons of NRC Generic Ltr 87-09 rp Sections 3.0 
6 4or«op8ld 

TUCKER.HD. Duko Power Co. 6O/OI/I1. Doeirmenl Control Branch (Oocumenl Con- 
trol Oo^) 7pp. 44045:033 44045:159. 

••6601150311 Proposed Tpoh Specs.inociporaiing recommondaiioris el NRC Generic 
ltr 67-09 ro SooHOns 3 0 6 4 0 
* Duke Power Co. DO/Ol /II. 100pp. 44045:040-44045:169. 

6601200231 Partial rosponso lo POiA roquosi for documonie la worker Iraln'ng pio- 
gtems & iNPO ira>n-ng accredneiionrorwarda App F documantsApp F. & F docu- 
mortia also available in PDR AddI isceids elao available In PDR under Bossong FOIA- 
67.204. 

GRIMSLEY.OH Division Ol Rules & Rocoids (Post 670413) 06/01/12. QOLEY.K 
Public CiiUan’a Cmical Mass Energy Projeci 6pp. 44i 1 0:00 1-441 18 039. 

"6704080019 Summary of iNPO AocrediUHOn BoareJ 670325 & 26 moobngs in 
Ailani8.0A re preo'ema considcod tor aociediiailon. Aitondoes list & monting agenda 
enci 

ItANNONJ.N. Opetoior Licensing Branch. 67/04/01. RUS3ELL.W.T. Division of 
Human Foctors Tochnology (651125-870411). 7pp. 441 19:129-441 1B: 135. 


J. Insurance 6 Indemnity Informellori 

6901070367 Forwards endorsemenls.lncludlng EndorsomonI 7 to MAELU Cohikcalo M- 
76.Endorsemani 7 to NELIA Certificato N-7S. EndorsomonI 0 to MAELU Cotlilrcalo M- 
68 & Endorsement 8 to NELIA Cortilieate N-6e. 

SANNA,L J. Marsh & McLennan, Inc. 87/12/30. OINlTZ.I Office of Nuclear Roacior 
Regulation, Oireotor (Post 670411). 9Spp. 43938:165-43930 280. 


p. Operallng license stage documents 6 correspondence 

660106B4S6 Forwards proprlelary 8AW-10171P, "REFL003Q,ModoI tor MuHWkmIo Core 
Raflpoding Analyals.' Rept describes computor code ihsl O&W will bo uslrig to ana- 
lyse RCS behavior during refill of LOCA translonl.RopI withhold. 

TAYLOR.J.H. BabCOOk S WllCOx Co 67/12/14. NOROERQ.d A. Division ol Enginoor- 
mg & Syetsms Technology (Po9l8?04U). tp. 43916 274-43916 274. 

8601 120090 Forwards Info re Resource Technical Svcs,lnc.lncluding Summary ol NRC 
coniraci work,NRC Form 26 tor three existing contrGct8,audlt Info.work Nsloiy & lists 
ol expertise available lor epecial maps & of current resource aves. 
fELTHOUS.R.A. Resource Technical Services, Ino. NRC-26 07-417. 67/12/16. 
JOHNSON,E.H. Region 4. Ofc of Ihe Director. 71pp. 43000:230-43998:300. 

8691070160 Application tor amends to Ucensos NPF-35 & NPF-52,chonging Tech Spec 
4.7.6 control room ares ventilallon aya survelltanco rcqulremonts le exiona carbon ed- 
sorber sampling frequency from 720 h to 1,440 h.Feo paid. 

TUCKER, H.B. Duke Power 67/12/21. Document Conirol Branch (Oocumenl Con- 
trol Desk). 3pp. 43976:340-43976:347. 

-9601070101 Proposed Tech Spec 4.7.6 changing control room area veniUailon sys 
surveillance requirements to extend carbon adsorber sampling frequency from 720 h 
10 1,440 h. 

• Duke Power Co. 67/12/21. 5pp. 43978.343-43978:347. 

6601040496 Forwards revised Tech Speo Page 3/4 6-18 lo Amends 37 & 28 lo Li- 
censes NPF-35 & NPF-S2,re8pecllvely. 

jABaOLIR,K.N. Proleot Directorate 11-3. 87/12/23. TUCKEfl.H B. Duke Power Ca 
3pp. 43eg«:001-43B9e:004. 

-6601040S12 Errata, consisting of revised Page 3/4 6-16, lo Amends 37 & 29 to Li- 
censes NPF-35 & NPF-52.re8pectlvely. 

‘ NRC • No Detailed AlflUallon Given. 67/12/23. 1p. 43696.004.43896:004. 


6601260412 Clanhes siBiemonis In reload sa'oty evaluation fo-nivardod w/07|ti3 
tlrSaloty evalualions Bssoc'alod w/rosisiance lomp dotocior bypass onmlnatlon.UHl 
sys Qiini'naOon & low-iavp setpoint mod. 

TUCKER.H 8. Duke Powo/ Co. 66/01 /I6. Documeni Control Branch (Oocumorji Con. 
bOl Dojk). 2pp. 44104:140-44104:140. 

0601210194 PeiiiQl losponse to FOlA request App G documents already available In 
POR App li documenls.io INPO eccrodllalion ire n'ng.encl & available In FOR. 
QRIMSLEY.D.H. D.vislon of Rules & Records (Post 870413). 88/01/19. BOLEY.K. 
Public Otizon's Critical Maas Energy Projeci. 4pp. 44095:001-44095:022. 

-6612040316 Summary ol ahondanco at INPO Accrodiiaiicn Board 631110 & 20 meet- 
ings In Atlanla.QA to training program8.Agonda end. 

ZtnGE,J-E. Regional Oporalions & Gonohe Roquiromenls. EDO (Pro 8704 1 3). 88/11/ 
24. SNlEZEKJH. Regoruil OperaUona S Genetic Requirements. EDO (Pro 870413). 
4pp. 44095:077-44005.080. 

6601290326 Summary ol 671 123 meoHng w/ulil & WesUnghousd In Bolhesda, MD to 
d-scuss "Revftod LOTIC-3 Otaln-Flow Rasi Tianslar Modola" (or main aloem tjraak 
ortalyds Inside containment. LIsI ot ellendoes & meeting handouts end. 

AUlU^.R. Ofc ol Special Projeds. 60/01/20. Ofc ol Special Projocls. 27pp. 
44180267-44180:313. 


6801270124 Forwards solety evaluation siipporlmg ulit 871113 rcduosi to change Tech 
^ecs to retied Unit 2 Cydo 2 lefuoling & addition of Boron di'ulion mitigation sys for 
UNt 2 SAIP Input also end. 

HQOGES.M.W. Reactor Systems Branch. 88/01/22. JABBOUR.KN Project D.ractor- 
ate 11-3. Ip. 44154:311-44164:317. 

-6601270126 Salely evaluation supporting util 871 1 13 proposed Tech Spoc changes 
laitMling Unll 2 Cycle 2 relueling & addiTion ol boron cMulion mlllgabon s-ys tot Unft 2. 
• Oftico ot Nuclear Roador flegufailon. Director (Post 070411). 68/01/22. 0pp. 
44154:312-44154:317. 


6801270197 Summary ol ACflS Subcommllioe on Generic Items 871216 meeiing w/ulil 
in Washlngion,DC re ellecliveness of NRC process that deals w/goneric issues & 
O^.Vlewgraphs 6> prsseniallon schedule encl. 

• ACR5 • Advisory Committee on Reactor Saleguarde. 88/01/22. ACRS • Advisory 
Con^hee on Reaclot Safeguards. 42pp. 44149:z49-44149:200. 
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0. ln«p«cllon reports, (E SulteVns & correspondence 

d712tS03E9 NRC Inlo NoVce R7-064, "Convlctjori fcir FalsMical'on of Secorilw Tialn-rtg 
flecofds." Svc hsi and 

ROSSI^C.E. Division oJ Opera'Jonal Events Assessment (Post 870411). 87/12/22 
Conso idated EcPson Co. ol New Yo/M, Inc. l20pp. 4<l1S3;OOl.44t53:}24. 

8712170119 NRC Info Notice 87-065. "Plani Opetalion Bevond Ariatwed Corenttona" 
Svc list encf 

nOSSI.C.E Onrisfon of Operatonal Events Assessment (Post 070411). 87/12/23 
Consolidated Edison Co. oi New Yo/k. tnc 120pp. 44056 008-i4058:l27, 

8/12230003 Suppi 1 to NRC Info Notice 87-028, "Air Svs ProWems el US CWRa" Svc 
list end. 

ROSSl.CE. Oivfsion of OperelionaJ Events Asseasmenl (Post 070411) 87/12/20 
Consolidated Edison Co. of Mew York, Inc. l24pp. 43995: ia8-43995:26?. 

8Mf0502fi4 Poftvafds revised response to violations noted in Insp Repta 5Q-4i3/e/-30 
4 S0-4i4/e7.3P,por NRC 871210 roquesi Corracttva aclion8;insinimem tCAPSSl3i 
cowkflo 4 velved back in avc under work request 5749PnF on 870707. 

TUCKER, H 9. Duke Powet Co. 67/12/28. Documeni Control Branch (Documonl Corv 
wol Oosk). 8pp. 43962:121.4388M28. 


6801140230 Forwards partial response to NRC Complianco flo'i'otin 67.002. ■Faslone* 
Tosbng to Dotermino Conlormanco W/Appi;cab!o Wall Specs," Indedi.igproctiranwi 
4 (QCdpt insp ptogtom & methods tot choosing (astenors to ba tasted. 
TUCKfcn.H.0. Duko Power Co. 88/Ol/lP. GRACE.J.N. negion 2, OJe ol lio Ditec'jji 
12pp. 44043:234 44043:245. 

8801260628 Fonvards response to lE BuHoiin 85 003, "Moior Oporated Valve Com.T<w 
Mode Failures Durino Plant Transenia Due to imptopet Switch Settings" S-wa-Yof 
schedule (or responding to bulletin lor McQuiro 4 Catawba staled. 

TUCKEfl.H.Q Duke Power Co. 08/01/14. Documonl Control Orancit (OocurrariCoiv 
Hot Oosk). 2Spp 44103:335.44103 359. 

6601270498 Ack receipt ol 871228 revlsorl rosponso informing NRC of slops lakoi to 
corroci violations noted in 60-414/0/-30 & 50-414/87.30 
GRACEJN Rogion 2, Ole ol the Director. 88/01/20. TUCKER, H.0. OukoPoiwrCkj 
ip. 44145 13044145:139 


n. Penodle operating reports 4 related correspondence 

8601210036 Momh^ qpeiaiing repta tor Dec 1687 w/680115 Hr 
flEAVIS.JA.. TUCKER, H.B. Dub Po-rjr Co. 87/12/31. 12pp. 44108:103-41106:201. 


6601120012 Forwards evaluation ol 670904 corji/nenls re Insp Repis 50-413/67-13 4 
60*4 14/87*1 3. 

JULIAN.C A. Region 2. Otc d Ih® Dteclor. 87/12/28. TUCKER, HB Duko Rower Co 
3pp. 44030 204-44030:206. 

871229015$ NRC Into Notice 67 068, "Inappropriate ApelicaUon of Commercial-Oracle 
Components " Svc Hat end. 

ROSSI, C.E, Drvisiorv oi Operalioral Events Assessment (Post 87041U 87/i2/3i 
Consolidated Edison Co of Now York, Inc. f20pp. 43995.258-43998016 

6712300091 NRC tnlo Notice 67.087, ''Lessons Learned From flefliorial insps ol Li- 
censee Acliooa In Response to IE Bulletin 80-l I." Svc Hal end. 

ROSSl.CE. Division ol Operational Events Asseswiwnt {Poet 670411) 97/12/31 
Conaolidated Edison Co. of New York. Inc. 123pp. 44038:164.44038286. 

8801130218 Respon-ds to NRC 871201 lir re viotaiions noted m Insp Repta £0-413/e7- 
30 Corrective Bct.ions Instrument 1CAPS5131 checked 4 vaivod heckinioavc 4 dlscl- 

? ilnaiY action administered la case of personnel artor 

87/12/31. Document Control Branch (Oocumaot Con- 
trol Desk). 4pp. 44000:2ie-44000:2l9. 

Steam Qeneiaiora A.B.C 4 0 comploted 00 
5d prior 10 8a”^0 wr TecWpac 4^ 5 5 8° 

J&ki^lp. Con- 

8601120034 Confirms 071815 lelcon between Anderson 4 M Sinkuie re 680116 ©n- 
Reg'on ii ofo 10 discuss u’Ji convol of ealeguards mad. 
?p”439Ml342.®8^d4?® tucker, H. ff. Duke Power Co. 

6601160906 Reapondj to NRC 871210 IV re violations noted in Insp Repts 60-413/87- 
39 4 60-4i4/6>-99.Coneotive actions withheld (rol i0CFR732ii 
TUCKER, KB. Duke Power Co 86/01/06 OHfee ol Nudoar Reactor Reoutadon Or 
rector (Post 87041 1). 2pp. 4404t'.066-4404t.049. ^ 

8601140110 fteaponda to vfolarons noted in insp Repts 50-413/87-37 4 50-4i4/87- 
37 .ConeciNa actions Computen/ed proarain devoioped.unqgai.fied f.n brigade mom- 
bera removed irom lop 4 secuntyjournaTs reviewed ^ 

^wer Co. 68/01 /07. Document Convd Branch (Oecwneni Con- 
trol Dash). 3pp. 44036:346-44038:346. ' 

6801 W150 Responds I0 violaVons noted In Insp Repla 60-413/67-40 4 50-414/87- 
4p.Cprr0ctive acUona.vlolalions will be reviewed by elation personnel to detormlM H 
Violation Invorvee radiological working conditions 

TUCKER H-B. Duke Powar Co 88/01/06. Oocu/r>en| Control Branch (Oocumonl Con- 
trol Desk). 4pp. 44047:296-44047.'2gg. 

88pf0S0394 Suppi 1 lo NRC Info Notice 86-061, "Broken External Closure Sprinos or» 
Atwood 8 Morrill MSiVs." Svc Hal end. ^ ^ 


ROSSLCE. Division ol Operational Eveme Aasesament (Post 870411} 80/01/11 
Consolidated Edison Co. of New York, Inc 123pp. 44038 041-44(I36;I63. 


88011403S2 Forwards Insp Repts 60-269/a7-50,60-270/67-50,50-2a7/87-50 50-369/ 
07-45.6O-37O/67-46, 50-413/87-43 8 5Q-4f4/S7-43 on 671208 OaVtofail^ 

rtoied.Vlolatlons /nay change based on lurthcr review.Eo/orcemeni conference sched- 
uled lor 660115. 

QRACEjJ.N. Region 2. Ole of the Director. 88/01/11. TUCKER.H.B. 0uk9*»oww Co 
2pp. 44027:356-44027:360. 

-8801140383 Panially wtlhheld Insp Repts 50-269/87-50,50 270/87-50 5(>.287/e7- 
6O.5O.360/87-45,5O-37O/07-45.SO-413/fl7-43 8 60-414/87-49 Of» 871208-09 f/el 
lOCFfl2-790(d) & 70.21J.Mafof areas Inspecied.'compromised safeguards inJo 
TOBIN.W.J. Region 2. Ole of the Director. 88/01/04. Ip, 44027:360'44027:3S). 


S. Reportable occurrences, LERs 8 related correspondence 


68010604 17 LEH 87-04i.00.on 670716 8 22, while performing diesol genu'atof epo'SW- 
By lesi.fluclear oqulpmont oparaiors partotmed pte'ubed diesel goneratoi s'oits Irv- 
sleadcf required nonlubod 5tans.tV/67l2l7 Hr. 

TOHfiE.JG., TUCK£fl,H.B. Duko Power Co 67/12/17. 6pp. 43i)7e:070-43979CaT. 

6601860513 LER 87-042 00:on 671117, diesol genorslor IB autpstartad 8 subsoque-t 
laewo of emeroency load group to enorgiio occurrod.Caused by eoutoflio'l 
mailuncllons Faulty switch in 50F Type SC relay repaired 4 Dniet toCciliDr.W/ 87 l 217 
IV. 

TORRfe,J,G .TUCK€R,H B Ouka Power Co. 67/12/17. 6pp 4399V248 43991:753 

8801080160 Special rept.on 671203, aclualion of pressurirer PORV whi'o in MexJo S 
occurred Caused by temp increase In reacior coolant neat Train D RUfl HX due tc 
sht^-iet/n loss ol componont coolmg water flow ESF procodura wTl ho rovlsail. 
TUCKER.HQ Ouka Rowar Co. 07/12/30 Oocumanl Conlrol Qianch tOocunwn'’. Cc> 
hot Desk). 3pp 43960 140-43960:150. 


6801140096 LEh 07-043-00:en 87I105.RC5 monilorino Instrumoniabon doclsr'k] 
iooperabla Caused by doaign deficioncy.Unlt 1 ros'sianca lomp detocior funcM 
^ee sealed by hiling epo^w.Umi 2 boxes will be sealed or rqplacod W/871230 ib 
TORRE, dO., TUCKEFf.H.B Duka Power Co. 87/12/30. 6pp. 44038:335-44030.3<0. 

6601080164 Special rept on 67i20l.d.e9ei garieieloi 1B auipmailtaily oiailed I'omtcn 
net room Caused by P-S shuttle vaNo not opa/aiing corracily.nopal/s comp'oiod on 
ahutife vaivo 8 diosoi tested seiisiscio/v 

lUCKEfi.H.B. Duke Power Co. 87/i2/3i, Document Conuoi Branoh (Docuipent Corv 
not Desk) 2pp 43960:155-43060 156. 

6601140117 L£R 87-044-00 On 07 1201. control lOOm area vefiDlalion/ chilled waiar lys 
Trains A a B inoporahle.Caused by mgt daiicioncy & poreonnel orrorPower supples 
SwteMd & Tech Spec change roQuo9ied.yY/67i231 iw. 

TOfVlE.J.Q , TUCI«fl,H B Duka Power Co 67/12/31. epp. 44043.285-44043 300- 


8801 100277 ResubmiiloO Hr lorwsrd'ng LER 67-041-00. 

TUCKEB HB. Duko Power Co 86/01/04. Document Control Branch (Documonl Coi- 
VolOesV). ip 44050:261-44060.288. 


6601160217 Special ropl.pn 671007, diesel gsneraior 1B started aulomalicolly from cdh' 
vet ro<^ Alior approx 70 a.diesei irippod aolomaticaiiy.Caused by dofactivo cempo- 
i>6ni9 (P'3 & shuftie volv9),Componont8 rep/dCd(J. 

TUCKtR.H B- Duke Power Co 88/01/08. Oocumenl Control Btanoh {Documopl Con- 
hot Desk) 2pp 44062.169-44062:190. 

6901150236 Specla) replon 87lil3,invalld failure ol diesel gonorslor 1h 
occured.Caused by pnoumotic valve.shultle valve & pneumatic shutdown board logic 
^'e/wi IsNuros & el/ leaks In aya. Components replaced & air leeks corrected 
TUCXEfi.HB. Duko Power Co. 08/01/07. Document Conlrol Branch (Oocomenl Con- 
trol Desk). 2pp. 44064 I 73-44084:174 

6B0I1M253 LER 67-045-00:00 071018, Tech Spec violation duo to containmoni purge 
sya being Inoperable Caused by personnol error.Techniclans Instrucied that use ol 
tused kvnpera must be reviewed. W/66O1 07 Hr. 

TOnRE.J G-. TUCKER.H B, Duke Power Co 88/01/07. 6pp. 44064:160-44064:154, 

0601260130 NPOES noncompllanco notillcallon.on 880116-17, water dischargod l-'on' 
condwiser clrcuiaiirvg water sys to Lake Wylie via yard dreln.Causad by cracked lit< 
troin cookng water tower due lo tow lamps Procedures revised. 

HALIER.W A Duke Power Co. 88/01/21. South Carolina. Slate of. 2 dp 44167 205- 


V- Operator ExamlnaHotva 


8801200031 Forwards Insp Repis 50-413/87-42 & 80-414/87-42 on 871126-12M & 
notice of violation Attention Invtted to unresolved Items Identified In Insp reel Maflers 
wlir be pursued during luluro Insp. 

BROWNLEE, V.L. Region 2, Ofo of the Director. 00/01/11. TUCKER HB Duke Power 
Co. 2pp. 44052:312-44052:325- 

~6801200038 Notice of violaiton from Insp on 671 126-122$. Violation noted’uM failed to 
properly classify start attempt number 648 on Diesel Generator 1A as InvaKcf faUure S 
iheratore tailed to rept event to NRC in special rept within 30 days. 

BROWNLEE, V.L. Region 2, Ofo of the Director 86/01/11. 2pp. 44052:314-44052.315. 


8601200231 Partial response to FOIA request lor documents ra worker training pro- 
grams & INPO training accfOdllatlon.Forwards App F documenis.App E A F docu- 
manis also available in PDR.Addl records also available In POR under Bossong FOIA- 
87-204. 

GRIMSLEY.O.H. Division of Rules A Records (Post 870413). 00/01/12. BOIEY.K 
fhiWtcCibisn’s Crtbcal Mess Energy Project. 0pp. 44116:001-44116.039. 

~6709010062 Requests certification prior lo FSAR rev that reactor operator training pro- 
gram acaedited A based U5>ot\ sye approach io lfainina.pef Genetic Llr 67-C7. 
HOOD.O. ProlecI Direclorata II-3. 87/08/28. TUCKER, H.B Duke Power Co. ip. 
44119:164-44118:154. 


-0601200056 Insp Repts 50-413/87-42 A SO-414/07-42 on 671126-1225. ViolaVons 
noted-Major areas fnspected reviews of plant operalior)s,9urvoll8nce A maint 
observaUons.cold weather preparabon A ioHowup ol CompTianca Bulletin 87-00? 

VAN OOORN.P.K . LESSER, M.S-. PEEBLES.T.A Region 2. Ole of the Oireclor 66/ 
01/06. 10pp. 44052:316-44052:326. 


-6601220136 Advises ot attendance at 670923 Natl Nuclear AccredlUng Board meat’.'id 
at INPO olcs In Atlanta, GA re training programs al two plants Enefs Include Usl O' 
gowd membernames A attendees A 871105 plant status accreditation table 
GIBSON, A.F. Region 2, Ofc of the Director. 87/11/02. flOE.J. Division ol UcensM 
Perlofmance AOuality Evaluallon (Posl 870411). 8pp. 441 19;169-441 19:168. 
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f. Security, inedical, emergency & fire protection plans 

9601130319 Forwards puDl.c version of rovisod crisis mgt ImMemenUng 
piocodL're9,.nclud ng Rev 22 to CMIP-1. "flocovory Manager & Immodiale Stall.” Rev 
tS to CViP-2, "Nows Group Plan" 4 Rov 21 to CMlP-4. "AtJmmstratlon...” W/ 
63011 1 re'eese momo. 

TUCKER, H B. Duke Power Co. 87/12/14. Document Control Branch (Documeni Con- 
t'ol Desk) 7pp 44004:126-44005 280. 

-3901130360 Pubic version of rovisod crisis mgt Implementing procoduiea,lnclud.ng 
Rev 22 to CMiP'f. "Recovery Manager & Immoolele Staff." Rev t5 ioCMiP-2, "News 
Group Plan" 4 Rev 21 to CMlP-4, "Adminisiroilon 4 Log'stlca Plan." 

HARRIS, R E. Duke Power Co. 87/11/15. 400pp. 44004:133-44005:288. 

6801120034 Confirms B71215 tolcon betwoon Anderson 4 M Sinkulo ro 880116 ert- 
lorcemeni conletence at Reg on 11 ole to d-tcuss ulil conlrc^ o( salcguaidsmaU. 
GRACE.J N. Rsg'on 2. Ofc of the Director. 88/01/04. TUCKER, H.Q. Duke Power Co 
Ip 43088:342-43986:342. 

8001160303 Responds lo NRC 871210 Itr ro violations noted In Inap Ropts 60-413/B7- 
36 4 60-414/8^39 Correclivo actions withhold (ret 10CFR73.21). 

TUCKER.HS Duke Power Co 88/01/08 Olllco of Nucloer Reaclor Rogulailort. Oi- 
recior (Pcsi 87041 1). 2pp 44041;080-44041 080. 

6601140110 Responds to violations noted In Insp Repla 50-413/47-37 & 50-414/67- 
37.Co<ieclNe actions Compulerlzed prowem developod.undualllioU (be brtgeda aiem- 
beis removed from log 4 security journals reviewed. 

TUCKER H B Duke Power Co 88/01/07 Documeni Control Bronch (Documont Con- 
trol Desk). 3pp. 44038 346-44038:348. 

680114C352 Forwards Insp Ropis 60-269/67-60, 5O-27O/Q7-50.6O-287/87-SO, 50-380/ 
e7-45.60'370/e7-45.50-4i3/0^43 4 60 414/87-43 on &7i208 09Vioiaiion4 

noted Violations may change baaed on funhoi review Enforcement conferortce schod- 
u'ed for 800115. 

QRACE.JN. Region 2. Ofc of the Oliector. 88/01/11. TUCKER.H.O. Duke Power Co. 
2pp. 440a7.358-440a7-.360. 

-8801140383 Partially withheld Insp Ropts 50 269/87-50,50 S70/87-50. 60-287/87- 
50.60-369/e7-4S.60-370/87-4S, 60-4 13/87-43 4 50-414/67-43 on 871208-09 (to! 
lOCFR2.700ld) 4 73.2tJ.M8jor areas InspeciQd.compromlsod safeguards Info. 

TOBIN, WJ. Reg'on 2, Ofc of the OIroctor. 83/01/04. Ip. 44027.3^-44027.360. 

6801210239 Ravisud omorgancy plan Implomondng procedures, Including Procedure 
HP/O/B/1000/06. "Emergency Equipment Functional Chock 4 inventory 4 Rov 7 lo 
OP/O/A/6200/21. "Oporaling Procoduro lor Past-Acddsni Liquid W/OOOi 14 Hr. 
• Duke Powai Co. CO/OI/U, 71pp, 44086.330-4400e;046. 


P. Operating license stage doeumenie 4 correspondence 

860108046$ Forwards oroprlolary 0AW-i017iP. "REFL003B,Model for MuHInode Oxe 
Renooding Analysis.' Ropt dosertoes computer code that u4W wi'l bo using to ane- 
fyzo RCS behavior during rellH of LOCA translenl.RepI withheld 
fAYLOR.J.H. Babcock 4 Wilcox Co. 87/12/14. NOReERG.J.A Oivitfon ol EntWioor- 
ing 4 Sysioins Technology (Post 870411). lp. 43916-274-43816 274. 

6801120090 Forwards Info ro Resource Technical Svcs.tnc.indudlng summary ol NRC 
contraci work.NRC Form 26 for three existing contracts.audil Inlo.vrork Nslory 4 Nets 
ol eimorilse evaiisbio lor special Insps 4 of current rosourco sves. 

FgLTHOUS,RA. Resource Technical Servlees. Inc. NRC-26-87-417. 67/i?/l$. 
JOHNSON.E.H. Region 4, Ole of the Director. 71pp. 43098.230-43098:300. 

6601070160 Application for amends 10 Licenses NPP-3S 4 NPF-62.chengirtg Tech 8peo 
4.7.8 control room ares ventilation sys survalllsnco requlremenls lo extend certran ad- 
sorber sampl.ng frequency from 720 ti to 1,440 h.Fee paid. 

TUCKER.H B. Duke Power Co. 67/12/21. Documeni Conlrol Branch (Oocumersi Con- 
l/ol Desk). 3pp. 43978:340 43976:347. 

-6601070181 Proposed Tech Spec 4.7.6 changing conlrol room area veniSabon sys 
survorianco requlremenls lo extend carbon aemotoer sampling frequency from 720 h 
to 1,440 h. 

* Duke Power Co. 87/12/21. 6pp. 43976:343-43978:347. 

6601040496 Forwards revised Tech Spec Page 3/4 6-16 lo Amends 37 4 29 to Li- 
censes NPF-35 4 NPF-52, respectively. 

JABBOUR.K.N Pfolecl Ohecioiaie (l-3. 87/12/23. TUCKER.H.B. Ov*o Power Co- 
3pp. 43806.001-43096 004 

-6601040512 Erroia. consisting of revised Page 3/4 6-16, lo Amends 37 4 29 to Li- 
censes NPF-35 4 NPF-52,respecllvely. 

‘ NRC • No OeleilOd Aflillallon Given. 87/12/23. Ip. 43806:004-43896:004. 

8601060161 Forwards proprialary 8AW-10I64P, ‘'RELAP6/M002-B4WAdvatTced Pro- 
gram for LWR LOCA 4 Non-LOCA Transient Analysis." RepI desertbss computer 
code used lo analyze RCS behavior during blowdown phase of LOCA lrsn9lent.Repl 
wilhheW. 

TAYLOH.J-H. Babcock 4 Wilcox Co. 87/12/26. NORBERQ.J.A. Division ol En^fWOr- 
ing 4 Syslems Technology (Post 670411). Ip. 43917:013-43017:013. 

8801CS0330 Inlorms lhal 671204 4 07 submllials re steam generator PORVs will bo 
supp'emer^led by 880331,revl8lng steam generator tubs rupture analysis 4 Tacit Spec 
changs requosi-Proposed rev lo FSAR 1^6.3 will also be Included 
TUCKER.H B. Duke Power Co. 87/12/29. Document Control Branch (Documeni Coiv 
irol Desk), lp. 43960:341-43060:341. 

680107020S Nolilical'Oh of 860106 meeWng w/Weslinghous© Owtrore Group Operalions 
4 Analysis Subcommliteos In Boihesda.MO to discuss subcommittees Invesll^lfons bt 
aneVsis area re Generic Ltr 07-12. 

THAMMELL,C.M. Project Directorale V. 07/12/30. KNIQHTON.Q.W. Project Oiredor- 
ale V. 4pp. 43945:344-43946:347. 

8601200360 Forwards delsilod engineering calculallons 4 analysis for single nuclear svo 
water sys pump supplying both unlt9,per agreement during 87062/ meeting w/ 
NRC-Analysis concludes lhal sys capable of handling all shutdown heal loads. 
TUCKER.H B Duko Power Co. 88/1/1/04. Documeni Control Branch (Document Con- 
Irol Desk). 375pp. 440Sa.341-44059.3S9. 


8801160056 Inlorms that fiiO further aclon emicipaiod on rev lo OPC-NF-2010A. "Nucle- 
ar Physics Methodology for Reload Design '' NRC efforts on rev sheu'd bo c'osod 
oul.AnoihSf version of cods purchased. 

TUCKER.H.B Duke Powor Co. 88/01/08. Document Control Branch (Document Con- 
lrol OdSk] lp. 44062 263 44062:263. 

8601160032 Forwards responso lo NRC 8711 17 questions ro ulii 070812 applicsHon (or 
amends lo Licenses NPF-35 4 NPF-Sa.revislng Tech Spec Tables 3 3-12,4.3-0 4 
4.1 1-1 to cianly radioactive liquid efiluont monitonng requiremonis. 

TUCKER.H.B Duke Power Co BB/01/OB. Documeni Con'./ol Branch (Document Con- 
trol Desk). 9pp. 4404S;203-4404S'21 1. 

8801160309 Appllcalion for amonds lo Licensos NPF-35,NPF-52.NPF-9 4 NPF-l7,incor- 
porauu Into Tech Specs rocomrnondations ol NRC Qene.nc Ltr 87-09 re Secllons 3.0 
& 4.o.F<Be paid. 

TUCKER.H.B. Duke Pqwer Co 00/01/1 1. Document Conl/ol Branch (Documeni Cen- 
trolOosk). 7pp. 44045 033-44045:169. 

-8001190311 Proposed Tech Spocs.inco.-poiaiing rocommendai-ons of NRC Qoneric 
Lir 87-00 re Sections 3.0 4 4 0. 

* Oi4u> Powor Co. 08/01/11 lOOpp 44045:040-44045 159. 

8801200231 Partial responso lo FOIA requnst (or documonis re worker Irain'ng pro- 
grams 4 INPO lialning accredilailon.Forwerds App F docirments.App E 4 F docu- 
ments also ava.ioblo In PDR AddI records also available in PDR under Bossong FOIA- 
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GHIMSL£y,O.H Division ol Rules 4 Records (Post 870413). 88/01/12. BOLEY.K. 
Public Citizen's Cmicai Mass Energy Project. Spp. 44116 001-44118:039. 

-8704080019 Summary of INPO Accroditalion Board 670325 4 26 meolings In 
Adanta-OA re programs considered lor acersd lallori. Atiendeea list 4 meeting agenda 
enci 

MANNON.JN. Oporalor Licensing Branch. 67/04/01. RUSSELL.W.T. O.vislon ol 
Humar^ Faclors Technology (651 126 87041 1). 7pp. 44110:128-441 19:136. 

8601280412 Cioillles siatamsnis In reload sofoiy ovaluakon forwarded w/671113 
lu.S&toty evaluat>or\a assoosted w/rasislsnc© temp dotoctor bypass ©Hmlnal on.URI 
^eivnnsiion 4 low-tave ssipo'ni mod. 

TtX^kEA.H.B Duke Powor CO- 68/01/16. Docum.ent Control Branch (Documeni Con- 
trol Ooak) 2pp. 44104:148-44104:140. 

8601210194 PeiHal responso lo FOIA request App Q documenis already available In 
POR.App H documonis.ro INPO eccrnd'iei’on iralning.onei 4 avai'sbia in PDR. 
GRiMSLET.O.ki Division ol Rufos S Records (Post 870413). 80/01/19. BOLEY.K. 
Pub-Tc Ciluon's Crhical Mass Energy Project. 4pp. 44005 001-44095:022. 

-6612040316 Surnmary ol aiiondanco at INPO AcerediiaHort Board 861119 4 20 meet- 
ITMS n Atlania.OArs Ire'ning programs. Agenda oncl. 

ZER6£.d.E Regional OperaLons A Oanoric Roquiroments. EDO (Pre 8704 13). 86/1 1/ 
24. SN<E2£K,J.H. Regional Oporeiions 4 Oenonc nequiromenls, F.DO (Pra 670413). 
4pp. 44095:077-44095:000. 

8691290328 Summary o) 071123 moeiing w/util A Wosimchouse In Botnesda, MO lo 
discuss "Rovised LOTiC-3 Pram-Flow Root Tronaloi Mooois" for mein steam break 
anetyNs inside conia nmoni. Lisi pi aiioridoos 4 mealing handouts oncl. 

AULUCK.R Otc ol Sp^&l Proiecis. 88/01/20 . 0% ol Sp^l Projects. 2?pp 
44180 287 44160 313. 

8801270124 Forwards saiely ovaluouon suppoiling uili 871113 tequosi lo change Tech 
Specs 10 reflect Unit 2 Cycle 2 refueling 4 addition ol Boron d luLon m-iigailon sys lor 
Unil 2.SALP Input olso oncl 

HOCXSES.M.W. Reactor Sysiema Branch. 08/01/22. JABBOUR.K N. Project Director- 
ale 11-3 Ip 44164:311-44(64.317. 

-8801279128 Saloty ovoluation suppoiling ulil 871113 proposed Tech Cpec changos 
letleciwig UnT 2 (^cia 2 tofuellno & addiHon ol ireron d lution mlliODtlon ays (or Unit 2. 

* OILx» of Nuclear Reactor floguialion, Diiecior (Posi 870411). 88/01/22. epp. 
44164312-44154:317. 

8801270187 Summary ol ACRS Subcommitioo on Generic Homs 671216 meeting w/util 
In Wash'ngion.lX) re oltecllvenoss ol NRC process that deals w/generic issues 4 
USis.Vlowgraphs A prosonlallon schsdulo oncl. 

* ACnS • Advisory Commitias on Roaclor Saloguaids. 88/01/22. ACRS • Advisory 
CommiKooon Reaclor Safoguerds. 42pp. 44149:24B-44149:300. 


O. Inspeollon reports, IE Bullaltns 4 correspondence 

8712180389 NRC Into NoUca 07-064. "Conviction for Falsificailon of Socurily Traln'ng 
Recces " Svo list end. 

ROSSl.C.E. Division ol Operational Events Assessment (Pest 670411) 87/12/22. 
COTSoUdaled Edison Co. oi New York, Inc. I20pp. 44153.001-44163:124. 

8T1217Q119 NRC Info Nolica 8T-08S, "Plant Operation Beyond Analyzed Cenditlons." 
Svo Hat end. 

ROSSI.CE. Division ol Operational Evonis Assessmsnl (Post 870411). 87/12/23. 
Consoldaled Edison Co. ol New York, Inc 120pp. 44056.008-44056:127. 

8712230003 SuppI 1 to NRC Into NoUca 87-028, "Air Sys Problems al US LWRs." Sve 
flat end- 

ROSSLC.E. Drvislon ol Operstlonsl Evonis Assossmenl (Post 870411). 87/12/20. 
Consolmated Edison Co. of New York, Inc. 124pp. 43995:138-43995*257. 

8801060264 Forwards rovised response to violations rioled in Insp Rspts 60 4I3/67-30 
A 60'4l4/87-30.per NRC 671210 roquest. Corrective acilon8:ln9irumen1 ICAPSStSt 
checked A valved back In svo under work request 6749PRF on 670707. 

TUatER.H.B. Duke Power Co. 87/12/28. Document Control Branch (Document Con- 
trol Desk). 8pp. 43982:121-43962:128. 

6601120012 Forwards evaluation of 870904 comments re Insp Repls 60-4 13/67-13 A 
60-414/87-13 

JULIAM.C.A. Region 2, Ofo o( iho Dlredor. 87/12/28. TUCKER.H.B. Duke Power Co. 
3MJ. 4«030:204-44030:206. 
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e7]22M1S$ NRC inlo Notice "rnappropiale Applcaiion ol ConimetdaWGreite OOCKET 6(>>4te GRAND OUUF NUCl^AR STATION, UNIT 1 

Componenls " Svc list end 

ROSSI.CE- Division oi Operational Everiis AsseasmenI (Post 870411). 67/12/31. 

Consolidated Edison Co q{ New Votk, Ino. t20pp.43gQS 288-43996018 P. Security’, medical, emergency ft fire protection plane 


8712300091 NRC Into Notice 87-067, "Lessons Learned From Regional Insps of li- 
censee Actions in Response to lE Bulletin 80-11-" Svo list encl- 
ROSSI.C E. OMston ol Operab'onel Events Assessment (Post 670411). 87/12/31- 
Consolidated Edison Co. or New York. Inc. f23pp. 44038 164-44038:288 

6801120034 Confinns 871215 lelcon between Andeison & M Sk^Vulo re 8^116 en- 
forcemeni conference et Region II ofc lo discuss util control ol aarMuards mail. 
GRACE, J.N. Region 2, Ole of the Director. 68/01/04. TUCKER, H.0. Duke Power Co. 
Ip 43966:342-43986:342. 


6801110322 Forwards flnal rept ol M Slein lor plant 671117 annual eierciseMino' 
chang^es made to dralt.Rept covered control room & TSC. 

JAVIl^N.J D. Battelle Memorial Institute, Pacific Northwest Laboratories. 87/12/26 
SAfiTOR.W M. Region 2, Ofc ol the Direclor. 7pp 43970:269-43970:276. 

8801110533 Porwaids Insp Rept 50-416/67-38 on e71130-120l.No vldtilions ciied 
^e all crilorla for calegorfzaUoh of flcensee- identified violaUona met. 

CtlNE,W.E. Region 2, Ofc of the Director. 67/12/26. KINGSLEY .0.0. System Energy 
flescurces. Inc. 2pp 43969:181.43969:183 


8801)50303 Responds lo NRC 871210 lu re vfolallons noied In Insp Repta 60-413/87- 
30 & 50-414/07-39 CJorrectfve actions withheld (ref 10CFfl73.21). 

TUCKER.H.B. Duke Power Co. 66/01/08. OtTice ol Nuclear Reactor Regulation. Di- 
rector {Post 870411). 2pp. 44041:066-44041:089. 

8801140110 Responds lo vfotatlons noted In Insp Repis 50-413/87.37 & 60 414187- 
37.Correclfve actlons:Compuien 2 ed propram deveioped.unqua'iHed fire brigade mem- 
bars removed from Im & security journals reviewed. 

TUCKER.H B. Duke Power Co. 86/0 1 /07. Document Control Branch (DocumonI Coo- 
t/Ol Desk). 3pp. 44036:346-44038:348. 

6801190160 Responds lo vkilalions noted In Insp Ropis S0-4I3/&7-40 & 50-414/87- 
40.CorTeciive actions v^clalions will be reviewed by station paraonnel to determine 4 
idolatlon Involves radiological working conditrons. 

TUCKER, H B. Duke Power Co 86/01/06. Document Control Branch (Documanl Con- 
Uof Desk). 4pp 44047;296-4404?:299 

6801050394 Sirppl 1 to NRC Info Notice 86-081, "Broken External Closure Sp-inge on 
Atwood S Uomll USiVs." Svc llsl end. 

ROSSI.C.E OMsion ol Operetiohal Events Assessment (Post 870411). 86/01/11. 
Consolidated Ed son Co. of New York, Inc. 123pp. 44038 041.44036:163. 

8601140353 Forwards In&p Repts 60.269/67.S0.50.270/87-50, 50.287/87-50. 50-389/ 
e7-45,50-37a/67.4S.£0-413/a7-43 & 50-4l4/e7^3 on a7l20e-09V1Olebons 

noted Vloletlone may change based on further review EnlorcomanI conference sched- 
uled lor 680115. 

GRACE, J.N. Reo'on 2, Ofc of (he Oirecior. 66/01/11, TUCKER.H.B Duke Power 0>. 
2pp. 44027 358.44027:360. 

-8801140363 Pedlaily wllhtveld Insp Repts 50 269/87 50.50 270/87 50. 60.207/87- 
Sa.SO.369/a7.4S.50-370/e7.4S.50-4t3/87-43 6 6a.4l4/87-43 on 871206.09 (ref 
10CFR2 700(d] & 73 2lJ.Ma|or areas inspsoiedcompromised safeguards info. 

TOBIN, W J Region 2, Ofc dl (he Oitector. 66/01/04. ip 44027-.36a-44027;360. 

8801200031 Forwards Insp Repts 60.413/67-42 6 50-414/87-42 on 87lt2e-l225 & 
notice of vloiai>on.Altenuon Invited lo unresolved items ideniiflod in Insp rept.Metlers 
will be pursued during future Insp. 

BROWNlEE.V.l Region 2 . Ofo of the Director. 88/01/11. TUCKER.H.B. Duke Power 
Co 2pp 44052:312-44052.325. 

-8801200050 Insp Repts 50-413/87-42 6 50-414/87.42 on 871126-1225. VioleUons 
noied.Ma]or areas ln6pecied:r«views of plant opersiions.survoilance & maM 
observsuone.cold weather preparation 6 lonowup of Compliance Bulletin 874102. 

VAN DOORN.P.K , LESSffiJ^.S.. PEEdlES.TA Region 2. Ole of the Oireeior. 66/ 
01/06. 10pp. 44052:316440^2:825. 

8801140236 FOlwerds partial rosponse to NRC Comphance Bulletin 87-002, "Faslener 
Testing lo Oefermlne Conformance W/Appllcable Mail Specs," IrKludlng procuremenf 
6 recejpl insp program & methods for choosing leslenors lo be tested 
TUCKER.H 8 Duke Power Co. 88/Ot /12. GRACE.J.N. Region 2. Ofo ol Ww Oirecior 
12pp. 44043 234-44043:245. 

6801250524 Forwards response lo l£ Bulletin 65-003, "Motor -Operated Valve Common 
Mode Failures During Plant Transients Due lo Improper Switch Settings." Sumrnervol 
schedule for responding to bulletin for McGuire 6 Catawba stated. 

TUCKER.H.B. Duke Power Co 88/01/14, OocumenI Control Branch (Oocumeni Con- 
UOf Desk). 2&pp. 44103:336-44103:359. 

8801270498 Ack rec^pl ol 671228 revised response Informing NRC of steps feken lo 
correct violations noted In 60-414/67.30 & 50.414/87-30. 

GRACE.J N. Region 2, Ofo ol the Oirecior. 68/01/20. TUCKER.H B Duke Power Co. 
1p. 44145:139-44145:139. 


R. Periodic operating reporte & related correspondence 

8601210038 Monthly operaUng repis tor Ooc l987.W/e80t16 Hr. 

REAVJS.J A , TUCKER, H.B. Duke Power Co. 87/12/31. 12pp. 44106.193-44106:204 


V. Operator Eaaininations 

6801200231 Partial teaponse to fOlA request let documents re worker tinning pro- 
grams 6 INPO framing accreditation Forwards App F documenls App E 6 F iwcu- 
merits also available in PDR.Add! records also available In PDR under Bossong FOiA- 
87-204. 

GRIMSLEY.O.H. Division of Rules 6 Records (Posi 870413). 88/01/12. BOLEYX 
Public Ciliien's Critical Mass Energy Project. 8pp. 44 1 18:001-441 16:039. 

•47098 10062 Requests certilication prior lo FSAR rev lhai reactor operator training pro- 

S rem accredited & based upon sys approach to training, per Generic Lir 87-07. 

OOD.D. Project Olrecloraie If-O. 67/08/28. TUCI^R.H.B Duke Power Co. ip 
44119.154.44il9-154. 

-8801220136 Advises of ettandance al 670923 Natl Nuclear Accradrting Board meedng 
at INPO ofes In Allanla,QA re training programs el two planis.Enc^ Include list of 
Board member names & atlendees & o7i loS plani slaius accredilaUon table 
GIBSON, A.F. Region 2. Ofo of Ihe Oirecior. 87/11/02. ROE.J. Division of Licensee 
Performance 8 Quality Evaluation (Post 670411). 6pp 44119:169-441 19:166. 


-8801110525 Parllally withheld Insp Rept 50-416/67.38 on 871130 1201 (rel 
H}C^R2.7^(d) & 73.21). VIolallons noted Major areas Inapeotedickcumstances of i- 
canaoe raporied security event re delayed response to vital area iniiusion a'etm. 
TlLlAAAJ’f.A.. MCGUIRE, D.R. Region 2. Ofc of the Direclor. 67/12/22. tp. 43969 183 - 
43068:163. 

8801120326 Rev 6 lo Emergency Plan Implementing Procedure lO-S-OMO, "Pe'scrnal 
IrYwy." W/8St>IOS It;. 

f^LEY,J., STRINGER, D.K.. KINGSLEY.O.D. System Energy Resources. Inc SS-'O)/ 
08. t6pp 43986:303.43968:320. 

8801150134 Forwards compuler tape of hourly meleorolodical data & Rev 4 tC'Evaoi- 
aOon Time EsiimBles lor FacHi^N Plume Exposure Pvhway EPZ," pec LL iOrUet 
671222 roquest W/o tape. 

KINGSLEY ,O0. System Energy Resources, Inc. 88/01/11. Document Control Btsreh 
(OocumenI Control Desk). 3pp. 44034:001-44034:086. 

-8801 ISO 1 43 Rev 4 lo "Evacuation Tima Eatimaies for Facllily plume Exposure Pafv 
wtoEPZ.'* 

* %alem Eneigy Reatiuicea. Ino. 66/03/31. Bipp. 44034.004.44034.086 

8801200112 Notilles that 871209 Rev 15 to physical security plan consisioni w/ 
10CFRS0 64IP) provisions i acceptable. 

CMNE.W.E. Region 2. Olo ol lha Direclor. 86/01/14 KINGSLEY.O.D, System EfKVfy 
Resources, Inc 2pp 44106:194-44106 195. 


P. OperaUng llcanae stage decumanta 8 corraapondancs 


8604179307 Atdvisee that 850126 aubmltlai re impaci ol revised seismic anati'S^or 
standby svc water cooling lower basin does not significanlly affect equlpmani qui-A 
cation because sutUcienl margins exist to accommodate revised load'ngs. 
BUTlER.W.R. BWR Project Dlreciorala 4. 86/04/02. KINGSLEY, (5.0. M'ssirs>pcif 
Power & Light Co. 3pp. 3S605:31645605:3I7. 


8801260208 Forwards Rev 0 lo current cycle saioiy analysis (CC3A) which will be used 
k) suppi exisUng baseline eneiysss contained in updated f 3AR.CCSA pi ovldos fr4o oh 
currenl fuel cycle opeiatlons & conlains analyses supporting operellons. 
KINQSLEY.0.0. System Energy Resources, Ino. e7/fl/27. OocumenI Control Biavh 
(Oocomeni Conuol Desk). 25pp 44 122.147-44123:129. 


6801120090 Forwards Info re Resource Technical Svcs.lnc.lncluding aurtimary d NFC 
corMract work, NRC Form 26 lor three existing contrscis, audit lnfo,work hlstoiy 1 Asis 
ol expertise available lor special maps & ol current resource sves- 
FEL1^0US.R.A. Resource Technical Services, Inc. NRC-26-67-417. 8f/t2/t8 
JOHNSfX.E.H. Region 4, Ole ol the Direclor. 7lpp 43968;230-43996:300. 


9801040522 Requesis Issuance ol 870813.1023 6 1 126 Tech Spec changes by 8/1730 
due to emergency drcumatances NRC approval prior lo close of normal corrTeM 
period requested Justlilcalion for emergency relief end. 

KINGSL^.O-D. System Energy Resourcea, Inc. 67/12/22. Documanl Conuoi Brs'rch 
(OocumenI Control Desk). lOpp. 43963:033-43963:042. 


880l05026'l Forwards addi into re uMt leoueel lot emetger^cy ptocesslng of Tech Spec 
chemge on ATYIS mode. per NRC 671226 request. 

KINGSLEY.O.D Syslsm Energy Resourcaa, Ino. 87/12/27 Oocumerxl Control Branch 
(Document Control Doek). 10pp. 44040:262-44040:271. 


8801128919 Forwards 1867 mat directive designating control room commend functon & 
shift operaUng personnel duQes.Updated FSAR will ba revised to dsisle requltensrf 
tor luturs annual submlttals.per 671217 dtacusalon w/H Dsnee & R Butcher. 
KING^EY.O O. System Enern Resources, Inc. 87/12/29. GRACE.J N. Region 2. 
Ofc ol Ihe Director. 5pp. 44030:I90-44030;I94. 


8801139431 Forwards Amend 41 to License NPF.29 & safely evaluaUon Amend pro- 
vides Interim changes to Tech Specs for standby liquid control sys & ATWS red'Cr/a- 
Hon pump trip to refleci mods made lo conform to 10CFR50.62. 

KINTNER.lC. Prolecl Dlrecloraie 1»-V 67/12/30. KINGSLEY.O.D. Sysiem Energy Re- 
sorxees, Inc. 3pp. 44009:076-44009:111. 


-8801130441 Amend 41 lo License NPF-29providlng Interim changes lo Tech Specs 
for standby liquid control sys & ATWS recirculation pump trip sys lo refleci inods 
made lo conform lo t0CFR50.B2. 

LAINAS.G C. Assistani Director for Region N Reactors. 67/12/30. 21pp. 44009961- 
44009:10). 


8601130446 Safely evaluation supporting Amend 41 to License NPF-29 
’ OtUoe of Nu^ar Reactor Regulation, OUector (Poet 870411] 87/12/30. 9(>p. 
44009:102-44009:111. 

8801140149 Forwards Amend 42 to License NPF-20 & safety evaluation. AnarM 
changes Tech Specs to clarify definition of secondary containment IniegriiyAW 
smoke daieolors lo CRO repair room & modify setpoint lor RHR/RCIC steam Rne high 
flow. 

WNTNER.L.L. Project Obeeforate ll-t. 67/12/30. KINGSLEY, 0.0. Syatem Enet® Re 
sources, fnc. 2pp. 44033:048-44033:091. 

-€801 140152 Amend 42 to License NPF-29, changing Tech Specs to cla/lly definition &i 
secondary containment Integrity, add certain smoke detectors & modify setpoint lor 
RHR/RCfC steam line high flow. 

ADENSAM,E.G. Project Qrectorale 11-1. 87/12/30. 31pp. 44033:051-44033:081. 
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-8601140164 Safely evaluation supporting Amond 42 lo License NPF-29. 

* Office ol Nuclear Reactor Regulation. Director (Post 07041 1). 87/12/30. 10pp. 
44033 082-44033 091. 

8601110414 Ponvaids ropt on conlalnmenl air quality & use ot cantalnniont purge 
during Cycle 2 operation, per 870302 commitmoni.Util proposes that per cycle monllor* 
ing program rwts bo d-scont nued based on data In end ropt. Fee paid. 

KINGSLEY.O.Ij. Syslem Energy Rosources, Inc 07/12/31. Oocumenl Conltot Drench 
(DiXUntont Control Desk). 10pp. 4308S 170-43985:179. 

6601070209 Forvratds Amond 43 to License NPF-20 & safety evelueiion Amend 
char>gas Tech Spec to rolloci changos to divisional powor suppllos & assodaied pit* 
mary containment penolrailon conductor overcurrenl proleclivo devices lor vaNas. 
KINTNER.L.L. Project Oiroctoraie ll-t. 88/01/04. KINGSLEY, 0.0. Syslem Ertorgy Re- 
sources, inc. 2pp. 43952 348-43952.363. 

-6601070210 Amend 43 lo License NPF-39, changing Tech Spec lo rellect changes to 
dVfsional povror supplies & associated primary conta'nment penolrailon conduclor 
ovarcurrent proioctrve devicos tor two isolation valvoa In RWCU aya. 

AOENSAM.E.Q. Projocl DIroclorate ll-t. 88/01/04. 9pp. 43052:350-43052:358. 

-6601070212 Safety evaluation swporting Amond 43 to LIcenso NPF*28. 

' Office of Nuclear Reactor Regulation. Director (Post 870411). 88/01/04. 6pp. 
43952 359-43952:383. 

6601070319 Summary of 871022 meeting w/utif re alatue & acheduta ot llconsirtg 
acUorts List Q( attendees. agenda & reiateo Info end. 

KINTNER.LL. Project Directorate ll-l. 80/01/04. Project Oiroctoraie ll-l. 104pp 
43945:162-43945:265. 

8601150247 Forwards Rev 6A to Operational QA Manual MPL-TOP>iA for 
evaluation No OA program commllmonts reduced or organiroilon indepondertce 
d luted Changes clearly shown. 

KINGSLEY.OO Syslom Energy Resources. Inc. 80/01/11. Uocumoni Control Drench 
(DMurr.enl Control Desk). I3pp. 44064:160 44064:172. 

8601270141 Final response lo FOIA request (or documonts.Forwerds App A docutnonls 
& portion o( App B document App A documents placed In POR Portion of App B docu- 
ment withheld (ref FOIA Exemption S). 

QRIMSLEY.O.H Division of Rules & Records (Post B704I3). 08/01/21. CONMOR.L 
Doc-Search Asaoclales 4pp. 44 1 66:006-44 1 65 028. 

-6601270227 Informs that Subcommliteo on Oversight & invostigaiione of fiouso Com- 
mlllM on Energy & Commerce roquoatod 04i0t9 ropt ol Ofc ol Inspector & Audilof 
40 Region ll regulatory powriormanco at plonl Oocumenia will bo forwarded 
KAM.UERER.Cr Office of Congressional Affaire (pro 070413). 85/tO/26. PALLAOINO. 
ROBERTS, ASSELSTINE Commisslonore. Ip. 44165 013-44155 013. 

-6601370280 Informs lhal members of Subcommittee on Ovorsight & Invosilgatlone 
Intend to visit Region ll on 851218 lo Interview NRC employees on mstlo/s re TVA. 
KAMMERER.C O'lrco of Congressional Affairs (pre 0704(3). 85/12/06- PAIUOINO. 
ROBERTS. ASSELSTINE Commissioners ip. 44i55.0i4-44iS3:0t4. 

6601S70S69 Forwards notice of consideration of leeusnce of amond to License NPF-29 
6 opportunity lof prior hearing, per util 871216 request re operating porsonool quaLli- 
callon S training 

K1NTNER.L.L. Project Oirectorata ll-i. 88/01/21. KINGSLEY.OO. Missisaippi Power 6 
Light Co. Ip.44ise:00l-44166:000. 

-6601270J64 Nollco Of consideration ol issuance of amend lo License NPF-29 & op- 
Mrtuniry lor prior hearing re 871216 request to delete license condlilon & roviso Tech 
Spec provisions re opereiing personnel quaillicailon & training. 

KfNTNER.L L. Project Dlrocforate ll-l. 8Q/0t/2t. 7pp. 44IS6.002-44156.000. 


Q. Irupeetlon reports, IE Bultetlne 6 corretpondence 

6712160369 NRC Info Notice 07-064. "Conviction (or Falsification of Security Training 
Records " Sve list end. 

ROSSI, CE. Division ol Operational Events Assessment (Posi B70411). 67/12/22. 
Consolidated Edison Co. of Now York. Inc. 120pp. 44153:001-44163.124. 

6712170119 NRC Info Nollce 07-065, "Plant Operation Beyond Analysed Cortdilions." 
Sve list end. 

ROSSI, C.E. Division of Opoiatlenal Events Assessment (Post 670411). 67/12/23. 
Consolidated Edison Co. of Now York, Inc. t20pp. 44056:000-44056:127. 

68010603(6 Forwards SER granting 870612.0614,1026 6 1119 requesis for lellof from 
certain Section XI ASME Code reguiremcnis re first 10-yr Interval Inservico insp pro- 
gram. 

CHENO.C-Y. Melerlels Engineering Branch. 87/12/23. KINTNER.L.L. Protect DIreclof- 
ate 11-2. Ip. 43929:003-43929.019. 

—6801060316 Salety evaluatlor^ granting B706l2.Q814.tQ26 & 1119 recasts tor leliet 
from certain Section Xf ASME Codo requirements re first 10-yr Interval Insendco Insp 
program. 

‘ Olflce ol Nuclear Reactor Regulallon, Director (Post 870411). 87/12/23. lOpp. 
43929.004-43929:019. 

67 12231)003 SuppI 1 to NRC Inlo Nollco 87-026, "Air Sye Problems at U& LWRa." 5vo 
hsl end. 

ROSSI, C.E. Division of Oporationol Events Assessment (Post 870411). 87/12/26. 
Consolidated Edison Co. of Now York, Inc. 124pp. 43995:136-43965:267. 

6601110523 Forwards Insp RepI 50-418/87-36 on 871 130-l201.No violellons ciied 
since all crlietfa (or categorizallon of licensee- identified violations met. 

CLINE.W.E. Region 2, Ofo of the Director. 87/12/28. KINGSLEY, 0.0. System Energy 
Resources, Inc. 2pp. 43969:181-43969:183. 

-8601110625 Partially withheld Insp Rept 60 416/87-38 an 871130-1201 (lef 
IOCFR2.790(d) & 73.21].VIolatlons noted.Major areas Inspectodidrcumsiances of k- 
censee reporlra security event re delayed response to vital area intrusion alarm. 
TILLWAN.A., MCGUIRE.O.n. Region 2, Ofo of the Director. 87/12/22. Ip. 43969.183- 
43969:103. 


8681070277 Forwards SER re 670612,0814,1026 & 1 119 rellel requesis from Section XI 
ASME Code requiremonte for Lrst 10-yr interval inscrvice insp progrqm.Requesied 
relel approprialo. 

ADENSAm,E.G. Project Directorate ll-l. 07/12/30. KINQSLEY.O.D. Mississippi Power 
& Light Co. 2pp. 43946.001-43946:013. 

-6801070282 Salety evaluation supporting 870012,0014,1026 & 1119 rel'el requests 
from (irsl 10-yr Interval inservice Insp program requirements of Section XI of ASME 
Code. 

* Oflico Of Nuclear Reeder Regulation, Director (Post 070411) 07/12/30. I6pp. 
43946003-43946-018. 

6001110366 Ack receipt ol 871125 lit Infoiming NRC of stops taken to corred violations 
noted in insp Rept 50-4 16/67-25. 

VERflELLl.O.M. Region 2, Ofc of the Director 87/12/30. KINGSLEY.OO. Syslem 
Energy Resources, Inc. Ip 44030 272-44030:272 

8001140272 Forwards exemption from requl/emonle of lOCFRSO.SSalc) re RCPB for 
sacL'on o< piping In RWCU sys.Exempiion acceptable. Requests that NRC be edvised 
ol augmenied inservice li^ep program completion. 

KiNfNEfl.LL. Project Direcloraie ll-l. 07^12/30. KINQSLEY.O.D. System Energy Re- 
soiaces. Inc. 3pp 44031:213-44031:222. 

-6001140283 Exompl'en from requirements ol l0CFfl50.55a(c) re RCPB lor section of 
piptig in RWCU sys. 

LAinaS.O.C. Project Direcloraie ll-t. 07/12/30. Mississippi Power & Ughi Co. 7pp, 
44031:218-44031:222. 

6712260166 NRC Into Notico 67-066, "Inapptopilaio Apptlcatlot^ ol Cotnn‘<etcial-Gtaqe 
Components " Sve list end. 

ROSSl.CE Division of Opsrallonal Events Assessment (Post 870411). 87/12/31. 
ConsoHdaiod Edison Co. of Now York, Inc I20pp. 43905:258-43996 016 

6712300091 NRC tnlo Notice 07-087, "Lessons Learned From Regional Insps of Li- 
censee AcUons In Response lo IE Bullailn 60-11." Sve l-sl end. 

ROSSl.CE. Division ol Operai'onal Evanie Assessment (Post 070411). 97/12/31. 
Coruolidated Edison Co. of New York, inc. 123pp. 44036:164-44036-266. 

6601200306 Forwards Insp Rmi 50-416/67-39 on 671214-17 & notice of viofallon. 
COLLINS.OM Reg'on 2. Ofc of the Director. 66/01/06. KINQSLEY.O.D. System 
Energy Rosources, Inc. 2pp 44056:108-44058:123. 

-00D12OO316 Notice ol vioiellon from Insp on S7l2l4-l7.Vlo'atlon noted: Dec 1987 
ctiemical cleaning of Loops A 0 C of siendby avc water sya conducted tv/o adequate 
seleiy aveluaiion oi slieci on wold malls & crovice rog ons In piping. 

COILINS.D.M. Region 2. Ofc of ihe Otocior. 06/01/06. 2pp 44056:110-44058:111. 

-6601200320 Insp Repi SO 410/67-30 on B7i2l4-l7.Vlolation noted. Major areas 
lnepeclod:9tandby svo water & circulating water ays chemical cleaning A plant ehomls- 
try control 

noss.y/.j., KAItLE.J.0. Region 2. Ofc ol Ihe Director. 96/01/06. 12pp. 44088:112- 
44058:123. 

6001140121 Oocumema 871029 lelcon re siendby eve weter soluifona & advises of map 
compieUon ol Div l & ll emergency diesel generator jacket water HX9,Rf(R C pump 
room cooler 6 other componenis.por Inep Rept 50-416/67-03. 

KINQSLEY.O.D. System Energy Resourcoe. Inc 80/01/06. GRACE, J.N. Region 2, 
Ofcol the (doctor. 2pp. 4404/^2-44042 243. 

6601050384 SuppI 1 to NRC Into Notice 66-001, "Broken External Closu/e Springs on 
Atwood & Moitri MSivs." Sve list end. 

ROSSI,C.E. Division ol Operational Events Assesemenl (Post 870411). 8B/0t/ll. 
ConsoiidBtod Edison Co of New York, Ino. 123pp. 44O30;O4l-44O30:ie3. 

6001250348 Summary ol 871Q15 tnoeVIrvg w/ulil & OE to uvl lequasi lor tehel (tom In- 
servico In^ (ISI) of cerlem reactor prosBvro vosaof welds List of altendees.ulil ISI re- 
quirements handout & Relief Requests 1-00016 & 1-00004 end. 

KINTNER.L.L. Project DIroclorate 11-1. 6B/0I/11. Projoct Directorate ll-l. 90pp. 
44116:266-44115.359. 

6801210227 Forwards response to NRC Compliance Bullelin 67-002, "Fastener Testing 
to Oeiermino Conformance W/Applicabla Matt Specs." lor roview.Rosponse for Unit 2 
wiH bo eubmiliod by 66021 2. 

KINOSLEY.O.D. System Energy Reeources, Inc. 6B/0I/I5. OocumonI Cemrol Branch 
(Oocumeivl Control Desk) 32pp. 44083.260-44063 300 

6001250501 Ack receipt ol 871223 Itr tnloiming NRC ol actions taken to correct viola- 
Uone nefed in Insp Ropt 50-416/87-29. 

VERRElll.DJrl. Rsg’on 2. Ofc of the Director. 86/01/19 KINQSLEY.O.D. Syslem 
Etiergy RasourCOB. inc. 1p. 44159 078-44159.076. 

6601270225 Forwards Insp Repi 50-418/67-35 on 671114-1218 & notice of violallon. 
VERRELLVO.M. Region 2, ol iho Otroclor. 88/CV2Q. KINGSLEY.O.D. Syslem 
Energy Resources, Inc. 2pp. 44168:034-44169 053. 

-6801270233 Notice of violation from insp on 97ni4-1216.Violailon notad'laifure lo 
provide necessary controls lo ensure that work & losting accomplished S plant condl- 
ilons maintained. 

VERR£UJ,D.M. Regton 2, Ofc ol Ihe Oiroclor. 86/01/20. 2pp. 44169:038-44189.037. 

-6801270237 Insp Rept 60-416/87-35 on 67 1 1 14-1218. Violation noIod.Major areas 
(napec(eO:opera(fonal salety verificailon.mdni obseivalion,surveillance 
obse<vati<Ki,opeialing reactor events & fastener lasting lor Bulletin 87-002. 

BUTCHER, R.C.. MAiHlS.J.L., DANCE.H.C. Region 2, Ofo of the DireclOf. 68/01/19. 
f^. 44169.036 44169.053. 


n. PerloOle operating reports 6 related correspondence 

6601160232 Monthly operating rept for Dec 1987.W/a80l11 Hr. 

HCSBS.S.H, KINGSLEY.O.O. Syslem Energy Resources, inc. 67/12/31. 4pp. 
44064:155-44064:150. 



8. Reportabte occurrencet, UER< ft relalad corraspondance 


DOCKET 60-4t7 GRAND GULF NUCLEAR STATION. UNIT 2 


8712300457 RO 67-006/0;on 87l126,erTicrger£Y d.esel generator 12 Irlppod on Mgh vt- 
btalion signal during survenlanceCauso undetormlnedCalibr procedure 5 yibiaiion 
sensor trip settings reviewed & determined lobe correct. 

KINGSLEY, 0.0. Sysiem Energy Resources. Inc 07/12/23. Document Control Branch 
(Oocumenl Control Desk). 2pp. 42d98:270-'43a98 27l. 

8801060066 LER 87-021-00ron 671 OO.shutdown cooling sucHon valve EtT'FOOS 
isoleted-Caused by personnel error.Future power outages & raslorations wil have pro- 
cedutes to ervaur© ifvat act.ors property completed W/S7t230 tti. 

BYRD.R.W., KfNGSLEY.OD System Energy Resources. Inc 87/12/30. 4pp. 
43918:050-43918:053 

680 1 120122 LER 87-022 00 on 871206 & 07,RWCU Isolalkin valves c'osod Causodby 
Mgh temp signatA blown {use.respoc(ivelyFuse replacod.W/eOOiOSiir. 

SUMUERS./. KlNOSLEY.O.O. System Energy Resources. Inc. 86/01/08 4pp. 
44040.175-44040:176. 

6601120035 LER 67 023'00:on 671208Jnadver1onl Oiv II LOCA Signal tnl|«lod & com- 
Duslble gas control sys Train 6 actuated dunng resiorailor) facttn survedianca 

B rocedure.Cajsed by personnel eiior.Oporaior disdpImed.W/oeoiOT Hr. 

IFFEn£NT.P.M. KINGSLEY.OO. Mississippi Power & Light Co. KINGSLEY.OO. 
System Energy Resources. Inc. 68/01/07. 4pp. 44030.067-44030070 

6601150216 L£R 87-024 00 on 87t2l2.(eaclor prolecllon sys aciuaUork 
occurred.Caused by header eir pressure d<rriinlshed taster than eniictpaiedNo proce- 
duierevS re<iulrod.W/660l 1 1 Hr. 

8YRD.R.W., KINGSLEY.OO System Energy Resources. Inc. 68/01/11. 5pp. 
44062;l61-44062:ie5. 

8891270276 Summary oi Opersling Reactors Events Meeting 86 02 on 880112 ro 
evenis which occuried since test meeting on 680105 List cl at(en<lees.Gigft<r<caftt ele- 
ments ol events & labu'aUon ol long-lorm followup assignments lo be complolea end. 
LANNcNQ.W. Events Assessment Branch. 68/01/15. ROSSl.CE. Dtviaon ol Oper- 
ational Evenls Assessmerti (Post 870411). I6pp. 44155:136-44156 tSi. 

6891220175 LER 87-025-O0.on 87l2t9.ieactot prolecllon sys actuation caused by In- 
correci fnsiellation ol fuse during MSIV closure cal br.indmduels reprimanded tot lall- 
uro to correctly Install luse.W/8B0l 18 Hr. 

DIFPERENT.PM. KlNOSLEY.O.O Sysiem Energy Resources. Inc 88/01/18. 4pp. 
44169:166-44160.188. 


A. Appllcallon/conslructlon stage documents ft correspondence 

8604170307 Advises that 850128 submittal re Impact ol revised selsrr c anslysh V 
standby sve water cooling tower basin does not significantly alleci equlpmo'l<|i.a3li- 
cation or^use auiliclont margins exist lo accommodate revised loadings. 
BUTLER.W.fl. BWR Project Directorate 4. 06/04/02. KINGSLEY, O.D. Miss-ss^ip 
Power & LighI Co. 3pp. 35605-315-35605:317. 

6801120080 Forwards Info ro Resource Technical Svcs.inc.Including summary ol NRC 
conitsci work.NRC Form 26 for throe existing coniracts.eudit Inlo.worK history & (vii 
ol eweniso avallablo for special insps & ol current resource sves 
FELTHOUS,RA. Rosourco Tochnita) Services, Inc. NRC-28-87-41T. 87/l2fi€. 
JOHNSON.E.M. Region 4. Ole ol the Director. 7ipp. 43998:230-4369a’300. 

88012T8141 Rnal lesponso to FOlA tequesL (or documetMs.Forvrards App A doa^-iwc.h 
ft portion ol App 6 document. App A documonts placod in POR Potllon ol App 8 docu- 
ment withheld (ref FOIA Exompllon 5). 

GRiMSLEY.D.H. Division of Rules & Records (Post 670413). 08/01/21. CONNOn.L 
Ooc-Soarch Asaoclales. 4pp. 44t5S:008'44l5&026. 

>•8801270227 Informs that Subcommittoo on Oversight & InvosHgeHons ol House Com- 
minoe on Energy & Commarca requested 84 1019 repi ol Ole ol Inspector & Auftw 
ro Region II regutaioiy powrformanco at plant. Documents will bo forwarded. 
KAM-MEflER.C. Olfico ol Congrossfonal Affairs (pre 670413), 85/10/26. PALLAONO 
Commissioners Ip. 44155.013-44155013. 

-8801270260 In'orms that members of Subcommittee on Dversighi ft InvosHgations 
inlertd to visit Reoloh H on 651218 to iniorview NRC emptoyooe on maito's re TVA 
KAMMERER.C. Ollico of Congressional Affairs (pre 070413). 85/12/06. PAlLADiMO 
Commissioners Ip. 44155:014-44165:014 


F. Security, medical, amarganoy ft fire protection plana 

8801110322 Forwards final repl of M Stein for plant 671117 annual exercise Mviot 
changes mads to drafiRepI covered conitol room ft TSC. 

JAMIdON.J.O. Baileife Memorial Institute, Pacific Northwest Laboratories 37/12/29 
SARTOR.W M. Reg'on 2, Ole ol me Director. 7pp. 43970:269-43070:275. 


O. Inspection reports, )E BuHstlns ft corraapondanee 


U. Congresalonai/Exacutive Corraspondarvca 

6801270141 Final response lo FOIA request (or documenls Forwards App A docutnenis 
ft ponton of App 0 document App Adocurnents placed (n POR Portion of App S docu- 
ment withheld (ref fOiA Exempvon 5). 

ORIMSLEY.OH. Division ol Rules ft Records (Post 870413). 88/01/21. CONNOR.l 
OoC'Search Assodsies. 4pp. 44156:008-44IS5:026. 

-8801270202 Forwards unaxpurgated rept from Ofc of Inspector ft Audior la Investfga- 
ilon «i raduiaiory penormanca of Ragion fi ofc concerning lacliH'ss w/o encL 
KAMMERER.C. Olfico of Ccngresslonaf Affairs (pre 870413). 65/10/2$. OINQEU.J.O. 
House ol Rap., Energy ft Commerce. Ip. 44l6S.0i2 44155:012. 

8891360278 Partial response to FOIA requests Forwards App A docurnanis Documenls 
being placod fn POR Only files in NRC Oic of Governmental ft Public Aiiairs searched 
lor oocumenis responalve lo reque8l.per 871028 isicon. 

QRIM3LEY.O.H. (Msion o( Rules ft Records ^osi 670413) 86/01/22. CONNOR.L. 
Ooo-Search Associates. 3pp. 44 139 290-44139:334. 

-8801280491 forwards transcript ol Commtsston 840501 meeting lepfarii that PkaVia 
promised SlabadingW/o end. 

COMBS.F. Office of Congressional Aflairs (pre 870413). 84/09/20 MYERSJH. House 
ol Rep., (ntector ft Insular Aflairs. tp. 44139:330-44139 331. 


V. Opetalor Cxamlivatloni 


8601200231 Partial response to FOIA request for documents re worker (raining pro- 
grams ft INPO training accredilailon.Forwards App F documents App E ft f docu- 
ments also aval'abfa In PDR.Addl records also ava Fable In POR under Sossong FOIA- 
87-204. 

GRIMSLEY.D.H. ONIslot) of Rules ft Records (Post 870413) 88f01ft2. eOLEY,K. 
Public Citizen’s Cnt/cal Mass Energy Project. 0pp. 44116:001-441 16 039 

-8601210048 Trip teplof 650420-22 visil (o Pori Qtoson.Ms.topahlctfMtsto fistd leslol 
draft trefning review criteria ft procedures at pistil NRC teams observed licensed oper- 
ator ft nonlicensed operator training. 

BLUMERA-H. Licensee Qualilications Branch. 85/06/03. PERSENSKVJ.J. LIcertsee 
Qualllicatbns Branch. 2pp. 44118:134-44116:139. 

-8801220136 Advises of attendance at 870923 NalJ Nuclear Accrediting Boa/d meeting 
al iNPO ofes in Atlanla.GA re training programs at two plan1s.Encla Irrclude 8st w 
Board member names & attendees ft 871105 plant status accredilsHon table 
0I8S0N,A.F. Regfot) 2, Ofc of (he Director. 67/1 1/02. ROE,J. Division of Ucensee 
Performance ft Quality Evalualtort (Post 87041 1) 8pp. 44 1 18:1 59-441 19.166. 

6801370669 Forwards notice of consideration of Issuance of amend lo License NPF-29 
a opportunity for prior headng.per util 671216 request re opersling personnel quahli- 
callon ft training. 

KINTNER.L L. Projacl Directorate ll-l. 86/01/21. KINGSLEY, 0.0. Mississippi Power ft 
Ugh) Co. 1p. 44156.001-44156.008. 

-6801379684 Notice of consfdaralion ol Issuance of amend lo Licenae NPF-29 & op- 
portunity lor prior baarlrtg re 871216 request to delete Hcense condilicm ft revise lech 
8^ prwslons re operating personnel qualification ft training. 

KrNTNER.LL. Project Diractorale 11-1. 68/01/21. 7pp. 44 16e;003-44 158:006. 


8712160369 NRC Into Notice 67.064, "Conviction tor Falsification of Sacunly Traf-irg 
Records" Svc list end. 

RC^i.C.E. Division ol Operational Events Assessment (Poet 670411). 67/12/32. 
Consokdaied Edison Co. of Now York, Inc. I20pp. 44163:001-44163:124. 

8712170119 NRC Into NoHce 87-065, "Plani Operation Beyond Analyzed CondlUoni' 
Svcitetend. . , 

RO^.CE Drvlatort ol Opeiellonal Events Assessment (Post 670411]. S7fl2/21. 
Consofldalsd Edison Co. of New York, Inc. I20pp. 44056:008-44056:127. 

8712230003 SuppI 1 10 NRC Into NoUcs 67-026, "Air SyS Problems at US LWRi" SrC 

ROSSI, C.E. Division ol Operaiional Evanis AesassmanI (Posl 870411). &)/13/26 
Consolldatsd Edison Co. of New York, Inc. i24pp. 43995:138-43895:367. 

8712290166 NRC Info NoHce 67-066. "Inappropriate AppiieaHon of Commsrdal-Q'aM 
Componenis," Svc liei encl. . 

RDS&.CE. Division ol Dpeiaiional Evenis Assessment (Posi 870411). 81/13/31. 
ConsoHdsled Edison Co. of New York, Inc. 120pp. 43695:268.43666:0]6. 

8712300W1 NRC Into Notice 87-067, "Lessons Loained From Rogionsi Insps ol Li- 
censee Actions In Response to IE Bulletin 60-11." Svc list and. 

ROSSI.C.E. Division ol Operaiional Evenia Assessment (Posl 670411). 87/12/31. 
ConsoUdsLed Edison Co. or New York, l(\o. t23pp. 44036:164-44036:286 

6801050394 Supp) 1 lo NRG Into Notice 86-081. "Broken External Closure Springs on 
Atwo^ ft Morrill MSIVa." SvC list end. ,, , 

ROSSI, C E. Division of Operational Events Assessment (Posl 870411). 66/01/11. 
COASoMaiad Ed.son Co. of New York. Ino. 123pp. 44038:041-44036.-163 

8801210227 Forwards lesponse lo NRC Compliance Bulletin 87-002. "Fastener fesBng 
lo Determine Conlormance W/ Applicable Mali Specs," for revlew-Response for Ursi 2 
wfll be submitted by 660212. 

WNGa.EY,O.0. Sysiem Energy Resbuices, Ino. 80/01/15. DocumeiM Convol Stanch 
(Document ControF Desk). 32pp. 44083:269-44063 300. 

S. Reportable occurreneea, LERa ft related correspondence 

8804270376 Sumrnary ol Operating Reactors Events Meeting 68-02 on 880112 re 
events which occurred since last meeting on SSOlOS.LIsl of eltendees, significant do 
monia of events ft tabulation of long-term followup assignments to be completed end. 
lANNINQ.W, Evenia Assesemenl Branch. 68/01/15. ROSSI.C.E. Division ol Oper 
aUonal Evenls Asseasment (Post 670411). I6pp. 44165:136-44155:151. 

U. Congresalonal/Eicecutlve Correspondence 

8801270141 Final response to FOIA request tor documenls Forwards App A docunjeHs 
ft portion of App 8 documenl.App A documenls placed In POR.Portlon ol App 8 ctocu 

menl withheld (ref FOIA Exemption 5). 

GRIMSLEY.D H. Division of Rules ft Records (Posl 670413). 88/01/21. CONNOR.L 
Doc-Search Associates 4pp. 44155:006-44155:028 

-6801270202 Forwards unexpurgaled repl from Ofc of Inspector ft Auditor re InvesHgt- 
Hon ol regulatory perlt^mance ol Regiotr II olo cotKerning facluues-Vil/o ettol. 
KAMMEflER.C. Office of Congressional Affairs (pre 870413). 65/10/25. OINGELW D. 
House of Rep., Energy ft Commerce. Ip. 44165:012-44165.012. 
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8601240276 Partial response to FOIA requests. Forwards App A documents. Oocumenls 
being placed in PDR.Only files In NRC Ofc of Qovernmentel & Public Affairs searched 
for ^umenls responsive to request, per 871028 tetcon. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 88/01/22. CONNOR.L 
Do^Seerct1 Associates. 3pp. 44139:290-44139:334. 

-8801260491 Forwards transcript of Commission 640801 meeting le plant mat Pitirte 
promised SfeberlIng.W/o end. 

OOM&S,F. Ofllce of Congressional Alfairs (pre 870413). 84/09/20. MYERS.H Kousa 
of Rep., Interior & Insular Affairs. Ip. 44139:330-44139:331. 


V. Operator Examlnstlont 

8601200331 Partial responso lo FOIA request for documents re worker trainVig pro- 
grams & INPO tralrMns accredilstlort Forwards App F docurnenta.App E & F docu- 
menis also available In P0R.Addi records also available in PDR under Gosaortg FOlA- 
67-204. 

QRIMSLEYO.H. Division of Rules & Records (Poet 870413). 88/01/12. 80LEY.K. 
Public CilUen’s Critical Mass Energy Project. 8pp. 44118:001-441 16.039. 

-4601210048 Trip repi of 850420-22 visit to Pod Gibson.Ma,to padicipale In field lost ol 
draft Ira'nlng review criteria & procedures at plant.NRC teams observed licensed oper. 
ator S nonficansed operator training. 

BIUMERA.H. Licensee Oualincations Branch. 65/06/03. PERSEN3KY.J.J. Ucenaae 
Oirali/icatlons Branch. 2pp. 44118:134-44116:135. 

-8801221)136 Advises of attandance al 870923 Natl Nuclear Accredlling Board meeUnq 
at INPO ofcs In Atlanta, OA re training programa al two plants Encis Include Int o1 
Board member names & allendees & 871 10S plant slatus aceredlletlon table. 
QIBSON.A.F. Region 2. Ofo of Ihe DIreclor. 87/11/02. ROE,J. Oivislon of Ucensoo 
Performance & Quality Evaluailon (Poal 87041 1). 0pp. 441 19:169-441 18‘166. 


8801190160 Commenl opposing SRP Section 3.6.3 of NUREG-OEOO.Uiils endorse com- 
menla by Nuclear Util Group on Equipmeni Quahficaiion. 

MROCZKA.E.J., SEARS, C.^ Nodheasl Nuclear Energy Co. (subs, of Northeasl UNI- 
llos). SEAflS.C.F. Conneciicut Yankee Alomlo Power Co. 00/01/06. Document Con- 
trol Brandi (Oocumenl Control Desk) 5pp. 44052.001-44052:005. 

8801110284 Forwards rept evaluating risk significance olloss of HVAC sys scenarios In 
conlrd room, switchgear room & auxiliary feedwater pump cubicles, per 851123 
commifmeni Loss ol room cooling not signilicant core damage frequency Issue. 
MROCZKA.E.J. Nodheasl Nuclear Energy Co (subs, of Nodheasl Utilities). 

MROCZKA.EJ. Northeast Ulikiles. 86/01/07. Document Conirol Branch (Document 
ConirofDask) 7pp. 43970:195-43970 201. 

8601190193 Responds lo NRC 971201 request for Into re expected moderator lempco- 
effldant for plant during upcoming Cycle 2.0no-tlme only evaluation provides fudher 
evldenca \hal Wastlnghouse Owners Group approach appropriate wf o snatyaes. 
MROCZKA.EJ. Nortnoaal Nuclear Energy Co. (subs, of Northeasl Utllltlas). 

MROCZKA.E.J. Nodheeat Utililles. 68/01/07. Document Conirol Branch (Document 
Control Desk). 6pp. 44045: 166-44045: 1 73. 

6601320516 Clarifies 671 113 & 1224 lira re post-LOCA cooling vanabies & hydrogen 
concetraiion for SPDS license condilfon. 

MROCZKA.E.J., SEARS.C.F. Nodheasl Nucloat Energy Co. (subs, ol Nodheasl Ulili- 
aes). MROCZKA.E.J. Nodheasl Utilises. 88/01/14. Document Conirol Branch (Docu- 
ment Control Desk). 3pp. 44159:1 16-44169:1 16. 

8801370236 Advises that upgrading ol AO Procedure AOP-3570, "EadhquaKe” com- 
pleted by taking inlo consideration NRC recommendation lor dealing w/eadnquake in- 
duced relay chaiiai. 

MROCZKA.E J., SEARS.C.F. Nodheasl Nuclear Energy Co. (subs, ol Nodheaal DHli- 
(lea). MROCZKA.E.J. Nodheasl Utihlios. 88/01/15. Document Control Branch ([3ocu- 
menl Conirol Desk). 2pp. 44169.091-44189.092. 
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F. Security, medical, emergency 8 (Ire protection plene 

6601110449 Discussea Physical SecurIN Insp Repts 60-245/87-22, 60 338/87-20 & SO- 
423;e7-l8 & insp Rept 60-423/87-18 Oh 670631 -0904 & 22-1 lOZ.respectfveiy & for- 
wards notice of violailon & proposed impoaitlon of civil penalty. 

RUSSELL, W.T. Region 1. Ofc of the Olfeelor. 07/12/14. MROCZKA.E.J. Nodheasl 
Nuclear Enargy Co. (subs, of Nodhasst Utilities]. 4pp. 439d9;1d9-43669;177. 

•>8801110464 Padlally deleted noUce of vlqleUon from Insp on 670831- 0904 6 26-1020 
(ref I0CFR73 21). 

RUSSELL, W.T. Region 1. Ofc of me DIreclor. 87/12/14. 6pp. 43969:173.43969:177. 

66t]112<l364 Revised corporate organUation for nudoar Incldenls procedures-incfuding 
Rev 9 to CONl-9.01. "Noulicsiion of & Communications W/Upper Mat & On-Cel Or- 
oaniration" 6 Rev 18 to CONMO.OI, "Emergency 6 Telephone ..." W707123t Kr. 
AO0OEn8.R Nodhaeit Nuclear Energy Co (subs, of Nodheasl Uliiiiies). 87/12/31. 
39pp. 4399V.020-4399V.Q69. 

6601190082 Forwards Safety Insp Rept 60-423/87-24 on 871 103-1207.NO violelions 
noted NRC concerned about follow-up 8 root cause identificeifan of evente which lad 
to abnormal sodium concantrsuon In refueling water siorage tank 8 RCS. 
SETTBNHAUSEN.L, Region 1, Ofo of me OTreolor. 08/01/06. MROC2KA.e.J. North- 
east Nuclear Energy Co. (subs, of Nodheasl UUlities). 3pp. 44043:306-44043:339. 

-8801130096 Insp Rept 60-423/87-24 on 67i103-1207.No violations noted. Ma|or 
areas lnapecled:outage activities, IE Bulleiln 85-003, physical security 8 
maint.Unresoived Issues tdenllDed In area ot licensee root cause IdenUtlcaUon 8 101- 
towup. 

MCCABE.E.C. Region 1, Ofo of the Oireclor. 88/01/04. 33pp. 44043:307-44043:339. 


P. Operating llcenea stage doeumente 8 correepondence 


8601120090 Forwards Info re Resource Technical Svce.Inc.including summary of NRC 
contract work, NRC Form 26 (or three existing coniraois.sudit Info.work history 8 lists 
of expeitiee avaKabfe lor special inaps & ol current resource svcs. 

FELTHOUS.RA. Resource Technical Services, Inc, NRC-2887>417. 87/12/16. 
JOHNSON,E.H Region 4, Ofc ol Ihe Director. 71pp. 43996:230-43666 300. 

6601050219 Forwards addi Info ra 870909 application for amend to License NPF-49 re 
resislance temp detectors bypass ellmlnatlon,per NRC 671207 request 
MROCZKA.E.J., SEARS, C.R Nodheasl Nuclear Energy Co. (eubs. of Nodheaet Uiiil- 
lies). MROCZKA,B.J. Nodheasl Utilities. 87/12/23. Document Control Branoh (Oocu- 
menl Control Desk). 4pp. 43962:129-43962:132. 

6601040647 Advises (hat listed items Implemenled during Oral reluedna ouUige,per 
871113 Hr re SPOS parameters.AddI Info re post- LOCA cooling provided per NRC 
requesi during 871208 lelcon. 

MROCZKA.E.J., 8EARS.C.F. Nodheasl Nuclear Energy Co. (subs, of Nodhaaat UlM- 
Ues). MROCZKA,E.J. Nodheasl Utilities. 87/12/24. Document Conirol Brarwh (Docu- 
mervi Control Desk). 3pp. 43963:264-43063:266. 


6601060241 Requesla NRC to accelerate review schedule lo auppod emergency au- 
ihorizsiion 8 approval of proposed amend to Ucenae NPF-46 to allow plan! startup 8 
return to avo by 880122. 

MROCZKA.E.J;. SEARS,C.F. Nodheaal Nuclear Energy Co. (aubs. ol Nodheasl UMi- 
ties). MROCZKA,E.J. Nodheasl Utilities. 07/12/24. Document Control Branch (Ooov- 
ment Control Desk). 3pp. 43961:125-43961:127. 

6601070205 Notification ol 680106 meeting w/Weatloghouaa Owners Group Operallons 
8 Analysis Subcommittees In Bethesda,MD to discuss subcommittees Investigations in 
analysis area re GenorloLtr 87-12, _ . 

TRAMMElI,O.M. Prolecl Direotorale V. 07/12/30. KNIGHTON, Q.W. Projeol Olreclor- 
ale V. 4pp. 43645:344-43645:347. 


8601190260 Submits comments on draft SRP Section 3.6.3. "Laak-Belore- Break Eval- 
uation Procedures," per amend to QOC 4 of 10CPR60, App A.UUIs endorse conv 
mente by Nucleaf UtH Group on Equipment Qualltlo^or, . ^ , 

MROOZKA.E,j. Connecticut Yankee Atomic f^wer Co. SEARS, C.F.NoftheartNuo^ 
Energy Co. (subs, of Nodheast Utilities). 86/01/06, Document Conbol Branoh (Oocu- 
nn^l Cwlro) Desk). 4pp. 44002:161-^002:164. 


6601270161 Ack receipt of Invoices 00309,00403.00404 8 G040S tor second quaderly 
tnslatimont ^ 1688 annual ieo Payment lor tnvoKrsa win be trensterred on 8601 29, per 
ineiruclloftt. 

MROCZKA.EJ Connecticut Yankee Atomic Power Co. 88/01/16. Document Conirol 
Branch (Document Conirol Desk}. 6pp. 44 168:014-44 168:016. 

88012^173 Provides sutnmaiy ol Isb 8 In situ tesla re quallflcellon of diesel engine 
mounted instrumentation 8 controls for vlbraUonB,per commlimoni made lr> util 87 1022 
Hr.Control panel suppode moditied w/vibraiion Isolators. 

MROC2lOk,E.J. Northeast Nuclear Enprgy (Co. (subs, of Northeast Utilities). 
MROCZKA.EJ. Northeast Uiuries. 68/01/(8. Document Control Btacuh (Document 
ConholDask]. lOpp. 44169 080 44t86.069. 

6801260101 Forwards Amend 13 to Ucense NPF-49 8 safety evaluation. Amend revises 
Ted) Spao Section 4.8.4. l.e.2 to permit epecllled surveilfanca testing of instanlaneous 
trip oiements ol molded case circuit breakers 8 siertere. 

FERQUSON.R.L. Prolecl Directorate 1-4. 88/01 /20. MROCZKA.E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 3pp. 44t39:l 13-44136:129. 

-8601260104 Amend 13 to License NPP-49.(ev;elng Tech Speo Section 4.6.4.1.82 lo 

e urrsi surveiiience lesHng ol insienleneous trtp elements ol molded case elrCuK 
eekers 8 unitized staders at -26 to -<-40% of Insienleneous trip current range. 
STOL2.J.F. Project OHeoloraie l-4. 88/01/20. 6pp. 44139.1 16-44139.120. 

-6801260106 Safely evelueilon suppoding Amend 13 lo License NPF-46. 

’ Office of Nuclear Reactor Reguial^n, Director (Post 8704tt). 66/01/20. 9pp 
44139:121-44139:129. 

6601270673 Requests tee payment for 671113 request re addendum to NUSCO-t62 
concerning phyaics melhoocAogy lor PWR leload design. 

OI^S.R.M. License Fee Menegsmenl Branch. 86/01/21. MROCZKA.E.J. Nodheasl 
Nuclear Energy Co. (eubs. ol Northeast UiHuiea}. tp. 44t68:0l0-44l66.0i0. 

8801270692 Forwards results ol evaluation performed on temp data collected during 
HrsI cyde In response lo LIcenee Condition 2.C(3) requIremetil.Cablee qualified Wes 
vdll not be reduced to loss than 40 yrs due lo higher tamps. 

MROCZKA.E J. Nodheast Nuclear Energy Co. (subs, of Northeasl UUlities). 
MROCZKAE.J. Nodheasl Uliiitlea. 66/01/21. Document Control Branch (Document 
Contrr^ Desk). 4pp. 44146.077-44145:080. 

6801260630 Confirms that air dryers in emergency diesel elr start aya Installed 8 
opetallonal.per Licenee Condition 2.C{B). 

MROCZKa!e.J. Nodheaal Nuclear Energy Co. (subs, of Nodheast UUlities). 
MROCZKA.E.J. Nodheast Utilities. 66/01/21. Documant Control Branch (Oocumsnt 
Cotqr^ Desk), tp. 44160:164-44160:194. 


Q. Inspection reports, lE Bulletins 8 oorraapondence 

6601110449 Discusses Physical Securtly Insp Repts 60-245/07-22, 60-336/67-20 & 50- 
423/87-16 8 Insp Rept 60-423/87-1B on 87083t-09p4 8 22-1 102, respectively 8 for- 


wards notice of violation 8 proposed Imposition ol civil penalty. 

RU9SELL,W.T. Region 1. Ofo of the Director. 87/12/14. MROCZKA.EJ, Nodheast 
Nuclear Energy Co. (subs, of Nodheasl UtiHiles). 4pp. 43969:169-43969:177. 

-6601110464 Padlally deleted nollce of violation from Insp on 870831- 0904 & 26-1026 

^V^LUWT^/ieglon 1, Olool the Director. 67/12/14. Bpp. 43969:173-43969:177. 

6712160909 NRC Into Notice 87-064, "Conviction for FaiaJftcalion of Security Training 
Recorde." Svo list encl. 

ROSSI, C.E. Division of OperaHonal Events Assessment (PosI 870411). 87/12/22. 
Consoildaled Edison Co. or New York, Ino. 120pp. 44163:001-44163:124. 

•712170110 NRO info NoUce 87-085, "Plant Operation Beyond Analyzed Conditions." 
8vo list encl. 

ROSSI, C.E. DNWon of OpwaMon&l Event* Assessment (Post 07O4U). 97/t2/23. 
Consoimted Edison Co. of New York, Ino. 120pp. 4406&:008-44066:127. 

6712290003 Suppl 1 10 NRC Info Notice e7'028, "Air Sys Problems at US LWRs." Svo 

ROSSI,C.E. Division o( Operational Events Asaeasment (Post 670411). 67/12/28. 
(ions^ated Edison Co. of New York, Ino. 124pp. 43695:136-43985:257. 
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8601120297 E^orwards Safety Insp Root &0423'&7-26 on &7iU6-2Q.Mo ^rfo'«1lon& 
noted. 

JOH,->ISTON.W.V- aeg on 1, Otc o( Uie Di/ecto'. 87/12/20. MROCZKA.E J. Northoasl 
Nucisaj Energy Co. (subs, of Nonheest UUlii'es). 2pi> 44040;07e-440‘i0;087. 

-8801120301 Insp Rept 50-423/67-26 on 871li6-20.No vio'at'ons noted Maior areas 
Inspocled loensee action to Improve reactor (rip ral'abii:YeurvelIlance lesilnQ of ECCS 
sya 8 cold weallier proieclicn. 

FINKEL.A.. BLUMBERQ.N. Rocfon 1. Ole ol (be Dieclor. 87/12/17. 6pp. 44040.080- 
44040.087. 

871229015$ NRC Into Nblice 87-088, '‘Inappropbate Applicalion ol Commercial-Grado 
Componen(a."Svc iisl end. 

ROSSI, C£ D.vis-’on ol Operational Events Assessment (Poet 670411). 87/t2/3t 
Consplidaied Ed-son Co. of Now York, Inc. t20pp. 43985 2S8 43996.018. 

6713300091 NRC Into Notico 07-067, "Lessons Loarned From Roglonal tnsps ol Li- 
censee Acl'ons In Response lo lE Bu'letin 80-1 1." Sve list end. 

ROSSI, C.E. Owiclon of Opeiet'Qt\6l £veri'.s Assessmeril (Post B70411). 67/12/81 
Consol-daied Edison Co or New York, Inc. 123cp. 44038:164-44098:266. 

8801120362 Forwards Insp Rnnla S0-24S/87-3i.80-396/a7.26 & 50429/87-27 on 
871l16-20.No violations noledUnil 3 aiall implementing eilediva red-aLkin protecilon 

ra 'em.Wee)lnes$ noted re qualificallon of respiratory proiocton support personnol 
TIN.T T. Region 1. Olc of Iho Olreclor. 68/01/04. MROCZKA.E.J. NortTieest Nu- 
doar Energy Co (subs, ol Nertbeast Uii'il'aa] 3pp. 44040.050-44840 061. 

-6801120387 Insp Ropis SO-24S/87-91,5O-336/07-2e 8 SO-423/67-27 on 671116- 
20 No vio'alicns noted Major areas inspected' radlailon Droieclldri actNilios.lr>ciu(rng 
Iniemal/exlerna) exposure conl/ol & personnel selection i training 
WEACICx:k.A , THC5mAS.W., SHANaAKY.M. Redon 1 Olc ol the Olreclor. 67/12/26. 
9pp. 44040:053-44040.081. 

8801130092 Forwards Saloty Insp RepI S0'423/e7-34 on 671103 1207 No vtoieiions 
noied.NRC concerned about folicw-up & root cause Ideniiiicaiion of events wDicb led 
10 abnormal sodium concenira'lon In relueting water sioiaga tank S 
BET'TENHAUSEH.L. Region 1, Olc ol Ihe Oiietior. 88/01/05 MROCZKA.E J. North- 
easi Nuclear Energy Co. (subs, of Northeast Uti'itlas). 2pp. 44043 .30S-44049'33d. 

-8801130098 Insp Repi S0-423/67>24 on 671 103-l207.No violations noted Ma(<v 
areas lnspected.oulage acLViiesjE Bulletin 65-003. physical securiiy 8 
maint.Ubreaolved Issues idantilied in area of licensee rooi cause idenilf<cei)on i fot- 
lowup. 

MCCABE, e.C. Region 1, Olc of ibe Otrector. 89/01/04. 33pp. 44043 307^4043339 

8801120365 Forwards Safely hap Rept S0-423/d7-2S on 87iii6-29No vtofaiKifte or 
detnebona noted 

MARTrN.T.T. Region 1, Olc of tho Oirecior. 68/01/06 MROCZKA.E.j Northeast Nu 
clear Energy Co. (subs, of Nortneast Utiiues]. 2pp 44040.036-44040.095. 

-8801120368 Safety Inep Rept 50'42a/e7-2S on 87 1 liS-gO.No /.sms of noftcompAance 
noied.Msior areas inspeciodtgsseous & liquid efifuenis eonirol program, inciuditM hguld 
& gaseous wane procesa;ng,8amp'lng i measurement & roloase records. 
OWfOSO.N.BS, PASCIAK!wJ. Ragicb 1, Olc of the Oirecior. 67/12/31- 6po. 
4404CJ:OeO-44040,095. 

8601050394 SupcI 1 to NRC Info Notice BS-OSi. "Broken External Ctosuro Sptinas on 
Atwood &. MorrT'l MStVa." Sve lisl ond. 

ROSSj.C E D.vl$lon of Operational Evonls Assessment {Post 670411) 66/81/11. 
Consolidated Edison Co. of New York, Inc. 123pp 44038 04i-44036;i63 

8801290193 Forwards repi summarir.ng comeciive acilons taken to repa'r reader cool- 
ant pumps. Seven foosa parta found during cord unload Refuaifng outage wit be ex- 
lenaed to Insp & t^airpurnps. 

MROCZKA.E/, SEARS.CF. No/tbassi Nuclear Energy Co. (subs of Northeast Util- 
6es). MROCZKA.E J. NortbeasI Ulihllea. 68/01/22 OMumeni Control Branch fOocu- 
inenl Cortlrof Oesk). 9pp. 44183 263-44163:271. 


R. Periodic operating reports & related correspondence 

880t 140330 Mo(YM'/ operating rept for Dec 1987.W/680tOailf. 

ELMS.A.L, SCACE.S.E. Northeast Nuclear Energy C^. (subs, of Northeast Dliklies). 
SCACE.S e. Northoasl Uli-'iUes. 87/12/31. 4pp. 44M2 286-44062.288. 


S. Reportable occurrencee, LERs & related correspondence 

8801120239 LER 67-047-00 on 871 IGO.core aiieretion made vr/o licensed senior reac- 
Icr operator preseni In coniarnmenl. Caused by both personnel S procedural 
arrors.Core alletatlona slopped uniil senior reader operefor cou.'d be presertLW/ 
871228 Hr. 

MCDANIEL.O.T., SCACE.S.E. Northoasl Nuclear Energy Co (subs, of Northeast Ub5- 
lias). SCACE.S.E. Northeast Ulititlos. 87/12/23. 4pp. 43996:396-43998:361. 

8891120099 LER 87-048-00;on 871203 & OS.drain hoses discovered sirurtg Itvougb 
Train 6 reclculailob spray sys cubicle & control bldg equipment room 
door.respactIvejy.Caused by buman enor. Memo lo reinforco correct methods 
lasuedW/60OI()4 Hr. 

PlNKOWIT^B.M . SCACE.S.E. NortbeasI Nuclear Energy Co (SuDs. of NortbeasI UlNt- 
l«s). SCACE.S.E. NortbeasI UUlitles. 68/01/04. 4pp. 43998:226-43996 229. 

8801208303 LER 87-C4900:on 871216,eniglneennQ evaluation leoulred t» plant Tech 
Specs r>oi performed wiibin allotted lime frame. Caused by misinterpretation of action 
sfalemenC ol Tech Specs 3.7. to. Engineering evaluation performed W/680tt3 Hr. 
LOOMIS,LE.. SCACE,S.E. NoribeaSt Nuclear Energy Co. (subs, ol Northeast LftWifes). 
SCACE.S.E. No/lbeast Utilities. 08/01/13. 4pp. 44lO6;t90-44lO6 201. 

8801270116 LER 37-050-00.00 87i22l,discovored that temps for various areas houdbg 
safety-ielated & envIionmerMai^ qualified equlpme<vi net within Te(2t Spec 
ifmiis.Caused by personnel error. Pereonnal lnstrucled.W/680120 lir. 

JOSEPH.V.R . sCACE.S E. NortbeasI Nucieer Energy Co. (subs, of Northeast Ubittes). 
SCACE,S E. Northeast Utilities. 80/01/20. Spp. 44fM020-44t69:024. 


V. Operator EKsmlnatlons 

8801110174 Forwards commenis discussed during 071215 oxam review moetirtg 6 sub- 
sequent reviews re wntlon ifeensoo reactor operator exam administered on 67121$ 
SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utiii'les). SCACE.S E 
Northeast UtHilies. 87/12/24. Oocumont Control Branch (Oocumenl (Dontiol Desk) 
6pp 4400805844006-064. 

8801200231 Ponial response 10 FOIA request lor documoma ro worker training pro- 
grams & INPO training eccred lation.Forwarda App F documents.App E A F docu- 
ments a'so available In PDR Addl records also ava leble in POR under Bossong FOIA 
67-204 

QRIMSLEY.OH. Division ol Rules A Records (Post 070413). 86/01/12. BOLEY.K 
Pubrtc Olizan's Critical Mess Energy Project. Spp 44 1 10.001-441 16.030. 

-8901220136 Advises of attendance at 870923 Nall Nuclear Accieditng Board rrost-w 
at INPO ofes in Allanta.QA re training programs at Iwo planis.EncIs Include lisi ol 
Boaid member nemos A atlondaes 8 871 105 plant status accreditation table. 
GI6S0N.AF. Region 2. Olc of the Okociot. 67/tt/02. ROE.4 Orri&lon cl txe's^e 
Performance & Oualily Evaluation (Post 870411). Qpp. 441 19 159-44119:165 
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F. Security, medical, amergency & firs protection plana 

8801120021 Informs that Dec 1907 security sys mods completion com.mllted to n 
871021 Hr delayed until Mar 1 980 due lo software problems Appropriate Reg on it pet- 
sartne) tniormafl aunog 871221 lelcon. 

GlfCVYA.L.T. Georgia Power Co. 87/12/20. QRACE,J.N. Region 2. Ofc ol Iho Diix- 
101. 2pp. 44044 099 44044:100 

8801120431 Rev 4 lo Emergency Plan implementing Procedure 91110-C, 'D<.tos of 
Hoatn Physics Supervisor (Tecnnleal Support Ctr).^' W/rovised loble of cortlonis 8 
871230 Hr 

GUC«NA.LT.Gec«g>a Power Co. 67/12/30. 14pp. 43000 17l.43990' t«4. 

8B0I1I0441 Confirms JA Edwards 8 LA Hill 071216 conforonco call w/ TR Docker rs 
NRC decision not to conduct omoigency response fsdl’ty appraisal during 8^0524 
emergency prqperedn OSS exorcise 

GUCwA l.T. Georgia Power Co. 07/f2/3l. Documeni Control Branch (Documarl 
Centred Desk). 2pp. 43986 025 43936 026 

8801290168 Forwerda Amend 9 to physical security A contingency plan, reflecting mv 
ptementaiion ol physical & sdrnlnistraltva lmprovomenls.Amanct withhold ('e* 
10CFB73 2I). 

OUCWA.L.T. Gborgie Pcrwoi Co. 08/01/06. Document Connel Rrarch (Do<urT.w.l 
Conjiol Desk). 2pp 44183 229 44163.230. 

6801190271 Conti'iTis lelcon between WE Burns 6 MV Binkula ro 8601 19 mgl mooLng 
eisiie to Oscuse recent oporaimg evenis & plant eciivities.Proposad rreeting agenda 
enc) 

ORACE.JN. Region 2, Olc ol ihe Oiroctor. 66/01/12 O'REILLY.J.P. Qocigle Poner 
Co. 3p(t 440St 023>440S1.02S 

8801270408 Forwards Rev 4 lo security training & quaiilicaiion plan, incorporadng clarA- 
caiion re paycboipgleal ovs'uaiions A minor editorial changes Rev wiifthold (rel 
10CTR73,21). 

OUCWA.L.T. GeDig‘a Power Co. 68/01/15. Document Control Oraneb (DoCunerit 
Control Desk) 2pp. 44141:066-44141:067 

8801280535 Inloirns ihni Hems Included In Amend 0 to plant physical security & conlin- 
peikcy plan resolved througb direct discussions betwoon uiif & NRC DlaposiHon ol 
rtems enci Amend wilbheld. 

GUCWA.L.T Goorgia Power Co. 88/01/20. Document Control Brench (OocuTui.m 
ConimlOesk) 2pp. 44l2&:120-44125:l2f. 


4. tneurartce 8 Indemnlly Information 

8801070357 Forwards endorsemenls,’ncluding Endorsement 7 to MAELU Certificate M- 
75.Endor«emont 7 to NELIA Certiheate N-75, Endorsement 8 lo MAELU Ceriil-cate M- 
668 Endorsement 8 to NELIA Certllicale N-6B. 

SANNA.LJ. Marsh & McLennan. Ino. 87/12/30. DINlTZJ. Oltice ol Nuclear Reaclor 
Reguietion, Oirecior (Post 870411). 6Spp 43936:165-43936 260. 

8801270120 Forwards Endoraemenis 105 & 16 to NELIA Policies NF-215 A NF-302 & 
Eodorsemenfs 87 & to 10 MAELU Policies MF-7a A MF-t20. 

SANNAL.J. Marsh A McLennan. Inc. 68/01/12. OINITZ.I. NRC - No OeiaHed Affiii- 
aiion Given. 17pp. 44l86.O47-44t86.063 


P. Opecatlng lleenae stage documents A corfespondence 

8601 190239 FOIA request for all documenis re S McNally.B Weatherford, J Reg ster.ST 
Regislei 8 L Price. 

WWTNEY.C.W. Troutman, Sanders. Locketman & Ashmore. 38/02/14. 

GRIMSlEY.O.H. NRC • No Detailed Affillatron Given, fp. 44055:179-44055:170. 

8801180090 FoiwBtds Info re RoGOutce Technical Svcs.lnc.IncWding summary ol NBC 
contract work, NRC Form 26 for three existing coniracts, audit Inlo.work history A lists 
ol ei^rllse availab'e lor special Insps A of current resource sves. 

FELiHOUS.HA. Resource Technical Services, Inc. NRC-26-87-417. 67/12/16. 
JOHNSON.EH. Region 4. Otc ol the Oirecior. 7lpp. 4390B:23O-4399a:3OO. 

8601090376 Forwards updeled listing of licensing Issues under NRC revlew.Appioval la- 
^sted by dales noted. 

GUCWA,L.T. Georgia Power <3o- 67/12/20. Document Corttrol Branch (Oocumenl 
ConirrH Desk] 3pp. 43980:173-43980:175. 

8801070182 Application foi amend lo License NPF-68,tevlsIng Tech Specs for corpo- 
rate & plant organization desertpHona-Fee paid 

O'REILLY.J.P. Georgia Power Co. 87/12/28. Document Control Branch (Documer 
OMitrol Desk). Spp. 43991:183-43991:193. 
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-9801070168 Proposed Tech Spocs.revising corporate & plant organizations. 

' Georgia Power Co. 87/12/20. 3pp. 43991:191-43991:193. 

8801070205 Notification of 860106 meeting w/Woslinghouse Owners Group Operations 
8 Analyals Subcornrniltens in Bethesda.MO to discuss sutHiommllloes InvoslIgaUons In 
anaivs s area re Generic Lir 87't2. 

IRAVMEILCM. Pioleci Oiiectorate V. 87/12/30. KNIGHTON, Q.W. Prelect OIroctOf- 
ate V. 4pp. 43045:344-43945:347. 

8801120011 Forwards anonymous letter from concerned Individual re P1l-87-A.0t23.Re> 
cjesis findings from reviow of concern within 30 days of Itr recolpt.Ltr ^^ihheld (ref 
1OCFR2.790). 

REYESL A Region 2, Ofc of the Director. 87/12/30. O'REILLY^.P. Georgia Power 
Co 2pp. 44030:165-44030:166. 

6801120303 Submits addi Info re Generic Llr 83-28, Hem 2.2 2 on Incorporaitog vertdor 
technical info Into plant procedures, per 871106 request. 

OUeWALT Georgia Power Co. 08/01/05. Documonl Control Branch (Documortl 
Control Desk). 7pp. 43986:293-43906:209. 

8801190260 Final response to FOIA requosl.Addl tocorde sub) to request Identified irt 
responses to FOIA-66-43 & FOIA-86-A-I40 under name of Powler.Forwerds App A 
documenis App A also available In POR App B documents withheld (ret FdA Exemp- 

G^iWSLEY.DH Division of Rules & Records (Posl 870413). 88/01/12. 
WHITNEY ,C.W. Trouiman, Sandets, t-ockeiman & Ashmote. App. AAOSSTOO- 
44055:190. 


-8801 190286 Forwards index of documents re FOIA'86-A3. 

VORSE,J.y. Region 2, Ofc of the Olroclor. 80/04/03. SCHOFIELD,?. Office of Invosil- 
gaiions. Tpp. 4‘^55;I84-44055:190. 


8801280358 Forwards updated listing of llconalng^^ssues under NRC rovlow. 
GUeWALT. Georgia Power Co. 88/01/16. Documenl Conlrol Branch (Document 
CoflUol Desk). 3pp. 44138:353-44136:355. 


8601280077 Summary of ACRS Subcommlllee on Quality & QA In Oaslgn & CoiMi 
871124 ir.eeting In Washlngion.DC.Notice of meeting, lentalive moelir^g egende 4 list 
cl handouts ertci. 

• ACRS • Advisory Committee on Reactor Saloguerda. 88/01/22. ACRS • Advisory 
Committee on Reactor Safeguards. 12pp. 44173:2/6-44173:286 


Q. Inspection reports, IE Bulletins 4 corrsspondence 


8719300032 Responds to violations noted In Insp Rept 60-424/87-01. Corrective 
scions radloscth/e mall identified during survey removed from landfill 4 disposed of ae 
rsdwssie Monitor will perform release surveys of contaminated mad. 

QUeWALT Georgia Power Co. 87/12/21. Oocumenl Control Branch (Document 
Conliol Desk). 4pp. 43964:059-43984:002. 

8712160369 NRC Info Notice 07-064. "Conviction (or Falsidcetlon of Security Training 
Records " Svc llsl end. 

noSSt.CE. ONieton ol Opersdonsi Evonis AsseesmetM (Post 870411). 87/12/22. 
Consolidated Edison Co. ot New York, inc. I20pp. 44t53.00l-44lS3:l24. 

8712170119 NRC Ihio NoHce 87-005, "Plant Operallori Beyond Analyzed CondiUons." 
Svc list onci 

ROSSI, ce. Division ol Operational Events Assessment (Post 670411). 67/12/23. 
Consoiidaiod Edison Co. oi Now YoiK, ino. I20pp. 44OS0:OO6-44OSe;l27. 


8801040116 Forwards Insp Repls 6O-424/67-06 4 60-426/67-47 on 67llte.20.No vio- 
laLon or devistlon noted. ^ 

HEROr.A,fl. Region 2, Ofo ol the Director. 87/12/23. O'REiLLY.J.P. Georgia Power 
Co. 2pp. 43963 248-43963:261. 


-8801040119 insp Repts 60-424/87-66 4 60-42S/S7-47 on 871t16-20.No violsUon or 
deviation noted Major areas Inspec.ediwelding 4 nonweldmg activities re containment 
spray piping supports, presotvice Insp & HVAc quality concerns. 

HAlLSTRCSM.G A, BLAKE, J.J. Region 2, Ofc of the Director, 87/12/16. I2pp 
43963 260-43963 261. 


8719230003 Suppl 1 10 NRC Into Nolica 67-020, "Air Sye Ptoblema at US LWRe " Svc 
l.stencl. 

flOSSI,CE Division of Operational Events Assessment (Posl 870411). 87/12/28. 
Consolidated Edison Co. at New York, Inc. t24pp. 43985:i38-43695;267. 


8801130031 Iniotms that Oeo 1987 security sye mods completion commlllod to In 
871021 lu delayod until Mar 1986 due to soflwere probloms Approprlaie Region It per- 
sonnel informed during 671221 telcon. 

GLICWAL.T. Georgia Power Co. 87/12/28. GRACE, J.N. Region 2. CMo of the Oliec- 
tor. 2pp. 44044:099-44044:100. 


8712390155 NRC Into Notice 67-066, "Ineppropriale Application of Commecctal-Orade 


Componenis." Svo llsl end. 

ROSSI, C E. Division of Operational Events Assessment (Post 870411). 87/12/31. 
Consolidated Edison Co. of New York, Inc. 120pp. 43995:268-43096:016. 


6718300091 NRC Info Notice 67-067, "Lessons Learned From Regional Inapa ol Ll- 
cansee Actions in Response to IE Bulletin 80-1 1." Svc list end. 

ROSSI.C.E. OMsIon ol Operailonal Events Assesamenl (Post 870411). 87/12/31. 
Consol'daled Edison Co. oINevr York, 'nc. 123pp. 44O38-.164-44O30'.3B6. 


8801150134 Ack receipt of 871026 4 tl26 supplemental responses to violstiona noted 
In Insp Rept SO-424/87-35.Re8ponses discussed st 671206 meeUrrg In 
Alfanta.OAMeeting summary 4 list ol attendees end. 

GflACE.J.N. Region 2, Ole of the Director. 80/01/05. O’REILLY.J.P. Georgia Power 
Co. 6pp. 44042:077-44042.081. 

8801100304 Responds to violations noted in Insp RepI 60-424/87-64. CorrocUve sc- 
tions:1 liter Marinelil beaker w/proper attenluation corrections ordered to correct 
rtoted problems In health physics counting room. 

GUCWA,LT. Georgia Power Co. 88/01/07. Document Conlrol Branch (Document 
Conbol Desk). 4pp. 44061:206-44061:21 1. 

6801050394 SuppI t to NRC Into Notice 66-061, "Broken External Closure Springs on 
Ahwood & MormI MSIVs." Svo list end. 

HOSSi,C.E Division of Operailonal Events Assessment (Posl 870411). 88/01/11. 
Consolidaled Edison Co. of New York, Inc. 123pp. 44036:041-44036:163. 


6801130353 Ack receipt of util 871030 lit.iniotmrng NRC ol steps leVen to coned viola- 
tions noted in NRC 870904 4 1001 lira 4 peyment of civil ponel^. 

LlEBERMAN.J. Olc Of Enforcement (Posl 070413). 80/01/11. O'REILLY.J.P. Georgia 
Power Co. 2pp. 44002.160-44002:161. 

8801200332 Confirms 871212 telcon re 090119 mgt mooting In Waynesboro. GA to 
Wiew results ol NRC SALP program.includ.ng appraisal ot utit regulatory perloimence 
per 861001-670930 eva'ualion 

GRACE.J.N. Region 2, Olc of the Director. 68/01/ 1 >. O'REILLY.J.P. Georgia Power 
Co. Zpp. 44056:102-44056:103. 

8801870385 Forwards response to 07t 106 NRC Bullotin 67-002, "Faeienora Testing to 
Detenmins Conlormance w/Appllcable Matt Specs." 

O'REILLY.J.P. Georgia Power Co. 88/OI/t8. Oocumenl Control Branch (Document 
Control Desk), tetpp. 44140.083-44140:243. 


R. Periodic opareling reporte 4 related correspondence 


8801280351 Monthly operab'ng rept lor Deo t9B7.W/860112 Itr. 

OILWORTH.S.C, QUCWA.lt. Georgia Power Co 07/12/31. 6pp. 44138:337- 
44136:342. 


S. Reportable occurrences, LERs 4 related correspondence 


8801120267 LER 07-071'00:on 671 109,storago tanks refilled w/ Inadequately analyzed 
diesel luel oil.Caused by personnel mlscommunlcaiion AnalysIs procedure revised 4 
personnel Involved counseled. W/880104 Itr. 

BURNS, W.e.. QUCWA,L T. Georgia Power Co. 88/01/04, 6pp. 44044:234-44044:239. 


8601120113 LER 87-060-0l>on 87t1204iscoveted that max b'consed power level ex- 
cooded on numerous occasions.Causad by procedirrel cfoflclency.Procedures 
levfsed.SuppI rept will ba submitlsd by 860212.W/6S0t05 Itr. 

BURNS.W.F., QUCWA,L.T. Georgia Power Co. 88/01/06. Bpp. 44030:108-44030:1 16. 

6801130070 Special RepI e7-002:volds In tendon sheathing grosse in excess oi 5% net 
duct vol delected during eurveillsnca. Containmant structural inteonty domonsiraled. 
OUCWAL.T. Osorgla Power Co. 88/01/06. Document Control Branch (Document 
Conlrol Deak). 6pp. 44039:358-44040:001. 


8601190061 LER B7-072-0Oon 67l12t,Tech Spec surve-llancs for plant improperly 
performsd.Caused by Inadequate Irsin'ng of auxilHery plant operalorJndIvlauals In- 
volved counsoied 4 training discussion conducted W/SBOtOO iu. 
eURNS.W.E.. GUOWA.L.T. Georgia Power Co. 68/01/08. 6pp. 44fOS;244-44108:246. 


660138036C LER e7-074-00:on 671008, dete'mirvsd thel |unction boxes should be Identl- 
Ned as dsflclency & de'idency caid (DC) initiated DC processed w/o Identifying ther- 
rnecoupies as Inoperable.Ceused by porsennel error .W/oeo 1 1 6 Hf. 

SURnS.W.E.. QVJCWA.L.T. Gsoigla Pcwef Co. 66/01/17, 6pp. 44156-.2a7-4416e:a9a. 


V. Operator Examlnetione 

8601200231 Partial response to FOIA request lor documenis re worker training pro- 
orems 6 INPO training eccredilsuon Forwards App F documonts.App ESP docy- 
menls also avaiisbre in P0R.Addl records also aveiiebie In POR under Ooseong FOIA* 

GRMSLEV.D.H. Division of Rules 4 Records (Posl 870413). 86/01/12. 80LEY,K. 
PUbilo Dtizen's Dltlcai Mass Energy Project. Bpp. 44i 18.001-441 16;039. 

•^01230136 Advises ol altendence at 670923 Nall Nuclear Accrediting Board meeting 
at INPO olcs in Allanta.OA re lielning pronrams at two plants. Encfa Include list ol 
Board member names & attendees 4 871105 plant status accreditation table. 
CIBSON.A.F. Region 2, Olo ol the Director. 87/11/02. ROE.J. Division of Licensee 
PortormstKe & Quality £ valuation (Post 670411). Bpp. 44119:159-44119:166. 


DOCKET 50-436 ALVIN W. VOGTLE NUCLEAR PLANT, UNIT 3 


A. ApplIOBiloo/ construction stsge clooumonts 4 correspondence 


6601190339 FOIA request tor all documents re S McNally, B Weatherford, J RegIstor.BT 
Retf ster 4 L Price. . 

WWTNEY,C.W. Troutman, Sanders, Lockorman 4 Ashmore. 66/02/14. 
ORIMSLEY.O.H, NRC • No Detailed AfllliaUon Given. Ip. 44055:1 79-44055:179. 


8801120090 Forwards into re Resource Technical Svc8,lnc, Including summary ol NRC 
cof^iiact work.NRC Form 26 lor three existing contracts.aud-t Info.work history 4 lists 
ol axoertlse available for special Insps 4 ol curtenl rosource sves. 

J^LTHOUSR.A. Resource Technical Services, Ino. NRC-26-87-417. 07/12/16. 
JOHNSON.#.M. Region 4. Ofo of the Director. 7tpp. 43996:230-43998:300. 


8801070205 Notlficallon ol 880106 meeting w/WeslIrtghouse Owners Group Operations 
4 Anetygis Subcommittees in Belhe8da,M0 to discuss subcommittees Investigations in 
is area re Generic Ltr 67-12. 

MELL.C.M. Project Oireclorate V. 87/12/30. KNIGHTON.G.W. Project Director- 
aleV. 4pp. 43946:344-43945:347. 


anaya 

TRAM 


8601120011 Forwards anonymous letter from concerned Individual re RII-87-A-0l23.Re- 
Duesls findings from review of concern within 30 days of llr receipt. Llr withhold (ret 
10CFR2 790) 

REYES, LA. Region 2, Ofc of the Director. 87/12/30. 0'HEILLY,J.P. Georgia Power 
Co. ?pp. 44030:165-44030:160. 

8601120303 Submits sddi Info re Generic Llr 83-28,llem 2 2.2 on Incorporating vendor 
technical info Into plant procedures, per 071 106 request. 

OUCWAL.T Georgia Power Co. 86/01/05. Oocumenl Control Branch (Oocumenl 
Control Dosk). 7pp. 43986:293-43966:299. 
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460(270141 Final rosponso to FO)A reguesi (or dccumonis Forwards App A documenu 
& portion ol App B documonl.App A documonis placed m POB Port on of App B docu- 
moni withheld (rel FOIA Exemption 6). 

GfllMSLEY.DH. O.vlsion of Rules & Records (Post 070413) 88/01/21 CCNNOn.l.. 
Ooc-Searc)i Associates. 4pp. 44155:006-44155 028. 

-8601270400 Discusses interviews ol RoqIoo ll porsonnol by Subcommiiioe on Over- 
sight & (nuesrgaiions re TVA laol’ties 

KAMMEREfi.CC. oilice Ol Congressional Affairs (pro 870413). 85/12/13. PALLA- 
OIN'O, ROBERTS, ASSELSTlNE Commisslonors. 2pp 44155 016-44156023- 

8801290266 Grams uiii authorleation to uso ASME Code Cases /f34t a N-3S0 to 
oxiand cohlficalion period (or Level ill NOE oxam.nots from 3 to 5 yrs.por 871220 Hr. 
2EGHQG Ofc of Spocial Prelects 80/01/25 WHtTE.SA. Ter.nossoe Valluy Author* 
ity 4pp. 44177;357-44177 360. 


J. Insurance 8 Indemnity information 

6801070367 Forwards entforsomems, Including Endotsemonl 7 to MAEt-U Cuftilicelo M* 
75,Endor50mon'. 7 to NEUA CertiMcato N-75, Erdorsemom 8 to MAELU Curt'iceio M- 
66 a EndO'semoni 8 to NELIA Certificate N-66 

SANNA.l.J. Marsh a McLennan, Inc. 87/12/30 OlNlT2,l. Olfico of Nucloai neecior 
Regulation, Director (PosI 870411). 95pp. 43030 165-43036:260 


O. Inepectlen reports, IE Bullellne & correspondence 

6712160369 NRC Into Notice 87-064, "Conviction tor Falslflcat'on ot SiKurity Tiering 
Records." Sve list oncL 

ROSSl.CE. Division ot Operational Events Asseasmoni (Post 870411). 67/12/22. 
Consolidated Edison Co. of Now York, Inc. I20pp. 44163:001-44153:124. 

6712170119 NRC Into Nolce 07-065, "Plartl Qperetion Beyond At\alytod Ccr.iMiona" 
SvC list end 

ROS&l,C E. Ovision of Operailonal Events Assess.ront (Post 070411) 87/12/23 
Consol-dated Edison Co of New York, Inc. I20pp. 44056:008-44056 t27. 

6712230003 Supp! 1 lo NRC Info Notice 07-028, "Air Sya Piob'oms m US LWRs" Sve 
list ercl 

ROSSLCE. Otvislon ol Opeiattonal Ever^ls AssossmerM (Posi 070411). 87/12/20 
Censo: -dated Edison Co. ei New York, Inc. I24pp. 43905 138-43995 257. 

671 22901 5S NRC Into Notice 87-066, '‘inappropriate App'ication ol Commercial Grade 
Compenenia " Sve list end. 

ROSSLCE. OMelon ol Operational Evonla Assossmoni {Post 870411). 87/12/31. 
ConsQ'ldalod Edison Co. of New York, Inc. 120pp. 43995 250-43996 016 

87|2300<l9l NRC Into Notice 87-067, "Lossons Learned From Regional insps of U- 
consoe Actions In Response to lE Bulletin 60-i i." 8vc list end. 
flOSSlC E. Division of Operoiionel Evonis Assessment (Post 870411) 87/12/31. 
Consolidated Edison Co. of Now York, me. I23pp 44030:164-44030 280 

8801060394 Suppi 1 to NRC Info Notice 00-081, "Orokon Exlvrnat Closuro Springs on 
Atwood S Moiri'i MSiVa." Sve list end. 

RO^I.C.E Division of Oporadonal Events Assessment (Post 670411). OO/Oi/M- 
Consolidelod Edison Co- of New York, inc i23pp. 44030:041 44030 163 

8601200079 Partial response lo FOIA roquest for documenia.Fonwatds App 0 
docurnenta App 0 8 E documanis available In HDR.App F document completely with- 
hold (roi FOIA Ekoinpllon 7).App G documoni partially withhold (ref FOiA Eitompbon 

ORIVSLEY.O.H. Division of Rules & Records (Post 070413) OO/OI/m wann.L- 
Tlmaa Ptlnifng Co. 6pp. 4408i:2i6-44UQi:272. 

-8801200116 D-scussea F Combs 860110 memo addressing h Myers inquiry as to 
slalus Ol Unresolved items 300/04-07-0t,39f/04 07-01. 438/e4.02-Ot & 430/0402- 
01 . 

CISH.NSKI,J A Region 2. Ofc of the D reclor. 05/03/13. REHM.TA nogmn2. Ofc of 
the Oi/GClor. Ip. 44081:226-44081:258. 

6001260276 Partial rosponae lo FOIA roquoais Forwards App A documonis. Oocumenls 
being pieced In POR.Only files In NRC Ofc of Governmomai & Public Affaire searched 
lor oocumenls responsive lo reguesi, per 671020 tolcon. 

GRIMSLEY.O H. Division ot Rules & Records tPosi 070413) 60/01/22. CONNOR.t- 
Ooc-Search Associates. 3pp. 44139:290-44139.334. 

-S801960S51 Advises that Comntllloo an Interior & Insular Aflelts hes provided or>cl 
info on TVA weld Issues. 

KAMMERER.C Olfico of Congressional Affairs (pro 070413] 85/10/17. OIRCKS.W. 
Ofeot Ihe Exacutivo Direcior for Operations 23pp. 44139.340-44140-008. 


R. Periodic operating reports 6 related correspondence 

6901200079 Partial leeponso to FOIA request for documenIs.Forwards App P 
documenis App D & E documents ava-labla in POR.App P document compMely with- 
hold (rel FOIA Exemption 7). App G document partially withhold (rof FOIA Exemption 

G^RIMSLEY.O.H. Division ol Rules & Records (Post 870413). 68/01/14. WANN,L- 
Tlmes Printing Co. 6pp. 44061:218-44001:272. 

—6602190673 Summarizes NRC activities involving TVA (tom 660203-07. 

OENTON,H R. Office of Nuclear Reactor Reguiallon, Director (061125-070411). 86/ 
02/12. STELLO.V. Oto ol the Executive Director (or Operations. 3pp. 44081579- 
44081:281. 


S. Reportable occurrencea, LERi & related correspondence 

8801140106 fnlerlm Deficiency 8 Pert 2t Ropt CAQR BLF870201 re disengegod XbtixNc 
Corp operators for 90 degree Tulline plug valves. Initially reported on 87i I^.Mod Mie 
will be provided by Xomox for valve repair. 

ORIOLbY,R Tennessee Valley Authority 68/OI/OB. (3ocumenl Control Stanch (Oocu- 
menl Conuol Desk). 4pp. 44038:349-44030:352. 


DOCKET 50-439 BELLEFONTE NUCLEAR PLANT, UNIT 2 


A. Applicatlon/consiructlon stage documents 8 correspondence 


8801040516 Reouasts auihofliai'or\ lot uso ol ASME Boi'.et & Prossui© Vessel Code 
Casos N-341 & N.356 lor plants Requ'red (ustification lor uso end. Concurrence on 
use or casos toguoslod by 060215 

ORIDLEY.R. Tonnessoo Valley Authority. 07/12/29 Docu.menl Conirot Branch (Docu- 
ment Control DosV) 3pp. 43961 203-43961:205. 

88011 10378 Fcrwprds lab'o 'isii.ng Sogjoyah 8 TVA generic allegations fnwosnaaied by 
uiii & noted 'n DG Zoch 870729 Hr to SA Whie as restart issues.Tablo a'so notes 
subrnisson dalus for ropts 

GniDLEY.n Tennessee Valley Auihonty. 08/01/06 Docu.-neni Control Branch (Docu 
mont Control Doak). 3pp 43969 082-43960 084. 

86012S0133 Summary of 871215 meeting w/TVA in Boihesda.MD re TVA program to 
addrose mlcrobiQloolcally Irtfuee'.t corroslgrx.Llst ol atterdoes & vlewoiephe erd. 
AULUCK.R. Ofc of Special Projecis 86/01/11 Ole of SpaciaT Projects 76po 
44110:219.44116 294 


8601290032 SL-n'.mary of 871215 mealing w/ut-l In eeihosda.MO re uli! weld.ng reinsp 
program Llst ol altondoos 8 vlowgraphs oncl. 

AULUCK.R. Ole of S()oclal Projects. 80/01/16 Ole ol Special Projects 27pp. 
44176200-44176 227. 


6801270141 FViol rosponso to FOIA regunst for documents Fo.'words App A documents 
8 pofi'on of App B documoni App A documenis placed In POR Portion of App fl docu- 
moni wilhtioro (rof FOIA Exorription 5) 

OfllMSL£Y.nH Dlv,slon ol HuIds 8 Records (Post 870413). 88/01/21. CONNOR.L. 
Ooc-Soerch Associates. 4 pp. 44 155 008-44165 028 

-6801270400 Discusses mlorviows ol Rog on |l porsonnol by Subcommitieo on Ovor- 
slgni & (nvosilnnllons re TVA facii-iios. 

KaMMGRER.C.C Olfico of Congrossdnal Affairs Cpro 870413) 85/12/13 PALLA- 
OINO CommisBloners 2pp 44t&S:0l6'44l5S:023 

6801280286 Grams util eulhonzalion lo usa ASME Codo Cases N-341 8 N 356 lo 
oxtond cohilicaiion po/iod lor Level III NDE oxettinors from 3 IP 5 yrs.por 871229 Hr. 
ZECH.Q.Q, Ofc of spodol Pro.ocle. 08/01/25 WHITE, S. A. Tonnosseo Valley Author- 
ity 4pp 44177;357-44I77;360. 


Q. Inspacllon reports, IE BuileDna 8 correspondence 


8712160366 NRC Into Noiico 87-084. "Conviction for FalsiflcoHon of Security Training 
Rocords ' Sve list oncl 

nOSSi.CE Division of Opoiailonei Events Assossmoni (Posi 670411). 87/12/22. 
ConsoiMsiodEdlson Co. of Now York, inc l2Cpp. 44I63:001-44163:I24. 

8712170110 NRC fnfc Noiico 67 065. "Ptani OporsHon Boyo-'.d Analyzed Cond lions." 
Sve kst oncl 

ROSSi.C.E. Division ol Opoiaiipnei Evonis Assessment (Post 070411). 87/12/23 
Consolldeioo Edifion Co. of New York, inc. 120pp. 44056:008-44036:127. 

6712230009 Suppi 1 to NRC HMo Notice 67-026, "Alt Sys PtoWoms at US LWRs" Sve 
L$t end 

ROSSl.CE Divisiori ol Oporaiionoi Events Aseossmont (Post 870411). 87/12/28. 
CorisOHdslod Edison Co. of Now York. Inc. I24pp. 43695:138'43D0S'267. 

6712290165 NRC infp NoHco 87-066, "inappropfiaio Application ol Commercial-Grade 
Componenis." Sve Hsi oncl. 

ROSSI.C.E. Division ot Operalionai Evonte Assossmoni (Post 670411). B7/12/3I 
Consolkfalod Edison Co. of Now York, Inc. 120pp. 43905 268-43996:016. 

8712300091 NRC Inlo Noiico 87-007, "Lessons Learnod From Rogfcnal Insps of U- 
censoe Acilpns In Response lo IE Bulletin B0-1 1." Sve hsl oncl. 

ROSSLCE Division of Oporailonal Events Assessment (Post 870411). 87/12/31. 
ConsoUdatod Edison Co. Qt New York, Inc. t23pp 4403B.164'44038;266. 

0801050304 Suppi I lo NRC Info NoLco 60 081, "Orokon Extornal Closure Springs on 
Aiwood & Morrill MSIVs " Svo list end 

ROSSI.C.E. DiviBlon ol OporaMonel Events Assessment (Post 870411). 88/01/11. 
Conwhdeied Edison Co. of Now York, Inc. 123pp 44038:041-44038:163. 

8801200079 Partial response to FOIA roquosi tor documenIs.Forwards App 0 
documanis.App D & E documonis available In POR.App F documoni completely with- 
held <rof FOIA ExempHon 7). App G documoni partially withhold (ref FOlA Exemption 
8) 

GRIMSLEY.D.H. Dlvialon ot Rules & Records (Post 870413). 00/01/14. WANN.L. 
TImos Printing Co. 6pp. <14081 218-44081:272. 

-8801200116 DIscussos F Comba 860110 momo addressing H Myers inquiry as to 
eleius ol Unresolved Homs 380/6<1-07-01, 391/04-07-01, 430/64-02-01 & 439/04-02- 

Ol. 

OLSHINSKI.J.A. neglon 2, Ofc ol the Oiroclor. 85/03/13. REHM,T.A. Region 2, Ofc of 
IheOIrdCtor. Ip 44081:226-440Q1r268. 

9801260278 Partial reeponse lo FOIA reguesie.Forwards App A documents. Documenis 
being placed In PDR.Only liles In NRC Ofc of Govornmenlal & Public Affaire searched 
for oocumenls rosponsive lo request, per 871028 tolcon. 

GRIMSLEY.D.H. Division ol Rufos 8 Records (Post 870413). 88/01/22. CONNOR.L. 
(tec-Soerch Associates. 3pp. 44139.290-44139:334. 

-BB0I26O651 Advisee the) CommiUee on Itilerior & Insular AHairs has provided oncl 
Info «i TVA weld iesuee 

KAMMERER.C. Office of Congressional Affairs (pre 870413). 85/10/17. DIRCKS.W. 
Otc ot the Executive Oiroclor lor Operations. 23pp. 44139.346-44140:008. 



152 DOCKETED ITEMS 


H cp*nBriQ rtporU A rt4at*d corrttpond*'>e« 

MOt9OO074 Part* re9pc«*i« itt FO‘> fequesJ fv tJoeumenls FcKwards App O 
3ocw*>«ru AfP 0 * £ dcctnera tvaA»e*e ai POfl/pp F doeurr»enl wripWeV «“>• 
(.'Sf G dociMd paraiiy wiih^>eW FOW cxe#nptk>n 

OP P>tSi,E» C<v“iscin c* fkaes A fiecords (Pwi 870413) 8fl/0l/t*. WANN.L 
prrSfvj Co 8pc *4081 2I8-U081 272. 

-880118087] S»~n4raM NflC ATSvtiej rveAvg TVA fiofli 080203-07. 

DeNTOMHfl C'^ d KuciMf flMCW RegtSatoo. Oaeclcv (8S1125«87(MII) ^ 
C;.’2 ST£uOv Oc of r« tiecusv* Otrector fot Oparaaons 3pp 44061:279- 
<*:«i 29t 

S. AapofUd* ocewrrw>e«», LCR* A /tUtad conttpondAnoa 

1801940106 <-'err< Oe*cienn A Pan 21 RapiCAOfl Bt.Fe7020t re dis«ogaM Xomox 
Cc'PCpA'a^ icr 9C Oe^ee plug olvea i<vtaSy reported on B7fl27 Modluls 
beprsT’^ ^ xorncx Id vaNre repa^ 

GPDllvP ’'erneMee va^ A.^nor>!v. 88^01/06. Oooumeni Control Brandi (Pocu- 
rneri Coinrs Cesfj 4op 44038 347-44^3:2 

DOCKET 90-440 PCWIV NVCIEAR POWER PUUa, UMfr 1 

F. Stcartti. nt d x u, etnerpency A Art pfotectiM plaru 

•801260482 Revtaed ernergcncr plan vnpMrnentng procadurea.'ncfLjdino Revs 4 lo 
Enwroenty PUn ^••!p*r'«rtra Jratrjctona EPI-A3. "Unusual EvenC ^^A4. ” Sne 
Area t^waerc* " - - - 


Ei’wroenty Plan >.-!p*r'>er^ Iratrjctoia EPI-A3. "Unusual EvenC EFI A4. ” Sne 
Area E-^jercf " A EPI AS. General E.'nerjerKy" W/AAOl IS llr 
MOONS. GEfiSER.OH. kAPLANA Cteveiand Eieclru inurninaoM Co 68/01/15. 
05(!p 44127201-44127225 


Q. AflucScator)' dorrtapondenea 

A66 12504 1 1 NPC &a« response lo pe«fin As ntervene ffed tjf OCRE. ' OCH6 shedd 
cor^ « «o «jCrBt at west one inoaUe conienwyi-Noao* ot appearence 

A Cer«Aca<« d Sec «nJ 

WOO&iEAOCP Aiswtarti Genera) Counsel Jor Heannoa. #IA8 5393. 86/01/20 
Aicr«: Sa<«rf ard Uunsirg BoerQ Pand Spp 44099:128-44099.133 

•MI250309 Forwards OCft£ pesoon lor leaKe to irKervene A request lor lormaJ ecliudi- 

*« appropnai* action Served on 880122^^ 
Secreiary d r7>a Conwwsna #188 5392 88/01/21 
COTTER BP Atof^ Sa/eff and L>c«nsng Ootta Pa^ Ip. 44099 192<44099tl99. 

** ® axanrena A requ«t( faw formal adiudieaiofv liearino • 

^E flensoraeaisa ngfitt « mads parry « proceeckng A peownsSgS be^M- 

Owerw Kx Aesoonsble Enaroy 88/01/07 Aiorrte Salaiv and ik 
cwssng Board Panai Spp. 44099-193-44099-197 v/.«u)mtcoaietyanou- 

Hlg.SL Ovo CittTsna Ax ResponaWe 6^ 68/0 1/07. 2 po 44Q99:t9e- 

ter lew to iniarvene 4 <««„« fo, 
WtS^cStJteSJIf teited to meel FR noace oangaCTA NW 

44i»3i^i2*"l ^ “^<^''22 ■^‘w^Saiety and Utensng Board Panel 7pp. 

K Oertaral eorrMportdenee 

sttonGfvan. ip 440B2 1 aS/Ol/04. NflC - No Oetailod AtfiB- 

P. Operattsg icanea stage decvmente A corrMpondenee 

JOHWOKEM R4SSroic.?S?DUS-1TS, 

1sS#iS!~3SJw.-E= 

f '» '“W E.™ 


’***^ Poreirdi aiMnwy d reviews 
on s p sc rtc hties oi nako* *- — 


-8A01J10384 -'Startop Tesi Results Final Summafv nop*- . 

CANTLINJG., BIDDLECOME.L.a., KAPLAN, A. ClovOland EJocWO lllumlonllng Co. 81/ 
Qt/04. 244pp. 43982:104-43962:347. 

8AOI270248 Forwards "Reacior Internala Vibration TosUng al Porry Unil I." pral'^a^ 
wplpecfleoGuida t .2Q. ^ 

KAp[an,A. Clevaland Elaciric lllomlnatlng Co. 08/01/16. Doci/froni Coolrol Btancr 
(Oocument ConlfOl DosW- ip 44 m6;279-44146:307. 

-8801270268 "Raaclor Internals Vibration Testing al P^ir^ Unit 1," prolirnlna.7 repl 
CANTUN,2.Q. General Electric Co 88/01/13. SCpp. 44 !<t5:280-44 M5;307. 

8801310254 Forwards "Environ Assessment A Finding ol No Significant Impact." lor h- 
ampUon Irom App J ol lOCFRSO lor plant. 

COlBURN.T.G MectOiracloratelll-1. 66/01/19. KAPLAN, A. ClovolancJ EiecclciV 
ffllnaungCo. 2pp. 44093-332-44091336. 

-8801210266 Environ assesement A llndlng ol no slgnlllcant ImpncI, suppcrtng bV 
870911 request lor eremplion Irom requirements ol APP J 10 lOCFn&O. 

VlRaiUO,M.J. Proiecl Di/ecCorale IIM. aa/Ot/19 6pp- 44003 334-44003 336 

Q. Inspecuon reports, lE Bultetlne & corr«epond*nc« 

8712200381 Forwards Safety loop RepI 60-440/67-16 on 070613-10 ID S rioi<e olvo 
lallon. 

fORNEy.W.L Region 3, Ofo of ths CHroclor. B7/12/10. EDELMAN.W.fl. Ctevtfa.^i 
Efscidc niuminstipg Co. 2pp. 43S96:204'4360e.398. 

-8712290391 Notice of violation Irom insp on 870613-lOlfi.Vioiation noiod Ia4re ic 
(vovids lequl'od Insiruetions for aequendng MSIV rowork actlvlliOS or podociK: iW 
water ^mp turbine slop valve lasts. 

FORnEy.i^L Roglon 3, Ofc ol the Director. 87/12/10 Ppp. 43000 200 4.109023? 

-8712290M6 Insp Repi 60 440/87-16 on 870S13-lOIO.ViDlailon noloU Maid arwj 
m^iecied ESFs.oeetalionat uloty.nonrouline evpnis, LERa.etorIcJp loSUng.NHC riK 
Mirw dc isquesl3,si.rvellianc& lesling & maint acIMlIoA. 

KNOP.R.C. Region 3, Ofc ol the Diteclor. 07/12/00. 2 1 pp 43098:266-43009 30B 

0712189368 NflC Inlo Notice 07-064, “Conviction lor Fetslfleailon ol Socunly Tralrjne 
flecords.'-Syc list end 

RC^lCE. OMslon ol Operational Evenia AsssssmonI (Post 07O4fi|. 87/12/71 
ConseJiclaied Eo>son Co. 01 New York. Inc. 120pp. 44 1 63.001-44153:124. 

8712170119 NRC Info Notice 87 065, "Pleni Operation Peyond Analyzed Condl-WL" 
Svc ksiencl. 

5<>SS!;CE. Drvisien of Operational Events Assessmiynl {Post 870411). 87/19/23. 
Consolidsisd Edison Co of Nevr Yotk, Irw. IZOpp. 440M-.006-44050;127, 

* Suppi 1 to NRC Info Notice 87-028, "Air Sya Problems Bi US LWIls " S.j 

52?®'^!-.'^'*'®'* i'' Operational Events Assesemeni (Post 870411). 87/12/28 
Censowsted Edison Co. 01 New York, ino. )24pp. 43005:138.43095:267, 

on 671103.1221 & nowo Ol vte 

Al*’® D*'6eier. 07/12/20. BDELMAN.M.n. Cleveland 
Etectric llteminaiifig Co. 2pp. 4306O:17O-43e6O:102. 

'f‘8P OR e7n03.|22l.Violation noiod-'lcersoa 
®''8lfa"0R *07 Temporary Mod LUED 1.87-077 wh-tA 
I ^ Nl diesel generalor wgier jackal hoQtor. 

WHIGHT.Q.C Region 3. Ole 01 IheDfreclor. 87/i§720. ip. 43800: 172.43080:172. 

e7t103.i22l.VH>l8lH>n noltiti Major ftio&s 
ealely evaluations. 

4^Jo[7l5f9TO'.W^^ 

MOI^IO Forwards Safety ipsp Repi 50-440/07.26 on 8712D7.fl.No vtoldttons 

D''«eiof. 07/12/30. EDELMAN.M.R. ClOvola-xl 
eiecmc niumineWnB Co. 2pp. 43062.056-43062:067. 

®" 871207.11. NO vlolaions or dovi.iUorw 
atton ireatotemant^k^a®?®?*'® Sf® protecUon program.OSH powoi radl- 

a^iTOBtotemeni A chemical & radiochemical startup loaile 

4^0M^3e8S7.^”'^^' Dlreciof. 67/12/30 tOpp 

‘'‘nflppfopfleie AppitoalJon ol Commordal-Oiade 

Con„, «.,«■?£?; a 

'"'KVYKVta.EM SS'"* "“I” SO-l-lll'S'- 

punte controller 10 ^ dImS^ revised to require oacli (oodwaior 

WlAN,A Ciw^nd lio^j- ftsaoctaied feedweierpump. 

JDocumentCteouoloSski^ Oocumenl Control ^nch 

■’S™*'®'* External Closure Springs on 
88/01/11- 

temwrxse^W/^B^I^M^j^l^g^^.^ "faslener Tasting to Determine Corv 

discussed A addi Inlo on 

^ANflS.A.a. Rea, on 3. OIno, 


■ OAVIS.A.B. Region 3, Ofool 



DOCKETED ITEMS 153 


A. PcrFodie op«r«(lno r«porta A related correspondence 

6801300369 Monthly operating rept for Doc 1907.W/880115 Itr. 

OUNNOA KAPLAN.A CKive'-and Eiatuic lUuminaling Co 87/i2/3t. 7pp. 
44107.'0(I4 •44107.010. 

6801310380 f onvards "Fourth Quarterly Ropt.Cleveland Electric Illuminating Co.Solsmic 
Monltorng Network, 870716-1015.’' No definite conclusion roached ort ongln or causal 
mechanism for micro events 

KAPLAN.A. Cleve'and Electric IHummailng Co 88/01/10. Oocumont Control Brartch 
(Oocumant Co.'ttrol Desk). 2pp. 44086.049-44066 065. 

-8801310393 "Fourth Quarterly Ropt.Cleveland Electric lllum^rreting Co. Selamic Moit 
loring Nehvofk. 670716-1015 ' 

* WaSlon Geophysical Corp. 87/12/30. 12pp 44086 051 -44006:005. 


9. Reportable occurrences, LERs A related correepondence 

8712310234 LER e7-076-00on 871203, main steam drain Kne isolallons 

occurred Caused by inadequate survel'lance Instructions. InstrucNona revisedW/ 
871229 Hr. 

D'JVN.G.A.. KAPLAN.A Cleveland Electric Illuminating Co. 87/12/29. 4pp 

43583:304-43963:307. 

8861380188 LER e7-077-Q0on a712l6.CQt\ttdl roam oporatoia tallod to domonatreta 
opcrat>ility of required ofisile electrical power sources wllhin Tech Spoc Ilmns.Causnd 
by personnel error.Personnel disclpllned.W/0801 16 llr. 

CjnNG-A. KAPLAN.A. Cleveland Electric Illuminating Co. 88/01/15. 5pp. 

44166:142-44166:145. 

6801260239 LER 87-076 01:00 071203,meln aloam drain line isolaltorr occurred Causod 
by inadequate surveillance Insirucllon re Identifying tripping of nuclear sioam supply 
snutoll sys Isolation logic channels. Inslruciions revlst3d.W/080122 itr. 

OUNN.QA KAPLAN.A. Cleveland EteeWie Illuminating Co. 88/01/22 4pp. 

44167:054-44I67.057. 


U Comrataiorial/Executlvo Correspondanca 

6601260838 Responds to concerns raised In 871202 IK ro slalnioss stool mail doslgnat- 
od as E-Qrile 2a-l.Acllona laken lo address aHeyailon that E-Qrlia 26-1 unsullabio for 
use 'n rudear power plants listed. 

ZECH.L.W. Commissioners 88/01/20. QLENN.J Senate. Qovornmoniai Allaire. Spp 
44173 227-44173:233. 


V. Oparelor Eaeminailona 

6601200231 Partial response to FOIA request lor docurnenis ro worker training pro- 
crams i INPO training acosditelron Forwards App F documents. App EAR docu- 
ments also avel'abie in PDR-Addl records else eyerlebtc (n PQR urvdot Boseong FOIA- 
97-284. 

QR MSLEy.O.H. Division of Rules A Records (Post 8704131. 08/01/12. OOLEY.K. 
Public Cn-ton'e Critical Mess Energy Projoci. 8pp. 44i I8:00i-44f 16:039 

-6101280136 Advises of eiiendance at 870923 Nan Nuclear Accrediling Board mooUnq 
ai INPO ofes In Ananta.OA re iralrting programs ai two plants. Er>c>s include Ksl of 
Board mamber names A attendees A O/fiOS plant status accreditation table. 
QIBBON.A.F. RMlon 2. Ofc ol the Oirecior. 07/i 1/02. ROE.J. Division of Liconsoe 
PerioiiTiaTOO A Quality Evaluation tPoet 670411). Spp. *41 18: 1 69-44110:106. 


DOCKET 50-441 PERRY NUCLEAR ROWER PLANT, UNIT 2 


A. Appllcellon/oonelruollon atage documents A correspondence 

860 1120080 Forwards info ro Resource Technical Svcs.Inc.includirtg summary of NRC 
ccruact work. NRC Forrn 26 for three existing contracts, audit inio.worh hislory A ksts 
ol export'se ava leble la' special Insps A of current resource sves. 

FELThOUSRA. Resource Technical Services, Inc. NRC-26-97.417 07/12/16 
JOHNSO.N.E.H. Region 4. Ofc ol the Director. 71pp. 43990.230-43980.-300 


6712170119 NRC Into Notice 87-095. "Plant Operation Beyond Analyzed Conditions " 
SvC list end. 

ROSSf.C.E. Division ol Operational Events Assessment (Post 670411). 87/12/23. 
Consoldaled Edison Co. of Now Vork, inc. I20pp. 44056.009-44056.127. 

8712230003 Suppl 1 to NRC Info Notice 87-020, '"Air Sys Problems al US LWRs." Sve 
llsi end 

ROSSl.C.E. O.viS'on of Operational Events Assessment (Post 970411). 67/12/26. 
Consotidatod Edison Co or New York. Inc. 124pp. 43985:136-43995:257. 

87122901S5 NRC Inlo Notice 07-066. "Inappropriate Application ol Commercial-Grade 
Components " Sve l.si end 

nOS&.CE. Division of Opotaltonel Events Assessment (Post 670411). 67/12/31. 
Conso.ydatod Edison Co. of Now Vork, Inc. I20pp. 43995 258-43996:016. 

0712300091 NRC Info Notice 87-067. "Lessons Learned From Regional Insps ol Li- 
censee Actions In Rosponso lo iE Buliolin 60 11." SvC list end. 

ROSSl.C.E. Division ol Operational Evoms Assessment (Post 870411). 67/12/31. 
Consotidatod Edison Co. of New York. Inc. i23pp 44038:164-44036:286. 

8801050394 Suppl 1 to NRC Inlo Notice 06-081, "Broken External Closure Springs on 
Atwood A Morrill MSiVa ” Sve list end. 

ROSSl.C.E. Division ol OporsLonal Events Assessment (Post 870411). 86/01/11 
Consdidalod Edison Co. of New York. Inc. I23pp. 44038.041-44036:163. 

6661260467 Responds to MRC BuHetin 67-002, "Fastener Testing to OetenNno Con- 
formance W/ Applicable Mail Spocs " Insp A testing program discussed A addi info on 
Implemen'.ailpn ol comprohonslve program provided. 

KAPLAN.A. Cleveland Elacirlc lllutninaiing co. 88/01/16. DAVIS, A B. Region 3, Ole of 
the Oirecior S6pp. 44110 245 44110:300. 


R. Periodic operating reports A related correepondence 

8801210380 Fortvaids "Fourth Ouortorly Rept.Clovsiand Electric Illuminating Co.Selsmic 
Monitoring Network, 870716-1015." No dannito conclusion reached on origin or causal 
mecharatm lew m'ero events. 

KAPLAN.A Cleveland Electric Illuminating Co. 60/01/18. Document Control Branch 
(Documonl Control Desk). 2pp. 44CIBB:049-44086.085. 

-8801210383 "Fourth Quarterly Ropl.Cleveland Elocblc illuminating Co. Sdsmic Monl- 
lorlng Notwork.670716 I016.'' 

• Weston OooptvyslCBl Ceip. 67/12/30. 12pp. 440C6-.051 -44086,066. 


U. Congresslonal/Execulive Correspondence 

8601280038 Responds lo concerns rs-sod m 971202 itr ro stainless steal mall designat- 
ed os E'Onio 26-1. Actions taken to address allegation ihet E-Bnto 26-1 unsuitable lor 
use In nuclear powei plsms listed. 

ZF.04.L.W. Cotnmissionois 06/01/20 QLENN,d. Senate, Governmental Allaire. 6pg 
44173:227 44173 233. 


V. Operstor Examinations 

6801200231 Petuai response lo FOIA request lor documents re worker training pro- 
grams A INPO training occiodilailon Forwards App F documents App E A F docu- 
monis also avaroblo in PDR Addi records also available in POP under Goasong FOIA- 
87 204. 

GRlMSiEY.O.tl. Oiv.sion ol Pules A Records (Post 670413). 86/01/12. BOLEY.K 
Public Ciilzen's Critical Mesa Energy Proioci. 6pp. 44li0:00i-44i10 036. 

-8801220138 Advises ol attendance ol 870923 Nall Nudeer Accreoning Board meeting 
et INI^ efca in Atlanta. OA re training programs al Iwo plants. Ends Include list ol 
Board member r^amos A ellendoos A O/flOS plant siatua accrodilal.'on table. 
QI890N.A.F. Region 2, Ole ol Iho D.rector 67/11/02. ROE.J. Division of Licensee 
Pertormonco A Quality Evaluation (Post 0704 tt). 8pp. 441 16: 169-44 1 19 166. 


DOCKET 60-443 SEABROOK NUCLEAR STATION, UNIT 1 


P. Securlly, medical, amargenoy A fire proiacilon plana 


F. Security, medical, emergency A fire protection plans 


6601260462 Rvrlseti emergency plen Implomenllng procedures.lncludlng Reve 4 to 
Err.ercervcy P<ar» Implomeniing Inslruciions EPI-A2, ' Unusual Event,"' ^•A4. "" Silo 
Area Eir.ergoncy’" A EPI-A5. 'General Emergency.'" W/8801 15 Hr. 

MOO.N.S.. GEfTBER.Q.H., KAPLAN.A. Cleveland Electric lllumlneling Co. 68/01/16. 
3Spp. 44127:201-44127:235. 


H. Qenerel cozfoapondence 

3601070446 Advises ol two adminisirativo changes lo nomenclaturo wUh)t> organbaHon- 
al sliuoturaChangss.admlnlstrelive In nalure.do not afloci sliucluro ot dept or 
eeciion Changes to be Included In luiuro Tech Spoc rev. 

KAPLAN,A Ciavelend Electric Illuminating Co. 87/12/28. Documonl Conlrol Branch 
(D^umeWCoh'rol Desk), tp. 4399V.176-4390V.176. 

8801210321 Comments on util 870918 request for license amend to suspend aniHnist 
Ikenso condillons Amond request should be denied since motive Is enflxompolillve A 
thus contrary to spirit of antllrust provisions of Atomic Energy Act. 

HIATT S.L Oh'o Cflizens for Responsible Energy. 80/01/04 NRC • No Detailed AfUI- 
ailo-i Given, ip 44082:131-44082:131 


8801040268 Forwards request tor info re facl'ity plan for Commonwoallh ol MA 
convnunitios.Oaia when Inlo will lormaliy bo submitted should be provided. 

N6RSES.V. PfOloci Directorate 1-3. 07/12/23. HAnfliSON.fl.J. Public Service Co. ol 
New Hampshire. 2pp. 43895:246-43695:246. 

8801060429 Forwards Safety Insp RopI 50443/67-25 on e712l5-17.No violations 
noted 

M/tfITJN.T.T. Region I, Ofc of Iho Direclor. 87/12/30. HARRISON, R.J. Public Service 
Co. (KNOW Hampshire. 5pp. 4386I:I30-43961;140. 

-8801050441 Emergency Preparedness Insp Rept 60-443/67-25 on 671216-17. No vio- 
lations noted. Major areas lnspecled:licensoo annual emergency exercise performed 
00 671215. 

CONKUNC. LAZARUS, WJ. Region l, Ofc of the Director. 87/12/22. 6pp. 
43961:135-43061:140. 

8801110634 Responds lo FOIA requests for documents ro recent NRC rule emending 
I0CFR60.47 A lOCFRSO.App E.Forwords documents listed In App BApp A docu- 
monls already available in PDR. 

QRIMSLEY.DH. Division of Ru'os A Records (Post 870413). 88/01/07, BELAIR.R.R. 
Kltkpalrlck A Lockhart 3pp. 43978:284-43978'305. 


O. Inspection reports, )E Builatins A correspondanca 

8712160389 NRC Into NoHce 07-064. "Conviciion (or Falsificallon of Socunly Training 
Records " Sve list end. 

ROSSVCE. Divis'on ol Opetatlor^al Events Assessment (Post 670411J. 67/12/22. 
Conso' tfaled Edison Co. of New York, Inc. I20pp. 44163:001-44183:124. 


-8712030207 Forwards Rev 0 lo "Seabtook Plan lor Massacbusells Communities." 
conelsbng of 10 vola.elfecHvo e7092I.FEMA findings ra whether anci meals criteria of 
Suppl 1 10 NUREG-0654/FEMA-nEP-l.Rev f requested W/o end 
COfeEL.FJ. Division of Rad'alion ProtacUon A Emergency Preparedness (Post 
B7Q4U]. 87/11/27. KRIMM.RW. Federal Emergency Management Agency. 2pp 
43078:304 43976:305 



aMM900l7 cf end l-j p<ess fe^eass re uuj one. .o 

tffwrsPress reieaw erjy have reievancfi lo traners betoro NASCP.intfuano 
fTWDon !0 reopen retorTls 6 a<3nv,i conw^s my^ng Neyr^«V^MA air^S 
PEiSEJ As&start GeneraJ Counsel for Hearings a'l6fl 5337. 88/01/0^ 
ROSEHTHAUAS SViTH.i.W. WOlPE.SJ. Atomic Safety and Licen&ng Board 
Panel app *4055 ISMACOS 131 


a Adiudicatoor corraapondence 


U0tl30040 Reeponds to portion ol transcript of SeaNoolt hearina ta bos di^ 
training Atty cross-examination suitable 4 HHC positiori consistent w/rosponsibiily lo 
ensuredeveic^KTienioffuilicompletarecordSefvedonBSOlll ^ 

MURfViYj p. Oeputy Genaal Counsel lor Heawigs 4 En'orcemenI #188 5314. 87/ 
11/24 BACKUS HA Backus, Me^'er 4 Solomon 2pp 43989271-43869272. 


UQtoaoOtl Forwarfls correctec! Seacoast An‘i-PoUu(«n League pelitloft lor leviOMr of 
AlAB-879.dtd 871201 

BACKUS RA Seacoast Ano-Poiluton League. BACKUS, fl A Backus. Meyer & Solo- 
mon #188 5259 87/12/22. ZECH.LW , ftOBERTS.T M . 8ERNTKAL.F.M Commt&- 
SKinora Ip *3909251-43909 260 


-8801080073 CorreciBd Seacoast An'^PoHt/von League peuvon lo leAew of ALA8 
879 ' NRC statements m 1982 reflected sound public policy approecH & mat ap- 
proach siioUd be rnainiained at iTus bme Certficaie ol Svc encf. 

BaCkuS R a Seacoast Anb-PoHution League BACKUS, R.A Backus. Meyer & Solo- 
mon. 87/12/01 Commnsioners. 9pp 43909252-43909 260 


culaaog 4 svc water sya, monitor olfecllvonosa ol blotouHno control a o/ist, o 
anco w/ NPOES fosirictlona.nolatod Into oncl. 

LELANOWB Public Sorvico Co. ol New Hampslilro. 07/12/31. 133pp. 4390* l 
43908:247 


-8801060361 Aff.daiftl ol JN Esposito on GInna lubo rupluro ovonl & Uosiyn ol & ox 

rienco w/domo8lfc Model F sioom gonornlo/s * Roialod info tincl. 

ESPOSITO JN Westinghouso Eloclrlc Corp. 67/11/20 Dpp. 43D00 24B-43008 255. 


-6801060363 Affidavit of OA Kahn.* Discusses Insorvico fnsp p/ogrem, fnsorvicd test 
p/ootam & lest control program.Relalod Info end. _ 

KAHNG.A. Public Setvico Co. of New Hampshire. 0//I2/22 Bpp 43909 2 
43908:261 


-8601060364 Aflidavil of JN Esposilo on North Anna lubo rupluro.* Discusses lu^ h 
hrrs ovont, Including mechanism which lod to ovonl & shtiwa dissim latltios w'/s e 
oenoratprs at plant. Rolelod Inlo oncl. . 

ESPOSiTOJ.N. Weslinghouso Eloclrlo Corp. 07/11/20. 3PP- 43900.202-43003:264. 


-6601060370 Allidavli of PS Llttloflold * DIscussos anal/slo of sloam Qonoraio/ it 


niolurs for plant at lull power Holalod Info oncl 
LtTTLEFlELO.P. Yankee Atomic Electric 


Co B7/12/23. 7i>D. 4300Q 266 43008:271. 


-860f06040e Affidavit of P Huang on moss translor & flasHlnp fraction lor Moan gon 
aipr lube rupture at 6% power. *^1101010(1 Into oncl. 

HUANG.P. Weslinghouso Electric Co/p. 07/11/20. 4pp. 4300C'272-43000:276. 


6601040068 New England Coalition on Nudes/ Pdlutian {NECNP) second sei ot miei- 
rogaiones 4 reguesi for production ol documenis lo applicants on NECNP Cootenuon 
lY * Certificate of Svc end Related correspondence. 

FERSTERA New England Coahion on Nuclear Pollution. FERSTE/LA Harmon 4 
Werss. #188 5226 87/12/23 Public Service Co ol New Hampsiwe I6pp 
43688 312-43688 326. 

M01040099 New England Coaktion on Nuclear Pollution response to siad re environ 
quaiificabon ol RG-$6 coanaJ cable ' Svc Ksi end Related corre^ndence. 
wEiSS E R New Endend Coakbon on Nuclear PoUulon WEiSS.E R. Harmon & 
Weiss. #166 5226 87/12/23 Atomic Safely a.-td Licensing Appeal Panel. 7pp. 
43868 299-43886306 

6601060063 Al/idart ol TN Beard ' AfOdavrt more precisely erpiama lerm "installed’' as 
used n Faragtech 4 ol 87i2i7 elMant. Certrftca'.e ol enclReialed coitespond- 
•nee 

6EARO.TN PuUc Service Co of New Han^siwe #188 6257. 87/12/23. 7pp. 
*3909 16^43909 188 

6601040124 Forwards documents belonging lo Categories 2 4 3 4 ifcafl lesiimony pre- 
pered lo piesanuiion before Congressman MarVey subcommittee Oocumenie Cat- 
egcry 1 w4l sbN be withheld. W/o enefs Reiaied correspondence. 

TURK.SE Asa«iani General Courtsel lor HeariMs. #168 S247 67/12/24 
TRAFFiCCenu Massachusens. Commonwealth ol. CnGNAN.T. Rooes 4 Grav to 
43888 t64U3868 16* 

6601040203 NRG Suh mobon lor esterts«n of ome to respond lo State of MA Ally 
C«n«-aJ motiort to reopen record 4 edmu late-filed contention ’ Motion for extention 
ol time until 8601 16 should be granied Certr/iceie ol Svc end. 
eePRY.CA Assrturt General Counael (or Heanngs #168 5249. 67/12/24. Atomic 
Safety and Licensing Appeal Panel 7po 43669316-43889322. 

6601040064 &der.* Mooon foreilenawn of lirne to respond lo State olMA Any Oener- 
'*'• eonlention granted Served on 671229. 
S^hOEMAKER.C J. AioRKc Safety and Uceneing Ap^al Panel #186 5235 67/12/26 
PU)i« Service Co of New Mamonwe 2p0 43m8 306-43886 307. 

**u^MflVl2&SUd^on*87'i«0^ Comnussion rrey aci to review Aue-679 extended 

CHUjf.Sj Office of the ^etary of the Commission, #186 5230. 67/12/29 Cn m- 
msnnerv Ip. *3*67 133-40667.133 

66010602^ Supplemental memorandum of Atty General JM Shannon #> supoort ol 
mo^to adiT« laie-Ned comenbon i reopen record * App/icanl combirtellonolovef- 
tegjM wen coveraoe 4 19 nwiule helicopter alerting run insufficienL 
JONW.SA MMsachusens. Commonwealth ol #188 5289 67/12/31. Atotr^cSalolv 
w>3 Vxeoe*ig Appeal PanM.7pp 43906.264-43900 314 ^ 

-W1060300 Affidavm of PJ Matthews * Rerr«ining emergency nobficelioo swens wui 
o Reialodlnfeeril- 

MArTHEWS.Pj. NewburyporL MA 87/1 1/30. 14pp. 43908 291-43908 304. 

-6601060304 MAdevil d SA Jonas.* Airborne alerting svs uslrw holicootef m hakr/in. 

JO^^A Massachusetts. Commonwealth ol. 67/12/31. 3op 43908 305- 

StapdfeWt* ObservaBon of hel«»pler tests (focussed No 
belicopief.W/C^ficate of Svc 

|TAPEIFELDT.K, MassachueetU. Co(iilnon«ie£hel STAPELFELDTJCSahnoo Pan« 
Research Asaocmlw. 87/12/30 7op 43906 308-43906 3 K 

^ 2*96 be subsbtuied lot F>8ge 7 of "NRC SiaH no 

6397. M/oi/01. 

0./O. aW 


-6601060414 Affidavit ol K Rubin on rooclor coolant activity ol 5% power* DS StCH 
land notice of appearance & relaiod info oncl.Cortllicaio of Svc oncl. 

RU8IN.K- Weslinghouso Elocirtc Corp 07/1 f/20. 0pp. 4300U:276-43900:203 

6801130042 New England Coalition on Nuclaor Pollution bilof In oppos.Uon lo rorxi' 
ol mith&dtation to opoiata at low powor * No lustificallon provltlod (or nutfiont.ag I 
power (Miaiions.Certificole of Svc oncl. 

FERSTQl.A. New England Coolillon on Nucloar Pollulioii- PERSTEFI A. Jfarmon 
Woiss #186 5304. 88^1/04. Commlsslonors. 38pp. 43080:273-43080.300 

6801130062 Motion to enlarge locord on eppoal on docieion of A&LAP not lo wolvo ri 
(dalions excusing financial quallficallon review lor Public Svc Company ol NM.* Cori 
caie ot Svc and. 

BaCKUS.R.A. Hampton, NH. OACKUS.R.A. SoacoaSt Anil Poliullort LCagi 
8ACKUS.R.A Backus. Moyer & Solomon. #180 6302. 00/01/05. Atomic Safoty 0 
Ucansing Appeal Panel. tOpp. 43000:001-43000.016. 

6601 130062 Motion for order (&/or subpoenas) requiring ailondanco & loaUmony of p 
lIcMar named NRC employees.* Testimony of RJ Boros & WJ Lazarus ror)%rt}s1CKl 
NRC wiihdiawal of info from Ragionai Assislanco CommAloo.Corlilicolo ol Svo 0“ 
OICNAN.T.O. Public Service Co. of Now Hampshire. DINOAN.T.Q. flopoe & On 
#186 63l6 60/01/06 Atomic Safety and Licensing Board Panel. I03pp. 43069.0^ 
43989: 130. 


6601130061 Conionllon of Ally General JM Shannon on notlNcaHon sys for Comrric 
wealth of MA 4 rnotion lo atfmii loio-tilod contenilon 4 reppon roeortl.* Coill'>C6fe 
Svc oncl. 

SHANNON.J.M , JONAS.S.A MassachuMUS, CommonwcBUfi of 6 lOQ 5303. 68/0 
07. 32pp. 43990 01 7-43990:040. 


6601190017 Nolifies of onci utii press toieese ro util ollor lo fiitbri pcios 
iowns.Pross release may have rolovenco lo matters boforis NASLP.Inelud'nO 071 1 
mot^n to reopen records & .. nii eonientiens involving Newtourypoil.MA elrona 
RS)%E.J Assistant Goneij> Counsel tor Noarings. lyieB 6337. 08/01/( 
flOS6NTHAL,AS, SMiTH.lw.. WOLFE, 8.J. Alomie Safoly pnd Llcons'no Bo8 
Panel. 4pp. 44036:128-44035:131. 


6601200220 Forwa'ds second soi ol inierrogaiorios & roquobl tor produci'on of cFO' 
rpsriis lo NRC on Contentions l.V 4 fV & to applicenis on Coniontlon t.V 4> oriata 
860104 brjel.W/o errata Related cerrespondence. 

FeflSTER.A. New England Coalition on Nuclear Pollulion. FEn6TEn,A. Harmon 
Waiys #168 5370. 0B/0W07. WOLFE, S.J.. LUEBKE.E.A., MARBOUH,J. Alor 
Seletyand Licensing Board Panel, ip. 44050:228-44050;263. 


-6601200236 New England Coalition on Nuclear Pollulion INECNP) second BOi of -’rl< 
rogafWiM 4 reouesi lor production ol documenis lo NRC Stoll on NECNP Conlo 
SyjfJOCS W/Ceriificate of Svo.Rolaled correspondonco. 
cISItIS’*' SPIELBERG.A. New England Coalition on Nucloar Po'luUo 
44^2^40»^24e" * Qonoral CtounsoL lep 


-8MI20p244 New England Coalillon on Nucloar Pollulion (NECNP) aecond sol ol In 
* request lor produclion ol documents lo appileanta on NECNP Conlen' 
llst.Related correspondonca. 

SJl. ^f* 9 '®hd Coalnion on Nucloar Pollution. SPIEUBERG.A- Haimoi 
wetes Be/ol/07. PuWlc Service Co. ol Now Hampshire. 7pp. 44050;247-44050:2 

^^ 0 '®hd Coalition on Nuclear Pollution errata 4o briol in oppoS'ior 
Sv^oW^^corresfwnd' *° 'ow powor,filod on 800104.* W/Coft.liC 8 lD 

®350. 88/01/07. Atomic Safety and Ucons 
Board Pansl. 3pp. 44050:16B-44050;f61. 

General JM Shannon motion for ditecled certftlcallOft of 67 V 1 16 & 
®®"bernlno admissibility of certain evidence.* Board should permit ini 
orders Ceriincaio Of Svc end. 

44^^3-44050^4^^'^^'”®”®' 88/01/07. 300 


mBnriln ir, ac Q » environ qualification ol R05B coblo 

RHneuivcon I Pibcee'f'hflS consistent w/oplnlon.8erved on BflOl II. 
ftp^; Licensing Appeal Panel, 188 6306 aO/Oli 

L'’®1 ''"’® Commission to review Decision ALAB- 
l7?23o'.Se?IlSon88o'i®iT®^ revlew.Oecision became final agency action 


DOCKETED ITEMS 155 


0801150013 Order.* Order exiertding time until 680203 for Commiselon (o dateimtte 
whether to review ALA6-670-Servoa on 8601 12. 

CKILK.SJ. Office of the Secretary of ihe Commission. #188 5332. 66/01/11. Com- 
mtestoTieis. ip. 44033;2?3-44033-.273. 

6801200334 Joinder of SeacoasI Antl-Pollullon League In New England CoakHon on Nu- 
clear Po'iuHon brief In opposition to renewal of aulhorizalion to operate at low power.* 
W Certificete of Svc. 

BACKUS R.A. SeacoasI Anll Pollullon League. BACKUS, n.A. Backus, Meyer & Solo- 
mon. #188 5382. 66/01/1 1. Commissioners. 3pp. 44050:161-44050:153. 

6801200347 Applicant motion for extension of time to respond to Commonwealth of MA 
etty general motion for directed certlllcallon of ASLB rulings as to admlssibklty of cer- 
ta'n evidence.* State approves motion.W/Certlllcaie of Svc. 

OICNANT.Q. Public service Co. of New Hampshire. OIQNAN.T.Q. Ropes & Gray. 
#189 5367. 86/01/11. Atomic Safety and Licensing Appeal Panel. Spp. 44050:144- 
44650:146. 

8801200270 Applicant motion lor extension of time to respond lo Sleie of MA ally gen- 
eral motion for dirocled certification of ASLB rulings as to admissibility el certain evi- 
dence.* Granted for ASLAQ on seot iS.Certiftcate of Svo ancl. 

DlGNAN.T.G. Pubflo Service Co. of New Hampshire. PIQNAN.T.Q. Ropes & Grey. 
#ta8 6388. 88/01/11. Atomic Safely and Licensing Appeal Panel. 3pp. 44050:226- 
44050:222. 

5801200306 Appllcanla ntotlon lor extension of time to respond to atty general of Mas- 
sachusetts contenllon on notification sya & motion to admit lato-filed contention A 
reopen tocord.' Motion granted on 86011S.Cerliflcaie of Svc end. 

0.'GNAN,r.O.. LEWALD.Q H. SELLECK.K.A. Ropes & Gray. #168 6381. 68/01/11. 
Alomlo Ssloly end Licensing Appeal Panel. 3pp. 44046:065-44040.097. 

8801200317 Applicants motion for extension of time lo respond to atty general of Mas- 
sachusatls confandon on noliflcallon aye & motion to admit late-fllod corttarMlOfi A 
reopen record.’ CeAiincaie of Svo end. 

DIGNAN.T.Q.. LEWALD.Q H., SELLECK,K.A. Ropos A Gray #188 6380. 88/01/11. 
Alomfo Safely and Licensing Appeal Panel 6pp. 44049 096-44040: 102. 

(801150006 Order {granting elaK motion (or time exlenelon).* NRC 880111 requaal (or 
l-dsy extension until 860112 wllhin which to file brief re question whether low power 
operation may be reauthorized granted Served on 8601 13. 

WOLFE, SJ. momlc Safety ana Licensing Board Panel. #168 6336. 88/01/12. Office 
of the Qerversl Counael. tp. 44033:288-44033.288. 

6801190016 NHC Staff response to Licensing Board order of 871137.* ASLB ahouhf 
rule that Issues raised by Conientiona I.V A Iv irrelevant to safe conduct of low power 
opsration8.NRR should fasue low power license per findings. 

BERRy.G A. Assistant General Counsel lor Hearings. #168 6338. 88/0t/|2. Atomic 
Safety end Lloensing Board Panel. lOpp. 44036:006-44035:053. 

•0601100034 Affidavit Of N Wegner.* Olacuaaea If laaues requiring reaofullon raised by 
(^mennon iV.GhtorInation A dlsthbutloh sys designed to permit sate operation of (rtani 
at a<iher full or low pcwer.Reiaied info end. 

WAQNER,N. Reecior Byalema Branch 86/01/12. 7pp. 44036 024-44036.030. 

•8601190028 Allldavlt o( MT Masnik.* OMcusses Contention tv & whether issues raised 
must be resolved prior lo reaufhorizatlon of low power operatlons.OebrIa at intake 
airuciuia poses no Misty ha2srd.Prof qusiiflcatlona enci. 

MASNiK,M.T. TMI-2 Cleanup Profecl Olrectorste (670413-880201). 86/01/12. 11pp. 
44Q36:Oit-44035.041. 

-6M1l9003f Affidavit of HF Conrad.* Oiscussss whether Contention I.V raises Issues 
that must be resotved prior lo Issuance of low power llcense.OperaUon of plant at 6% 
povrsr would not change augmenlation.Certilicale of Svo end. 
roNRAO.H F. Malerfala Engineering Branch. 88/01/12. 12pp. 44035:042-44035^)63 


-8801270311 New Englartd Coalition on Nuclear Pollution reply to applicant A NRC 
staff bhslaro low power operations ' Motion lor leave to file reply lo applicani memo 
In aiMOrt of low power operation. Cortlficaie of Svc ervci. 

FERSiER.A. New EngtarnJ Coafllton on Nuclear PoHubon. FEflSTER.A. Harmon A 
Weiss. 68/01/14. Atomic Safety and Licensing Board Panel. l3pp. 44126:164- 
44126:199 

-8801270321 New England Coal Horton Mudeat PoHuUort attala to brtal In opposlL'on to 
renewal of authorization lo operate et low power, filed on 881)104.’ CarUfkale ol Svc 
ond. 

FERSTER.A. Now England Coalrllon on Nuclear Pollution. FERSTER.A. Harmon A 
Weiss. 68/01/14. Atomic Safety and Uconslng Board Panel. 3pp. 44126:197- 
4412*190. 

80O12EO3OS Requaats that end corrected Page 7 be substfiuted In place ol praseni 
Page 7ol 660114 NRC response lo contention ol Atty Oeneraf JM Shannon A motion 
to adnxt lela-litad contenUon A reopen record. 

BERRY.GA. Aasislant General Counsel for Headnga. #186 5387. 66/01/16. 
fiOSENl>fAL.A.S., MOORE, T.S., WILBUR, H. A. Afomic Safely and Licensing Appeal 
Panel. 2pp. 4409e;253-44096;254. 

8901250313 NRC Staff response to Joint Intervenors motion to enlarge record on 
Mpeai.’ Motion to enlarge record should be grenlod but appeal should Be der>lod.W/ 
Cc^llcata ol Svo. 

GERRV.CA. Asaialant General Counsel lor Hearings. #166 6394. 68/01/19. Atomic 
Safety end Licensing Board Panel. Spp. 44090:167-44099 19 1. 

8801210169 Ack receipt of MM Murphy 671026 Ur as forwarded by RC Smith A advises 
that eoAcaina sal out In Itr aub] of extensive lesUmony lo ASLB on 67t020.Ltr will be 
made mailer ol public tecord.Sarved on 6801 2D. 

SMITH, I.W. Alomlo Safely and Llconslng Board Panal. #168 6376. 68/01/20. 
SMtTH.RC. House ol Rep. Ip. 44068.123 -44068:128. 

-9801210187 Fcyvraids MM Murphy 961027 lit re olfsUa emergency pisns tor plant •Hi 
apactal focus on safety of echool children. LIr will be made available to ASLB for con- 
aideraiion In federal approval of plan Related mall end. 

SMITH, R.C. Housa ol Rep. 99/01/07. SMITH.I. Alomfo Safety end Licensing Board 
Psttef. Spp. 44066: 1 24-44688. 1 26. 

0801260298 Order.* Motion lor addl extension until 680322, of time within which to file 
opposition to 860107 motion of ally general of Commonwealth of MA to reopen 
record A lo admit lale-liled contention dented. Served on 680121. 

SHOEMAKER.C.J. Momic Safely and Ucanaing Appeal Panel. #168 6396. 86/01/30. 
PutMk) Service Co- ol New Hampshire. 2pp. 44099.244-44089;246. 

880 1380400 Informs ol Slate of MA ally genorai tequesi lo reopen reeore on onsite 
aafaty Issues A ernetgency ptersnlng.Metver should be deferiad peridlrNg submission ol 
a^icanis allornatfvenotHIcatlen plan in event of plant emergency. 

BERRY.OA Assisteni Gonorel Counsel lor Hearings. #166 5396. 68/01/30. 
RO%NTHAL,A.S . WILBER, H A. Alomlo Safety and ucenelrkg Appeal Panel. 2pp. 
44099T34.44099:135. 

6801270328 Applicani requeat for tulher exieneion ol time to file oppoaiuon to motion ol 
atty genereJ for Commonwealth of MA to admit late-liied eonlanllon A loopeo record.* 
Cehmnte ol 8vo enci. 

OiONAN.T.O. PubDc Service Co. ol Now Hempshire. DIGNAN.T.Q. Ropes A Grey. 
#166 6430. 68/01/30. Atomic Safety and Licensing Appeal Panel. 6pp. 44126:337- 
441^-331. 

aaoilTbsao ApESicanla response to motion lo aniaiga record on appeal.' in abaancS of 
auirtenHcliy ct))9ciion.moiiori eseenllelly eddreesed lb sound alserelfon of Appeal 
Bosrd.Cerlilfcale ol Svo enci. 

nCNAN.T.Q. Public Service Co. of Mew Hampehlre. DIGNAN.T.Q. Ropes A Grey. 

f 188 6419. 88/01/30. Atomlo Safety et>d Licensing Appeal Panel. 4pp. 44126:262- 
4136:285. 


8Mf19<M)16 Order.* Staff response to A^ Generel of MassachuaeUa 060107 mouon 
tor dftecled ceriiflcallon of certain ASLB 671116 A 18 rulings re offsite emergency 
planning due on or before 8601 35. Served on 880114. 

SHOEMAKER, C.J. Atomlo Safety and Licensing Appeal Panel. #168 6345. 88/01/13 
Office ol the General Counael. 3pp. 44036:133-440^6:133. 

(801196018 Notice ol A&LAB cortslUullon.AS RoaenIhal.chelTmen A T8 Moore A HA 
Wilber members.Served on 860114. 

SHOEMAKER, C.J. Atomlo Safety and Licensing Appeal Panel. #188 6344. 86/01/19 
ip. 44035:085-44036:065. 

8801 190039 Advises that AS Rosenthal assigned es chairmen A TS Moore A HA WHber 
assigned as members of ASLAB lor oilalte emergency planning phase of OL 
proceeding Related correspondence. 

ROSENTHAL.A.S. Alomlo Safety end Licensing Appeal Panel. #188 6346. 66/OI/ia 
Afomic ^faty and Ltcenelng Appeal Panel. Ip. 44035:061-4403S:091. 


6801270923 /^plfcsnt response lo Atty General JM Shannon motion tor directed certifi- 
cation of 871118 A 16 ASLB rulings re admissibility ol certain evidence * Moiion 
^ould be denied. W/Ceniiicale ol Svc. 

OIONAN.T.O. Publlo Service Co. ol New Hampshire. OIQNAN.T.G. Ropes A Gray. 
#188 5429. 68/01/21. Atomic Salety and Licensing Appeal Panel. 13pp. 4412S:08i- 
44128 093. 

8801270288 Notice ol hearing.’ EvIdenHary hearing will reeumo on 880206 In 
Boslon.MA.Rebuiiai tesHmony will be received on Be0222.Served on 660136. 

SMITH, I.W. Atomic Safety and Licensing Board Panel. #168 5427. 66/01/23. Ip. 
44126.261-44128:201. 

6601270297 Informs lhai telcon previously provided lor has been set for 600t27.Effon 
win be tirade lo Include recipient In call.&rved on 680138. 

MORAN,O.M. Alomlo Safety and Ucenslng Board Panel. #188 6430. 86/01/33. 
MITCHELL.S F. Kensington, NH. ip. 44136.060-44136:060. 


6801200340 Appllcanla responses lo New England Coalition on Nuclear Poltutlon 
(NECNF) aacond eel of Inierrogatories A requeat for production ol documents lo ap- 
pucante onNECNP ContenUon Tv.* W/Cert)llcale ol Bvo.Ralated correepondarKo. 
NiGEN 6AUM,J.C Publlo Service Co. of New Mampahlre. #188 5369. 86/01/14. New 
England Coalition on Nuclear Pollution. 44pp. 44060:044-44050:087. 


6601270320 Memorandurn folfowlng telcon.* Summary ol 880131 (elcon w/ 
appllcants.Btty general ol MasaachuseHe A NRC to discuse fmpllcaticne ol Rocking- 
ham County Newspapers, Inc FOIA Requeat 68-28 on proceedlng.Served on 660125. 
SMITH.I.W. Alomlo safety and Licensing Board Panel #166 6425. 68/01/22. 4pp. 
44126:332-44126:335. 


8S012S030T NRG Sletl response to conlenllon ol Atty Qenefel,JM Shannon A motion to 
admit lafe-Ned contention A reopen record.* Ruling should be deferred until applicani 
submits altemafive notification pfanB.W/Certlficate of Svo. 

BERRY,O.A. Aselslanl General Counsel for Heaiinga. #166 6396. 66/01/14. Atomio 
Safety end Ucanaing Appeal Peml. t2pp. 44099:255-44099:266. 


88btaT03T9 Older.' Grantt In part NRC motion tot extension unbi 680205 to tesporvd to 
Commonwealih ol MA 880107 moiion for direcled certification ol certain ASLB 
lulIrrga.Served on 680126. 

SHOEMAKER, O.J. Alomlo Safety and Ucerrsing Aimal Panel. #186 6426. 86/01/22. 
Office qI the General Counsel. Ip 44126:266-441^:268. 


8801250321 Requests Ifiai end corrected Pages 6 A 7 to NRC 860112 responee to 
LIcenaIrn Board order of 671 127 be substituted for same pages due to typos. 

BERRY, Q.A. Aeslsletnl General Counsel lor Hearings. (I>168 5386. 88/01/14. 
WOLFE, S.J., HARBOUR.J., LUEBKE.E.A. Alomlo Safety and Ucanaing Board PansL 
Spp. 44 100: 1 32-44 1 00: 134. 


8901270344 Motion for leave to file supplemental leatimony out of time.* FEMA re- 
sponse to ASLP 6801 13 order re filing of proposed supplemental teatimony submilted 
on 680126 rather than 860122 as ordered. 

FLYNN.H.'il- Federal Emargency ManagetTtenl Agency. #186 6431. 98/01/25. Atomlo 
Safety aria Lloenairrg Board Panel. Ip. 44 126; 164-44 126!171. 


8801270305 Forwards New England Coalition on Nuclear Pollution motion lor leave lo 
Ffe reply lo applicani & NRC oriels ra low power operations A errata to bnet hr oppod- 
lion to renewal of authorization to operate at low i^er Hied on B6Q.I04, 

F£RSTER,A. New England Coalition on NuclMf PolMwn. FER8TBR,_^ Harmpn & 
Weiss. # 88 6421. 88/01/14. WOLFB,8,J„l.yEBKg.E.A., HAHBOUR.J. Atdmio 
Safely arid Llcendng Board Panel, Ip. 44126:ie3«44'lw1d9. 


-4801270372 Swplamenial testimony of D McLoughlln,EA Thomas A WR Gumming ort 
behalf of F^A on sheHerlng/beech populaUon Issues.' Addl Info on D 
MoLoughlln.^ Thomas A withdrawal of appearance of WR Gumming ancl.W/Certifi- 
cate orSw. 

MCLOIJQHMN.P., THOMAS, E.A., CUMMING.W.R. Federal Emergency Management 
Agency. 08/01/26. 17pp. 44128!l65-441 26:17 1, 
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P. Operating IlcenM ataga documents & correspondence 

8fl01l200M Foryrafds info /© Resource Technical Svts.lrw.lnclud rjg aurnmary of NflC 
contact wortc.NRC Form 26 tor three existng coniracis.aud I Inlo.work Mstary& ksts 
o1 eiperUse a<a.'abls tor special injps & of current resource eves. 

FELmOUS.BA. Resource Technical Services. Inc. NRC-SMT-aty. 87/12/16. 
JOHNSON, E.H. Region 4. Ofc ol the Oirecior. 7lpp 43O98-23O-4309ar3OO. 

880106000$ Forwards portion ol NUnEG-0a95. "FES re Operation ol Soat>rook Station 
Units 1 S 2," addressing rec-pieni 87t208 roQussi for Ideniiflcailan of NRC tequTe- 
mer.t3 tor eve’uavtiQ impact ol potential erposure to electic fio'Oa. 

UURLEY.T E Olhee ot Nuclear Reactor Regulation. Oirecto' (Post 670411). 87/12/ 
28. WOJTALIK.T.A. Toanessee valley Authority. 12pp. 43910 208 439 tO;3IO. 

-8801050010 Requests assistance In identifying NRC roquirernents ten evaluating 
Impact of poiantlal exposure to olecihc or magnetic Fields (lom t/ansmUslon tries 
servitor deliveitng service horn tMscleat pOMot pianta. 

WOJTALIK.T.A. Tennessee Valley Authority. 87/12/C8. STELLO.V. Deputy Executive 
Director for Regional OperaUons, EDO {Post 870113). 2pp a3dlO.3lO-43Sf0 31l). 

8601060S$8 Responds to 871029 request to reloceta throe eoisrnic moniut/s Railonaie 
presented for relocation & proposed new locations reasonable & co.mply w/Aeg Gukfa 
t.l2 fequlremarv.s. Tech Spec Tables 3.3.7 & 4 3.4 changed le tefiaci tocetlens 
NERSES, V. Proleci Olrecto/ala 1-3. 87/12/28. HARRISON fl.J. Publ.c Service Co ol 
New Hsmpshlre. Ip 4391 l:02Q-43dt 1:020. 

8801070205 NoLficaUon of 680106 meoimg w/Wasiinghouse Owners Group Opotaliona 
S Analysis Suttcommitteas In Bethosda,MO lo discuss subccmmltteoa Irweergalioiw Irt 
analysis area re Qenertc Ur 67.t2. 

TflAMM£LL,CM. Pro.'ect Direciorate V. 87/12/30. KNIGHTON.G.W. Protect OMcior- 
ale V. 4pp. 43945 343 43945 347. 

8801140164 Noti'ication of conireet ekeculion 'Local Tei^hona svo tor Yankoe 
Rowe, Vermont Yankee.Mainn Yankee & Pi.'gnm & Seabrook Ree'dani Sties." awarded 
to New Engia.nd Bell Telephone Co 

OORSET.M. ContracI AdnUnlsirat-on Branch. FIN C-1012. ea/Oi/ti. OOOY^^T 
Region 1. Ofc ol the Direcior. ISpp. 44031;234-44031 246. 

—8801140174 Contract "Locsl Telephone Sve fo' Yankee flowe.Veimont Vankoe.Meine 
^nkee.Pifgrim A Seabrook Resdenl S lea," awarded lo New Eng'and BeB Teiepnono 

GAMMON, S. New England Bell Teleohona Co. FIN C-fOl^ 68/01/11 iSon 
4403l:235'4403l:24g. 


R. Periodic operating reports A related correspondence 

8601194114 Monthly operating repl lor Dec 10O7.W/09O1 II Hr 
NARDONE,P., TI-fOMAS,Q.§. Public Serv.'ce of New Hompsh'ro 67/l2/3t 6co 
440e2:236-44092:240. 


S. Reportable occurrericea, LERs A related correspondence 

8601050437 LER 87.015 01'.on 670013, muiliplo ESFs actuatod upon tecelpl ol ton 
pressurfzar pressure slgnel.Cauaed by actuation ol safety ln)eciion rosei duo to con- 
lad bounce of Nslod switch Installation procoduras rovised.w/e7t23l Hr. 
KINQSTON.Q , THOMAS.Q.S. Public Sw>co Co ol Now Hampshira. 67/12/31 tic. 
43960:346-43960 349 

6801120068 LER &T-O25-O0.on 0712O7.RHR pimip decieted inop&tab'o Ojo 'o Inconi. 
data sun/eillance data. Caused by Incorroct info lor oporatlon of test ogu'pnor>i l<«w 
baseli/io ref values acc^iance criteria osteblished W/0760t06 itr. 

TEFFT.JG , THOMAS.Q.S. Public Service Co. ol New Harr.pshte &8fO1/O0. 
44<M>S'046-44006.()50. 


T. Hearing transcripts on non-antltruit matters 

6712230213 Transciipi of 871214 ovidoniierv hearing in Concord.NH re oHs-ie orneicen 
CyplannlnoPp 7, 555-7.686. 

• Atomic Safely and Licensing Board Panel. 87/12/14. i33pp 43898 30943699 ca». 

8712234220 Transcript of 871215 evidentiary hearing in Concord.NH.Pp 7,68f- 
7.020 Supporting documentation end. 

• Atomic saleiy end Licensing Board Panel. 87/12/15. 400pp. 43921:145-43922239 

8712230285 Tranecripl ol 871216 limited eppearanca slatotnonts hcanng n 
Concord.NH re oHsile emergency planning Pp 6 to 8,103-149 

• Atomic Salety ana Licensing Board Panel 87/12/16. I5lpp 43922 233-43923 021 

8801040276 Summary of 67)222 meeting w/util A plant lolnl owners in Bethesda VOts 
Uil oflsile emoxgohcy plan for Commonwealth ol MA port'on of EPZ.Transcrlpl cl 
moetirm S list ol aliondoes end. 

NEflSes.V. Prelect Direciorato 1-3. 87/12/23. Project Direciorate 1-3. 8pp 43395:258- 


6801200333 Requests foe (or 871029 appl.cation for proposed changes to Tech Specs 
ro relocation cl seismic monltora 

OiQQS,H.M. Licenia Fee Ma/iagerr.srti Brencn 88/0i/ts. NARRISONRJ PubPo 
SeMceCo. of New Hampshire. Ip. 44061:3S$-4408I 355 


Q, toipaetion report!, is Bulletin! A correspondence 


6712184369 NRC Into Nohee 67-044. "CcrwicUon for Fals-HceUon ql Sacudiy TievinQ 
RocorOs." Sve list end. ^ 

noSSr.CE. Olvlalon of Opcreiionsi Events Asies&ment (Post 6704ti| 87/12/22 
Consolidated Edison Co. oiN'aw York, Inc. t20pp. 441S300144IS3 t24. 

8718170116 NflC Info Notice 87-065. 'Plant Operation Beyond Analyzed Coridition!" 
SVC list end 

R0S3l,C.E. Orvision ol Operational Events Asseismoni (Post 8704fi) 87/12/23 
Conso-'Idai&d Edison Co. of New York, Inc. 120pp. 44056008-44059:127. 

8712230003 Suppi 1 10 NRC iflio Notice 87.028, “Air Svs Problems at US LWBs •• Sve 
lisi 0rci 

flOSSl.CE, Oiviflon of Operetlonal Evenis Assessment (Post 870411) 87/r2r28 
Ccflsoridated Edison Co. ol New York. Inc. 124pp. 43995:138-43998 257. 

8801050429 Forwards Sa'ety Insp Rept 60.443/e7.2S on 67t2i5-t7Alo vIoIbUOAs 
noted 

MARTIN,T.T. Region I, O'c of the Oirecior, 07/12/30. HARRISON RJ. Public Service 
Co. of Now Hampshire. 6pp. 43961:130-43961:140 


-8801050441 Emergency Preparedness Insp Repl 50-443/87-26 on 87t21S-i7. No vto- 
feilons noted Ua|or areas inspected licensee annual emergency everciso oetformed 
On67t215 

CONKLIN.C. LAZAflUS.WJ. Region I, Ole ol Ifie O./ecior. 87/12/22 Bon 
43961:135 43961:140. e vfv 


8712290165 NRC Info Nolfco 87-006, "Inappropriate App.Hcehon ol Commordel-Grade 
Components." SvC list end. 

ROSSt.CE Owston ol C^iallonat Events Assessment IPosI 870411). 87/t2/3i. 
Consolldaled Edison Co. oi New York, Inc. I20pp. 43985:258-43996 016. 

8712300091 NRC into Nptico 67-0G7, "Lessons Learried Fiom Reglonet Insps of U- 
censae Actions In Response to IE Bulletin 80-11." Sve list and 
ROSSI, CE. Division ol Operational Events Assessmenl (Post 8704ff) 87/12/31 
Consoludetod Edison Co oiNsw York, tnc 123pp. 4403&164-44036:296. 

8801190068 Submits addi Into re functional areas of plant operaliona eng'neerfng sup- 
port A assuience of quality as described In SALP Rept SQ-sAO/ee-da pet 07i^ 
SALP mot meeting. 

THOMAS.Q.S. Public Service Co. of Now Hampshire. 88/01/06 Oocumonl Control 
Branch (Document Control Desk). 3pp. 44063475wt4063,077. 

6801160198 forwards Safety Insp Ropl 50-443/87 24 on 87l020-l207.No vtofalion 
noiod. 

WIQGiNS.J.r. Rog:on 1, Ofo of the Director. 88/01/08. HAflHiSON.R J. Pubte Serv- 
ice 0>. ol New Hampshire. 6pp. 44065:143-44065:174. 

-8901160199 Ihsp Rept 60-443/87-24 on e7t020-l207.Na vlolatian noted Ma)or areas 
[nspecledrwork eclKriiies.procedure A records re startup testing A Itcense 
Issuanc^maint.survoi.'iance A plant operations during cold shutdown 
HAVERKAMP.OR. Region 1, Ofc ol the Director. 88/01/07. 25pp. 44065;I49- 
44065:174. 


8601060394 SuppI 1 to NRC Info Notce 86-081. "Broken External Closure Spring on 
Atwood A Morr:l USlVs." Sve fisl end. 

ROSSI.C.E. ONlsion ol Operational Events Assessmenl (Post 870411). 88/0l/tt 
Conso'kIaCed Edison Co. of New York. Inc I23pp. 44038.041-44038:163. 


-8801050106 Ttansciiipi ol 671222 meeting w/util in Bethesde.MD re plant B.metgency 
plaA (or Commonwealth of MA portion of IPZ. 

• ftojecl Directorate 1-3. 87/ 1 2/22. 42pp. 43886 266-430O5:3O7. 

OMllSOOtO Applicani Direct Testimony 6 (eheiierino) ’ Testimony discussing Sisia el 
NH rstoidogical emergency response plan proieclrve acHone Suppori'ng docureris 
Aon end. Related cones pondence. 

BAEft.JW., GEll.O.W. bonds, JD. Public Service Co. of Now H8-mpsh,'re. SUB 
6312. 60/01/06. 53pp 43»B9;143-43909 196 

-0801130097 Errata to applicant Direct Testimony 6 (sheltering).' Changes lo 87i?l7 
testimony listed Related coiiespondenco 

* Pubhe Service Co. ol New Hampshire. 88/01/06. ip. 43989.196-439A9.196. 

8801200227 Forwards rebuttal lesumony oi CJ Eatl re Coniemions NHLP-2,SAPL-8 i 
SAPL-0A A town of Hampton revised Conioniions IV A vi.Noiificatlon of hearing dates 
reouested so Earl may appear at hearings Roiaiod conospondonce. 

Cl/RAAN.D Harmon A Weiss 0(88 5389. 88/01/07. SMITII.IW.. HAR0OUP.J 
LINEMBERGER.G. Atomic Salety and Licensing Board Panel, ip. 44050.094- 
44O6«:»20. 

-8801200239 Rebuilai leslfmony of CJ Earl re Conlentfons NHLP-2.SAPL-8. AaPl-OA A 
town of Hempton Conienitons IV A VI.* 'iesilmony re util adequacy of offsiie e-Ter- 

ra tespo^se.Certlficate ol Sve A $vc list encI.Relatod coitespondence. 

.CJ. Resource Management Systems, Inc. 88/0f/07. 26pp 44050 095- 
44050:120. 

8001130094 Appi.-csnl rebuttal Teatlmony 1 (rebuttal to Doctor A Cedar).* Witness F 
Ueberman CeriitIcela ot Svo end. Related correspondence 
tlEBERMAN.E Public Service Co. of New Hampshire. #100 5313. 09/Ot/li Spg 
43909 028'43089:033. 

8801 190166 Transcript ot 8001 1 1 avWerWiatv heeting in Concord.NH to ©((sue o.Tvi'gerv 
cy pletmlrM.Pp B.395-8,49B.Wilnesses D Mileti. 

* Atomic Safety end Licensing Board Panel. 88/01/1 f. It 5pp. 44061;07l-440ei:l66. 

8801 190182 Tranacripl ot 8801 f 2 evideniary hearing In Concord.NH re offsito emorgon- 
^^^nlng.Pp 8.499-0, 737.Wilnos8es: M FaKon.B Hollingwonh.E Wolnhold.E Thomas 

• Atomic Sefety and Ucenslng Board Panel. 88/01/12. 241pp. 44063:180-440&4 062 

8801210099 Trarysertpt ot 880113 evidenlisty hearing in Concord.NH re ottsito strw'oen 
cy pianning.Pp B./SB-S.OSS.Witnosses: J Degults.E Thomas.R Bores.A Cal.'endrello.P 
Frenchetle, M SInclalr.R Stroms, G Cetapano A R Nelson. 

• Atop*: Safely and Licensing Board Panel 08/01/13. 375pp. 44105 082-44106:079 

8M1370900 Rebuttal loslimony ol EJ Oirvera on behalf of ally general for Com.mon- 
waaith ot MA re trattic disorders expected during euacuailon of beach area because 
ol accldervi at Seabrook Nuclear Plant.’ Related correspondence 
OUVERA.EJ. Massachueaits. Commonwealih of. OLIVBRA.E.J. Sal-sbury, WA #109 
6426. 86/01/22. Alomlo Safety at«l Ltconsing Boaid Panel, top- 44126.220- 
44126:259. 

— 680127Q306 Rebuttal lesOmony of TF Moughan on behatt ol ally general for Commor,- 
weatth of MA re presence of hidden parking spaces in Salisbury Beach A on Flun 
l^nd.' Ralaled correspondence. 

MOUQHAN.T.F. (Aasaachuaetls, Commonwealth ol. 00/01/22. Alomte Salaiy and Lv 
censlng Board Panel. 3pp. 44126;229.44126 231- 

-8801270310 Rebutlal tosiimony ol TJ Adler on behall of JM Shannon, ally gerioral lor 
Commonwealth ol MA,concerning various matters raised In evacuation time esLmale 
contentions.* W/ Certificaia o( Svc.Relaled correspondence. 

ADLER, T J. Maasachusetts, Commonwealth ol. 08/01/22. Alom'c Satety and Ucens 
trig Board Panel. 2epp. 44126 232-44126:259. 
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8801270314 Applicant robuilal Taslimony 2 (robiittei lo corroded loatlT.ony of A Codor 
& AE Lulolf on Soacoasi Anil-Polluiion Loaouo 31 & town ol Hampton III (o cfrivais 
lo ■ow f'Q atJvlco ol unHic guidoa ‘ Wilnoss DS Miloil. 

* Pub c Sorvico Co. ol New Hampshire. ^100 5432. 88/01/22. 3pp 44126015- 
44126 079. 

-8601370350 App3canl rebuttal Testimony 3 (robuilal lo testimony of Zolgku.Johnaon & 
Colo iQ Social Data Analysts. inc telephone survey conduciod for Commonweahh of 
MA ]’ Wilnessos: GO Spencer & OS Mllell. 

' Pub'ic Service Co. of New Hampshire. 80/01/22. 26pp. 44126.018 44126045. 

-8601270364 Appicanis rebuttal Testimony 4 pebullal lo corrected loelimony of AE 
Luloff re beacn blanket survoy conduciod tor Commonwealth ol MA }* Wilnessos. BO 
Spencd & OS Mtett. 

' Public Sorvica Co. of Now Hampshire. 0e/0t/22.2lpp 44126040 44126066 

-8601270358 App'icants robuilal Testimony 5 (rebuttal lo loailirony of A Coder & AE 
Luloll ra panic.r Witness OS MCoil. Curriculum vitae of BO Spencor & Ccrtilir.alo of 
Svc ercl 

' Pub'ic Service Co of New Hampshire. 06/01/22. I3pp. 44126 067-44126.079. 

8301270344 Motion lor loavo to file suppicmonial losllmony out ol time.* FEMA re- 
sponse Co ASLP 6801 13 ordo' re filing ol proposed supplemental leabmor^ submtied 
on 860125 rather than 880122 as ordered. 

FLfNN.H.J. FoOeial Erv.orooncy Mor>o9otTionl Agency, fl 168 543V 86/01/25. AU>n4c 
Safety and Licensing Board Panel. Ip. 44126:154-44126*171. 

-6601 270372 Supplemental lostimony of 0 McLoughlln.EA Thomas & WR Cutrm'ng on 
behalf of FEMA on atiolloring/beech population Issues ' /dldl Irtlo on O 
McLougIvin.EA Thomas & withdrawal ol appoaronce ol WP Cumming oncl W/Corbl<- 
csto ol Svo. 

MCLOUGHLIN.O. THO.MAS.E.A.. CUMMINQ.W.R. Fodoral Emorgoncy Martanamenl 
Agency- 69/01/25 17pp 44126 155-44126:171. 


DOCKET 50-444 SEABROOK NUCLEAR 8TAT10H. UNIT 2 


A. Appllcellon/conalruollon stage documenia 5 correspondence 

460t120€90 Forwards Info re Resource Tochnlcol Svcs.lnc.inciuduig summary ol NRC 
ccnliact wo'k.NRC Form 20 lor (hroo oxisling contracts, audit inlo.wo'k hisiory A lists 
cl e^rilso eveiiabia (or special inspa & of cuirom resource sves 
FELTHOUS.RA Rosourco Technical Sorvicos, Inc. NnC-28 07-417. 07/12/1$. 
JCHNSON.E.H Rogion 4, Ole Oltho Director. 7tpp 43906:230-43908.300. 

ObOlCiSQOOS Forwatds portion ol NUREG 0695. "FES re Oporaiion ol SeabrooK Siotion 
Un.ts 1 & 2," addressing rocipiom 071206 roquoai (or idantiiiceiion o( NRC roqui/e- 
ments tor evaiunt ng impact of potontlel exposure to oioctric fields 
MURLEY.T.E. Ollice of Nuclear Rooctor Reduioilon. Director (Post 870411). $7/12/ 
28. W'OJTALIKJ.A. Tennossoo Val.'oy Authority. 12pp. 43910 296-43910.310. 

8801070206 Noiillcatlon ol 860106 meeting w/Wostlnghouso Owners O'Oup Oporallorta 
& AnaV^ls Subcommlllees in Qothosda.MO lo discuss 8ubComm.iioo3 irwosll^tiOAS irs 
analysis area ro Oononc LU 67-12. 

rnAMWELL.CM ProlOCi Diroctorota V. 07/12/30 KNIGHTON, Q W. ProJOCI Ofrodor- 
ate V. 4pp. 4394S.344-4394S:347. 

6801140164 NoiillCDl'ori of contract oxocuilon: "Local Tniophono svc lor Vankoo 
nowe.vermoil Yankee, Maine vankoo A Pdgrlm $ Seabrook Hesidoni Snoa," awaidod 
Id New England Ooll Telephone Co. 

OCRSEY-M. Contraci Adm'nisirallon Branch. FIN C-t012. 68/O1/11 QOOVAT. 
Reg'on l.Olcol the Director, ispp. 44031234-44031:240 

-6601140174 Contraci: "Local Telephone Svc lor Yankoo Rowo.Vormoni Yenkce.MaIno 
Yankee, Pi'grim & Seabrook Posidont Sues," awarded lo Now England Bell Tolophono 
Co. 

GAMMON, S. New England Bell Tolephono Co FIN C-1012 86/01/11. I6pp 
44031:235 44031:249 


F. Security, medical, emergency A fire protection plans 

6631648756 Foiwaiils lequost lo> Into 10 facility plan lot Cotnmotvwoalih ot MA 
corrmual'es Date whan Info will (orma'iy bo submlllod should bo provided. 

NERSES, V. Pfoleci Oirocioraio 1-3. 67/12/23. HAnfliSON.R.J. Public Sorvico Co ol 
New Hampshire. 2pp. 43095:245-43005:246. 

86011 10S34 Responds lo FOIA roqueals (or documents re roconi NRC rule omondng 
10CFR50 47 & l0CFR50,App E. Forwards documents lisiod In App OApp A cfocu- 
nome al,'ea^ available in POR. 

GRIMSLEY.C/.H. Division ol Rules & Records (Posi 870413). 80/01/07. OELAin.R.R 
Kir) Patrick $ Lockhorl. 3pp. 43O70:2O4-43O78:aO5. 

-6712030J9T Forwards Roy 0 lo "Seabrook Plan lor Masaochuseils Commundtee," 
consismg of to vols.offoctivo 870921. FEMA Imdlngs ro wholher oncl moele crilorifl of 
SwI 1 to NUREQ-0654/FEMA-REP-I.Rov 1 roquesiod.W/o end. 

CONOEL.F.J. Division ol Radiation Prolocilon 8 Emorgoncy Preparedness (Poel 
670411) 87/11/27. KRIMM.R.W. Fodoral Emergency ManagomonI Agency. 2pp. 
43078:304-43970:305. 

8801190017 Nolllies of end util press roleaso re ulll oiler to give siren polos to 
towns Pross releeso may have relovenco 10 mailers bolero NASCP,lnciud.ng 671 1 13 
molron to reopen records & admit conlonllons Involving Newbu^porl.MA sirens. 
REIS.EJ. Assistant General Counsel lor Hearings. S'lOS 5337. 66/$l/07. 
ROSENTHAL, A.S Alomte Salely and Licopslng Board Panel. 4pp. 44030:128- 
44035:131. 


6601060061 Forwards corrected Seacoasi Anti Pollution League potition for rov.ew of 
ALA6-870,d1d 871201 

0AGKUS.R.A. Seacoasi Anti-Pollution league. BACKUS, R.A, Backus. Mayer A Solo- 
nw #186 5269. 87/12/22. ZECH.L.W., ROBERTS, T.M.. BERNTHAL.F.M. Commls- 
skxiora. ip. 43909.251-43909.260. 


B60T040099 Now England Coalll'on on Nuclear Po'luUon response to stall ro environ 
oualilicaLon ol RO-68 coaxial cab'e.* Svc list oncl Related corrospondenca 
w£ISS.fc.R. New England Coalition on Nuclear Pollution. WEISS, E.R. Harmon & 
Weiss. #108 5226 87/12/23. Atomic Safety and Liconaing Appeal Panel 7pp 


8601060003 Alfidavil of TN Beard ' AKidavit moio preclaely e«plelr\a term as 

used In Paragraph 4 ol 871217 ailidavit. Certificate ol Svc oncl Related correspond- 
ence 

8EAHD.TN. Pub'ic Service Co. ol New Hampshire »1C8 6257 87/12/23 7od. 
43000:180 43909:186. 

8601040154 Forwards documenls belonging to Calogorles 2 4 3 4 draft lestl.-nony pro- 
pared for prowntaUPn beloro Congressman Morkoy svbcemrniiieo Oocumonis In Cel- 
ogory I wll sti'l bo wllhhald.W/o sncis Related correspondence 
TlfRK.SE. Asslslani General Counsel for Hearings ,#188 6247 07/12/24 
TflAFFlCONTl.j. Massachusetia. Comrronweallh ol. DIGNAN.T. Ropes 4 Gray ip 
43606 164-43068.104 ' 

0601040203 NRC Slatt motion for extension of Lmo to respond to Slate of MA Aliy 
Oonoral moUon to reopen rocord 4 admit lata-lilod conlontion.* Moilon for exienlicn 
of Uma unit 0801 IB should ba granted. CorM.cale ol Svc oncl 
8EflflY.G.A Assistant General Counsel (or Hearings. #108 6249. 07/12/24 Atomic 
safety artd Licensing Appeal Panel. 7pp. 43080:318-43809.322. 

6601040064 O/der.’ Motion (or axlonsion ot ( me to respond lo Stale ol MA Aliy Gener- 
al imuon 10 reopen record 4 admit late bled conlontion grontod Sen/ed on 071229. 
SHOEMAKEfl.C J. Alomic Safety end Licensing Appeal Panel. #186 6235 07/12/28 
PubSc Sovlco Co. ol Now HampsNie. 2pp. 4308B:306-43Ba8.007. 

8M1040284 Oider.* Time In which Commission may act lo review ALAB-879 extended 
unbi 0601 12 Served on 871230. 

CHILK.S.J. Olllco of ihe Secretary ol iho Commission. #198 5230. 07/12/29. Com- 
mlMfoners. ip. 43867:133 43607:133. 

6601060296 Supplomonial memorandum ol Ally Gonerol J-M Shannon In support ol 
motion lo admif laie-fiiad conioniion 4 reopen record.' Applicant combination of over* 
topping siren cevorone 4 iD minuio hei'copier alerting run Insulfidoni. 

JONAS.S.A Massacrusoiis. Commonwaailh of # 188 6209. 87/12/31. Alomic Safety 
andllconsino Appea* Panel. 7pp. 43008:284 43900:314, 

-8801060300 Alfidavil Of PJ Malihsws.' Romaininn emergency notiffceilon e'rons will 
nol be used (or emergency planning purposes. Rolalod info oncl. 
MA'nilEWS.P.J.Nswburyport, MA. 07/h/30. 14pp 43OO0 291-43OO0:3O4, 

-6801060304 Aliidavil of $A dpnss ’ Airborne aloriing eye us'ng holiCdpter or heHcop' 
lore lesiodcn 07ti04 over plant No inlo received irom Ropes 4 Gray or applicant 
aniH test comt^eted.Retoted (nio oncl. 

JONAS.S.A. Masaachusoite. Commonwoo'lh ol. 67/12/31. 3pp. 43900.305> 
43908:307. 


-8601060314 Altidavii Ol K Siapeiisfdt ' Obeervaiion ol hei'copier loeis discussed No 
recoenl;eb.'e voice message emanated from heilcopler.W/Cerliliceie ol Svc. 
STAPELFElDT.K. MessacnussUs, Commonwealth 01. STAPELFELOT.K. Salmon Falla 
Research Associoios. 67/12/30. 7pp. 43808:308-43608:314. 

86DI2S0303 Roqussis oncl corrected page be aubsiiiuled lor Page 7 ol "NRC Stall Re- 
sponse To Jolni inieivonots Motion To Enlarge Record On Appeal." Med 6001 10. 
BERRY.GA Asslslani Gsneial Cour^sel fpr Hoarings. #108 6397. 68/01/01. 
ROSENTHAl.AS Atomic Saloly end Licensing ApposI Panel. MOORE.T5.. 
WIL8UR.HA. Atomic Solely and Llcenalrig Board Pan^ 2pp 44099:251-44099:252. 

68010$0381 Forwards llsiod dooumonis w/Cerii1.‘calo ol Svc lor lihng In proceoding 
OlONAN.T.Q. Ropes & Gray. #108 5280. 66/01/04 Dockelinn 4 Sonricoa Brarrch. 
2pp 43908.085-43909:283 

-8601060305 Appliconie memo In support ol low power oporaiion.' Recommends thai 
ASIB stiQuId not lurihor slay low power llcenaa Icr plant. 

DIGN/VN.T.O. Public Sorvico Co. ol New Hampsh.ro. UIGNAN.T.G. Ropes 4 Gray. 68/ 
01/04. Aiomlc Safety and Licensing Board Panel. 20pp. 43908:067-43900:10$. 

-6601060337 AUldavll 0l KVf Dow.' D.-scusaes chlorine mlnlmUaiion while malniain ng 
drcutoilng water sys (roo from louling. Stalomeni ol prol quaMicalien oncl. 

OOW.K.W Yankee AlomIc Electric Co 67/12/21 4pp 43906:107-43908:110. 

-8801060346 AHidavil of WB Leland ' Discusses (unction ol chemistry dopi lo Insp cir* 
oelatirtg & svc watat sys/nordtor oilecUveneas of blolouiing conual & ensure complU 
anco w/ NPOES rosIrictlons.RoIaled Inio end. 

LELANO.W.B. Public Service Co. of New Hampshire. 87/12/31. 13app. 43908:111- 
43906:247. 


-86010603&1 Ailidavit ol JN Eaposiio on O'nna lube rupluro oveni 4 design ol 4 expe- 
rionco w/domostio Model F sleam uonerolors.* Relaled Inlo end. 

ESPOSITO.J/J. Weslinghouse Eleciric Corp. 87/11/20. Bpp. 439OO:24e-43BO0:266. 

-8801060353 Alfidavil ol QA Kahn.' Discusses inservIce Insp program, Insarvice tesling 
prrmam 4 lest controi progiam.Related Inlo oncl. 

kAHN.O A- Pub'ic Service Co. ol New Hanipehlie. 87/12/22. Qpp. 43908.256- 
43908:261. 


O. Adludlcatory correspondence 

8601130040 Responds to porilon of transcript ol Seabrook hearing re bus driver 
I'Oiinlng.Atty cross-oxaminaiion suitable 4 NRC posillon conslalent w/responstWIty to 
ensure development ol lull 4 completo record.Sorvod on 880111. 

MURRAY, J.P. Deputy Gonoral Counsel (or Hearings 4 Enlorcemenl. #188 8314. 87/ 
11/24. BACKUS, R.A. Backus, Moyor 4 Solomon. 2pp. 43089:271-43989:272. 


-6801060384 AHidavil ol JN Esposito on Nonh Anna lube ruplure.' Discusses lube rup- 
ture eveni, Including mechanism which lod to event 4 shows dissimilarities w/sleam 
genoialors at plant Related Info encL 

ESPOSlTO,J-N. Weslinghouse Elociric Corp. 87/11/20. 3pp. 43908 262-43900:264. 

-8801060370 Alfidavil ol PS LIti'elleld.' Olscusaos analysis of steam generator tube 
li^ure tor plant si full power.Rolated inlo end. 

UTTLEFIELO.P. Yankoo Alomic Electric Co. 87/12/23. 7pp. 43908:265-43908:271. 
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P. Op«raUn9 ucenM ata9« documantt & concepondanca 

aS4M20090 Porwatils Info lo Rascn»ce Technical Svcs.lnc.includ'riQ suiranaiy ol NRC 
contrsct work.N^C Form S6 for three exiskrtg contracts, audit info, work history A lisis 
cl expertise ava'iati'e lor special inspa & ol current resource svca 
FELTMOUS.flA. Resource Technical Services. Inc. NRC-?6-87-4l7. 87/13/18. 
JOHNSON, E H. Repton i. Ofc ol the Ditecioi. Tipp. 43998 2X-43996.300. 

880tQ6000S Forviatda portion ol NURE(1-C89S, "FES re Opecatiort ol Saabtook Slatton 
Units 1 & 3," addiess'ng recip'ent 9/1308 request for IdenLlicetlon of NRC rec|uire> 
ntat^e lot evaluating impact of poiontai exposure to etoctnc nalda. 

MURLEY.T E Office Of Nuclear Reactor Regi/lallon, Oreclor (Post 870411). 67/13/ 
28 WOJTAUK.r.A. Tennessee Vai'Qy Authrvfty. t2pp. 439t0 298-43910.310. 

-880IOS0010 Repuests assistance in Identifying NRC requirements for evaXisPng 
Impact ol potential exposure to olocvfc or magnetic fields fio/n fransmiss.ion knee 
serving or del.voring service frorn nuclear power plaitls. 

WOJTTILIK.T.A. Tennessee Val'ey Au'hority. 67^2/08. STELLO.V. Deputy Executhio 
Oi.'ector for Regional Operations. ECO (Post 870413) 3pp. 439IO:3lCh43dfO:3tO. 

e60l05t)$S8 Responds to 871039 roguest to re'ocaio three seismic monltera RaUonaio 
presented for relocation & preposed new locetions reasonable & comply w/fteg Guido 
1.1 2 reri^-rcmenis. Tech Spec Tables 3 3.7 A 4.3.4 cheng^ to reflecUOCeVorta 
NERSES.V. Prcjoci Oirectorete 1-3. 87/13/38. HARRISON.FI J. Pubic Sonrte Co ol 
Now Hampsh’re. tp 43911:020 43911.020. 

8801070305 Notilcatlon ol 880106 meeting vr/Westinghcuse Owners Group OperaUons 
& Analysis Subcommilieos In Bethesda.MO In discuss subcommittees invost^Bons in 
analysis area re Generic Ur 67-13. 

TRAMMELL.C M Project Direcloraia V. 87/13/30. KNIGHTON, Q.v/. Pto}ec) Cirocior- 
ale V. 4pp. 43945 34^-43945:347. 

8801140164 NoUtlcaUon of coniraci execuilcn "Local Tolmhrsne sve tor Tontiee 
Rowe.varmprj Yankeo.Maine Yankee & Piigdm & SeebrooH Roaldeni Sites." aweided 
to New Eno’end Bell Telephone Co. 

OORSEY.M. Corrtiail Admir.lsvaiion Branch. FiN C-IOt2. 88/Ot/ll. QOOY.AT. 
Region 1, Ofcol the Ofrectoi. tSpp. 44031:334-44031:249. 

-8601140174 Convaci "Local Telephone Sve for Yankee Rowe.Vormoni YartkeaMelnn 
Var.Me.p.lgtim & Seabrook Resident Sues," awarded to New Engiend Sell TelepboAO 
Co. 

GAMMON,5. New Eng'end Bell Telephone Co FIN C-I0t3. eSfOt/tt (Spp. 
44031:335-44031:249. 


R. Periodic operating reporte & related correspondence 

98011601 14 Monthly cperallng tepl lor Dec 1987 W/8891 1 1 1tr. 

NARDONE.P , THOMAS, Q § Public Service Co. pi New Hampsh're 87/13/31 4pc 
44092-235-44092 240. 


S. Reportable occurrences, LERe 8 related correspondence 


8801050437 LEH 07-0l5-01;on 8708l3.muli'ple ESFs actuated upon rec&p! P' bv 

K essunior pressure signal.Caused by actuation of safety Injection reset due to car- 
et bovnee of listed switch. Insla'.'ation procedures revlsed.W/67l33t itr 
Kingston, Q , THOMAS.G.S. Public service Co of Now Hampshi.'o 87/13/3' ix 
4366Oi)46'43060 349. 

6801120060 LER 07-02S00.on 87I307,RHR pump declared inoperable djo toinccm- 
pleie su/voillanca daia.Caused by incorroci info for oporaiion ol tost equiprrertSoK 
basefmo ref values accaplanca criteria established. VV/8780106 Hr 
TEFFT.J.Q , THOMAS, OS Pub'ic Service Co ol Now Hampshire 68/01/06 Spp 
44006:046-44006 050. 


T. Hearing transcripts on non*antltruBt rnattera 

6713230213 Transcript ol 871314 evidentiary hearing In Concord. NH lo ollsite emergen- 
cy p'anmngPp 7.555-7.608 

* Atomic Safely and Licensing Board Panel 87/13/14. I33pp. 4389a.309-43&39.'U> 

87I2230S20 Tianscripl ol 871215 ovldenhary hoaiing in Concord. NHPp 7.467- 
7.920 Supporting documonislion end 

’ Alerrkc Safety and Licensing Board Panel 67/12/15. 400pp 43921:145-43322 730 

8712230265 Trensciipl o' 871316 limited eppoaranco statemcnis heerng n 
Concord, N h re offsite emergency planning Pp 8.103-I lo 8.103-149. 

* Aiom.'c Safely and Licensing Board Panel 87/13/18. 15ipp. 43933 333-43923 024 

680104027Q Summary ol 871222 mealing w/uhl & plant loini owners m Bei.nesda.MOie 
util offaito emergency plan for Commonwealth ol MA portion of EPE.Transcdp: ol 
maobng 6 list of eilendeos end. 

NERSES.V. Project Dlroctoraie 1-3. 87/13/33. Project Oireciorete 1-3. 6pp 436SS254- 
43695 307. 


8601200333 Requests fee lor 87 1029 applicat.'an lor proposed changes lo Tech Specs 
re relocation of seism'c monitors. 

0-'OGS.RM. License Feo Managerr:ent Brarrch 88/Oi/IS. harRISON.RJ. Ruble 
Service Co. ol New Hampshire. Ip. 4408i'3S6-440af-39S 


0. Inapeellori raporta, lE aulletins 6 corraspondence 

8712160988 NRC Info NOhee 87 084. "ConvfcUon far Fa'sificetien of Security Training 
Roco/di" Sve list encl. 

ROSSi.C.E Division of Operaifonal Events Assaasmeni (Post 8704ii). 67/12/22. 
Conspiidaied Edison Co. of New York. Inc I20pp. 44tS3-00f-44iS3:i24. 

8712170119 NRC Info Notice 87-065, "Plam Operation Beyond Ansfned Condiiions " 
Sve fiai end. 

ROSSI, C£ Olvfsion of Operaildnal Events Assessmoni (Post 8704ii). 67/12/23. 
CcnsoLdaied Ed’senCo of New York. Ino t20pp. 44058 008-44066:127. 

8712230803 Suppi 1 10 NRC in'o Nouce 87-026, "Air Sys Problems at US LWRe." Svo 
ilsi end. 

ROSSl.CE. Division of Oporanpnel Events Assessment (Post 670411) e7/i2/28 
Consoldated Edison Co. ol New York, inc. 124pp. 43995:138-43995-257. 

8801050429 Forwards Safety insp Rept 60-443/67-35 on 67l2tS 17No vfolaUons 
noted. 

MARTiN.T.T. fteg'on 1. Ole of the Oireclor. 87/12/30. HARRISON.R j. Pubke Service 
Co. ol New Hsrr.psbtre. Spp. 43961.130-43981:140. 

-6801Q50441 Emergency prepaiedness tnsp Repi 60-443/87 -28 on 871215-T7. No vto- 
rsiH>n$ noted. Major areas inapecled:llcensee annual emergency exorcise perfbrrned 
on 871215. 

CONKLIN.C.. LA2ARUS.VV.J. Region 1 , Ofc of the DIreclor, 87/12/22 6pp. 
43661;13S-43961.140. 

8712260155 NRC Info Nobce 07-066, 'Triapproprlata Application oi Commeiclai-Gcedo 
Commnents " Sve list end. 

ROSSI.C.E. Division ot Oparatlanoi Events Assessment (Post 8704|t). 67/12/31. 
Consolidated Edison Co. of New York, Inc. I30pp. 43995;358-43096:0f 6 

8712300091 NRC hfo Notice 67.067, "Lessons Learned Frorn Regional Insps of IF 
censee Actions In Response lo IE Bul/ebn 80- 1 1 .*' Svo lisi end. 

ROSSI, C.E. Oivfkion of Operaifonal Events /Assessment (Post 870411). 87/12/31. 
ConsolKfaled Edison Co. of New Yoik. inc. I33pp. 44038:164 44038:256. 

8801 190068 Submits eddi info to functional areas of plant operabons, ongineoritio sup- 
port 6 assuiance of quality as dssenbed In SALE Repi 50-443/8S-^.per 671209 
sALPmgl meeting. 

THOMAs.Q.S. Puollo Service Co. of New Hampshire 66/01/08 OocumetK Control 
Branch (Oocumenl Control Desk). 3pp. 44063.07o-44063:077. 

8801180198 Forwards Salaty Insp Rept 50 443/87-24 on 87l020-1207.No vrofallon 
rioted. 

WIGaiNS.J.T. Region 1. Ofc of the Director. 88/01/08. HARRISON.P.J. PidiUc Serv- 
ice Co. ol New Hampshire. 6pp. 44065:143-44065:174. 

•^801150199 tnsp Ropi 50-443/67 -24 on 87 1020-1207 .No violation noted. Mt^or areas 
Inspecledwork ecbvit.‘es,procedure & records re startup lesbng 5 kcenso 
Issuance, matni.surveiianae & plant operations during cold shutilown. 

HAVERI^MP.O.R Region t. Ofc of the Director. 66/01/07. 25pp 44065:149- 
44065174. 

8801050394 Suppi 1 to NRC Irifo Notice 85-061, "Bioken External Closufe Sprint ort 
Atwood 6 Momll MSIVs." Svo Lsl end. 

ROSSl.CE. ONieion of Opeialionel Events Assessment (Post 670411) 88/Ot/ll. 
Consolideled Edison Co. of New York, ino. t23pp. 44038:941-44036:163. 


-8801050106 Ttsnscnpi of 671222 meeting w/utii In Beihesda.MO la plant emoroenty 
plan for (CommonwQoilh of MA portion of tPZ- 
^ Project Dltedorele l-3. 87/12/22. 42pp 43695:265-43e95.307. 

6801130010 Appi'cani Direct Testimony c (shottonng).* Testimony d'scuss.'ig State :f 
NH rad-oioglcai emergency response plan protective acbons.Support’tig dbeumsrta- 
Hon enci.Retaiod correspondence 

OAEajW.. BELL.D.W.. BONOS.JO. Public Service Co. of New Hampsh-re 6IM 
5312 88/01/05. 53pp. 43989 143-43966:196 

-8601 130007 Errata lo applicant Di'ocl Testimony 6 (sheltering) ' Changes lo 871211 
lesbmony fisted Rofaied cprrosppnaence. 

* Public Sorvfeo Co ol New i-fampshiie. 68/01/06- ip. 43969.196-43989:198 


8801280227 Forwards rcbuiisi tesiimony pf CJ Ea'i ro Conloni'pns NHLf’-2,SAPL-8 3 
SAPL-6A 6 town of Hampton revised (jontentions iv & Vi.Notificainin of hearing dales 
reouesied so Earl mey appear at heannos Roiated correspondence 
^RRAN.O. Maimon & Weiss 68 5360 88/01/07. SMITH, l.V/.. HARBOuV 
llNENBERGER.G. Atomic Safely and Licensing Board Panel. Ip. 44050C54 
440S0.iM. 


-8801200239 Rebuttal testimony of CJ Earl re Contentions NHLP-2.SAPL-8. SAPL-6A 8 
town of Hampton Contentions IV & VI.’ Testimony rp util edeguacy of olls<1o emer- 
gency response.Cerlificato ol Sve & SVC list encI.Ro'aled correspondonce- 
EARC.CJ Rosouroo Maneooment Systems, Inc. 68/01/07 26pp 44050095- 
4405ai20. 


8601130094 App’icanl rebuttal Testimony 1 (rebuttal to Doctor A Cadof)-* Wi‘no55.E 
Lieberman.CediiicBte of 8vc nncl. Related correspondence. 

IIEBERMAN.E Public Service Co. ot New Hempshlro. #188 5313 88/Oi/tl. fpp 
43969^029 43889.033 


8801 190168 Transcript ol 680111 evidentiary hearing In Concord.NH re offsite emergen 
cy pfanning.rp 6.395 -6,496. Witnesses: D Mileti 

• Aiwn’c Setoly and Licensing Board Panel 66/01/11. 1 1SPP 44061 071 -44951 186. 

8887190162 Transcrfpl of 660112 evidentary hearing In Concord.NH ro otls'lo emorfio 
cy ptsnning Pp e.498-B.737.Wltnesses: M Fallon, B Mollingwoith.E Wo.'nho'd.E Thome; 
& n Boies 

* AtorrJc Safety and Licensing Board Panel. 06/01/12. 24ipp. 44063:180-44064:962 

8801219098 Transcript of 8601 13 evidentiary hearing In Concord.NH re offsi'a eme'g-an 
«r plarm'ng.Pp 8,738-9,035 Wilnosses' J Deguiis,! Thomas, R Botes.A Cat'endteilo.P 
Franchette, M 5incfair,R Strome.G Catapano 8 R Nelson. 

’ Atomic Safely and licensing Board Pane). B8/01/13. 375pp. 44105:082-44108079 

8801270300 OebuHal tesiimony ol EJ Otivoia on behalf ol atty general lot Cornmcrv 
wealth of MA re traffic disorders expected dunng evacuation o' beach area because 
ol accidem al Seabrook Nuclear Plant.* Related correspondence. 

OLIVE^.E.J. Massachusetts, Commonwealth of. OLlVERA,E J. Safisbury, MA B fM 
8428 88/01/22. Atomic Safety end Licensing Board Panel. 9pp. 44126:220- 
4412S2S9 

-8801270308 Rebuttal testimony of TF Moughan on behaff of atty general ipr Ccm.mo''- 
weahh ol KAA re presence ol hidden paiXing spaces fn Salisbury Beach & oh PiJr\ 
Island* Releted correspondence. 

MOUGHAN.T.F. Massachusetts, Commonwealth ot. 86/01/22. Atomic Salely and L- 
censfng Board Panel 3pp. 44126.229-44126:231. 

-5601270310 Rebuttal testimony of TJ Adler on behalf of JM Shanhon.atty general for 
Commonwealth ol MA, concerning various malleis raised In evacuation bme esUmele 
contentions. ' W/ Certiftcala of Sve Related correspondence 
AOIER.TJ. Maasachusehs, Commonwealth ol. 88/01/22 Atomic Safely and Ltoens- 
Ing Board Panel. 28pp. 44126:232-44126 259. 
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8SQt2!'03l9 AppNcani robuiial Testimony 2 (rebulial to correclod testimony o( A Coder 
& AE LulofI on SeacoasI Anii-Pollotion loaguo 31 & town ol Hampton Hi re drrvots 
lo towing advice ol tiafilc guides.' Witness. OS Miloti. 

* Pubiic Service Co oINow Hampahlro. #180 5432. 68/01/22. app. 44126.015- 
44126.079. 

-86012703S0 Appicant rebulial Testimony 3 (rebuttal lo testimony ol Zolgier. Johnson & 
Colo re Social Data Analysts, Inc telephone survey conducted (or Commonwoallh of 
MA )' Witnesses BO Spencer & OS Miletl. 

' Pub'ic Service Co. ol New Hampshire. 86/01/22. 20pp. 44l26.0ie-44l26 04S. 

-6B01270354 AppTcants rebuttal Testimony 4 hobuttal to coirociod testirrtony ot AE 
l.ulo'f rs boacn blanket survey conducted lor CommonweeHh ol MA.)* Wilnossos-DD 
Spencer & OS Miletl. 

* Public Service Co. ol New Hampshire. 66/01/22. 2lpp. 44126:040-44126:066. 

••t66t2703&9 Appi'cettis rebuttal Teslimorvy 5 (retwttal to tesHmorty ot A Codet 6 AE 
Lulod ro panic r Witness DS Miloti.Curilculum vitae ol BO Spencer & CoAfcaio ot 
Svc end 

* Public Service Co. of New Hampshire. 86/01/22. 13pp. 44126.067-44126:070. 

6601270344 Mo'.an lor leave lo Me supplemental testimony out of time* FEMA ca> 
sponse to ASLP 6801 13 order re (il.ng ol proposed supplcmenlel testimony subcnitlod 
on 060125 rather than 660122 as ordered. 

PLYNN.H J. Federal Emergency Management Agency. # 186 5431. 08/01/25. Atomic 
Sa'ety and Licensing Board Panel, ip. 441 26:1 6r44 126: 171. 

-8801270372 S^plemonial leslimony of D McLaughlin, EA Thomas & WR Cvmmmgon 
boha'I ol FEMA on shollorlng/beaeh population Issues.' AddI Info on O 
McLougfi'ln.EA Thomas & wilhdrawel of appooroneo ol WR Cummlng pncl.W/CetllM- 
caie ol Svc. 

MCLOUGHLIN.O., THOMAS.EA., CUMMINQ.W.R. Fodaral Emorgortcy Managomeni 
Agency. 68/01/26. 1 7pp 44 1 26: 1 65-44 1 26; 1 7 1 . 
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A Appilcallon/cortitructlon stage documents A correspondence 

06i}l12(H)9O Forwards Info re Rosourco Tochnlcal Sves. Inc, Including summary of NRC 
contract work, NRC Form 20 for Ihreo oxlsilng contracls.aud t Inlo.work hlstt^ 6 isie 
of eimerilse ava table lor special Insps & ot current resource svea 
FELTHOUS.RA Resource Technical Services, inc. NnC-2e.07-4i7. S7/12/I6 
JCHNSON.E H. Rsglon 4, QIC Of Iho Oiroctor. 7fpp. 43696:230-43006.300. 

8801060006 Forwards portion of NUREQ 0695. "FES re Operalion of Seabrook Stallon 
Units 1 & 2," addressing rociploni 671206 request lor idontilication ol NRC reriuko- 
monis tor ova'uotlng impaci of polonilal exposuro to eieclnc fields. 

UURIEV.T.E. Office of Nuclear Reactor Regulation. Director (Post 070411). 07/12/ 
26. WOJtALIK.T.A. Tenneasee Vailoy Auihorily. I2pp. 439l0.20Q-43ei0:3IO. 

8801070206 Nbl'ii cation ol 680106 moeimg w/WosUngbouso Owners Group Operations 
i Analysia Subeommlliuoe in Qoiho8da.MO to discuss subcommitioos Invesiioauons in 
analkSis aran re Qeneiic LIr 67-12. 

TRAMMELL, C.M. Projoci Diroclorme V. 67/12/30 KNiaHTON,Q W Proioct Oitoolor* 
eta V. 4pp. 43945.34<{ 43946:347. 

•801140164 Notidceilon of coniracf execution: "Local Toiqphono svc for Vankoo 
Rowe,Vermcrtl yankce.MaIno Yankee & Pilgrim & Seabrook Resident Siios," Awarded 
lo New England Boll Telephone Co. 

DCRSEY,M Coniraci Admlnlatratlon Oranch, PIN C-1012 08/01/11. QOOY.A.T. 
Reglcn 1, Ole el the Oiioctor tSpp. 44031:234-44031:249. 

-8801140174 Coniraci: "Local Telophono Svc (or Yankoo Rowo-Vormonl Yanfcoe.MalrrO 
Vankao.PilgrIm & Soebrook Resident Sites." awarded to Now Engiartd Bod Totophono 
Co. 

GAMMON.S. New England Bell Telephone CO. FIN C'l0l2 06/01/11. IBpp. 
44031:235-44031:249. 


F. Security, medical, emergency A (Ire proteeilon plana 

68010402S6 Forwards requoal for Info ro facility plan lor Commonwosilft o( MA 
communities. Data when Info will formally be submlilcd should bo provldetf- 
NERSES,V. Proiocl Oirectoraio 1-3. 67/12/23. HARRISON, fl.J. Public SorvJco Co. ol 
Now Hampshire 2pp. 43005:246-43695:246 

B601110S34 Responds lo FOlA roquesis for documents re roconl NRC rule amondittg 
lciCFR50.47 & lOCFRSO.App E. Forwards documonls listed In App BApp A door- 
rronts already ava-lable in PDR. 

GRIMSLEY.O.H. O.vlalon of Rules & Records (Post 670413). 66/01/07. BELAIR.R.B. 
KlikpatrlcK & Lockhart. 3pp. 43070:284-43078:305. 

-87121)30207 Forwards Rev 0 lo "Seabrook Plan for Massachusells Comrnunllles." 
consisting o( lO vola, effective 670921. FEMA flndmge ro whether onci meets crtteiia of 
Si^l 1 toNUREQ-0654/FEMAREP.1,Rev 1 roquesled.W/o end. 

CCNOEL.F.J. Division of Radiation Proteeilon & Emergency Proparodnosa (Post 
670411). 67/11/27. KRIMM.R.W. Federal Emergency Managomertt Aigoncy. 2pp. 
43976.304 43976:306. 

8801190017 Nolllies of end util press release re util offer lo give siren poles 10 
lowTS-Press release may have relevance to matters before NAS[.P.Induding 871113 
moLon to reopen records & aOmil contentions Involving Newburyport.MA sirens. 
RElS.EJ. Assistant General Counsel for Heerings. #186 6337. 88/01/07. 
ROSENTHAL.A.S. Atomic Safety and Licensing Board Panel. 4pp. 44035:f2S- 
44035:131. 


8M106Ct061 Forwards conociad Soacoast Anll Pol'.utkjn LoequQ po'.itlon lor review ol 
ALA0 879.d!d 871201. 

□ACKUS.RA. Seacoast Anii-Pol'uiion League. BACKUS.RA. Backus. Meyer & Solo- 
mon #186 5250. Z1I\2I22 ZECM.L.W , flOSERTS.T.M., OERNTHAL.FM. Commis- 
sioners Ip 43909:251 43909260. 


6601040099 New England Coalition on Nuclear Pollution response to staff re environ 
qualficsKon of RG-sS coaxial cable.' Svc list oncI Relaletj correspondence. 

WtlSS.ER Now Enoland Coalition on Nuclear Pollution. WfcisS.E.R. Harmon A 
*'fe^9. #188 5226- 67/12/23- Alomic Safety end Licensing Appeal Panel. 7pp. 


8801060083 Albdavit Ol TN Board * Aflidavil more precisely axpialna le/m "insiallod" as 
used In Paragraph 4 of 0712t7 affidavit. CertificBto of Svc end Relalod certospond- 
ence. 

eEAflO.TN, Public Service Co. of New Hampshire. «160 5267. 87/12/23 7oo 
43900 lao 43909:106. 


8801040124 Forwards documonls belonging to Categories 2 A 3 A drafl lestimony pre- 
pared for presentalfon bolero Cor'grossman Matkoy suboorr.mltloo.Documonls In Cal- 
eoory I wii sliH bo wilhhold.W/a ancle Related corrospondenco 
TURk.SE. Assistant General Counsel for Hcafings. #188 5247 67/12/24 
TRAFFlCONTl,j. Mossachusalts, Comtponwoallh of. OIGNAN T. Ropes A Grav. lo 
43068:154-43088:194 ■ r » 

8601040203 NRC SloU moilon lor oxtanslon of lime to respond lo State of MA Atty 
Ooneral motion to reopen record A admil lalo ti'od conionTicn • Motion (or osrtontlon 
of lime until 8801 18 should ba grantod.Certllicato ol Svc end 
BERfly.GA Assisfani Generaf Counsel lor Hearings. #188 6249 87/12/24. Atomic 
Safoiy end Licensing Appeal Panel. 7pp. 43089:318-43609:322. 

880 1040064 Order.' Motion for exionslon ol umo lo respond to Stale of MA Atty Gonor- 
al moiioA lo foopon record A edmil late filed contention granted.Sorved on 671229 
SHOEMAKER.CJ. Alomc Safety and l.lcorislng Appeal Par»al. #166 6235 87/12/28 
Pubic Sarvico Co ol Now Hampshire. 2pp, 43088:309-43069:307. 

8801040284 Order.' Timo In which Commiss'on may eel to tovlew ALAB-070 exiondod 
unll 660112 Sorvod on 871230. 

CHILK.SJ Oritee of the Socroiaiy ol Iho Cominisslon. #188 5230 87/12/20. Com- 
mOslonors ip 43607: 133-43067: (33. 

8801060288 Suppiemeniat memorandum of Ally Goneral JM Shannon (n suppofl of 
mobon ioedm.l laio-lllcd contonlion A leoport record * App'Icant combination of over- 
lojpping sk^ covoiaoo A 19 m'nulo hellcopior oierling run Insufffeiont. 

JONAS.SA Maesaenusotta, Commonwoaiiii of #188 5299. 67/12/31. Aiomlo Safety 
arid Hconalng Appoat Panel. 7pp. 43906:204-43908:314. 

-41801060300 Allldsvil ol PJ Meiihews.’ Roma'n'ng emorgancy noiiliceLon sirens will 
not bo used for emoroency pferkn'ng purposes. Rolaled mfo end. 

MAHHEWS.P.J. NpwOuryporl. MA 07/11/30 14pp 43906.291-43008:304. 


-8601060304 Aiiidovii Ol SA Jonas.' Altbomo aiartlt^n ays using helicgpler or helleop- 
lora losfod on 871 104 ovai plpnt Np info racoivod trom Ropes A Gray or applicant 
until losi complotod.Rolaiod info onef. 

JONA&SA Moasachusotis. Commonwaalin of. 97/12/31. 3pp. 43908:305- 
43000:307. 


-6801060314 Allldsvil Ol K Slepelfeidi.* Observation ol haiieoplar tosis discussed.No 
lecMnisatria vo'co mossega emansiod from holicoplor.W/Cfrrliflcaio of Svc. 
STA^LFELDT.K Massncousoiia, Commonwealth of. STAPELPELOT.K, Salmon Falls 
Roseoroh Associaios 07/12/30. 7pp. 43906:308-43909:314. 

880126030) Raquosis end corrociad page be subsMutod for Pago 7 ol "NRC Staff Re- 
arronso To Joint iniarvenors Motion To Enlargo Record On Appeal," Mod 8001 19. 
BEnny.OA. Asslsiant Qonorol Counsol lor Hearings. #168 6397. 68/01/01. 
ROSENTfiAL.A S- Alomic Safety and Llcens:nQ Appeal Panel. MOORE, T.S., 
WIIBUR.HA. Alom'c Salsiy and Licensing Board Panel. 2pp. 44099:251 .44099:252. 

8601060291 Forwards haled documonls w/Caililicaio ot Svc tor (ilmg in proceeding. 
OlONAN.T.G Ropos A Gray. #106 5200. 66/01/04. Dockolmg A Services Branch 
2pp. 43908.005 43006:263. 

-6801060306 Applicants memo In euppotl of low power oporatlon.* Recommonds Ihei 
ASLU eliould noi lurthor slay low power llcerrsa lor plant. 

DfQNAN.T.Q. Public Service Co. of New Hampsh're. DIONAN.T.Q Ropes A Gray. 86/ 
01/04 Alomic Salely and Llcons-ng Board Panel. 20pp. 43006 087‘43G06:105. 

-98010603)7 Altidavil ol KW Dow * Discusses chlorine minImJetlon while ma'nialning 
drculaifng waler ays free Irom loulinn. Statement ol prof qua'iticaiion enc'. 

OOW.K.W. Yankoe Atomic Electric 87/1 2/21. 4pp. 43606:107-43900.1 10. 

-9801060346 AMidavii ol WB Lelend ‘ Discusses lunciion ol chemistry depl to insp cit- 
Gulabng A avc water sys, monitor ellectivencss ol blolouling conlrel A ensure compli- 
ertco w/ NPOES lOBtrlclIons Rolaled Into end. 

LELANO.W.B. Public Service Co of New Hampshire. 87/12/31. 130pp. 43906:111- 
43008:247. 


-6601060361 Aflidavil ol JN Espoailo on Oinna lube rupture event A design of A expe- 
rlertce w/domosilo Model F steam gonerotors ' Related Info end. 

ESPOSITO.JN Wostmghouse Electric Coip. 87/t l/20. 8pp. 43006:248-43908:255. 

-6901060353 Aflidavil ol QA Kahn.* Discusses hservice Insp program, insetvice lesl'ng 

Q iam A test control program Related inlo and. 

N.G.A- Public Service Co. ol New HampshYe 87/12/22. 6pp. 43908:258- 
43008:261. 


0. Adfudleatory correspondence 

8901130040 Responds lo portion ol transcript of Seabrook hearing re bus driver 
(lainingAtty cross-examination suitable A NRC position consistent w/responsbilly lo 
ensure development ol lull A complete record. Served on 8801 1 1 
MIIRRAY.J.P. Deputy General Counsel for Hoarings A Enlorcemonl. #18$ 5314. 87/ 
11/24. BACKUS.R A. Backus, Meyor A Salomon. 2pp. 43989.271-43989:272. 


-6601060364 Allidavil ol JN Esposlio on North Anna tube rupiure.* Discusses lube rup- 
ture evenl.'ncludlng mochantsm which led lo event A shows dlsaimlianlles w/steam 
eenerstors al plant Related info end. 

ISPOSITO.J.N. Wostinghouso Electrlo Corp. 07/11/20. 3pp. 43908:262-43908-264. 

-6601069370 Allidavil of PS LlltleOeld.* Oiscussoa analysis ol steam generator tube 
n^ure lor pfoni at full power. Related Info end. 

UTTLEFIELD.P. Yonkeo Alomic Elecirfc Co. 07/12/23. 7pp. 43609:265-43909:271. 
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-9601060403 Afddai/il of P Huang on mass transfer & fiosh ng fraction lof steam oener' 
ator tube njptu'o at 5% povisi. Releiaa mfo er-cl 

HUANG, P. Wesfinghousa £(0cMo Corp. 07/1 1/20 <lpp, 43908 2 72-43908275 

-0801060414 Allidavit of K Rubin on reactor coolant aciivity at 6% povror.* OS Steen* 
land notice of appearance S related Info oncl.Cerericate of Svc enci 
RU6IN.K. Weslinghouse EloclrlcCo'P 87/1 1/20. fipp. 43908 276-43903283. 

689113<ra42 New England CoaH'on on Nuclear PoiluOon brief In oppos'^on lo rartewai 
of autnoruatlon to operate at low power* No justiiica'ton provided lot eethoriira few 
Mwor ^erellons.Cerlilicaio of Svc end. 

FERSTtRA- Now Enolarxd Coalirort or Nuclear PoiHiUon. FERSfERA- Harntort & 
Woiss. #188 6304. 80/01/04. Corrmlssionots. 36pp. 43g89:273-439Q9 398 

8801130002 Motion to enlarge record on appeal on decision of ASLAP not to waive teg* 
u’atktns excusing financial quaWcation tevlaw lor Public Sve Company <»1 NM • CerWi. 
cate ol Svc end. 

DACKUS.R.A. Hannplo.n. NH. BACKUS.R A Seacoast Anli-Pol'ullon League 
OACKUS.R A. OaeVue, Moyer & Solomon # 188 6302. 86/01^08. Aloro.c Salary and 
Licens'ng Appeal Panel. 10pp. 43990:001-43990.016. 

8601130Q62 Mot>on lot ordei (8./of aubpoenaal reguirrg sltondance & losUmorxy ol pai- 
llcolar named NRC employeos.* Testimony of RJ Qores & WJ Lszerus requesiod re 
NRC vnihdrawai of Info from Regional Ass'slanco Commitleo.Coriificaie ©I Swe end 
DIQNAN.T.Q, Public Sorvico Co. ol Now Hampshiro DINOANJQ Ropes & Gray 
#168 6318. 80/Ot/C8. Atomic Safety and Llcensirrg Board Penal 103pp 43900034- 


3801130081 Contention ot Atty General JM Snannon on notification ays for Common- 
waalih ol MA & motion to ad/rnt lelo-l.led contenifon & reopen record.* CariHtcale ol 
3^0 6PCl 

SHANNON, J.M. JONAS.S A. MassachuseUa, Commonwcaiin ot #108 5303. 88/01/ 
07. 3?pp. 43990.017-43990:048. 

6801190017 Not'f-ea of end ui l press release re uM offer to ove even poiea lo 
lowns.Pro89 rolaase may have relevance to mallets before NASLP.mciudit^ 87iil3 
motion to roopon recorde & adm'i contentions Involving Newburypori.MA sirens 
REIS.E.J. Aasisiant General Counsel for Hearings. #i48 6337. 88/01/07 
ROSENTHAL, AS., SMlTH,IW, WOLPE.SJ. Atomic Safety and Licensing Board 
Panel. 4pp. 44035:128-44035.131. 

8B01200220 Forwards setond 801 o1 Iptorrogeiortea & requosi lo/ producLon ot ilocu- 
mania lo NRC on Conleniiona i.V & IV 6 to app'icanis on ComaAtton i.v & orreia lo 
880104 brier W/0 srtaia.ne!6iad corrospondanca. 

PERSTL'R.A. New England CoaLbon on Nuclear Pollution FERST£R> Henno© & 
Wa.88. #188 6370. 88/01/07. WOLFE.SJ.. LUeeKg.EA, HARBOURJ Atomic 
Safety and Licensing Board Ponol. Ip 44050:228-44050 263 

-6S01S00236 Now Eng'and Coalition on Nuclear Pc'iuHon (NECNPJ second aet of mier- 
rogeiorios 8 fOfluest for production of documents lo NRC Stall on NECNP Comerv 
Hons I.V & IV.* W/CertlUcaie oi Svc.Reialao correspondence. 

SP1ELBEBG.A. Now Sngtand C«a1-Bon on Nude©/ PoTufion. 
FBRSTER.A. ifarmon & Weiss. 88/01/07. Ollice ol ttie General Counsel. I8pp. 
44030.228-44050.240. 

-8001200244 Now England Coeiiiion on Nuclear PolluHon (NECNP) second aoi of inter- 
rogaiorles & loouesi lor producHen of documenis lo eppilcanis on NECNP f^nienUon 
r.V.' W/Cerl'fic«ie ol Sve & svd l.3l.Roia(Od correspondence 
SPlEL6ERO,A. New England ^aMlon on Nuclear PaMion. SPiELBERG.A Harmon 8 
Woiss. 88/01/07. Pub'ic Service Co. ol New Hampshire. 7pp. 44050- 247-440$0 253. 

8801200387 NOW England CoaDllon on Nuclear Potiubon errata lo brtol In opposiion lo 
renewal of auchon/aion to oporaie «l low power, nied on 8S0IO4* w/CartiHcaie of 
SvcRe'aiod corrospondanco. 

FER3T£R,A, Haimon & We'-ss. #186 6358. 88/01/07. Atomic Salop/ and licon^ng 
Board Panel. 3pp. 44060.169-44050:161 

8001200329 Ally General JM Shannon motion lor dvecied certification of 871118 & I6 
ASLO ru'Ings concorn.'ng admiss.bi.'ity of certain evldorrce.' Board should potmn inier- 
loculorv review & reverse lower Board orders Cortilicale of Svc end. 

TRAFluONTE.J. Massschuselta. Commonwealih of. #166 6371. $8/01/07. 3O0pp 
44049:103-44050:043. 

6801190065 Momorandum & order.* Jssuo re environ Qualificailon of R668 cable re- 
mandad ;o ASLQ far addi procoedings coivslaienl w/opinlon Served ort 850111. 
SHOEMAKER.C J. Atomic Safety and Licensing Appeal Panel. #188 5305. 88/01/08 
9pp. 49989:326-43989.834. 

8601150001 Advises that time for Commission lo review Decision ALAO-675 
expl/oti, Commission declined rGvlew.Decis.'on beesrne final agency action on 
e7l230.Served on 8801 12. 

CHlLK,S.J. Office of the Secretary of IJte Commission. #188 5331. 80/01/11. Office 
ol the Qaneral Counsel. Ip. 44033:2e6'44033'266. 

8801156013 Order.* Oidot ©xiondlng time until 880203 lot Commtesion to doiwmhie 
whether lo review ALAB-879.Servea on 8001 12. 

CHILK.S.J. Office of the Secretary ol the Commission. #188 6332 68/0(/l1. Coni- 
mtsslonaca. tp. 44033.273-44033:273. 

6801200234 Joinder of SeacoasI Antl-Pollullon League In New England Coalition on Nu- 
clear Pollution brief in opposition lo renewal ol authorization to operele al low power.* 
W/ Certificate of Svc. 

BACKUS.R. A. Seacoast Anil-Pollullon League. BACKUS.R. A. Backus, Meyer & Solo- 
mon. #188 6382. 66/01/11. Commissioners. 3pp. 44060. 1Sf-44050'l53. 

8601200247 Appllcani motion lor eritenslon of time lo respond Co Commonwealth ol MA 
ally general motion for directed ceriillcallon of ASLB rulings as lo admis^b>r>ty of cer- 
tolr^ avWenco.* Stale approves fno«on.W/Certificaie of Svc. 

DIONAN.T.Q. Public ^rvfce Co. ol New Hampshire. DlGNAN.T.G. Ropes & Gray. 
#188 6367. 86/01/11. Atomic Safety and Licensing Appeal Panel. 6pp. 44050:144- 
44050:148. 

8801200279 Applicant motion for extension ol time lo respond lo Slate of MA ally 
oral motion for directed certification of ASLB ruUngs as lo admissibility of certain evi- 
dance.' Oranied lor ASLAB on 8801 IB.Conitlcaie of Svc end. 

DlGNAN.T.G Publio Service Co. ol New Hampshire. DlGNAN.T.G- Ropes & Gray. 
#166 5360 08/01/11. Atomic Safety and Licensing Appeal Panel Spp. 44050.220- 
44050:222. 


8801290305 Appi.'cenls moMon for oxtonslon of I'ma to rospond lo eiw gervsral ;l Uji- ; 
sacbusoits coTitenlion or' notit'callot> ays & motion to adirit late-'sed ccrAwSeot 
rei^n record ' Motion granted on 8801 iS Coriificaie of Svc end. 

OfONAN.I.Q. LEWALD.G.H, SELLECK.K.A. Ropes & Gray. #108 5301. 68/91/11 ■ 

Alcmic Safety end Licensing Appoal Panel 3pp 44O40;O95-44O46;O97. 

8801200317 Appileanis ntoHon for extension of lime to respond to aiN genera: of 
sachusatts coniettbon on notiftcalion sys & motion (o adm l latef’-'sd conrenhori i 
rerxisft record.’ Carliflcaie of Svc ond. ' 

DfGNAN.TG.. LEWALD.G.H, SELLECK.K.A. Ropos 8 Gray. #188 5960. 88/01/11 
Atomic ^Isiy and Licensing Appoal Panel. 5pp. 44040. 098-44049. 102. 

880f 150005 Order (granting staff motion for time extension].' NRC 8801 It tequsitU 
1-day eictension unlil 0801 12 within wh'ch lo Me brief re quusticn whs'her low po<a 
operation may bo roQulhohzod granted Served on 6801 13. 

WOLF£,S.J. Atomic Safely ana LIconsIng Boa'd Panel. #188 5335. 66/01 /f2. Ofr<« 
of mo Qoneral Counsel. 1 p. 44033:268-44033:268. 

6801100016 NRC Staff response lo Lfconsing Board order ol 871127.' ASLB shoil 
n4o Uiat Issues raised by Conientions I V & IV irroisvsnl lo safe cerduct of fow ppitsr 
operetrons NRR should Issue low power license per findings. 

BEflRV.Q.A. Assistant Gonaral Counsel for Hearings # 188 6336. 86/01/12. Alonv: 
Safety and Licensing Board Panel. t6pp. 44035:008-44035:053. 

-8801 190024 Allidovit of N Wagnsr.* Discusses if issues requiring reso'jtio') rased 
Contention tV.Chlorinailon & distnbution sys designed le permit sale operavono'pUv 
at ailltei fun ot lo-w power. Related fnl© encl. 

WAGNEn.N. Reactor Systems Branch. 66/01/12. 7pp. 44035.024-44095030. 

-8801190028 AtlidavIV ol MT Ma&mK.' Discusses Center/Jon IV & wlts'.rst Issi-ss 'Lse4 
tnusi be resolved prior lo leaulhorlzalion ol low power operations.Oe!>^a si nUl* 
simciute poses no safely hazard.Prof qualifications end. I 

MASNiK.MT TMI 2 Cteaivro Ptolecl Directorate (870413-880201). 03/01/12. 1I» , 

44035031-44035 041. 


-8601190091 Affidavit ol HF Canted.’ Discusses whether Contention IV i^seS'UtAt , 
ihat must be resolved prior lo issuance ol low power Ilconse.Opera'Jonel pisri at 6% , 

power would not change augmeniatlon Cediflcaie ol SvC oncl. i 

CONRAO.HF Meterlals Engineering Branch 06/01/12. 1 2pp. 44035:042-41035063 , 

6801190015 Older.' Stall rosponsa to Ally General ol Msssachusstts 860107 nolo' j 
for r^recied ceniilcaiion ol certain ASlB 8711 i6 & 18 rui nga re offslie omw^sri:! I 
planning due on or beforo 880126.Served on 8801 14. 

sHOEMAKER.C.J. Atomic Safety and Licensing Appeal Panel. #188 5346. M/C'/lJ 
OiOco Of the General Counsel. 2pp. 44039:i32-440j9:i33. 

8801190018 Nonce ol A5LAB constitution AS Rosonthsi.cheirman & T8 Mocis 6 lU 
M^mamPers.Seived on 0801 14. 

Shumaker, CJ. Atomic Safety and Llconsino Appesi Penol. #168 5344. B5f3Wl9 
ip. 44035-085-44035 085. 

6901190029 Advises that AS noeenihai assigned as chairmen & TS Moore A }|A 
easi^d as rnompors ol ASLAB lor mlsiie omergoncy planning phase ol 01 
procooding.Beiaied correapondeneo. * 

ROSENTHAL. A.S. Atomic Safety and Licensing Appoal Peno) #188 6346. 68/01/11 
Atomic Safety and Licensing Appeal Pansi. ip. 44035:091-44035.091. 

880i:ki 0340 Applicants responses lo Now Eng'and Coaiaion cm Nuclaai PtDMbtA 
(NECNP) second sol ol inroriogatoiids S requosi lor produciion ol docurrancs to ap 

E ifcants on NECNP Conienllon IV.' W/Cerlificalo of Svc Rolaiod correspondence 
ElGENaAUM.J.C Public Service Co. ot New Hampshire #100 6359 M/OI/I*. Msv 
Englend Coelihon on Nuclear Poilullon. 44pp. 44050.044-44050.087. 

8801260907 NRC Stall rospoi'so lo conloniion ol Ally Genotal.JM Shannon & molion to 
adm'i laio Med contention & reopen record * Ruling should ha delened ij.tlil spp'ce'S 
subnSis aliornaiiva noiillcaL'an plans. W/Conificaia of Svc 

BERRY.GA. Assistant General Counsel for Hoanngs. #180 5395. 86/01/14. A'yix 
Safety and Licensing Appeal Panel. 12pp. 44099:255-44099:266. 

8601280321 Requests that encl corrected Pages 6 & 7 lo NRC 660112 response lo 
Llcen^ng Board order ot 671127 be substituted lor same pages due to rypos. 
BERRY.GA. Assistant General Counsel lor Hearings #188 5386. ee/0l/'4. 
WOLFC.S J.. HARBOUn.J , LUEBKE.E.A. Atomic Safety end Licensing Board Pi-W 
9pp 44100:192-44100:134. 

6901270305 Forwards Ne-w England Coalition on Nuclear Polluhon motion lot leave Ic 
li'o reply lo applicant & NRC briefs ra low power oporallons & errata lo b/iel In opposL 
Uonio renewal of auihorization to operate ai low power Med on 880104. 

FERSTER.A. Now England Coalition on Nuclear PoUuHon. FERSTER.A. HaTWi 4 
Wabs #1B8 5421. 88/01/14. V/OLFE.S.J., LUEBKE.E.A, HARBOUH.J. Hvic. 
Srdaty end Licensing Board Panel. Ip. 44126.163-44126:189. 

-8801270311 New England CoalHlon on Nuclear PoUullon reply lo appUcani & N.^C 
slaH bflols ro low power operations.' Motion for leave lo file reply lo epplcant memo 
In supporl of tow power aperalion.Corlificaie ol Svc end. 

FERSTERA. New England CoaUilon on Nuclear PolluUon. FEflSTERA- R^rrwn 4 
Welas. 68/01/14, Atomic Safety and Licensing Board Panel. I3pp. 441?8.18<- 
44126 196. 

'-8601270321 Now Englend Coalition on Nuclear Pollution errata to brfel in opposite ■) 
renewal ol eulhorlzailon to operele at low power, Med on 680104.* Certifrcale ot Svc 
end 

FERSTER.A. New England Coalition on Nuclear Pollulicn. FERSTER.A. Hariw 4 
Weiss. 08/01/14. Atomic Safety and Licensing Board Panel. Spp 44126:197- 
44126:199. 

8801260905 Requests that end corrected Page 7 be subsliluted In place ot press'll 
Page 7 of 880114 NRC response to conienllon of Atty Qenerel JM Shannon & molior 
toeOmit lale-fiied contention & reopen record. 

8ERR'/,G.A. Assistant Gerteral Counsel lor Hoanngs. #160 6367. 66/01/15. 
R<^eNTHAL.A.S., MOORE.T.S., WiLBUfl.H.A. Atomic Safety and Uceirsing Appeal 
Panel. 2pp. 44099-.253-44099;254. 
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8801250313 NRC Staff rosponse to Joint Intorvonors motion to onlargo rocord on 
appeal ' aJotion to enlarge rocord should bo granted but appeal should be denied. W/ 
0^ SvC 

eEnnV.GA Assistant General Counsel tor Hearings ^160 5394. 00/01/19. Alom'C 
Sa'ety and Licensing Board Panel. 5pp 44099:187-44099:191 

8601210159 AcK receipt ot MM Murphy 671026 Itr as lorwardotl by nc Smith & advises 
that concerns sot out In Itr sub] of extensive testimony to ASLO on B71020 LIr tviii be 
irade matter o* public rocorri.Sotved on 080120. 

SMlTHfW Atomic Satoty and Licensing Qoaid Panel tflBO 5376. 08/01/20. 
SHUh’BC. House ot Bep. ip 44066.123-44066.126. 

-8801210167 Forwards MM Murphy 861027 Ur re ollsito emergency plana tor plant w/ 
spcc'Sl locus on sofoty of school children Lir wi'l bo mode aval/ablo 10 ASLQ for con- 
slderaton in federal approval ol plan.Rolaied mall onci 

SMiTHfiC- House of flop. 06/01/07. SMITH, I. Atomic Safety and Licensing Board 
Pa.Kl 44066:124-44(168:120. 

8801260296 Order.' Motion lor addi extension until 000222, of lime within which to file 
opposUon to 800107 motion of ally general of Commonwealth ot MA to reopen 
record & to admit late-filed contention denied. Served on 600121. 

SHOEMAKER, C.J. Atomic Safety and Licensing Appeal Panel, ansn 5306. 08/01/20 
Public Service Co. of Now Hampshire. 2pp. 44099 244-44099.245 

8801250400 Liferms of Stale of MA ally gonorel request to reopen rocoie on onsite 
safety Issues A emergency planning. Metier should bo deferrod pending submission of 
applicants aiternaiivonoliticetion plan In ovoni of plant emergency. 

8£HRY,GA. Assistant General Counsel for Hoarlngs. #160 6390. 86/01/20. 
flOSENTHALA.S., WiLOER.H.A, Atom'c Satoty and Lteensing Appeal Panel. 2pp. 
44099.134 44069.135. 

8801270926 Applicant roquosi for fulhor oxionsfon ot lime to file opposition lo mot on ol 

a eneral for Commonwealth of MA lo admit laio filed contention & reopen record * 
Icate ol Sve end. 

OIGNAN.T.Q. Public Senrico Co. of Now Hampshire. DIGNAN.T.G. Ropes & Grey. 
#188 5420. 88/01/20. Atomic Saloly and Licensing Appeal Panel. 6pp. 44126.327- 
44126.331. 

8601270360 Applicants response (o motion to enlarge record on appeal-* In absonco ol 
suihenulty eb|eciion,motlon essentially addressed lo sound aiscreiion of Appeal 
6oa’d.Comf cate ol Sve encl- 

OlQNAtt.T.Q. PubHc Sstvico Co- Ol Ncvr Hompatilre. PIGNAN.T.Q. Ropes & Gray. 
#160 5419. 66/01/20. Alomlc Safely and Ucons'ng Appeal Ponel. >lpp. <14126:26^ 
44126:266. 

8801270332 Applicant response lo Ally General JM Shannon motion lor diroetod cortlfi- 
cation of B7ifi6 & 10 ASLB rulings re admissibility of certain ovidonco.' Motion 
LhOLld bo denied. W/Certlflealo ol Sve 

OIQNAN.T.G. PubTc Service Co. ol Now Hampshire. OIQNAN.T.G. Ropes & Gray. 
#168 5429. 08/01/21. Atomlo Safety and Licensing Appeal Panel. l3pp. 44126.001- 
44126:093. 

8801270 266 Notice ol hearing.’ Evidentiary hoarino will resumo on 800200 In 
fission, MA Rebuttal tesimony will bo rocolved on 000222.Sorvod on 600125. 
SuiTH,I.W. Atemlo Safety and Licensing Board Panel. #100 5427. 00/01/22. ip. 
44126 201-44 1 26 261. 

8801270297 inforins that tolcon previously provided for has boen sot for 080127.Ellort 
w.i bs made lo include recipient In call.SorvoiJ on 000 1 26. 

MORAN, O.M. Alomlc Saloly and Licensing Board Panel. #108 6430. 00/01/22 
MiTCHCU.Sf- Kensington, NH. 1p. 44126 080-44120:080. 

880127032$ Memorandum following lelcon.* Summery of 800121 tolcon vv/ 
spp'>conls,alty general of Massachusetts S NRC to discuss implications ol RocKIng- 
ham County Newspapors.lnc POIA Request 80-20 on proceeding. Sen/ed on 880125. 
SMITH.I.W. Alomlo Safely and Licensing Board Panel. #186 5425. 80/01/22. 4pp. 
4412«-.332-44l2a:335. 

8801270 3 79 Order.' Grants In part NRC motion lor oxtonslon until 08O2OS to respond to 
Commonwealth ol MA C60107 motion for directed certification of codeln ASI.6 
rulings.Sorved on 880126. 

SHOEMAKER.C.J. Atom’c Safely and Licensing Appeal Panel. #100 5426 00/01/22. 
QlSceol ihe Gonctal Counsel, tp. 44126.266 44126 266. 

8801270344 Mellon for leave lo hie supplemental testimony out ol lime.* FEMA re- 
sponse to ASLP 0601 13 order re filing of proposed supplemontol testimony submitted 
00 080125 retnar than 680122 as ordered 

FLYNN.H.J. Federal Emergency Management Agency. #188 5431. 60/01/25. Alomlc 
Saloly and Licensing Board Panel Ip. 44126'l64-44f26:l7l. 


0. Inapecllcn reports, IE Bulletins & correspondence 

6712160369 NRC Info Notice 87-064. "Conviction for Falsification of Security Trainino 
Records." Sve Hal end. 

ROSSl.C.E. Division ol Operational Events Assessment (Post 070411). 87/12/22. 
Cofisoiidotod Edison Co. ot Now York, Inc. 120pp. 44153:001-44153:124. 

8712170119 NRC Info Notice 07-O85. "Plant Operation Beyond Analyzed Conditions" 
5vc list end. 

ROSSl.C.E. Division ol Operational Events Assessment (Post 870411). 87/12/23. 
Consolidated Edison Co. of Now York, Inc. 120pp. 44056:006-44056:127. 

8712230003 Suppi 1 lo NRC Info Notice 67-026, "Air Sys Problems at US LWRs." Sve 
Fst encl. 

ROSSl.C.E. Division ol Operational Events Assoaemonl (Post 870411). 07/12/28- 
Consoildaled Edison Co. of New York, Inc. l24pp. 43995:130.43996:267. 

8712290165 NRC Info Notice 87-066, "Inappropriate Application of Commerciol-Grade 
Components." Sve list end. 

H0SSI,CE. Division of Operational Events Assessment (Post 670411). 87/12/31- 
Consoiyaled Edison Co. of New York, Inc. I20pp- 43995:250-43996:016. 

6712300091 NRC Into Notice 87-067. "Lessons Learned From Regional Insps ol U- 
censae Actions in Response lo IE Bulletin 60-11." Svo list encl. 
flOSSi.CE. Division ol OporaUonal Events Assessment (Post 870411). 87/12/31. 
Consolldsled Edison Co. of New York. Ino. t23pp. 44038:164-44038:266. 


6601050394 Suppi i lo NRC Into Notice 66-081. "Broken External Closure Springs on 
Atwood & Mornll MSiVs " Svc list encl. 

ROSSl.CE. Division of Oporaiional Events Assessment (Post 670411). 66/Ot/ll 
Consolidated Edison Co. of New York, Inc. I23pp. 44038.041-44038:163. 


T. Hearing transcripts on non-antltrust mailers 


6712230213 Trsnscrlpl ol 871214 evidentiary hearing In Concord.NH re ollaito emergen- 
Cy ptann^rw Pp ?, 555-7, 686. 

‘ Alomlc safety and Lrconsing Board Panel. 87/t2/t4 I33pp. 43690 309-43896.007. 

8712230220 Transcript ot 871216 evidentiary hearing In Concord, NH.Pp 7,687- 
7,920 Supporl'ng documenleiion encl. 

’ Atomic safely and Licensing Beard Panel 07/12/15 400pp. 43921:145 43922:230. 

0712230285 Transcript ol 671216 limned appearance sieiemonts hearing in 
Concord.NH re otisito emergency planning.Pp 0,103-1 to 8,103-149. 

• Atomic Safety and Licensing Board Panel. 07/12/16. I51pp. 43922:233-43023.024. 

0801130010 Applicant Direct Tesilmony 6 (sholiering).* Teslimony discussing Stole of 
NH radiological omergency rosponse plan protociTve actions. Supporting documenta- 
tion oncI.Roleied correspondence 

BAER,J.W., 6ELL.O.W., BONDS.J.D. PubTc Service Co of New Hampah’ro #108 
53 1 2. 68/0 1 /06. 63pp. 43089: 1 43 43909. 196. 

—8801130097 Errata to applicant D-roct Testimony 6 (shelloilng) * Changes to B712I7 
losilmonylisicd Related corrospondor^co 

• Public Service Co. ol Now Hampshire. 88/01/06. ip. 43989:196.43080.196. 

8801200227 Forwards rebuttal teslimony of CJ Earl re Contentions NHLP-2,SAPL.0 A 
SAPL-OA & town of Hampton revised (jonlonilons IV A Vl.Notilicailon ol hearing dales 
requested so Earl may appear at hearings Related correspondence 
CURRAN, 0. Harmon & Weiss. #)O0 6369. 88/0»/07. SMITH.IW.. HARBOUR, J., 
LINENBERGER.Q. Atomic Saloly and Licensing Board Panel. Ip. 44050.094- 
44050;>20. 

-6801200239 Robutlal loallmony of CJ Earl re Conlentions NHLP-2.SAPL-e. SAPL-SA & 
town of HampU)r^ Contentions IV 6. vi,' Testimony to uUl adequacy ol oiislla emte- 
goncy roeponao.Certiflcolo ol Svc & svc lisl oncI.Roiaied corroepondonco 
bARL,C.J. Rosourco Management Systems, Inc 66/01/07. 26pp. 44050095- 
44050:120. 

8801130004 Applicant robuliel Teslimony 1 (robutlal lo Doctor A Corfor).' WitnossiE 
Lloborman.Coitiflcaia ot Svc encl Retaied cortespondence. 

LIEBERMAN.E. Publ'C Service Co ol New Hampshire. #180 5313 60/01/11. 6pp. 
43906:029.43089.033. 

8801 190168 Transcript of 8801 1 1 ovidonilary hearing in Concord.NH ro ollsito omargon- 
cy plannlng.Pp 8,395 6.400. Witnesses: 0 Milotl. 

’ Alomlc Saloly and Llconsing Board Panol. 00/01/11. ii5pp. 44O6l'.O7l-44O0V.l00. 

8801190162 Transcripl of 660112 ovfdonlary hoarlng In Concord.NH re ollsllo omorgon- 
cy piannlng.Pp 0,409-0, 737.Witno88a8: M Fallon.B Holl.noworlh,E WeInhold.E Thomas 
& n Ooroa. 

• Alom'C Safety and Licensing Board Panel. 08/01/12 24lpp, 44063'100-440e4.062. 

8601210099 Transcript ol 800113 ovldennary hoarino In Concord.NH re offsite emergen- 
cy planning Pp 8.738'9,035.Wllnos$os: J Denulis.E Thomas.R Bores.A Callondrollo.P 
fronchoito, M Sinc'alr.R Siromo.Q Caiapano S R Nelson. 

• Alomlc Safety and Licensing Board Panel 80/01/13. 375pp. 44105:082-44108.079. 

6601270300 Rebuttal teslimony of EJ Oliveia on behalf of atty general for Common- 
wealth ol MA ro Irellic disordora expected during evacuallon ol beach area because 
of accident at Seabiook Nuclear Plant ' Ro'atod correspondence. 

OLIVERA.E J. Messachusoils. Commonwealth of. OLIVERA.E.J. Salisbury, MA. #168 
6420. 88/01/22. Alomlc Satoty and Licensing Baa'd Panol 9pp 44126:220- 
44126:250. 

-8601270306 Rebuttal tost.mony ol TP MouQhan on behalf of ally general tor Common- 
wealth ol MA re presence ol hidden parking spaces in Salisbury Beach & on Plum 
Island.' Related correspondence. 

MOUQHAN. T.F. Massechuseiis, Commonwoallh ol. 88/01/22. Atom'c Safety and LI- 
consing Board Panol. 3pp. 44126'22e-44126:231. 

-8801270310 Rebullal testimony of TJ Adler on behalf of JM Shannon.atly general for 
Commonwoallh of MA, concerning various mailers raised in ovacueiien time estimate 
conlonilons.* W/ Cortificato of Svc.Rolated coirospondenco. 

ADLER, T.J. Massachusetts, Commonwaalth ol. 88/01/22. Alomlc Safety and Licens- 
ing Board Panol. 2epp. 44126:232-44126 259. 

8801270319 Applicant rebuttal Testimony 2 (rebuttal to corrected testimony ol A Cede' 
A AE Luloff on Seacoasi Anil-Pollullon League 31 A town of Hampton III re drivers 
following advice of traffic guides.* WilnGss:OS Ml.'etl. 

• Publ'o Service Co. ol New Hampshire. #188 6432. 00/01/22. 3pp. 44126;016- 
44126:070, 

-8601270360 Applicant robuliel Teslimony 3 (rebuttal lo testimony of Zolgler.Johnson A 
Colo re Social Data Analysts. Inc telephone survey conducted for Commonwealih ol 
MA.)' Witnesses: BO Spencer & DS Miloli. 

• Public Service Co. of New Hampshire. 88/01/32. 28pp. 44126:018-44126:045. 

-B6012703S4 Applicants rebuttal Testimony 4 Rebuttal lo corrected lesilmony of AE 
Lulotl re boacn blanket survey conducted lor Commonwoallh ol MA }* Witnesaea BD 
Spencer & DS Miletl. 

• Public Service Co. ol New Hampshire. 80/01/22. 21pp. 44126.046-44126 066. 

-0601270369 Apallcanls rebuHal Testimony 5 (rebullal to testimony oi A Cedor A AE 
Lulotl re panlc r WilnessrOS Mileif.Currtculum vitae ol OD Sponcor A Certificate of 
SvC encl. 

• Public Service Co. of New Hampshire. 88/01/22. 13pp. 44126:087-44126:079. 



eM)270944 MCDOn TCK lOiiVB 10 'u-s u. — 

spor4« ta ASLf 860113 ordef re f-i^g d proposed suppIeTwr-ts' tessmony sctimneo 
on 660126 rather tfia.T 660122 as oroered ». s. 

FlVNN.HJ Federal Err>«9encv MiTagemeri Agency #188 5431. 68/01/26. Aioiric 
Sa'ery a*!/! Licensing Boa/o Pariel. tp 44126 1S4-44126.S31 

-6401270372 SupPterrien'A! les'-mony ol 0 McLoucNin.EA Thorr.as 6 WnCbirmi.ng oft 
tx-haf cl FEMA on she:iering/boach pc^xi’abon isauea' AOOl o'* y 
McLoogWin EA Fhomas & nvihdrawal of appeararwe ol WFI Cumr ng entAW/Ceftlh 

wtoCGmiWO ThOMASEA. CuWMiNG.WO. Federal Emeigcftcy Managenoni 
Agency 68/01/25 17pg. 44126 155-44126 171. 


DOCKET 60-44$ COMANCHE PEAK STEAM ELECTftIC STATION, UNIT I 


& al'ogaliona conco/ning .'Iconsoo Informs ihal loquoatod documoSs avai’ailu 

undOf1i'esro.'A-87.690.FCiA.fl7-e77 AFOlA’67-A-l4 isav&itye, 

QR'MSLEY.O.H D.v.s on ol Flulos & Flocofds iPost 670413) 85/01/01 rv'.i 
Doc-Sea'chAssociatos. ip 43953;340-43&53 349 irj. u,,,, 


0801200381 Forwards first draft Toch SpGcs.doscnpiion of SER lems roaiarwa 
propose Tech Specs & curronl schodulo for Tech Spec /evlow ahovYng Ira 


GRIMES.C.I. Ole of Speciol Projects. 60/01/00. COUNSIL.WG TU Eierivn. 
Texas Ulil.iios Generating Co). 425pp. 44CQ9 264 44001:059. 


8801160168 Forwards Iransciipl ol olP 871217 & 18 mootings w/CASE /e cum, 
of dscussicns that siartod in War 1667 on pipe supporta Presontatioa maL'a:! 


MALLOV.M. Ofc of Special Pfo|oct3. 03/01/07. Ofc of Spec'al Prolan# 
4406401044055:003. ^ 


A. AppileaUon/eonstxucUon alsge documerits A correspondence 


8801 140053 FOiA request lor two heanng 6anscnpls. 

WiLUA-ySOQ JRA Associates. 67/^12/11. GRiMSLEy.OH Dhrisioo ol Ru'as A 
Records (Post 870413) ?pp. 44033.120-44033:121. 

8801120090 Forwards irfo re Rosocrco Technica! Sves.inc.ineiuriftQ suiimary of NRC 
contreci work. NRC Form 26 .'or three existing coniracts.airHin'o.wrotli fVciy 6 Isis 
olexpeiL'Se available for special Irsps S of current resource sves 
FElThOUS.RA Resource Technical Sernccs. Irw NRC-26-67-4t7 87/l2/t6. 
J0HN5ON.E H fleg«n 4. Ofc cf tho Oreclor. 7too. 43993 230-43598 300 

8801070138 Forwards a/hrance draft Amaruj 68 to FSAR for Comanche Peak Sieam 
Eiecinc Slaton Srgmhcanl changes sum.*nan 2 ed Certain Dgjros lo bo ufxleied in 
A-nendEAnoi included in end Related In'o end 

COUNS'UW G , MARSHALL, JS TU Elecinc (lormerfy Te>as Ub: liea Generating Co ) 
87/12/23 Oocumeni Control Bra-ftch (Document Control Desk) iSCOpp 43933052- 
43938 140 

8801070187 FOiA request lor NRC jnlemai correspondence dtd aOcr 66i I26 re Ofc ol 
Inspoctv 6 Auditor investigation of a legations ol mi'scoriducl by Re^.n iv <ng( con- 
Cerrwvg plart 

CONNOR.L Ooe-Sea/ch Associates 87/12/23 CKision of Rules A Records |Posi 
670413). ip 43953:348-43953:346 

8801040397 Forwards flrsi draft of und Tech Specs Meetng w/f>censee schedj’ed tor 
vrk of 8801 tt- 15 to discuss Tech Specs Agenda 8 details of trip wel be forwarded w/ 
0 Tech Specs. 

G'AROINA.RJ Technicel Specilicatiora Branch e7/t2r26 WHiT£JT. Lawietsco tNet- 
more National Laboratory. Ip 43695 350-43396 356 

eeotOM430 Forwards add! into re fssuo Spoc/ric Acton Plan Resu'is Repl Va per 
670916 request 

COt/NSiuWQ . MARSMALLJ.S TU Elecinc (formerly Tom UoLTies Genetaltig Co I. 
07/12/30. Oocumeni Control Branch (Oocumeni Control Oesh) 7pp 439^071- 


8801070205 NoLfeabon ol 860106 meebng w/V/esbnghouse Owners Group Operaiions 
0 AnafyMS S<-bcomiTrttees in Seinesda.MO to discuss subconimitreos mvesneaiions -n 
analysis araa ro Oanarie itr 87-i2. 

TRAMMeLL.CM Proieci Oirecioraio V. 87/12/30 KNlGHTOW.G W.Pro'eeiOiroctor- 
aleV 4pp 4394534^3945347. • 


88210704(8 Forwards Rev 0(0 "Comanche Peal P.a«.poftse Taam CoHecvive Cve'uailon 
Repi" 4 fley 1 to Voi IV-A • Voi fV-E, "Comanehe Peak Response Team Resu'is flepi 
laj^Epecrft: Acton Pcan iSAP-vii C.Con8t Remsp/oocumeniaboft Review " 
COUNSiL.WQ TUEioctnc (lonterty Teias Ubiues Qefterat»r»gCo). 67/12/31 Oocu- 
meni Control Branch (Oocumeni Convol Desk). 4pp 43956 016A3^ (^ 

® •'Comaftche Peak Response Team CoSectve Evahiabon flopl” 
ffSiiK (formerty Texas utMies Qenoraung Col 67/12/23. $$Opp 

439^.02^ 33S 


-8(WI070442 Rev 1 lo "Comanche Peak Response Team Results Rept Issue- SpeoLc 
AcWo Ptsn-Vll C Cons! Reinsp/Doeumentaton Revfe^v.Vol IV-A.S«trmaiv " 

tonRepis.lApas 1.7]. n-k— » 

43W7^^*^ Tews Ubiities Generebng Co). 87/12/17. 200pp 43957-163. 


Response Team flesuhs Repi lor Issue-Spo- 
Saferf^StTSp^ £'l^ Remip/OocumenUlion ReviewtVol iV-t^^ecba^ Po^ 

('wmarly Texas Ublibes GeneraUng Co.) 87/12/17. 300pp. 43957:341- 


0 'pjn^he Peak Response Tearn Results Repi lot issue Spo- 
^®''«P/Documontauon RevlowiVol IV-O.SIftichjral f^- 

w ... 1.^5 Genergling Co}. 87/12/17. 200pp 43956268 


im Results RopI lor Issue-Spo- 
"Aew.Vc* IV E.Support ^ipua- 

37/12/17. 200pp 43959.094- 


l Plani Speofic mio on 

„ . . ' -« Statton.lfftits 14 2 ” 

- I outirtcai 6vcs,lftc. • 


8801140049 Fo.'wa'ds Rev 0 lo "Co/rucilvo Ad'on Prog.'am Picieci 
flepi.Eqi-'p.mDnt Quellf cation." Rosoluiion of Issues in "Generic Tochhcal fsu. 
• Eva'uaiion & Rosolution ol TERA Equiprnonl Ouafillcation Is'jo" i-i'ucsrt 
OECK.J W. TU Electric (lormorly Texas Uil.tios GGnoratlng Co.). 88/01/03 OrJ 
Convcl Bra.-icli (Documont Control Dosh). Ip. 4401 1:00 l-ldOl 1:175. 

-6801140051 Rov 0 to "'CofrocUvo Atiton Program, Pic^oti status Rod! Eai 
Qua'i5caiion " ^ 

WAWflZ£NlAK,J. Impell Corp. 06/01/00. 1 10pp. 4401 1,062-4401 11 75. 

06D114OOS8 Part'ul rosponso lo FOIA requosi lo.‘ hoarinn Iranscrct Add A iSv. 
ericl S B'so nvailabto in PDR. ^ 

GRlMSLEY.DH. D.v.s'on ol Rulos A Rocord.a (Post 8704131 88/ 
WILLIAUS.O.O. JRA Associates 3pp 44033:122-44033 144. 

8801190052 Fhal response to FOlA request for documents re SAFE 
p/og/am Forwards App t & J ilocurpe.nis App h & I documonis avalaWo in POB 
records available l.n POR App j iloeumonta partially wiihhoW (rel FaA Exsnti 
QRIMSLEY.DM Division Ol Ru'os 4 Records (Post 870413). 66/01/12 MAXV.' 
Cosmos Broadcasting Corp. Spp 44053: 100-4'(053.272. 

-6801190059 Inlorms lhal oto unab'o to tosporitl to 060505 request (or invei-jga: 
esiaiHia re review of Coma.ncho Peak SAFETEAM program due to resouice" 
lima 

HERfl.R K Reg'on 4. Ofc ol Iho Director. 88/05/06. MARTIN R. Reoion 4 Ofc 
OiiottPt.lp. 44063115-44050 -‘S. 

6801 15022S Fmaf responso to FOIA roquoal App H docurr.enia re coireci on to ' 
•nspodor & Auditor repi onci & baing made ova labia m PDR. 

GRiMSlEY.DH. Divrs'on of Rules A Roco'da (Post 070413). 88/01/13 BAbl 
Goveinmem Accountability Pro, 'act. 2pp. 44036 001-44036 007. 

-8601150236 Forwards corroctions to Ofc o( intpoctor & Auditor rapt, "AUe^ab 
M’sconouci by Reg'on iv W/Rospocl lo Comarche Peak Steam Eleefrio Stabor 
warded by Chairmen Zeeb 861210 llr.Ciiangos dp not affect repi coreluaona 
KAMMERER.C. Orileo ol Congresaionel Affal/a (pro 670413). 67/01/09. MARK! 
House ol nep , Enoigy & Comraerco. 3pp. 44035 095-44036007. 

8081200844 Forwards Rov 0 lo "Pr^oct Sialua Ropl.&ecirical.Comaieha Peak : 
Eiocv>c Siaiior),unlt 1 0 Common Coiroclivo Aclion Program." Reaoiuton to lu 
elecincai oeneri; issues ropl coniainod in Appa a & B. 

ODUNSilV/.C. TU Eiocinc (foimarly Texoa utliiiias Geriaral'ng Co.J. 60/01/15 
mem Coniiol Branch (Oocumoni Control Desk), ip. 44057:1 tCl-44057:228 

-6601200362 Rov 0 lo ' Pi^oci Siatue Ropi.Eloctricol, Comanche Pask Siaam E 
StaLon unit 1 0 Common CorrecLvo Action Program.*' 

ACklEy.R.W. Tij Eiociilc (lormeriy Toxaa Utiinres Ge/ieratlfto Co 1- 66/O1/J6. 1 
44057:111-44057:226 


6601200410 Discusses Amend 66 lo PSAR including updates.clanru 
r«vs,coiroci<ons.addltlons & od, tonal chengoa as wall as revised elleciive page 
lor eiiecied poAione of lepi-Summarv ol chanoee onci. 

COUNSlL.W.Q TU EfeciriC (lormorly Texes uTilit.'os QenerBtng Co). 08/01/lS. 
men! Conirol Biencft (Documont Control OoBh). 1 19pp. 44056:104 44056912. 


8601250550 Advises tbai elihougb NRC has not yel Imali/ed review ol eccepULi 
usmg ii'cieasod^eld alrengih of 46 kgl for ASOO Orado 8 lube shapes.42 ks 
sireniMal 100 F con bo used w/p risk to public, per util 671826 requasl. 
GRIMES.C.I. Ole of Special Prolccls. 58/t)1/l5 (X3UNSIL,W.G TU Elect/lc (ta 
Texas Ul lilies Generating Co ), dpp. 44116:133-441 l6:tS6. 


8681260507 Forwards rosulie repis.conslsling of Rev 1 lo Issue Specific Ac»n 
l.d.l. "QC Inspector OualiiicaHons" & VII b3. "Pipo Support Insps." Files COM 
sworting documenis will be nvaL'iiblo. Revised labJe of conlenis also encf 
POUNSILpW.G TU Electilc (formerly Texas Utiiliios Generating Co l. 68/O1/I6. 
mem (^nirel Branch (Oocumeni Control Desk). 4pp. 44121:302-44122:146. 




-6681260554 Rev 1 to Comanche Peak rosponse team resuns 
Wlon Plan l.d.l, ‘ QC Inspector QualiffcaiiDna." 

TOUNO.j.E , BECK.J.W. TU Elociric (formerly Texas Uii.'ilies GeneraUng Co). 
92. 140pp 4412t:a06-44t22.D83 


-6601260567 Rev 1 to Comanche Peak response team rosulls repi, Issue S| 
^ttan Plan Vll b.s. "Pipe Support Inap.s." 

BECK.J.W, TU Electric (Ic/merly Texas Utilities Goneraling Co). 67/12/23. 
44l22'Qa4-44l22:146. 


8601270084 Commits lb exorcise caution In doafon of any future mods 10 avoki < 
i,ai.r,n - . . pQj a70814 requesi lore 


traii^ essential oguipmont in superpipe areas.' k- - — — 

hi ®floci8 of (at Impingemonl. «,», ,,o 

COUNSlL.W.Q TU Electric (formerly Toxae Utl'ltlos Generating CoJ- sa/OI/iii 
ment (Jontiol Branch (Oocumoni Control Dsek). Tp. 44169-.09Q-44169 090 


1801270149 Requosls response to all open Issues Identified In and lachr.'Cal eyak 
01 technical concerns 0 ollegatlons in areas ol o;octric8l/inslfumenl8L«n,civii'S''' 
rqueeled wilhin 50 days. „ .. 

GRIMES.C.I. Ole ol SpaclerProJocls 0B/OI/21. COUNSlL.W.Q. TU Eiec.rfc ('» 
Texas Uliliiles Generahng l3o.). 40pp. 44149:203-44146:244. 
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8801270161 forwa/ds rovisod "flesponso lo NUREG-0737.li(3m II.F.2, tnslrumontalton 
((X Oelectfon ol Inadequata Core Cooling." raflecling dlscropanclea w/as-buH 
conriguralion Oosign basis docomont lo rolled any addi changes to sys. 

COUNSIL.W.G , VvOOOLAN.D.fl TU Electric (formerly Texas Utiiilles Gonerabrtg Co.). 
63/01/22 Document Control Brandi (Document Control Oosk). tp. 44M5:3t2> 
«845:352. 

-860t270l64 "Response to NUREQ'0737,ltem It F.2,lnatrumentat'Qi^ tor OoiecUon of 
Inadequate Core Cooling " 

' TJ Eleclrtc (formerly lexas Utilities Generating Co). 88/01/22. 40pp. 44M5:313* 
44145.352 


F.S4Curliy, medical, emergency A fire protection plane 

8601200394 Informs that date for submission of updated response to Notice of Violation 
445/85-16'V-l5 revised to be no later than 680530. fnvastigation of methods lor ovelu* 
al'tiQ Are offsets on (nstiumenls tubing not yet complele 

COUNSIL.W.O. TU Eloctrtc (formerly Texas Utilities Generating Co3. 68/Ot/ll. Docu- 
ment Control Branch (Oocumoni Control Desk). lp. 44058:31 t-44058'3tl. 

8801200463 Forwards fnsp Rept 50-445/87-22 on 87t01Q-23 No vlofaltona nolod. 
MCKEE, P.F. Ofc Of Special Prelects 88/01/12 COUNSIL.W.G TU Electric (lormerly 
Texas UUKtes Qoneraiing Co.}. 4pp. 440S8.3tB-44056.352. 

-8801200459 insp Rapt 50-445/87-22 on B71018-23-No violations noted. Ma)ar areas 
'nspectedhmpiomentaifon ot lire protection program & complianco w/Branch T«»chni- 
cal Position CME8-9.S-1. "Fire Prolecilon for Nucloar Power Plants." 

SlNGliA . MCKEE.P.F. Ofc of Special Prolects. KELLEY, D. Region 4, Ofc ot the Oi- 
lector, ee/ot/u atpp aaqss 322-44056.352 

8801260119 Advises that Rev 1 lo "Emergency Doso Assesamont Model (EDAM) Pro- 
tam Ooci/ment" issued 6 available at plan!. Major changes to program & program 
ocumentation include addition of EDAM benchmark aocllon. 

COUNSIL.W.G., WOOOLAN.O.R. TU Electric (formerly Toxes Utilities Gonoraiing Co.). 
86/01/19. Document Control Branch (Documeni Control Desk). )p. 44131 024- 
44131:024. 


0. Adjudlcaloiy corraspopdance 

e86f04CQ€5 Roquests removal Q( name (tom any sve Oat (ot (acUity proceockrxg. 
BRYANT,A,H. Trial Lawyora lor Publ-C Justice, P.C, #168 5234. 07/12/26. Oockoilng 
6 Serv'ces Branch. 4pp. 43888.300-43888:311. 

8801040 0 7 7 Answers to Board 14 questions (memo.proposed momo ol 860414) le 
Aifon Plan nesulia Repi I c-* Description of problem areas addrossed in sub) rept to 
Cc*ranch4 Roak rpsponae team Aciiqri plan l c provided W/Certiflcete ol Sve 
MORTOAT.C.P.. LGvIN.H.A. TU Electric (formerly Texas UtiiiUoa GoneraUno Co). 
lTiee 6241. 87/12/26. 73pp. 43088;041-43809.0S3. 

8801040091 Response lo Texas Municipal Power Agency to ConsoiKiaiod (TMPA) inter- 
vanors mol on to compel TMPA lo supply compieio answers (9/15/87) * UU should 

B rocuso documonts directly lo NRC 8 CASE Coniiicaio of Sve onef 
A‘lEY.J.R. Toxaa Mumetal Power Agency. Ateo 6240. 07/12/20. Atomic Salety 
a'ldUcensIng Board Panel. Opp. 43e80'286'438e0:29i. 

8901040 0 85 Applicant ninth progress repi.‘ Projjresa root covers period of 671020-1225 
suomhied per Board 660600 momorendum & order (progress ropt & nonce ol avail- 
able documents). Next ropt will be issued on 080229.w/Cor(ificaie ol Sve. 

EOOaR.GL. TU Eioclrle (formerly Texas Uliiiiloa Genoraiing Co.}. EOGAfl.Q.l. 
Newmans Holtafngor. #108 5242. 07/12/30. 32pp. 43680:240 43680:200. 

8901080083 Forwards allachments lo applicant 871204 answers lo A5L0 14 quesiions 
t« action plan Resuila Ropt IX.Certillcate of Sve also ancl 

EDOAR.G L. TU ElscLrIc (lormerly Toxes Ulilllles Oonoraling Co.). EOO/VR.O.l. 
Newman & Holtzinger. #166 6279. 87/12/31. Oockolmg & Services Branch. 142pp. 
43908 315-43909:096. 

880106029 9 Forwards special review team approved repl.CoiiocUvo Evaluation RepI 
Vll.c, "Const Relnsp/Oocumenlation Review Plan" & revlaod labia of 
centenis.Reialod correspondence. 

EDGAR, Q.L. TU Electric (lormorly Texas Utililles Generating Co). EDGAR, O.L. 
ffowman & Holtzingsr. #188 5291. 67/12/31. BLOCH, P.B.. JORDAN.WH. 
MCCOLLOS1,K.A. Atomic Safety end Licensing Board Panel. t.OOOpp. 43904001- 
43908:084. 

8601138 04$ Informs that Commlsslonor KM Carr will lour facilities on e80127.Parlie8 
mshlng to send represanladve should nol'fy Cl Qrlmoa by 600122.Sorvod on 880107. 
BURNS, S.O. Commissioners. #188 6307. 68/01/07. Ofileo of tho General Crwnsol. 
1p. 43980:324-43989.324 

66011900 39 NRC Slaff eighth progress repi & annolaied bibliography.* Progress repi In 
respense lo ASLB 860606 order^W/ Certificate of Sve. 

VDOFtE.J.E. Assistant General Counsel for Hearings #108 6352. 86/01/07. Alomic 
Sa'ety ard Licensing Board Panel. 31pp. 44035.096-44035; 126. 

8601130023 Forwards uM 880108 Ur transmitting Rev 0 lo project status repi. "Equlp- 
nvenl Oua''ijca1ion." W/o repi. Related conespondenco. 

W(X)LORlDOE,n A. TU Electric (formerly Texas Utilities GoneraUng Co). 
ViOOlORlOQE.R.A. Worshem, Forsylne, Sampols & Woolridge (formerly Vroraham. 
Foisylho & SampeJs). #168 5309. 66/01/08 BLOCH.F.B.. JORDAN.W.IL, 

MCOOLLOM,KA. Atomic Salety and Licensing Board Panel. 2pp. 43089:231- 
43989 2 32 

8801131)0 1 6 Forwards fourth submission response lo ASLB 670812 roqueaf for re- 
spetiies lo norttea of vlotalton & notices ol deviations covering 871 123-'t228.CeiliH' 
cate ol Svo orKl. 

EDOAR.O L TU Electric (formerly Texas Utilities Generating Co). EDGAR, 6.L. 
Newman 0i HoUzfnger. #188 6308. 60/01/11. BLOCH.P.B.. JOROAN.W.H.. 

MCCOLLOM,K.A. Atomic Salety and Licensing Board Panel. Ip. 43989:197- 
43989 230. 

88011S0062 Notice ol avallabllily of rosulls reel & working files.* Facility response team 
senior review loam has approved & published VII.C, Const Reinsp/Documenlatiofi 
Rm/ew Plan." W/Certificate of Sve. Related correspondence. 

EDGAR.O.L. TU Eleclrtc (formerly Texas Utilities Generating Co.). EOGAR.Q.L. 
Newman & Hofainger. ft 188 5320. 88/01/12. Spp. 44033:251-44033:266. 


6801200255 CASE progress repi * Submits piqgross ropt per Board 660606 Memoran- 
dum S Order. CASE mioresied In util fii.ng w/Socurlty Exchange Commission & report- 
ed seirlamonl w/G bbs & Hill. Newspaper articles oncl.W/Certificate of Sve 
ELLISJ Cihrons Association for Sound Energy. #188 6353. 68/01/12 I800 
44050 127-44050 143 

6001 190020 Supplomanlal notice of availability of results ropt & working liles ' Working 
f4es ot Rosulls Rept Vll.c w.ll be made avallablo onsite upon 48 h notice of inlontion 
to in^iect W/Conificato of Sve Related correspondence. 

EOGAR.G.L. TU Electric (lormerly Texas UiiUioa Generet-ng Co) EDGAR GL 
Newman S Holtzinger. #188 5351. 88/01/14. spp. 44035:080-44035:090. 

8601200221 Forwards ulil Form 8-K,cuftenl repis.dtd 071118 & 1214,liled w/Secuhtles 
& Ex^rtgo Commission Oocumenis forwarded as part ol parties ollorts lo keep 
Board seised lo mailers re lacll.ty Related correspondence. 

WOOLOTIOGE.R A. Worsham, Forsylho, Sampels & Woolridge (formerly Worsham 
Forsythe & Sampals). #188 5355. 88/61/14. Bl.fDCH.P.B., JOROAN.W.H., 
MCCOLLOM.KA Alom'c Solely end Licensing Board Panel. 800 44050223- 


6601200230 Noiico Ol appoaranco.* RM Fillmore entered appearance re 
iaolily.t^rbfrcalo ol Sve enci 

FlLLMOflE,n.M. TU Electric (formerly Texas Utll.l'es Generating Co ). FILLMORE.R.M. 
Worsham. Forsythe, Sampeis & Woolridge (lormerly Worsham, Forsythe & Sampols) 
#188 5354. 80/01/15. Spp. 44050.154-44050:158. 

8601200266 Nollce of appearance ’ RM Fillmore will appear as counsel for ulil In 
procoedmy.Ceriilicaie of Sve oncl. 

FILLMCMRE.R.M. TU Electric (formerly Texas Ulllilres Generating Co ). FILLMORE, R M. 
Worsham. Forsyflio, Sampols & Woolridge (lormerly Worsham, Forsythe & Sampeis). 
#180 5357.68/01/15. Spp. 44050.162-44050:168. 

8601210143 forwards WG Counsil 0601 16 Itr 10 NRC.iransmitLng projocl rept tor "Eloc- 
Irlcai." Rev 0 R^i also sent lo J Eliis & CYGNA Rolalod correspondence. 
WOOLW^iOQE.R.A. Worsham, Forsythe, Sampeis & Woo'tidgo (formerly Worsham 
Foiaylho & Sompols). #188 5376. 88/6l/15. BLOCH.P.B., JORDAN.W.H.. 
MCCOLLOM.KA Alomc Salety and Licons'ng Board Panel. 2pp. 44065:176- 


86012^316 Forwards WO Council 680110 Ur forwarding approved results ropis to Issue 
Specific Acuon Plans l.d.l "OC inspoctor Oualiflcollons" & Vll.b.3, “Pipe Support 
lAMs" & rov.sed table ol conlenis.Raiaieci correspondence. 

WOOLORiOQE.RA TU Eleciric (lormerly Texas Uliiiilee Generating Co.). 
WOOLOfliOGE.RA WofSham. Forsylne, Sampeis S Woolridge (formerly Worsham, 
Fotsylho & Sampols). #168 5401, 60/01/18. BLOCH, FtB., MCC0LL0M,K.A , 
JORDAN.W.H. Atomic Sefoty and Licensing Board Panel. 272pp. 44099:276* 
44100 124. 

8601210149 Noiics ol svBi'abiiiiy.* Notice oi projeci status ropt Rev 0 to "Equipment 
Quaiihcetion’' & tel documonts in repi aveiiebio for revlow.Certlflcaie of Sve 
enciRoiafed corrosponrionce 

EOGAR.0.1. TU Electric (formerly Texas Uiitities Goneraiing Co.). EDGAR, O.L. 
Newmans Heiumger. #166 6379. 60/01/20. Spp. 44066:106 44066:110. 

69012 10162 Forwerds applicani answer to ASLB 14 questions for filing. 

SChmuTZ.T.A. TU Eiecliic (loimeriy Texas UMiHos Oonorating Co.). SCHMUT2,T.A. 
Nowman & Hoiningor # 160 5300. 00/01/20. CLEMENTS, W.L. Oockoling 6 Servicea 
Oianch. Ip. 44066111-44066:122. 

-6601210156 Answers to ASlB 14 quesiions (memoiproposod memo ol 660414) re 
Aciion Plan Results Rent V.b ‘ Answers lo questions ro Aci;on Plan V.b, “Shoriening 
of Anchor Bolls." Cortiifcaio ol Sve end. 

ARnoS.J-K.. lEVIN.H A. TU Electric (lormerly Texos Uiilltles Generating Co ). 88/01/ 
20 llpp 44066:112-44066:122. 

6601250301 Nol.’ce ol availability ol results repis & working liles * Advises A2 Rolsman 
lhal Comanche Peak rosponsa loam senior review team approved & published Issue 
Spocinc Action Plans I d.1 & VII. b 3.W/Cerlllicalo of Svc.ReiBlod correspondence. 
EDGAR.Q I TU Elociric (formerly Texas Ulilitios Generating Co). EOGAR.G.L. 
Newman & HolUmger. #186 6399. 88/01/21. Spp. 44099;24e-44099;260. 

6601250316 Applicant suppiemontalion to answers to CASE inieriogalorios to appli- 
cants ffiS0627).* W/Cerllficala ol Svc.Relaiod correspondence. 

EOGAR.G.L. TU Electric (formerly Texas Ulllities Genoraimg Co). EDGAR.O.L. 
Newmen & Holtzingsr. #188 5400. 68/01/22. Citizens Association for Sound Energy. 
10pp. 44089:268-44099:277 

6601270330 Norice ol availablTity ol colledive ovatuation rept & working Mos * Per es- 
lab-Tshed procedure & ASLB 671116 memorandum & order.ulil makes working files 
aval'ablo for insp.Certiflcalo ol Sve end. Rolalod correspondonco 
ED(3AR,G.L. TU Electric (formerly Texas UliliUos Goneraiing Co). EOGAR.Q.L. 
Nowman S HdUInger. #180 5412. 68/01/28. 6pp. 44126 322-44126:326. 


K. Utility Final Safety Analyals Report (FSAR) & amende 

6601200306 Amend 66 10 FSAR lor Comanche Poak Steam Electric Slation.W/ 880116 

Hr. 

(XHJNSIUW.G. TU Electric (lormerly Texas UHUtles Generating Co ). 80/01/16. 
6.2O0PP 44087.001-44077:107. 

66O121OI36 Forwards advance draft FSAR Amend 67 changes, providing revs lo end 
Inures & Now diagrams only.Formal submillal of Amend 67 wiH be forthcoming during 
early 1868. 

COUNSIL.W.G.. MARSMALL.JS. TU Electric (formerly Texas Uiilltles Generating Co.]. 
(ra/OI/19. Document Control Branch (Documeni Control Desk). 266pp. 44064:246- 
44085:337. 


O. Inepecllon reports, IE Bulletins A correspondence 

8601140159 FOIA request for documents re RF WarnicK 870603 Hr lo WO CounsH re 
Counsil 670605 A 0713 lira A reasons addi Info needed on Hems B A C ol nollce of 
dmriabon from Insp Repla 50-445/86-26 A 60 446/86-22. 

BAUMAN, L. QovernmenI AccountabliHy Project. 87/09/16. NRC - No Oelaildd Allii|- 
ation Given. 2pp. 44033:215 44033:216. 
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•WliSOOW FCIA fooiOTi fof if ageoc, 

670902 R w V.G CcutaJ for-fardtfiq IMP Repa 50-44S/87-I1 a 50-446/87 09 on 

BA^WANL GovefTVMflt AccoumaWt/ Profscl 87/09/16 NftC • No Doiaied Atwi- 
••joo Givea 2pp 44C49 091 440*9 092. 

(801140161 Accpeais Oa^ oi FOlA /equesi to/ <}ocumerns /e RF Warniok 87000310 to 
V4G COOM.I.V4G CcwAi 870605 & 0713 fvs & (oasoM 8Mt in'Q fieocJed on hams 6 a 
C of nosce cl dawason t'pmlMp Repts 50-445/88-26 4 50446/8fr22. 

BAt/MA'iL Govwmnent Aoouni^jiity ftOjOCl 87/12/10 STELLO.V. Olc 0l ttw E*- 
«xt//e Osrocio/ f04 OpwaW/iS tp 44033 21444033 314 

8801 t$0O47 Appeals Oema) of FO(A request for documents re RF Werrtick 87090218 to 
WG Coui^ lorwa/(t<^ Insp Reels 5(M4S/87-l 1 4 50448/87-09 on 870605-0707. 
BAUMAV L Gowfnr^ AwouniaWfly Piojetl 87/12/10, STELLO.V. Olc ol ihs Ex- 
eev^ve Otfeetpr fpr Operabor^s. ip 4404908744049.087. 


8801040045 Ack rec&pl ol 871217 Itr inlorminQ KRC 
noted m <nsp Repts 50445/87-18 4 SO-448'87-14 
WAPS.CK,BF 6»c ol Spe.^ Pit^la 87/12/11 


KRC ol Steps taken to conect vioiaiions 


WAPS CK,BF 6»C ol Sp^ Pio^ls 87/12/18 COGUSsi.W.G TU Electnc lto«- 
merty Texas U&kties Ger^raiing Co) 5pp 43895 13943695 143. 

8801040239 For«a/d3 Insp Repls 50445/87-31 4 50446/87-23 on 871 104-1201 4 no- 
bcos of violaDon 4 devuiion. 

WAPSlCK.flF etc Ol Spe&al Ptt^ls 87/12/18 COUNStUW.G TU EtecWc (W- 
merV Texas l/bkPes Generabng Co) 7pp 43695:101-43895:128. 

-4801040250 Notice ol violation Irom e.sp on 871 104-1201. Violetion noted wslkdown 
engineer failed lo recoil one denension required to fuiiy locate siruclural hAieig on 
tesec'aie 

WARN'CK.RF Ofc Ol SpeciaJ Proiecis 87/12/18 3pp 4389510743895.109 


■8801040258 Nobce of denabon from inu on { 
r^oned U) be 6 mches lono found by NRC mst 
WA51N>CK.R F Ofc Ol Proiecia 87/12/ 


cior 10 be 9 Inenes long 
1.3pp 4369511043891112 


-8801040267 Insp Repts 50445/87-31 4 50446/87-23 on 871104-1201 VIolallons 4 
deviasons noted Ma^ areas uispocted appficani actions on prevtous Insp findings 4 
corrective action progra/n 

EUERSHA'/r.LE . ClVERMORE.HK. Olc o< Special Ftc^ta 87/12/18. 15pp. 
43895119 43895 128 

8801040407 Aa receiplpl 87ii33 4 1207 ftrs inlormno NRC ol steps taken 10 coneci 
vdabons 4 devubons noted «i insp Repts 50449/8^16 4 50446/87-13 Revtewol 
response lo V’lolatic/' hen C be cprrpieted wtien addt info lecttvod. 

WARNCK.RF, Ofc of Special Prorects. 87/12/19. COUNSIU.W.Q. TU ElecWc (lor- 
rherty Texas t/uraes Generating Co). 5pp 4389535743895 381 

•712180369 NRC imp Nobce 87-064. ' Convlciion lor Palsificewn pf Secunly TielnlnQ 
Records ■' Sve tel end " 

flOSSiCE Cjnsion ol (Rational €venis Asiessmeni (Post 870411) 87/12/22 
Coneoidalea Sdis^ Co of New York. Inc. i20pp 44153 00i-44i53.i24. 

•7121W119 nRC info No«e 97-065, "Plant Operation Beyond A/iatysed Conditions.'' 

ROSS1.C6 (Jmsion ol operawnal Bvenis Assessment (Post 670411). 87/12/23 
ConsoiKJaied fdionCo. ol New Yon. Inc. 120pp. 4405800644056.127. 

Suppi I to NRC imp Notice 87428, "Air Sys Problems at U3 LWRs" Sve 

/?' Assessment (Post 670411). 87/12/28 

CemsoWated E^son Co ol New York. Inc. I24pp 43995 13643995 257. 

■ 'nappropnaie Appftcalwn of Commerciai-Grede 

Cc^TipononU SvC W flftct. 

Assessmeoi (Post 870411) 87/12/31. 
Consohdeled £<kson Co of New York. IrK. I20pp 43995 258-43999 016. 

B7-067. "LessorM Learned From Regional Insps of U- 

Texas utihties GeneraUng Co ) 
6m2/3v Oocumem Contiol Branch (Document Coni/ol Desk), ip. 43e«.^4'. 

^ (445/6626-V.02) noted in insp Repls 


f»LWSIL W B UiSSnrr rrVi I fOp98 

P« -ponse ,0 rKidce 


-4801140066 Nolle© ol violation Irom Insp on 871007-1 103.VioIation3 nc'rdi.i 
determine cause ol reversed fan on aoxiliary leedwaier pumo moior « i»'.i;.. 
adequate coneciive acitons.Relaiod inlo eno. ^ 

WARNICK.fl.F. NRC - No Delflllod Affiliallon Given 87/i2/3i exM 
44033-176. ■ 4403115,. 


8801120361 Advises lhal coinpletlon date for mquired mods & rework 01 Un- 1 
boy hangers noted In 871102 Hi revised I0 680228 lor tut) compliance loi ’f«r^ 
vtolalfon liem A, (445/04 16-V-01).Unlt 2 comploilon date ol 881031 

eeCKJ.W. TU Electric (lomierly Texas Utilities Generating Co) 68 /Oi/m^ 

Conbol Branch (Documonl Conlrol Desk). 2pp. 43968:359-43988.360. 

B901DSD394 Suppl 1 to NRC Irdo Notice 86.081. "Broken External Closure 
Atwood & Morrill MSIVs." Svo list end. ® spfnjso* 

ROSSI.CE. Division of Operational Events Assessment (Post a7(ut« m.m,,. 
Consolidated Edison Co. oINew York, (no. I23pp. 44038:041 44038.163 * ” 

8801140172 Final response to F01A tequesli appeal lor documenis re ilama rnn, i~» 
Repts 60-44S/e8.26 & 60-446/8e-22.App A docimienls available in PnoMn 
ecOon belftQ taken on 071210 appeal Hr. 

GfllMSLEY,D. Division of Buies & Records (Post 070413). 88/01/11 nAiiuiLi 
Gova/nmaolAccounlabllity Project. 2pp. 44033:217-44033:2(9. 

8801 160076 Final response lo appeal of denial of FOIA request for docuneriti. 

A documents available In PDfl.No furlhor acllon being taken on app^,J 

GRIMSLEY.D.H. Division ol Rules & Records (Post 670413). eS/Ol/ll BAi.uii.i 
OovemmenI Accounlsbllily Pro)oct. 2pp. 44f)49.O60-44O49:O9O. 

8801200294 Inlorma lhat dale lor submission of updated response lo Nellce d Ynian 
445/e5-IB-V-l5 revised lo be no later than BSOSOO.Investlgaifanol methods for eml 
aftng llreeifecta on Insirumants lublng not yei complete. 

COONSil.W.O TU Electric [formerly Texas UtiliUes Generating Co) 68/01/It lVin> 
n^nt Conbol Branch (Document Conlrol Desk). Ip. 44050:311-44058:311. 

8801200468 Responds lo NRC Compliance BulleHn 87-002 re fastener testing lo drw 
mine conformance w/appHeablo mall specs. Plan Incorporaiing all reqU/^elemem 
dbiSieiln implemenled.Full compliance anTidpaied on or before 8602ft. 
COUNSil.W.Q. TU Electric (formerly Texas Utllrlles Generating Co) 88/Dl/ii 
MARTlN.R D Region 4, Ofo of the Director. 2pp. 44(367:027-44057%2B. 

8801190062 Rnal responee lo FOIA request for documanis ra SAFEIEAU 


Cosmos Breedcastlng Corp. 6pp. 44063:10e-44063;272, 

-8BD1190107 kAarked-up review ol plant 8AFETEAM Insp scHvliias Region IV nsM 
to aiacuia al Comanche Peak.Ralalad info la Hope Creek SAFETEAU progri-n tnd 
OENISEJk.P. Ragtori 4, Oto Ot the Dltootw. 60/01/12, TAYLORJ.M., n55hWIV 
NRC • No Detailed Affllletion Given. 1 6pp. 44063:268-44063:272. 

8801^63 Forwiroe Insp Reel 60-445/87-22 on e7f019-23,Ne vIOlBlionsneWd. 
MCKEE P.F. Olo Of Special Projacls. 88/01/12. COUNSIL.W.Q. TU Eleetito ilenwb 
Texas Uiiuuee QeneraUi^ Co.). 4pp. 44068-.3l8-44066'.362. 

-8801200459 Insp Repi 60-446/07-22 on a7tOl0-23.No vtotatlons noted. MuOivsu 
b»(wiad.)mp)emenle»on el fire prelecUon program & compliance w/Branch teefn 
cal Position CME8-9 6-t. "Fire Prolecllon for Nuclear Power Plants." 

S1NQHA . MCKEE, P.F. Ofc ol Wlal Premia. KELtEY.O. Reoton 4. Olc ol ll« 0- 
leclof- 00/01/1 1. 3lpp, 44056:322-44066:362. 

9801210108 Inlpfms Ihai dale for aubmlselon ol update describing addi correctivs scion 
w«ifled by Corrective Action Rept CAR 87-076 revised from 880116 lo 600215. 
wUNSiuw.Q., MARSHAI.L.J.S. TU Elocltlo (lormwly Texas Ubwies GenetwjmCoi 
441323*44 Control Brancf) (Document Conbol Desk). Ip. 44132W 

••Pjy®,!?® f’espPfwf* to NRC 871210 lb re violations nolod In Insp Repls 50445/8? 
r,T. * 5Ckl^9f87-8t.Cottecllva ecUonB:insp cheokKsl corieclsd & Oevls‘io(\ ReelM/- 
'(Sifeil fc Idonllty incorrect connection size. 

CC^SIUW.O., MARSHALL, J.S. TU Electric (formerly Texas Uillrtles Generating C«) 
5 *'vW 1D Document Conlrol Branch (Document Control Desk). 2pp 441MJ» 
44104:291. 

8801210180 Responds to NRC 671218 Ur re violations noted In Insp Repls 60-445/8? 

aotlon:8l8f1up group will perform complete ver?>i»ini 
aaneraior conbol panela ae pari of luncllonel lest 
COUfoiL.W.0. TU Electric (formerly Taxes Utiiitiea Generating Co.)- 88/01/15. Oocv 
ment Conbol Branch (Document Conlrol Desk). 6pp. 44083:216-44083.220. 


Fomrards Exam Rept 50-446/OL-87-02 of exam admintsiered during wkd 

CAt^LAN.LJ. Region 4, Ofo of the Director, ea/01/15. CX3UN81L,W.G. TU Elec(nc(lor 
marly Texas Utilities Generating Co.), 2pp. 44124:143-44l24:te8. 

-8901280123 Exam Rept 60-446/OL-87-02 during wk of 871214.Exam results: three d 
caniWeto operator candidalea passm exams Written exam waived ior 

Obector. 88/01/13 44p(i 


®®01 18 lb lorwardino approved results repts rel^ 
"OC Inspector Qualfflcallons^' A Vll.b,3. "Pipe SK>|xxt 

^7i^p,r Ka ‘b 

Atomic Safety and Ucenaing Board Panel. 272pp. 44099:2f«- 

'^totiona rtoted In insp Flepta 6(M46/B7.31 a 6^6^ 
SftSSleijTaMS" Bportance ot documenting waikdb* 
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1270200 Forwaft/S Insp nepta 60 445/07 33 & 50'446/fl7-25 on 871202 080105. No 
>'aoo'is O' Ooviei ons noieo 

ftRWCK,R.F- 0«c of Spec'al Pfolocis 60/01/21. COUNSiL.WG. TU Elecuic flor- 
i.'ly Texas Ut.iities Geneiallng Co). 5pp 44160.028-441SO.046. 

)12702J2 Insp Repts 50-445/87.33 & 5O-446/07.25 on 071202-800105 No vlola- 
ns Of deviailcna noioOMaior areas insgeded applicant acnons on prov.ous map 
dtngs Ip lo'^p on violations & deviations & general plant area tojre 
^GNERPC., uVERMOflE.H.H Ole ol Special Pro, eels. 00/01/21. I4pp. 
150-033-44160046 

270546 Forwards insp RopI 60-445/87-34 on 071201-800105 No v.'Olations or de- 
t'ons noted 

XRNlCK.n.F Ofc of Spoc'al Piolecis. 80/01/21. COUNSIL.W.Q, TU Electric (for- 
iily Texas Uti'itios Gono'aling Co). 5pp 44155:362 44155:360. 

■1276553 Safely map Repl 50-445/07-34 on 07 1202-0601 05-No violations or Covl- 
}ns noted Major oross inspectod plant lours 

llEYOL VVARNICK.R.F- Ofc of Special Projocis 00/01/21. 4pp. 44155357- 
155 360. 


rportebla occurrences, UERs & related correspondence 

290130 Iritenm Ooliclency Rept CP 07-26 le diesof gonoraior fuel o l transfer pump 
lion li‘t.inli,ally roportod on 870629. Alternatives bomg ovaluaiod to p'ovido eddi 
I'ldence ol proper pump operation. Next ropt oxpoclod by 680331. 

UNSIL.W.Q, MARSHALL.J.S TU Elecirlc (formerly Texas UliMios Genoraiing Col. 
'12/23 Documeni Conitol Qranch iDocomeni Control Desk). 2pp 43006014- 
^66 015 . 

798137 (nlerfm Ooficloncy Repl CP'87-2i re offoct ol ihoimplag on cabio doiaung 
:ors Initially reported on 670617. Idonilfiod cables oxcood'ng pioscrbod ampacity 
no will bo reworked. Next ropt expected by 680400. 

JNSiL.W.G., MAPSHALL.J S. TU Elecirlc (lormorly Texas Utilitlos Gonorallnn Co ). 
12/23. Oocement Conlrol Brancti (Documoni Control Dosk) 2pp. 43098:282- 
38:263. 

!90t4S Final Ooficiency R^l CP-07-75 ro contact surfeco temps for epoxy 
jts.lnllia'iY reported 67()824.Engineoring became rosponsiblo tor Oovelopmont ol 
> lor epoxy grouts Condiliort not reportable under l0CFR50.56(a]. 
j’NSll.W.O.. MARSHAK., J.s. TU Elecuic (formerly Toxas Ulil.lios Qanorailnn Co.). 
12/23. □ocument Control Sraneb (Oocumont Control Desk). 3pp. 43863:131' 
63.133. 

10206 Final OoUcloncy Rout CP-OO-Ql re calculations lor balanco-ol-piant safety- 
tad inelrumani setpolnla Initially reported on 871I07.S&W concluded condition 
no safely signlilcance Now calcutations boiriQ pertotmoc). 

JNSlL.W.Q .^ARSMALL.J.S, TU Elaciric (formerly Texas Utilities Generating CoJ. 
12/23. Oocumant Conlrol Qranch (Oocumeni Conlrol Desk). 2pp 43623.110- 
23-120. 

4044B Final Ooficiency Repl CP-Q7'70 re probond pipe wall Ihicknosa.lniilaily re- 
ad on 870824.Preformecl pipe bends ullrasonlcaHy loaiod.llem not raporloblo per 
FnS855(e]. 

lNSll.,V/.a., MARSHA1.L.J.&. TU Electric (tornioity Tmaa Utllilioe Gurwiallnfl Coj. 
12/28. Oocumont Control Brancti (Document Control Doak). 2pp. 43663:239- 
13.236. 

W450 Interim DeDolQncy Rept CP-d7>t22 re nozalo load (ntortecon. iniuolly ropoiw 
111 67tl26.Condillon dlacovared during aolamic equipment qualification review 
iflas Noxi rept will be issued on 080309. 

i.NSIL.W.O , MARSHALL.J.'S. TU Electric (formerly Texas Uliliiioa Qoneraimg CoJ. 
2/20. Dot^ment Control Qranch (Document Control Desk), tp. 44Q4Q.272- 
.0’272. 

10483 Intortm Oaticlency Rapt CP-67-123 re wiro tormlnalions not In accordance 
drewlngs.tnUleJly repodod on 071125 Evaluation continuing Noxt ropt will be 
i.lied by 880302. 

NSIL.W.Q.. MARSHALL.J.S. TU Eloctfic (toimorly Texas Ulililtos Gonorallnn Co ). 
2/28. Oocumeni Control Branch (Oocumont Control Dosk). ip. 43023:076- 
3-JJ75. 

0227 Final Deficiency Root CP-87-38 ro firo dotecMon sya printed circuit 
dslnil'ally reported on 8707 ISAM CMLW light sockols roplaced w/Olalco 
sis F.ro proiociion panel spec revised to roqu-ro use of compononis w/UL or FM 

^SIUW.Q., WARSHALL.J.S. TU Elaciric (formerly Toxas Utilitlos Qonorating CoJ. 
2/29. Documoni Control Qranch (Document Conlrol Dosk). 2pp. 44000:047- 
0.048, 

0229 Final Deficiency Repl CP-07-106 ro componeni design spec 
ipancy inillatly loponod on 070923. Horn not roporieblo under 
RSO 5^5(9). Deviations would not oflocl safely function of oquipmont. 

•NSIL.W.Q , MARSHALL,J.S. TU EIDClric (formerly Texas uli.'illos Qonerating CoJ 
2/29 Oocumont Control Branch (Oocumont Control Dosk). 2pp. 44006:210- 
3 220. 

0331 Supplemental Oeliclency Repl CP-02-07 re doleclivo governor drive cou- 
I on diosei generators. inrlially reported on 670000. Installation ol roplacemont 
mos not scheduled. Next rept wiH bo submitted by 660330. 

■fSIUW.O , MARSHALL.J S. TU Elocino (formerly Toxas UlINtles Generating Co ). 
f/29 Oocumeni Control Branch (Documoni Control Dosk). tp. 44000:046- 
).046. 

3235 Iniorim Deficioncy RopI CP.87-1 10 ro solid staid safeguard aoqiiencer relay 
eating contact Interrupting rating requiremenis.lnitially reported on 071Ol2.Eva{- 
I continuing Next rept will be submitted by 680316. 

fSll,V/.G.,MARSHALL.J.S. TU Electric (formerly Texas Ulllilles Gonoratlng CoJ. 
/30. Documeni Conlrol Branch (Document Control Desk). Ip. 43096:355- 
'.355. 

1200 Iniorim Deficioncy Rept CP-07- 124 re Xomox (Tutline) plug or butterfly 
I w/Llmiterquo 90-degroe electric motor oporators w/fl-BC goars.lnllially roport- 
871139 Spacer fnstened In valves.Next repl will be submilteo by 000310. 
ISII.W.G., MARSHALL,J.S. TU Electric (formerly Texas Utrlities Gonernling CoJ. 
/39. Oocumeni Conlrol Branch (Documoni Control Desk). 2pp. 44000;OSz- 
:053. 


6801110293 Supplemental Deficiency Rept CP 86-31 re possible fa lure of rubber facing 
on diosel ger:eralor tube oil sumo lank foot valves. Inil'slly reported on 660622.Rubber 
facing rGprac6fT,eni rescheduled let 000315 completion 

COUNSIL.W.Q., MARShall.J S. TU Electric (lo'tnoriy Texas Ulil.llcs Generating Coi 
07/12/30. Document Control Branch (Oocurr.onl Control Desk), ip, 44006055- 
44000 055 


8601110269 Intenm Ooliclency RopI CP 87-125 ro sve water sys piping support in wh ch 
H III bolt la led whon associalod nut being tightened to specified torque Initially report- 
ed on 671204. Evaluation contiruing Next ropt wi l be submitted by 080320. 
COUNSlL.W.G TU Elecirlc (tormofJy Texas Ulilil'OS Generating Co). 80/01/04. Oocu- 
ir.eni Conitol Branch (Documo.ni Control Desk), ip 43070.214-43970 214. 

8601130307 Interim Def.cioncy Rept CP-87-132 re unqualified Limitorcuo 
actuators. In (lafly ropcriod on 07l2l0.bve'uatlO'n continuing. Next ropt aniiclpalod by 
080.329. 

COUNSIL.W G , WOCDLAN.D R. TU Elecirlc (formerly Texas Uh'ihos Gonorating Co ) 
60/01/05 Documeni Control Branch (Document Control Desk). 2pp. 44046243 
44046 244. 


660t1303t1 Interim Deficiency Ropt CP'67-30 ro errors In seismic qualification ropt sup- 
ptiad by vendor ol roi'-away mssile shields Inltla'iy reponed on 07O7Ol .Eva'ijaiien coo 
t'nuing Next ropt w.ll bo submitted by 080205. 

COUNSlL.W.G., WOOOLAN.D H TU Electric (formerly Texas Ui liilos Generating Co ) 
80/01/05. Documeni Conlrol Branch (Documont Control Desk), ip. 44030.040- 
44030 040 


8601130316 Iniorim Deficiency Ropt CP-07-130 ro unquallllod terminal blocks in I'ally re- 
ported on 67 1230. Applicable Woldmuftor terminal blocks wi'l be replaced & design 
ptocuduos developed Next topi will be subm-Uod by 000415. 

COUNSlL.W.G.. WOODLAN.D R. TU Elecirlc (iormorly Texas Utilities Genoral.ng Co.) 
80/01/05. Document Conlrol Branch (Oocumeni Ccnuol Desk). 2po 44030049- 
44030.050. 


0801130323 Interim Deficiency Ropt CP-07.122 ro nor^le load stresses failing lo meet 
FSAR limis Inlllally reported on 071125. Fan col units w-li be corrected by adding 
flexible connection to units. Next rept will bo submitted by 860328. 

COUNSlL.W.G.. WOODLAN.D R. TO Electric (formerly Texas Ul.liHos Gonoraimg Co.)- 
80/01/05. Documont Control Branch (Document Conlrol Desk). 2pp. 44039 206- 
44039:200. 


6801130326 Final Doficioncy Repl CP-06-32 ro thru wall omboddod conduit 
alecvus.lnitieliy reported on 66042 i.Evaiuelfon ol p'ant ae-bult dale re cable derating 
& tiro aool integrity has not Idenliflod any dollclenclos.per IOCFRSO.65 (8). 
COUNSIL.W.Q . WOOOLAN,O.R TU Electric (formerly Texas Utilities Qeno/OUngCo) 
eo/Ot/05. Oocumeni Control Branch (Oocumont Conlrol Desk) 2pp. 44036.209- 
44036 210. 


0001130330 Intorlm Oekclency Ropt CP-07 01 to enug tight lotquing ot etrucivtel 
bolts Inilla-'ly reported on 670821.spoc 3323-SS'l6Q revrsed lo require high sirongih 
bolts lo bo torqued.Noxt ropt wJI bo submitted by 800307. 

COUNSlL.W.G. TU Electric (formerly Texas Utiiliios Genoraiing Cod. OO/Ol/OS. Docu- 
mont Control Qranch (Documont Contiol Doek). 3pp. 44036'.3n-44()30'.212. 

8801120901 Final OoUcloncy Repl CP-Q7-I2I re 6.9 kV/400 volt liansformor bus bar 
clearenco.lnitiBliy reporteo on Q7III2. Trenslormer vendor dirociod to perform re- 

S -od enelysos to demonstrate seismic quolilicatlon Noxt repl by 080331. 

UNSIL,W0.. MARSHALL, JS. TU Elociric (formo'ly Taxes Uillillea Gonarallng Co) 
80/01/08. Documoni Conitol Branch (Oocumont Conlrol Desk). 2pp. 43997:296- 
43607:207. 

6601120208 Iniorim Deficiency Ropt CP-07-7t ro structural steal assemblies containing 
undersized & missing wolds & undersized members. Initially reported on 070624. As- 
Sembl.'os will bo reworked Next leril will be submliied by 660302. 

COUNSIL.W.Q.. MARSHALL.J.S. TU Elecirlc (lormorly Texas Uli'ilios Generating Co ). 
06/01/06. Oocumont Control Branch (Document Conlrol Desk). 2pp. 43090 232- 
43960:233. 

8801120231 interim Deficiency Rept CP-e7-i28 re emergency diesot generator auto 
start circuitry lor loss of control power. Initially reported on 87t207.Auxii;a(y relay 
recks will be modifiod Next repl will be submliied by 880331. 

COUNSIL.W Q . MARSHALL.XS. TU Eiecitio (formerly Texas Utililfos Genoraiing Co.) 
66/01/06. Document Control Branch (Documeni Conlrol Desk). 2pp. 43990:254- 
43990:255. 


0801 120329 Final Ooliclency Repl CP-87-81 te loose connotlions al V/oldmul1Gi leirr.l- 
nel blocks. Initially reporteu on 670631. Installation & insp procedures revised. 
COUNSlL.W.G., MARSHALL.J.S TU Electric (loimerly Texas Ulililles Genoraiing Co ). 
88/01/06. Document Control Branch (Documont Conlrol Dosk). 2pp. 43061:140- 
43991.141. 

6601120360 Intorlm Deticloncy Ropt CP'87.44 re unlstrut tubing support bolting Init-aify 
roporlod on 670717. Evaluation continuing. Next rapt will be submitted no later than 
680604. 

COUNSIL.W.Q.. MARSHALL.J.S. TU Electric (lormerly Texas Utilities Gonerallng CoJ. 
86/01/06 Documont Control Branch (Document Control Desk) tp. 43987:36(1 
43987.360. 


6801120409 Interim Oellciency Rent CP-87.127 ro overstressed ptaiforma & 
supports. Inillalty reported on 67120/.Selsmlc Caiogory I & II platforms/supporls ex- 
coodlng stress limits redesigned. Schedu'o for corrective actions will bo provided by 
68033 f. 

COUNSIL.W.Q., MARSHALL.J.S. TU Electric (formerly Texas UtilrOes Generating CoJ. 
68/01/06. Document Control Branch (Document Control Desk). 2pp. 43991:10/- 
43991:106. 

8601120432 Interim Deficiency Rept CP-67-13a re sve water ays water hammer. Inlllally 
reported on 871207.Vacuum breakers will be Installed In emergency d.osol generator 
iackel waler cooteis Naxl repl ■wilt be submliied b-y 000215. 

COUNSlLW.a. MARSHALL.J.S- TU Elecirlo (lormorly Texes Utilities Generating CoJ. 
68/01/06. Oocumeni Control Branch (Document Control Desk). 2pp. 43990:165- 
43990:166. 



164 DOCKETED ITEMS 


3801130124 Intsriin Qeflclonc^ Ropi CP'87-l29 le ccnia.n.Tiani spray ays pH aHecis on 
S3l0ty-telai6d equipmeminllia'IV teponeo o:> 871207 Condmon couia aiMtseiy aned 
aalety of operaOons Nert repi wl) be submitled by 880226. 

COUNSIl.,W.Q., MARSHALL.JS. Tij Electpc (lormerty Texas Uitii'es (joneraUig Co } 
08/01/06. Document Control erancti (Document Coni«jl Oaak) ^p 44002.317- 


8S01200241 Inlenm Ootfciency Rept CP-06-52 fo cablo tray spl-coa/ con-Mctora 1 W: 
drilled cable Irsy bolea.initiaily repoitod on 070429.Eva[uatTon of fssue ’■c’odriJ 04 
scribed correcUvo actions continuiny Next rept ©xpaciad by 660415 
COUNSK.WG. TU Elocinc (formerly Texas Utihtios Generaiing Co 1 88/01/11. Doo 
rrent Control Branch (Oocumenl Control Desk), ip 44058 160-44058 160 


8601130181 Interim Deficiency Rept CP-87 -08 re calibr accuracy for daad weight tesbx 
used as sid in cafibr pressure Instnrmeniaiion initfaHy reported on 870420 Aaluaiton 
continuing Nexi rept to be subrr.Hted Iw 880308 

COUNSlL.WG., MARSHAIL.J S. TU t'ectric (forme'ty Texas Ui bVos GeneraHng Co) 
88/01/06. Document Control Branch (Documeni Control Desk), ip. 44003089- 
44003.009. 

8401130240 Interim Oottctency Rept CP-65-3t re lostai'ation of sepfabon barrier & radi- 
ant energy shield mall on Class 1E raceway sys w/o engneerlng review inbaVy re- 
ported on 861206 Mod of auppods com nu.ng Next repi by 860601. 

COUNSIL.W.Q , MARSHAUL.J.S TU Eleclrtc (formerly Texas UWrtiea GeneiabngCo) 
80/01/06 Docurnent Convol Branch (Document Conirol Desk), to 440M253- 
44000:233. 

8801140128 Final Deficiency fiopt CP-87-120 re poteni'al deficiency in Mo deiocupn 
8'aim clicuitry.lniially reported on 871207. Na reportable defictericy exiais.po/ 
1 0CrnSC^.SSfdJ. 

COUNSJL.W.Q , MARShALL.J.S. TU Electric (formerly Texes UM.bes GeneieUna Co ) 
86/01/06 2op 440U 214-44QU.216 ^ 


8801120381 Final Deficiency Rapt CP-84-12 re environ qual.lication ol equ^ent oul- 
akJe containment for high energy line breaks tn-Ually reported on 840604 issue net 
r^Ortab'e under 1 0CfRS0.55(e) per WesHnghouse mass a energy release daia 
BECK,J.W. TU Electric (ItumetVy Texas UWnles Geneteimg Co) 08/01/07. Document 
Conirol Branch (Oocumenl Conirol Desk) 2pp. 43068 Ot i -43988:012 

8601(20426 Interim Oeticlency RmI CP-87-72 te improperly detined weld 
lengths.tniciai.'y reported on 670624. Evalualiori or tssue ccniinu'ngNexi lepi win be 

S iovided no later then 88021 ]. 

eCK,J W. TU Electdc (formerly Texas Utii'l.'es Gonerai.ng Co I 80/01/07 Oocumont 
Control Branch (Document Conlrqi Desk), tp 43990. 170-43901} I70. 

8601 120216 Adv'ses that eya'uation continuing lor Oefieioncy flepis CP-87.dl re stariup 
iranaiormer overload & CP-87-94 A CP'87 35 ra unl'iiermpi.b'e power supply loadkM 
4 Input voltaqe.reipecirvaly tfqxi rapt tjy 860304 " 

' 0*CK,J.W. TU Electric (formerly Texas Ulifmes GoneratTM Co) 88/ 
4399030S Control Stanch (Oocumont Coni/oi Desk) 2pp. 43990.304- 

8801 120324 In’.enm Ooiicieriw Rept CP-86-46 re imeraciion ol Soismic Ceteoorv n avs 
a componenla w/Seism'c Catagory i (nsia'iai-ons mit-aiiy reponed on 8?ioi6S«i^- 
tie for eorroetive acuene aniic'paied by 86040i. 

COUNSILW.Q TU Eiocir/c (iqrmarty Texes UiiM-as Qan©iei.fto Co) 60/ 
Oocumani Conirol Branch ((Jocumeni Control Desk) ip. 4399i;i3e- 

**i*^U?^*®*» Final De/;c/ency Repi CP-07-72 re inadequate measu/errient of wew longih 

fheei appi-cebia design requ.%menis. * 

Electric (lormeriy Texas Utiiiiios Conerat.ng Co ) 80/ 
01/08. ^^(^umeni Conirol Branch ([jocumerti Control Desk), ip. i4003.»02- 

8801130198 inierim Deficiency Rept CP-a7-93 re MCC siarte- coW ooi (HeWoft up at 

'"k reporterl on 870903- Evfl'uaiion contlnihrigNexi repi wlfl be 

6u0in(f6u 0/ 860*101 

TU Electric (formerly Texae Uliiiuas GenoraUng Co). 80/ 
jJJSS Conttol Branch (Oocumenl Control Desk) ip. 44002-300- 

440v?.300. 

8801100191 Irtiwm Deficiency CP.88-12 re Class IE 8 non-Cless lE ceWo 
separation Cables £0140291 & £(jl40305 wn'l be rerouted In non-Oasa IE rscewava 
rmi^iEfcn No*' 'ept will be submiled by 8804C18 

COI^SIL.W.G. TU Electric (formerly Texas UUi'Jas Genareimg Co) e6/0»Mt Oocu- 

ment Conirol Branch (Oocumenl Control Desk). 2pp 4406l:2l3-44()8i:2i4. 

6801I902W Inlenm Oeficfency Repi CP-88-07 re reacior coolant pump widng.Ceuse noi 
Stated-Electrical separation design chlerla have been esiabl.sned 8 documorited In 
des.an basiS aQoumeni-NajJ rapt wi'l be submitted by 860*1 1 
COUNSlLjW-CS- TU Electric (formerly Texas Uli-'itles Generaiing Col. 88/01/11 Docu- 
ment Control Biancn (Document Conirol Desk). 2pp. 44061.257-44061:260. 

88011«220 Inlenm OeWlency Rept CP-08-lf re bstlery chargor overlwalmg due to 
laiiute ol vendot to supply chargers per specs.Oesign cnierta lor beiierv charoef lemo 

^uirementsdocumenled Next rept will be sobmltiod by 880426. ^ 

tA)UNSil,WO. TU Electnc (formerly Texas Ul.htles Qerteralmg Co] 08/01/11 Docu- 
ment Control Branch (DocumenI Control Desk). 2pp. 44064.070-4*064:071, 

Repi CP-87-1 19 re essential & omargerrey fighting sys 
a''??. « Pfevipus Repis CP.85-34. -Condurt Su^ oSig^ 

rn'ef '*»8»efore, not Considered separate. 

COUb^lL.W.(3. TU Electric (lotmet^ Texas UWrtiBs Gerre/aling Co) 86/Ol/lt Docu- 

manl Conirol Branch (Documeni Ckmlrol Desk). 2pp. 44134:242-44134:242. 

?? '^'^^R50.56(e) leMrtaWe Hems deemed noi lepcwlaWe. 
(formerly Texas Ufililles Generating Co.). 88/01/11. Oocu- 
meM Control Bianth (Document Conirol Desk). 2pp. 44135 034-44 {35:035. 

8801^147 Rnal Deffcleney flepts CP-07.e8, CP-07-89 4 CP-07.95 Repis IniUafly ta- 
^ ''>CrR5.55(e) tor listed reaso^ 

COUf'ISlL.W.G. TU Elwtnc (formerly Texas LlliliUes Generaiing Co i. OS/Ot/U Ooou- 
men! Conirol Branch (Document Conirol Desk). 2pp. 44106; 187-44 f06;188. 

“SX »!)" “ 

■’'exes UWities Geheiatlrw Co ). 66/OW1I. Oocu- 
menl Control Branch (Documeni Control Desk) 2pp. 44l06;180-44i06;l8l. 


8801200246 Inlenm Deficiency Root CP-07-13 re Class iG separat-on volaLors 'ntaV 
reported on B705t&.A1lecied cablo uay covers wilt be replaced l.nsp remove) rotK* 
procedure rovlsod.Noxt rept will be submitted by 080406. 

COUf^lLWG. TU Electric (formerly Texas Ul.iitios Genorating Co) Oa/Oi/tl. Pow 
ment Controt Sronch (Oocumenl Control Dosk). 2pp. 44068 204-*4l>50 285 


8801200274 Inlarim Deficiency Ffepi CP 87-49 re solid state sa'egua'ds rys ivsru 
wMflg lermlnaliona Initially reported on 070722 Siettup Wotk Packages *094 8 «•» 
fnittaled to roiarminaie deflclenclos NexI rept expected by 860329 
COUfi^LW.G. TU Electric (lormorly Texas Uti'fiies Genoratmg Co). 88/01/11. Dc<v 
ment Coni/oi Branch (Document Control Desk) 2pp 44050:299 44058 300 

8001200311 InioTim Deficiency Flept CP Ofi 36 re i.nstailaion « insp cniena for cOfi 
runs used as plgiail oxtonslona In.tlBily reported on 06O527.AII Class 1E Oola 1 13 4 15 
M'ces bolnp Incorporaled Into elocirlcal wiring diagrams. 

COUNSU..W.G. TU EiacKic (toimcily Texas UiiliHes Genotai'na Co) 83/01/11 Oct> 
meni Control Oranch (Documeni Conirol Desk). 2pp 44050. IO0-44O5& 107. 


8M12003M Rnat Oollcloncy Repi CP-67-134 te cable ampacity S voHaoa raUric;4 
(3fas9 It eeparailon critorta.lnjtially roponod dn 071210 Dos.'g.-t cnioria lor cable wire 
MtabLshod & documeniod In Design Basis Documeni DQD-re-052 
COUNSIL.W.G. ru Electric (formerly Texas UMilios General ng Co) 86/01/1 f. Oocu- 
mom Conirm Branch (Document Control Dosk). 2pp. 44050:104-44058.105. 

8801200361 Final Dalictoncy Repi CP.07-136 re motor control cli space haa'ets Kti) 
reported on 871230. Two (uaes in each non- Cass iE space healer cvcu-l 'or a 1 Cjss 
1£ motor conirol clrs will be removed 

COUNSIL.WQ. TU Electric (formerly Taxaa Ulililies Gonorating Co) 60/01/1 1. Dofu- 
menl Conitm Branch (Documeni Control Desk) 2pp. 44057 078-441)57.077. 

B8012IW367 Interim Oeticlency flopi CP-07-91 re ove.'load capaciv of s'al-® 
uanslormofs irufialiy reported on D7O0O3 AC disinbufion sys being levised iP nci-zds 
bvp ad(fl startup iransformo's A assocaied cabling Next lapt by 880416. 
COUNSH..W.G. lu Elociiic (formerly Texas UMifios Generaiing Co) 88/01/11. Doci> 
merttCoWrol Branch (Dotuiheni Conirol Desk) 2pp 44058.08e-4/-058,C87. 

8801200362 Final Dollcioncy Repi CP-07-03 re molor conirol cir aiartar colls inibs'yre- 
ponedofl OTOOOS.Oassgn basis dotumonis issued 10 provide cnieifa io; cortKlca'w 
lai'on ol CirctAi voiieoe drops under wo'si case operating condiiians. 

COUNSiL.W.C. Tu tiociric (formerly Texas Ulii.iles Generaiing Oo). 88/01/11. DOb-'- 
ment Conum Branch (Oocumenl Conuoi OoskJ 8pp. 44057.074-'14057;075. 

8801200373 Final Deficiency Repi CP-07- 123 to w,ie le/rrinai'Ons noi m eccoiddnce a-' 
design diaw.flgs intiiaiiy leponed on 871125. Cablua vna be retarmiAatod by 8807088 
exiernal field wiring loiminaiions will be validated. 

COUNStLV/.O. TU EibciHc iloimeiiy Texes Uiiimos Genaiaiing Co] 8B/Cii/lt. Oecu 
mem Cemtei Branch (Oocumoni Conirol Desk). 2pp. 44057 382-44()57.323. 

0801200414 Fmai Doiitiency Rept CR-86 88 re weather ptolocTori lot Cass i£ 
cemponems laUaiiy reported on 60tOO2.Caused by Inadequate searg 
ro^emoms Eisciricai Spec 2323'ES-lOO revised ConditW not repoiteblo per 
iOCFn50.55(o) 

COUNSll.W.O TU Elecitic (formerly Texes UHiil'OS Generating Co). 68/01/11. Oocu- 
moal Connoi Bianch (Decumom Conirol Desk). 2pp *4057 048-44057.049 

8801200421 Interim Deficiency Repi CP-87-51 re backup protection for 480V ccnlair- 
monl eleciritai peneiteilons.lnllially reportod on B70720.Sparo contacts Ironii baevtt 
ovorcurienl re'ays will be connected lo breaker inp circuit. Next rept by B604D1. 
COUNSH.WG. TU Electric (formerly Texas Utilities Ronoraiing Co) 08/01/71 Docu- 
monl Ojcrtfoi flianch (Oocumont Conliol Desk), ip. 44057.245-44D67:246. 

8801200428 Final Oeficloncy Root CP-00-09 ro lack ol back up protecnon dsvicos lor 
Class 1£ & nonClass 1E eloclflcal peneiiaiions. Listed soIuHone will bo appt-ed ssre- 

S ed teresoiva Issues. Activitlos will be completed no laier than 681620. 

UNSiL.W.G TU Electric floimorly Texas UfiMios Genorai'ng (ki.) 88/01/11. Occu- 
mentContirn Branch (Document Control Desk). 2pp. 44057.040-446S7:04f. 

080120045$ Irrterim Deficiency Rep! CP-e5-3B ro conduit not Insiallod pet das^ 
documents ImUal/y reported on 860916. Uiil insp revealed need lor lislod correcliia 
actions Schedule for comploHon ol corrective aci/on will be submitted by 660331 
COUNSIL.W.G. TU Eleclnc (fotmcrly Texas UWities Generating Co ) 68/01/11 Oocu- 
menl Coning Branch (Oocumont Control Desk). 7pp. 44058 277-44O58.203. 

8601200462 Intodm Deficiency Repi CP-B0-1O re 15 kV bus ampaoty ra'.ing.Uoslgn 
change authon2aifon Indicating now bus ratings lor rov lo pro, 'eel a vendor documents 
iS3ued.Nexl rept will be sobmilloO no lator than 800304. 

COUNSfUW.Q. TU Efecirfc (formerly Texas Ulifitios Genorating Co ). 88/01/1 1. Doct^ 
momCQnbol Branch {Document Conirol Desk). 2pp. 44057:017-44057:018. 

8001210012 frtlerim Ooficlency Rept CP-67-40 ro electrical Isa'aiion between (kass IE 
8 lyon-Cless 1E equipment.imtial/y roporled on 870715.Appropfiaie devices lo sepa- 
rate equtamoni will be Irtstalled.NexI rept will be subrwKed by 880408. 

COUNSIL.W.G. TU Eleclrlc (formerly Texas Uli.'iiles Generaiing Coj. 88/01/1 7. Ooco- 
rnem Conirol Branch (Documeni Conirol Desk), 2pp. 44086.303-4408630*- 

8001210016 Final Deficiency Repi CP-87-36 re deficiencies & discrepancies in vendor 
e^mem qualillcatlon repis. InlllaHy reported on 8707 13 Deficiencies In repts do r-cA 
alfeci oua/ificaiion status of eguipmoni 

COUNSiL.W.G. tu Electric (lormerly Texas Utilil'es Generating Co) 88/01/ 1 1. Oocu- 
mam Conttol Btattch (Documetw Control Desk). Ip. 44086 302-44086:302. 

6801210139 Final Oeliclency Rept CP-87- 101 re Class 1E cable arr8ngement.lnipaiy re- 
ported on 8709lO.Cau8M by design deficient ot multiple sing'e 
conductors. Conductor phase circuit design documanled In 080-EE-052. 
COUNStl.W.Q. TU Eleclnc (lormerly Texas Utilllies Genorafing Co ) 80/01/11. Ooci> 
merrt Conirol Branch (Document (Control Desk). 2pp, 44083:21 1-44083;212. 
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M)I219144 Intanm Ooliciency Rop( CP-B7*79 re cable & tacoway dale eys (CAROS) 
calcu'alions.lniiially loportod on 370220 Sollware to calculate max (ray soclioii till de- 
veloped 8 CAROS rev planned SuppI rept will be submiltod by 880229. 

COUNSll.W.G TU Electric (formerly Texas Uiilillos Generating Co ). 83/01/1 1. Oocu- 
rreni Conlrol flrancrt [Document Conlto' OesV). 2pp. 44082:189.44082.170. 

.01200868 Si/pplemonial Deficiency Rept CP. 87-62 re use of nomographs to design 
selsmcaliy supported Class 5 plp ng. Initially reported on 670930. Spec 2328.MS-46B 
will be revised by 860316 (0 include appropriato criteria (or nomograph use. 
COIJNSIL.W.Q.. MARSHALL, J S. TU Electric (formerly Texas Utilities Gonoiating Co.) 
88/01/12. OocumonI Control Qranch (Oocumeni ^niiol Desk). 2pp. 44056.068- 
44056:039. 

0I21OC13 Final Doficiency RepI CP-33-08 re healers In Class lE battery 
'OPms.Heaters not powerod from redundant Class 1E power supplies & nol selamical- 
y quati'ied Unit heaisrs will be replaced with seismically qualihed hoatera 
^UNSlL.W.Q.. MARSHAU.J.S. TU Eiectilc (formerly Texas UtiMl'os QenoraMng Co.). 
99/01/13. Document Control Branch (Document Control Desk). 2pp. 44105.041- 
44105:042. 

01210016 (ntoflm Oellcloncy Rept CP-86-35 re motor operators tor mattuol 
/aVas.fniilally reported on 66()602.Coireclive actions continuing Noxi rept wlU bo sub- 
rilled by 880416. 

^UNSfL.W.Q.. MARSHALL, J.S. TU Electric (formerly Toxee UMilles GonotaUivo Co.i 
)6/0i/t3. Document Control Branch (Document Control Desk), ip. 44i33.04'l- 
14133.044. 

11210058 Interim Oellcloncy Rept CP-87* 1 16 ro purge gas ovorprossuiirallon ot cort- 
fsnsale storage & reactor makeup water storage tanks.lniUalty reported ott 
i7t023.Prassuro devices to bo Insiatled.Noxi rept will bo sent by 880415. 
XIUNSIL.W.O., MARSHALL, J.S. TU Eipcirio (lormeily Texas Ulilitlos Generating Co.). 
-8/01/13. Document Control Qranch (Document Control Dosk) 3pp 44104292- 
4104:294. 

>1210009 Final Oelfctency Rept CP-a7-e5 re LOCA effects on HVAC duel inside 
onlainmont.lnilrally reported on 870824. Condillon found nol roponabfo under 
0CFR5O.5S.per review & parametric studies. 

-OUNStU.W.Q., MARSHALL, J.S. TU Electric (loimoily Texas Ullktios QonotalingCo.) 
8/01/tS. Documonl Control Qranch (Oocumeni Control Desk). 3pp. 44105:043- 
4106:04$. 


66012SOS83 frnal Oeticiency Rept CP 37-90 re connection of relief valve p.ping lo RHR 
pump suchon piping Inilially reponod on 87 1120 Unit i corrective actions wilfbe com- 
plete Iw 680 1 23. Unit 2 actions wiil be comp'eted per const schedule 
COUNSlL.W.G , WOODLAN.O.R TU Electric (formerly Texas Uli'ities Generating Co ). 
88/01/10. Document Coniroi Qranch (Document Control Desk). 2pp 44112 330- 


3801280096 final Delicinncy Rept CP-B7-129 ro containment spray sys pH. Iniilally re- 

K ned on 830106. Caused by inadequate chemical additive sys dosign.Ooslgn moo will 
Unpfonwnlod to eliminate oul of-ranne pH.Mod will ba comp'.oiod by 661023. 
COUNSlL.W.G.. WOODLAN.D R TU Elocirlc (formerly Texas Uiilillos Genoraling Co ). 
88/01/16. Document Control Branch (Document (Joniro! Dosk). 2pp. 44130:297- 


8801260137 Supplome.nial Deficiency Rept CP-07-50 re abnormal thrust bearing temp 
on lurttne driven auxiliary todwaler pump. Initially reported on 670727.Comp:6iion of 
Unit I actions rescheduled lor BB02l5.Unit 2 actions expected alter Unit t. 
COUNSlL.W.G.. WOODLAN.D R. TU Elecinc (formerly Texas Ui I. ties Generating (^o.) 
80/91/16. Document Control Branch (Document (^ntrol Desk), ip 44124:360- 


08012601BS Final Deficiency Hepi CP B8-1B ro conialnmenl sprey sys chemical additive 
lenk.intla'-'y reported on CSOl 15. Insorvice insp p/oniam wi'l be dove'oped to mon:ior 
lank/ pining corrosion rales Completion enlicpaiod by 381 1 15. 

COUNSlL.W G , WOODLAN.D R TU Electric (foimorly Texas UN'ilies Generating Co ). 
00/01/16. OocumonI Control Branch (Documonl (Jonirol Desk). 2pp. 44123.133- 


8801260306 Final Dolicloncy Rept CP-07-26 re dssol ge.'iorator luel oH transloi pump 
suciion hlLInltially reporletf on 871223. Low & high luel oH storages w-H bo implement- 
od lo allow 7 da^ oi fuel oil at 100% power level. 

COUNSlL.W.G. wOODLAN, D R. TU Electric (formerly Texas Uillles Generating Co). 
88/01/20. Documonl Conlrol Branch (Document Control Dosk). 2pp. 44106:134- 


6801260392 Final Dolicloncy Repl CP-87 64 ro pressure ro'iavir.g capacity of tornado 
vonnng devicos. Initially reported on 370324. Existing tornodo venting analysis will bo 
veiideied to ensure correct ditieientisi pressures used. 

COUNSIL.W.Q.. WOODLAN.O.R. 1 U cloci'lc [formerly Texas Uti'itios Oensraiing <3o.) 
68/01/20. Documonl Conirol Drench (Document Control Desk). 3pp 4418807b- 
44186077. 


1210191 Interim Deficiency Rept CP-OS tO re eiectncel poneiration assembiios sup- 
iied by Bunker Ramo.Complellon of eorreciive actions for Unit l roschodu-'od lor 
60<104:Unlt 2 schedule being formulated Next rept will bo submiiiod by 060426. 
OUNSIL.W.G . MARSHALL.J.S TU Efoctric (formerly Texas UMilloa Generating Co.). 
S/Ot/IS. Oocumeni Conlrol Branch (Oocumeni Control Desk), ip. 440^:234- 
4083:234. 


8601260403 final Deficiency Rept CP 07-100 re coniainmonl piping ponelraiiens.lnitiBlly 
lepofied cm 8?l20VRequ'>romem to provide edoquale ovorpressuro prelection lor 
containment poneiiaiion addod lo Design Basis Document OBD-ME 0l3. 
COUNSIL.W.Q., wOODLAN.D.R TU Bleclric (lormofly Texas Ui H'es Qenoreiing Co) 
60/01/20. Document Control Bianch (Oocumeni Control Desk). 2pp. 44166 073* 
44166.074 


1360906 Final Oeticiency Rept CP*87-63 re pipe whip rostraini dosign 
einodology.lnllially reported on 870729.Prevlous pipe rupture dosign calculations win 
3 leperforiTied Mod win be (denilllad in 6608 1 1 gonorei const schoduie. 

OUNSiL.W.Q. TU Electric (lormerly Texas Uiilillos Generating O) ) 08/01/16. Oocu* 
ent Control Qranch (Documeni Conirol Desk). 2pp 44(59:013-44 (59 014. 

1260533 Final Oellcloncy Repl CP-86*13 re computer entry error winch could Invaii- 
no portions of jet Impingement load review lor higli energy lino tiroakelniuaiiy report- 
I on 870305. Rosolulton contmuas Rosuils will bo on OSOol I schedule. 

DLJNSIL.WQ TU Electric (lormorly Texas Utilities Gonorating Co). 80/01/16. Oocu- 
enl Control Qranch (Oocumeni Conirol Desk). 2pp. 44156:367-44150:358. 

1260435 Final Deticloncy Rapt CP-67-ig ro amblani tamp atlecls on MSlV 
luators.lniiially roportod on 8707t I.Acluators returned to Rockwall Inil lot 
palra.Valvas will be rolnslallad & coirective actions complalod by 690101. 
jUNSIL.W.G. TU Eleciric (loimerly Texas Utililioa Oenorating Co). 88/01/10. Docu- 
snt Control Branch (Document Control Desk). 2pp. 44170:132-44170:133 

260467 Final Ool'Clency Repl CP-87-133 re high energy lino broak analysis inhlally 
eorted on 371213. Mods required w.ll bo Idenilllad & scheduled lor Impiafnenlation in 
noral const schedule by 880811. 

}UNSIL,W.O. TU Electric (lormorly Texas Uti'illes Genoraimg Co-] 66/01/18 Oocu- 
>n1 Control Bianch (Documeni Conlrol Desk). 3pp. 44170:129-44170:131. 

260 476 Final DeHclency Ropt CP-86-17 re control room habitability, infually roporl- 
on 860 1 1 S.Naw calculations developed lor conlrol room habtlabllity 6 oxlsLng con- 
I control room Intake radiation monitors upgraded. 

>UNSIL,W.G. TU Elocirlc (formerly Texes Utilities Generating Co ). 88/01/18. Docu- 
ml Conl/ol Branch (Document Conlrol Desk). 2pp. 44 170: 127*44 170:126. 

260479 Final Dalldency Repl CP-67 *26 re Instrumanlation & conlrots used for iso- 
on of component cooling water to roaclor coolant pump thermal barrier HX-lnillaily 
>or1ed on 67121 1-Mods will be evaluated using design basis criioila. 

>UNS)L.Vi/.G. TU Electric (lormorly Texas Ullliiles Generating Co ). 06/01/18. Docu- 
nl Control Branch (Documeni Control Desk). 2pp. 44170:126-44170:126. 

260467 Final Deficiency Repl CP-87-S5 ro containment sprey pump recirculaling 
Ing.fnIUally reported on 871206. Affected piping scheduled to be replaced w/ASME 
ss 2plpe & Seismic Category 1 supports by 881216. 

UNSlL.W.G. TU Electric (lormerly Texas Utilities Generating Co ). 86/01/16 Oocu- 
n1 Control Branch (Document Control Desk). 2pp. 44170:123-44170:124. 

(60368 Final Deficiency Rept CP-67-30 re errors In seismic ouallflcaUon repl of 
■dor of Rolf-Away Missile Shields. Initially reported on 87070t.Mods underway to 
uce stross In aquIpmenLCondiilon not reportable per 1 0CFR50.65(e). 

UNSIUW.O.. WOODLAN.O.R. TU Electric (lormerly Texes Utilities Generating Ca). 
Ot/16. Documeni Control Branch (Document Control Desk). 2pp. 44106:353- 
09:354. 

^60418 Oeticiency repl re listed deddencles deemed not cepodsbie per 
:FRS0.55{e]. Evaluation concluded that if issues uncorrected.no conaitlon adverse 
afety of plant operations would occur.Ust of deficiencies end. 

JNSIL.W.Q., WOOOLAN.O.R. TU Electric (lormerly Texes Utilities Generating Co). 
01/19. Document Conlrol Branch (Document (jonirol Desk). 2pp. 44103J)33* 
03:334. 


8601260373 Final Dehcioncy Kepi CP*07-103 re crackod gears In valve 
opefeiors.iniiiaiiy reported on 6709ii All aHoctod valves 8 roplacerriant parts wi'l ba 
reworked or rep'acod Un i i aciiviiios wi:i be completed by 83081 1. 

COUNSIL.W.Q.. WOODLAN.D.R TU Elocirlc (lormorly Texas Uiilillos Qenerali.ng Co) 
86/01/21. Document Control Bioncn (Document ionliol Oosk). 2pp. 44137.001* 
44137002. 

8801260441 Final Ooficioncy RopI CP-87-46 ro unsetislociory miornai clearance lor con 
lainmoni spray pump molo'S CPi-CTAPCS 02M & 04M.ln.|laliy reporlod on 
870717 .M<Mqis deoned to remove minimal rust, dust & meial burre 
COUNSIL.W.Q., WOODLAN.D R. TU Eleciilc (lormorly Texas Utilitias Generating Co). 
88/Ot/2l. OocumonI Conlrol Branch (Document Control Desk). 2pp. 441^350- 
44128 359. 


T. Heating Irenscrlpls on non-enlllrusl matters 

6801140068 Partial response to FOlA roquasi lor hoering frenscripi. App A documents 
onci S also ava-iablo In PDR. 

GRIS^IEY.O.H. Division ol Rulos 6 Rocords (Post 6704(3). 66/01/1(. 
WIILIAMS.O.G. JRA Associates. 3pp. 44033:122-44033:144. 

-6601140064 Transcript ol 840321 hoaring in Fort Worth.TX.Pp 1 1.31B- 11.333. 

* Atom'c Saloty and Licensing Board Hanoi. 84/03/21. 20pp. 44033:126 44033:144 


V. Operator Examlnatione 

8801260115 Forwards Exam Ropt 50-445/OL'87-0? ol exam admlnistorod during wk ol 
671214. 

CALLAN.L.J. Region 4. Ofc ol the Director. 08/01/16 COUNSlL.W.G. TU ElGctrlc (for- 
merly Toxas UtHitios Generating Co). 2pp. 44124:143-44124:168. 

—8601200123 Exam Rept 60-445/OL -87-02 during wk of 871214. Exam results: throe of 
five senior reactor oporalor candidates passed oxams.Wntten exam waived for one 
candidate. 

WHITTEMORE.J.E . PELLET, J.L. Region 4, Ofc of the Oirocior. 00/01/13. 44pp. 
44124:145 44124:188. 


DOCKET 50*446 COMANCHE PEAK STEAM ELECTRIC STATION, UNIT 2 


A. AppHcatlon/GonstrucUon stage documents 6 correspondence 

6601140053 POIA request for two hearing transcripts. 

WILLIAMS.O.Q. JRA Associates. 87^2/11. GRIMSLEY.DH. Division of Rules 6 
Records (Post 670413). 2pp. 44033:120-44033:121. 

6801120090 Forwards Info ro Resource Technical Sves, Inc, including summary ol NRC 
contract work.NRC Form 28 for three existing contiacis.audil Info.work history & lists 
of expentse available for special Insps & ol current resource sves. 

FELTHOUS.R.A. Resource Technical Services. Inc. NHC26-87-417. 07/12/16. 
JOHNSON.B.H. Region 4. Ofc ol me Director. 71pp. 43998;23O-43990 300. 



166 DOCKETED ITEMS 


6601070138 PolwarOs advance draft Amend €6 to FSAFI for Comanche Peak Stoant 
Electee Siaticm.SiQrnncarA changes suniinadzod. Cetta-'n figittes to be uptfatetf )n 
Amend 66 nol Included in encl.Roiatod Into end. 

COUNSIL.W.O , MARSHALL, J.S TU Electric (formerly Texas UtAtles Qeneratino Co.). 
67/12/23. Oocument Conuol Biendt (document Control Desk) tSQQpo. 43933QS2> 
43938; 1 40. 

6B01070167 FOlA roduesi loi NRC Internal correspondence dtd alter 861126 re Ole of 
Inspector 6 Audlor Investigation of allegations of misconduct by Region IV mgt con- 
cetrlna plant 

CONfJOR.L. Ooc-Search Associates. 87/12/23 Division of Rules & Records (Poet 
676413). Ip. 43953:346-43953:348. 

8601666430 Forwards sddi info re Issue Specilc Action Plan Resulis Repi V.a par 
670916 request 

COUNSlL.W.G.. MARSHALL.J.S. TU Electric (formerly Texes Utilities Generaiii^ Cp.l. 
67/12/30. Document Control Branch iDocunienl Control Desk] Too. 43679.071- 
43979.077. 

6601070305 NotiDcai’on el 680106 meeting w/WesLinghouse Owners Group OperaUona 
& Ana'ysis Subcommittees In Oetfiesda.Mb to discuss subcommittees Invesd^liorts In 
analysis aroa re Generic Ltr 87-12 

TRAMWELL.CM. Pioiect Olieclcifale V 8'// 18/30. KNIGHTON.G.W. Ptoieci Oaectoi- 
ate V. 4pp. 43945.344-43045 347. 

6661070418 Fonnsrds Rev 0 to ''Comanche Peak Response Team Coliacltve EvaiuaLofl 
Rept" i Rov 1 10 Vol IV-A • Vof IV-E, "Comanche Peak Response Team ResuNs Rept 
Issue-SpecH'c AcQon Plan iSAP-Vll.C.Const nelnsp/Oocumenlation neview" 
COUNSIL.WG. TU Elecinc (formerly Texas Utilities Generating Co). 87/12/91 Oocu- 
meni Control Branch (Oocumonl Control Oask). 4pp. 43956:016-43980 008 


860116022$ Pinal response to POlA request.App H documents re corraction lo O'cef 
Inspector & Auditor rept end & being made avatlabie In POR. 

GfilMSLEY.D.H. OlvJsfon of Rules & Records (Poal 870413), 88/01/13. BAUMAVL 
Government Accoun lability Project. 2pp. 44038:001-44038:007. 

-8801180239 Forwards corrections to Ofc of (napector & Auditor rept, "Atlega'Jona tf 
Misconduct by Region tV W/RespecI to Comanche Peak Steam Electric Sialon.' tv- 
watdetf by Chairman Zech 861210 Itr.Changes do nol alteci rept conclusions. 
1<AMMERER.C. Olfice of Congressional Almira (pre 870413). 87/01/09 VARKFY.EJ. 
House of Rep.. Energy & Commerca. 3pp. 44038:005-44038:007. 

6801200410 Diacusssa Amend 66 to FSAR Irtcluding updeiea.cisnLca'ions. 
revs, corrections, additions & editorial changes as well as revised ehecuva page is'-rg 
(w fttiected porlions o1 repl.Summary of changes end. 

COUNSIL.W G. TU Efeciric (formerly Texas uBnties Generating Co.) 88/01/18 Ooa- 
ment Control Branch (Oocumenl Control Desk). Il9pp. 44056:194 44058312. 

88013S06S6 Advises that although NRC has not yet finalized review of accepiabil'N d 
using Increased yield sirength of 46 ksl for A500 Grade B lube shapes, 42 ksi ried 
stienglh at tOO P can be used w/o risk to pub)1c.per utii 871028 request. 
GflIlAES.CI. Ofc of Special Projects. 86/01/16. COUNSIL.W.G. Tlf Electric (l>TTe<V 
Texas UtiUllos Generating Co.}. 4pp 441 16:133-44116:136. 

8801260607 Forwards results reols.conslstlng of Rev 1 to Issue Spedric AcSon F^'s 
Ld.l. "OC Inspector Qualillcetmns" & Vll.b.3, "Pipe Support (naps." Piles conulning 
supoortiriQ documents wilt be avaitable.HBvIsed table of contents also enci. 
COUNSlL.W.Q. TU Electric (formerly Texas Utilities Generating Go.). 88/01/18. Oocu- 
ment Control Branch (Documenl Control Desk). 4pp. 44121:302-44122.146. 


-8801070429 Rev 0 to "Comanche Peak Response Team Coiiecuve Evaluation Rept.'* 
BECK.J.W. TU Electric (lormeily Texas Utiiil-es Genorailng Co). 87/12/23. 350^. 
43956.020'439S6 325. 

-6601070443 Rev 1 lo "Cornenche Peak Response Team Rosuiia Rapl Issue- SpeciKo 
Action Pian-vllC Const Relnsp/Oocumentalion Rov.'ewVol iV-A. Summary" 
PATTERSON.A.A , GECK.J.W. TU Electric (formerly Texas Uiiiiiias Generating Col. 
87/12/17. 200PP 4396e;326-43957-ia2 

-6601080036 Rev 1 lo "Comanche Peak Response Team Rosuiia Rept for fssuo-Spe- 
clfic Action Plan-Vll.C.Consi Reinap/Oocumentaiion Review vol iv-EI.Elecuicsi Poouia- 
tl0.ifl0QlS.(AppSI-7)." 

• TU Eiectfic {fciimeily Texas UuWies Geneiailno Co.)- 87/t2/i7. 200p4> 43957:183- 
43957:340, » , 


-88Q1080Q4Q flev t to 'Comanohe Peak Rasponse Team flasuita n«pL (oi (tsue-gpe- 
clfle Aoi.'on Plen*vil.C,Consl Rainsp/Oocumeniation Revlew:Vel iv-C.MdChsnieal Pop- 
ulation Rapis.iApps e-i7Y" 

* TU Electric (lo/merfy I'evas Uuiliiea Ganoreting Co ) 87/]2/]7. OOOpp 43957-341- 
43955:266. 

-6601060943 Rov 1 lo ‘'Comanche Peak Response Team Results Repl for Issue-Spe- 
Cit'O Aci'on Plen-Vll C.Consi Pelnsp/Oocumaniaifon Review;Voi iv-O.Stivclurei Popu- 
letion Repu,(Appa 18-2^.'* 

’ TU Elecirie (formerly Texas UtiUiss Generating Co). 67/12/17. 200ap. 43956:269- 
43959093. 


-6801000045 Rev 1 to "Comanche Peak Response Team Results Repi lot Isaua-Spe- 
citic AOLon PleA-VU.C.Consl Rftnsp Oocumoniation Reviow:Vcii iV-E Support Popuie- 
tion Repis 8 Miscellaneous Apps./Apps 25 35)." 

* TU Electric (lomieily Texas Utilities Generating Co). 87/12/17. 200pp. 43959.094- 


6601210999 Conliacl. "Review of RETRAN Computer Code 8 Plant Specific Into on 
Sieam Generelor Gvorf.'if for Comanche Peek Steam Eieclrfc .Siailon.imils 1 5 2." 
awarded lo SBA & Inti Technical Svcs,lnc. 

21LQ,R.G. Smell Business Admlniattation. THOMPSON.RO Owtelon of Contfpcts 
(Post 870413). FiN 0-2110. 68/01/04. 128pp. 44094:148 44094:276. 

6601079171 Partial response to FOIA request lor documents re Region IV l/weatigetfon 
& allegations concerning llcenseelnforms that requested documents avelieble ki POR 
under Wes FOIA87-696.FOIA-87-677 ft FOIA-87-A-14. 

GRIMSLEI'.D.H. Division of Rules A Records (Post 870413). 68/01/05. CONNOR L. 
Ooc-Search Associates, ip. 43953:349.43953.349. 

6601190166 Forwards transchpl of util 871217 A 18 meelfnja w/CASE re conUnualion 
oi discussions that started in )Aar 1 967 on pipe aupporta Presentation mat! also ertd 
MALLOY.M, Ofc of Special Projocls. 88/01/07, Ofc of Special Pro(e«8 400pp. 
44054:010-44055:083. 

6801149049 Forwards Rov 0 to "Corrective Action Pron^ram.Prolect Status 
R^t, Equipment Oual.llcatlon." Resolution ol issues In "Generic Techrtice} Issue Rapt 
• Evaluatl^ A Resolution ol TERA Eqifipmeni Queiilflcetion Issue" Included (n rept. 
BECK.J.W. TU Electric (formerly Texas Ulililies Generating Co ). 68/01/08. Document 
Convol Biarich (Oocumenl Coftlro) Desk). Ip. 44011:091-44011:175. 

-8801140061 Rev 0 to "Corrective Action Program.ProJect Slelus Repl. Equipmeni 
Qusiilicatlon." 

WAWRZENIAK,J. Impell Corp. 68/01/08. 110pp. 44011:092-440(1:179. 

68911400S8 Partial response lo FOIA requesl for hean'ng ttanscrlpl App A docuntents 
end A also available In PDR. 

QRIMSIEY.O.H. Division ol Rules & Records (Post 870413) 88/81/11. 
WILIIAMS.O.G. JRA Associates 3pp. 44033:122-44033.144. 

8801190062 final lesponse lo FOIA request lor documents re SAfETEAM 
program Forwards App I A J documents.App H A I documents available In POR.Oiner 
records available In PDR.App J documents partially withheld (rel FOIA Exempbon 6). 
GRIMSLEYXI.H. Division of Rules A Records (Post 870413). 68/01/12. MAXWELLS 
Cosmos BroadcasUng Corp. Spp. 44053:106-44053 272. 


-8801280$64 Rev 1 to Comancha peak response team results repl/ssue Spscife 
Action Plan l.d.1, "OC Inspector (Qualifications." 

YOUNGJ.E , BECK.J.W. TU Eleclric (formerly Texas Ulilnies Generating Co.) &7fi?/ 
02. I4(^. 44121:308-44122:083 


-8881280567 Rev 1 lo Comanche Peak response team results repl.lssus Speohe 
Action Plan Vll.b 3, "Pipe Support Insps " 

8ECK.J.W. TU Electrio (formarfy Texas Utilities Generating Co). 87/12/23 83pp 
44122.084-44122.146. 


8601270094 Commits to exercise caution In design of any future mods lo avoid cove> 
traling essential equipment In superpipe areas, par NRc 870614 request lor addl In's 
/a effects of |ei impinoenient. 

COUNSIL.W.G. TU Electhe (formerly Texes iftilities Generating Coi 88/01/16. Ocev- 
Risnl (Qcnttol Branch IDocurrienl Control Desk), ip. 44i89.090-44i89.090. 

6801270149 Requests response lo aH open issues Idenllfisd in end lecfinical ava'-jsiion 
ol technical concerns A aiiegailona in areas ol electnc8i/in8<rumenistlon,civli/sV\«iu- 
al A mechanfcai/piping.ResMnsa rquastad wllhin 60 days. 

GRIMES.C.I. Ofo of Special Prolecis. 66/01/21. COUN5iL,W.Q. TU ElaoVic (fornwly 
Texas Umies Qer>eraliri0 Co ). 40^. 44149.205-44149.244. 

9001270181 Forwards revised "Response lo NUR£Q'0737,ltem II.F.2, rnstrumanW'jan 
tor Deiect'ion ol inadequate Core Cooling," rellecnng discrepancies w/at-buA 
confgurailon Design basis documenl lo rellecF any addi changes fo sys. 
COUNSfL.W.Q., v7iDOOLAN.D.R. TU Elecirlo (lorrnerly Texas Ulrlllfes Oenerahng CO-t 
88/01/22. Document Ccnlrol Bisnch (Documenl Control Desk), ip. 44tA5'3l2- 
44145:352 

-8901270164 "Re^nse to NUREQ-0737,Uem )I.F.2,lnsuumenlat1on tor OetSeten ct 
Inadequate Core Cooling" 

* TU Electrio (formerly Texes UUIIiles Generating Co). 88/01/22. 40pp. 44145313- 
44145.352. 


F. Security, medical, emergency 8 Ore protecDon plane 


8001200884 Informs thal dale for submission oi updaled response to Nolfce of Vfolatlon 
445/65- IB-V-15 revised lo be no later than OSOsGO.InvesU^Uon ot methods lor svaiu 
atino We etlects on Inslrumems tubing not yet complete. 

COUNSIUW.G. TU Elecirks (formerly Texas Utilities Generating Co.). 86/01/19- Oocu- 
mwit Control Branch (Documenl Control Desk). Ip. 44056:311-44058.311. 

08012601(9 Advisea lhal Rev t to "Emergency Dose Assessment Model (EDAM) Pre- 
grsm Documenl" Issued A available at plant.Major changes to program A prograu 
oocumentaUc*) Include addition of EDAM benchmark section. 

COUNSIUW.G.. WOODLAN.D.n. TU Elodrlo (formerly Texas Utilities Generating^.). 
88/01/16. Oocumenl Control Branch (Document (Control Oesk). ip 44131924- 
44t3f024. 


0. Ad)udicsTory torreepondenc* 


6001040077 Answers to Board (4 questions (memo;proposed memo of 880414) re 
Action Plan Results Repl l.o.* Desertion of problem areas addressed In sub| repl re 
Comanche Peak response team AcUrm PisJi 1.0 p(OYlded.W/Certi<lcste of Sve 
MORTQAT.C.P.. LEVIN, H.A. TU Electrio (fotmerly Texas Utilities Generating (To.) 
I9I8B 5241. 87/12/28. 73pp. 43886:34 M3M9:05d. 


6801040065 Applicant ninth progress repL* Progress repl covers period of 071028-1225 
submitted per Board 860606 memorarKluni A order (progress rapt A notice ol aval- 
able documents). Next r^ be Iwued on e80229.W/Cetti(lcaie ot Svo 
EOGAR.Q.L. fo Electrio (formerly Texas UUIms Generating Co.) EDQAR.OL 
Newman A holtzinger. A 168 6242. 87/12/30. 32pp. 43888:249 hQ8B8:280. 


-8801I900S6 Informs ihat ofc unable lo respond lo 860605 request for Investigative as- 
sistance re review ol Comanche Peak SAFETEAM program due to resource llmlta- 
tfons. 

HERR.R.K. Region 4, Ofo of the Director. 66/05/06. MARTIN, R. Region 4, Ofo ot the 
Director. Ip. 44053:118-44053:115. 


M>1080083 Forwards attacbpients. to appHcaot 871204 answers to ASLB 14 questions 


re action plan Results Repl tX. 
EDGAR, (iL TU/" " 


Newman A HoltzJim. (jCl 
43908:315-43909:^. 


tone of Sve aw encl. 

Tetdli Generating Coi 
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lal review team approved rept, Collective Evaluation Rept 
Jocumeniailcn Review Plan" & revised table oi 
ndonce 

((ormerly Texas Uli'itioa Generating Co). EDGAR GL 
#108 6201. 87/12/31. QLOCH.P.e.. JORDAN, WH. 
Safety and Licensing Board Panel. 1,000pp. ‘13904:00i' 


ommissioner KM Carr w;;i tour lac lilies on 0QO127 Partloa 
itive should notify ci Grimes by 08Ol22Sorved on 830107. 
ira. #100 5307. 80/01/07. Oliice Of the Goneial Ccunsel. 


600126031^8 AppLcani supplamoniailon to answers to CASE Interroeatorles to aoei'. 

W/Cortiilcaio of Svc.flelatod corrospondorce. 

Etocwc (formerly Texas Util.tios Generating Co ). EDGAR G L 
K^l4oi9Ma.43o9/277® Citizens Association for Sound Energy 

NobM of avail^l.ty of co'feclive evaluation rept & working (I'os * Per es- 
pnyedura & ASLB 871110 memorandum & order.ulil makes working tiles 
cnn*D "®P Cofbficaio Of Svc e.nci Related co-respondonco ** 

tuuAH.G-L. TU Electric ((ormerly Texas Uii'ibes Generating Co) EDGAR QL 
Newman&Holuinger. #188 5412 86/01/26 5pp 44126:322 4-1120 326 


h progress rept & annotated b bliography. * Progress topi In 
Older W/ Certificate of Svc. 

rieral Counsel tor Hearings #180 5352. 00/01/07 Atom-c 
J Panel. 3 1 pp. 44035 096-44035 1 26. 


10108 Itr iranamuing Rev 0 to prelect status rept, "Egup- 
ipt.Related correspondence. 

Electric doimerly Texas Uirnios Generating Co) 
lam, Forsythe, Sampela & Woolridgo (formerly Vifcraham 
#188 53C9. 86/01/00 QLOCiT.P.B , JORDAN WH 
Safety and Licensing Board Panel. 2pp. 43009.231- 


» SG-bmission response to ASLB 8700(3 request (o; ra- 
tion & rot'cea of dovrations covering 671 l23>l226Certi|. 

(formeiiy Texas Ulililies Generating Co) EDGAR GL 
#168 5308. 80/01/11. BLOCH.P.B., JOROANWH 
Safety and Licensing Board Panel, ip. 43989.107- 


) lity of results real & working tiles.* Facl'ity response loam 
■proved & published VII. C. ”Conai Relnsp/Documaniaiiori 
1 of Svc. Rolalod correspondence. 

(formerly Texas Utilities Gonorating Co). EDGAR GL 
9 5320 60/01/12. 6pp. 44033:251-44033:355. 


rept.* Submits progress root por Board O0OCO6 Momoran- 
ad In util fil.ng w/security Exchange Commission 4 report- 
ill. Newspaper articles enci.W/Certlficata oi Svc. 
iion for Sound Energy. #180 5353 08/01/12 I0pp 


ii'co of ava labiity of resuila repi 4 working files * Working 
*:ll bp made aval'abie ona.to upon 40 h notice of intention 
Ivc. Rolalod correspondence 

I**®* Oanoraimg Co). COGAR.GL. 

16351. 08/01/14. 5pp. 44035 006 44035 000. 

rm e-K.currenl ropis.did 8711 18 4 lEu.iiied w/Socuridoa 
locumenta forwarded as port ol parties eiions to keep 
B iBCiiiiy.Heiaiod ce/respondanco 

Sampaia 4 Wooindge yormoriy Worshom. 
#180 6353. 88/61/14. BLOCH.P.S. JOROAN.W.H 
Safety and Licensing Board Panel. Spp 44050 223- 


ppoaranco * rm Fiiimoro ontorod appeeranco rg 

(formerly Texes UUlitieo Qonoraiing Co.). FILLMORE, fl.M. 

(*ofmorly Worsham. Forsythe 4 Sampois). 
44OS0:l54.44050:168. 


unsil 600115 Itr to NRC.tianamiiting proleci rept for "Elec- 
lo J EMis 4 CYGNA Related corrosponaonco. 

'?A Sampois 4 Woo.'ridge (lormorly Worsham. 

7108 6370. 08/01/16. BLOCH, P.8., JOROANWH 
Safely and Licensing Board Panel. 2pp 44065:176- 


uncll 6801 18 Hr forwarding approved resuile topis re Issue 
"QC Inspector OualiflcaTlons" & Vll.b.3, "Pipe Support 
itents.Relaled correspondence. 

Electric flormoriy Texas Uliiilies Generating Co) 
im, Foraytbo, Sampals 4 Woolridgo (formerly virarsham 
180 5401. 80/01/10. BLOCH.P.B., MCCOLLOMKA 
eiy and Licensing Board Panel. 272pp. 44090:278- 


ility.* Notice of project elatus rept Rev 0 to ''Etjulpma/jf 
nenls In rept available for rovlew.Cortiflcato of Svc 
). 

formerly Texas Util/tloa Generating Co) EDGAR GL 
5379. 88/01/20. Spp. 44066;106-44060:110. 

it answer to ASLB 14 questions lor filing. 

Ulililles Generating Co). SCHMUTZ.T.A. 
6360. 80/01/20. CLEMENTS.W.L. Docketing 4 Services 


.8 14 questions (momoipropoaod memo of 660414) re 
). Answers lo questions re Action Plan V.b, •'Stiortanlne 
of Svc end. 

Electric (formerly Texas Utilities Generating Co ). 00/01/ 


ity of results repts 4 working filoa * Advises AZ Rolsman 
se team senior review team approved 4 published Issue 
VN.b.S.W/Certificale of Svc. Related correspondonce. 
ormerly Texas Utilities Generating Co.). EDGAR QL. 
5399. 88/01/21. 5pp. 44099;246-44099;260 


K. Uliilly Final Safety Analysis Report (FSAR) & amende 


0801200300 Amaod 66 to FSAR lor Comanche Peak Steam Elocinc Station w/ 0801 15 

SoJ?+SoB7.001.44w)^W^^^ Co) 88/01/16 


f^oa A change8,providing rovs to end 

oal^ fkagrama only.Formal submiHal ol Amend 67 will bo (orthco.m ng dunng 

“^‘’SffALL.J S. TU Electric (formerly Texas Uti'iiiea Generating Co ) 
44O0S337 Coneol Branch (Document Conircl Desk) 25Bpp 44004 240- 


u. HisiHiciion repona, ib Bulletins & correspondence 

Hr to WG CounsI re 

a^roten g.p 

records 4 Inlo In connaciion w/RF Warn'ek 
070605 0707 lorwarding Insp Ropla 50 445/07-11 4 60-446/07 09 on 

requusl for documems re RF Warn'ek 870903 Hr to 
. 9 Coun»i 070005 4 0713 itts 4 reasons oddi tnfo needed on Items 0 4 
C O' rtOIJCO of dovtauon from msp Repis 50 445/00 26 4 60-446/60-22 
0AUMAN.L Govornmeni Accouniebilily Proleci 07/12/10. STELLO.V. Ole of the Ex- 
ucuiive OlfoclOf lor Opotalions Ip. 44033 214.44033 214. 

*PP®a'» O®”'*' of FOiA request loi documems ra RF Warnick 070902 Hr lo 
'n«P Ropis 59-445/07 1 1 4 59 448/07 09 On 070005-0707 

WAflNiCK.n.F. Olc of Specal Prejecis. 07/12/10, COuNSiL.W.Q. TU Elocinc (lot- 
motly Texas Ubhtrea Ooneratmg Co ) 5pp 43695-139 43095:143. 

0801040239 Forwards Insp flepia 50-446/67-31 4 50 446/67-23 on 871104-1291 « no. 
ucos ol vioiaiion 4 deviation. 

WAflNlCK.RF. ore Of SpeOBi Pie;ed8. 87/l2/ie. COUNSIL.W.O, TU Electric llor- 
meriy Texas Uiiiinos Gonorating Co.) 7pp 43805 1O1-43095.126 

-8001040260 NoMco of wlolaUon Item insp on 871104-1201 Violalion notod wo'kdown 
engne^ failed to record one dimension required to folly localo sirudurai tubing on 
l)oSO plOiO 

WAnNICK.HF. OlcofSpodaJ Pio[ects 07/12/10 3pp, 43095 107-43095:109, 

-9WIO4O207 Insp Reple 50 445/07-31 4 5O-446/0/.23 on 071104-1201 Violal'ons 4 
doviaiions rtolodMelor areas Inspoctod applicant actions on previous insp llndmos 4 
coirocbvQ acbott proaam ** 

Spociol Ptoiecis. 07/12/10. i5pp, 

*voUO 1 i3’4«|09x1cD. 

8001040407 Ack receipt ol 871123 4 1207 Mrs inlorming NHC ol steps taken lo correct 
vtofabons 4 dov.-aitons notod In Insp flepls 60-445/D7-ie 4 60-446/67-13 Review of 
ViolaUon item C will bo completed when addi Inlo locefved 
WARNICK.RF. QIC of Special Profocta 07/12/16. COUNSlL.W.G. TU Electric (for- 
merly Texas UHlHos GenereUng Co.]. 5pp 43005:357-43895:361. 

'"’P 50-446/87-29 on 071201 03 No violations noted 

WARNIC^R ^ Ol spodal Pro|ect3 07/12/21. COUNSIL.W.O. TU Electric (formerly 
rexasL/bliriesQonerabngCot.Spp 43895.15343095:102 ^ 

-00i)tO4()OI6 Inap Repl 50-446/07-20 on 871201 03.No violations or doviallons 
noied.M8|or eroae ln^cled:pro3onrlce Inap acilvitiea, Including review ol 
Kogramsprocodures- observation of work 4 work adivilloa 4 data review 

Region 3. Olc of the Dirodor 87/12/14 5pp 
43oQx 150*4369$: 162- ^ 

0712(80369 NHC Info Notice 07-064, "Conviction lor Fals'llcailon of Secuniv Tralnino 
Records.' Svc Ifsl ottcl. 

ROSSI.C.E. Division of Operational Evonis Assessment (Post 070411) 07/12/22 
ConaoHdatod Edison Co. of New York, Inc. I20pp. 44163:001-44153:124. 

NoUco 67-065, "Plant Operation Beyond Analyzed (Jondillona." 

(tVC 1181 OnC*. 

ROSSI.CE. OMalon of (^eratlonal Evenis Assessment (Post 070411) 87/12/23 
CoPSOMatod Edison Co. of New York, Inc. 120pp. 44O50:OO8-44O56;127. 

Siwri I to NHC tnfo Notice 87-028, "Air Sys Problems at US LWfls." Svo 

ROSSI.C.E. DMsIon ol (^watlonal Events Assessment (Post 670411) 07/12/20 
Consokdated Edison Co. of New York, Inc. I24pp. 43095:138-43995:267.* 



071229015S NRC Into Notice 67 066, "Inappropriate Application o> Commetclel-Graite 
Componanle." Svc l;si and. 

ftOSSI.C.E. Division ol Opera(>onal Events Assessment (Post 870411). 07/12/31. 
Consolidated Edison Co. ot Now Yorii. Inc. 120pp. 4399S;2S6-43996:Ota 

8712300091 NRC Into Notice 67.067. "Lessons Learned Prom Regional Insps ol Li- 
censee Actions In Response to IE Bulletin 60-1 1." Svc list encl. 

ROSSI, C.E. Oivisi'On ol OperaLronai Events Assessment (Post 870411). 67/12/31. 
Consolidated Edison Co. ol New York, Inc. 123pp. 44036:164.44036.286. 

8601040581 Revises date ol full compltanca (or notice ol violation (NOVI Item B (446/ 
07ie.V-O9) & NOV Item C (44S/8718.V.08) lo e802O5,pef 871207 
comtrDmen). Completion ol review required longer time man expected. 

COUNSIL.W.G . MARSHALL, J.S. TLI Electric {lormerly Texas UliliUea Generabng Co) 
67/12/31. Oocument Control Brancri (Document Control Desk), to. 43892314- 
43092:314. 

6801050018 Revised response to vtolslion Hem A i445/8628.V.02) noted in tnsp Roots 
SO.445/88-26 4 50-446/06 22.Correciive actions Nonconlormance flept E-66. 
1 03883S £ Const Deficiency Repi 67-4746EC Issued lo address puH topes 
COUNSIL,W.C.. MARSHALLvI.S. TU Electric (lorrnerly Texes Utilities Gorteralirtg CoJ 
87/12/31. Document Control Branch (Oocumenl Control Desk). 3pp. 43003:222- 
43903.224. 

6601050063 Requests extension of 871 <23 commTment dales per response to itoCce 
Of deviation (445/87t6'D-0l) to 880301. 

COUNSIL.W.C.. MARShfALL.J.S. TU Electric (lormerly Texes UlilillesGenerebrtaCo). 
67/12/31. Oocumenl ContioJ Branch (Oocumerrt Control Desk). Ip. 43900.042- 
43800.042. 

6601050279 Provides revised dale of lull compliance lor Violation D.l noted In insp 
Rept 50 446/88-02 0310 for complelfon of design verlficailon & closure ol NRC-07- 
3742 is 890601. 

COUNSIL.W.G., MARSHALL.J.S. TU Electric (lormerly Texas Utmties Ganeraiktg Co.) 
87/12/3t. Document <3an1rol Branch (Document Control Desk), tp. 43916134- 
439»6;134 

680108Q06S Revises completion date lo 860212 lot vidsllon of welds o( 60 pipe 
supports. per 871 120 response to vlaiations noted In Insp Ropis 50 445/86 03 & ^ 
446/88-02 

COUNSIL,W.G., MARSHALL.J.S. TU Elecldc (lormerfy Texas Utilities Generaung Co). 
87/12/31. Oocumenl Conirol Branch (Document Coniroi Desk), ip. 43918.010- 
43916010. 

8601140056 Discusses Insp Rents 50-445/87 27 & 50-448/67-20 on 671007-1103 £ 
torwards notice ol violation Violations re failure to IdenliN & correct roiaiioA ol lans on 
aux.lia£y feedwater pump molor.One poienUal violation withdrawn 
QRlMES.C.I. OlQ ol Spadel P(a|acis 67/12/31 COUNSIL.W.G. TU Etectric ((onnetW 
Texas Uthtles Generating Co.). 7pp. 44033:145-44033.176. 

-6801140Q6& Notice ol vlolallon Irom Insp on 67l007-li03.Vioialions notodlalure lo 
determine cause ol reversed Ian on auxliiaiv (eedwaier pump motor & failure to take 
edequale corracuve aciiona.Raiaied imo end. 

WARNiCK.R.F, NflC - No Detailed Affiliation Given. 07/i2/3i. 24pp 44033:161- 
44033. 1 76 

6601120351 Advises lhai comole'Jon date lor requirad mods £ rawoik ol Unit i cable 

a oenqars noiad in 671102 Itr revised lo 66u2^ for igii compliance (or notice ot 
ipon Item A. t44S/84t8.V-0l) Unit 2 compieUon date ol 66i03i unchan^ 
GECK.J.W. TU Efocfrle (lormerly Texas Ui/iitlas Ganerating Co.) 86/01/07. Oocumenl 
Comtoi Stanch lOocumam Control Desk). 2 pp. 43986:359-43968.060. 

6601061)394 SuppI 1 lo NRC Info Noiica 66-081. "Broken External Closure SpriiMS on 
Atwood £ Motnii MSlva." Svc lisi end. 

ROSSi.CE. Division ol Operational Evania Asaeaament (Post 6704tl). 68/01/11 
Consol'datedEdemCo.ot How York, Inc I23pp 44038.041-44036:183. 

6601 140172 Final response lo fOlA requasi & appeal lor documents re Items Irom Insp 
Repla 60-445/60-26 £ S0-446/e6-22.App A oocumenis available In PORWo hirtber 
action being taken on 671210 appael Hr. 

GRIMSLEY.U. Owisfon Ol Rules & Records (Posi 870413) 88/01/11. 6AUMANL 
GovernmenI Accouniabilily Pra|ecl. 2pp. 44033.217-44033 216. 

8601160076 Final response (0 appeal ol denial ol FOIA request (or documenu re 
A documenis available In POR.No further action being taken on appeal Hr 

GRIMSLEY.D.H. Division of Rules £ Records (Post 670413). 86/0t/1t. 8AUMAN.L 
Govammenl Accountability Prelect. 2pp. 44049 068-44049090. 

6801200294 informs that dale for submission ol updated response to Notice ol Vtolalioo 
445/e6-tB-V-lS revised to be no later than 860530 investigation ol methods to* evalu- 
ating (Ire ellecis on Instnrmenls lubing not yel complete. 

COUNSIL.W.G TU Electric (formerly Texas UllIHles Generating Co). 68/01/tt Docu- 
ment Conirol Branch (Oocumenl Control Desk), fp. 44056:311-44056 3 tt. 

6601206468 Responds to NRC Comfriianca Buliakn 87-002 re fastener lesOno to deier- 
mlne conformance w/applicabla matt specs. Plan incorporsUno all raquireo atemarXs 
ol bulletn Implemenled.Full compliance anticipated on or before 68021 1. 
COUNSIL.W.G. TU Electric (lormerly Texas Utilities Generatirig Co.) 66/01/11 
MARTIN, fl.O Reoirrn 4 nr- -»• 2nn 44067:027-44057:028. 

rr documents re SAFETEAM 
cumenis available In POR.OUwr 
Ithheld (ret FOIA Exemption £) 
0413). 88/01/12. MAXWELL.B. 


lies Region IV expects 
ETEAM program end. 
R.J.M. NRC - No D»- 


addl corrective acbon 
)f16to 8802I5. 

Hies Genera^ Co.). 
Sk). ip. 441«:34i- 


8801210109 Responds to NRC 871216 Hr to violations nolod In Insp Repis 50445/67- 
28 & 50-446/67-21. Corrective actfonsrfnsp chocklisl corrected £ Dovlabon Repi IM- 
VILa.9'O62-0l-DR5 Issued lo Idoniity incorrect conneci.'on si40. 

COUNSIL,W.G.. MARSHALL.J.S. TU Electric (lormerly Texas Ulilnies Ge.neraung Co) 
66/01/13. Document Control Branch (Oocumenl Conirol Oeskv 2i». 44104230- 
44104591. 

8601210160 Responds lo NRC 871216 Itr re violations noted In Insp Repis S0-44S/er- 
30 £ 50-446/87-22.CoiTeclivo aciion:stertup group will perform comprele ve'iliu'jcA 
ol Urtl 2 tfesol wneraloi control panels as pan ol functional lesl. 

COUNSIL.W.G. TU F.lociric (formerly Texas Utililles Generating Co ). 86/01/15. Ooox 
meni Conird Branch (Document Control Desk). 5pp. 44003-216-44083220. 

860(250316 FoiVrards WG Council 860116 Hr forwarding approved results ropts re Issue 
Spealic Action Plans l d.1 "OC inspeclot Oualillcalions" £ Vll.p.3. "Pipe Stwon 
IrisM" £ ravisod labla ol contents. Related correspondence. 

WOOLORlOQE.RA. TU Electric (lotmatly Texas Utilities Generating <3o.) S168 5401 
66/01/18. BLOCH.P.B. Atomic Safety and Licensing Board Panel. 272pp. 44009278- 
44100:124. 

6801270102 Responds lo vfolaMons noted In Insp Repis 50-445/67-31 £ 50 446/67- 
23.Cor(ectivo aclions.personnel (otralnod on Importance ol docuiner.ling wa'itOewn 
data compieto-V £ accuralely 

COUNSIL,VV.G. TU Electric (tormorly Texas Utilities Gonorating Co) 88/01/18 Oocu- 
mani Control Branch (Oocumam Control Desk). 0pp. 44169.054-44169.061. 

8801270200 Forwards Insp Ropts 50-445/67-33 £ 50-446/87-25 on 87l202-860lCSNo 
vfoiaUons or deviations noleo. 

WAfiNICK.fi.F. Die Ol Special Prolecis 88/01/21. COUNSIL.W.G. ID Elscw liar- 
marly Texas Utilities Gensraiing Co.V 5pp. 44150:026-44150.048. 

-6801270212 Insp Repis 50-445/67-33 £ 60-446/87-26 on e71202-860l05.No viQia- 
Uons or doidatioits noied MaJor areas Inspected, applicant acHorts on previous rap 
(indinos, followup on violationa & deviations & general planl area tours. 
WAGNER.P.C, LIVERMORE.H H. Ofc of Special Pro/ocls. 88/01/21. I4ep 
44160033-44160.046. 


8. fiepoTlabta otcuttancea. LERa & related correspondence 

8712296136 tixierlm Deficiency Ropi CP-87-2B ro diesel generaiot fuel Oii transfer puno 
suction hli.iniUaHy reported on 870620. Allernatives being ovalualcd lo provfds add 
conlidence ol proper pump oporailon.Noxl ropi expecisd by 880331. 

COUNSll.W.G , MARSHALL.J.S. TU Electric (lormorly Texes UMilles Generating Co). 
87/12/23. (Tocumeni Control Branch (Document Conirol Desk). 2pp. 43986 014 
43686.01$. 

8712290137 iftiofim Oeliciency Repi CP-87-2t ro elloct ol thermoieg on cab's daravq 
faclors.lr^baiiy reported on 670617- Idenlilieo cables excoedutg preKnbed anpac-v 
tebitg vwn be reworked.Nexi repi expected by 680406. 

COUNSIL.W.G.. MARSHALL.J.S. TU Electric (lormerly Texas Utilities GenaialingCo). 
87/12/23. Document Control Drench (Oocumont uontrol Desk). 2pp. 438^26^ 
43896:283. 

8712290144 FInaJ Deifciency Ropi CP-87'ii2 re hoi shutdown panel soismb 
ane>y$i$.ifliilally reponod on 87i0i2Ca'cuieilon prepared lo verify siruciu'Si integniy 
of OMipmeni prior lo rowOrk.CondiHOn not reponebio per lOCFR50.65(e). 
COUNSIL.W.G.. MARSHALL, J.S TU Elocitio (loimoily Texes Utrihiee GenerstltM CoV 
87/12/23. Oocumenl Control Branch (Documeni Control Desk). 2pp. ASSaVOOt- 
43886.D02 

8712290145 Final Deilcieni^ Repi CP-67-75 re contaci surface lemps lor epoxy 
prouts.iArttaliy repoded 670624. Enginooring becamo responeiblo lor devaloprnem o' 
Insp lor grouts. Condition nolreporlable under 10CFRS0.55(e}. 

COUNSIL.WB. MARSHALL.J S TU Beclrlc (formerly Taxes UtiliL'es Conerebng Co) 
87/12/23. Document Control Branch (Document Control (jesk). 3pp. 436S3;l3l- 
43893:133 

8712310208 Final Oeliciency Ropi CP'66-81 ro celculailons tor balance ot-plani saloly* 
related irretrumeni setpoHVe. initially reponod on B7tl07.S&W cottcluded condiwn 
has no saloly slgnTIcance.Now calculations being performed. 

(XJUNSIL.W.G. MARSHALL.J.S. TU Electric (lormorly Texas Utilities Generating Co ) 
87/12/23 Documeni Conirol Branch (DocumonI Conirol Desk). 2pp. 4392x119 
43923.120. 

8801040446 Final Oeliciency Repi CP-B7-70 re ptobend pipe wall thlckness.lniHally re- 
ported on 870024 Preformed pipe bends ultresonlcally lesied.ltem not reporlab's per 
IOCFR60 85(o) 

COUNSIL.W.G., MARSHALL.J.S. TU Elecirfc (formerly Toxas Utilltres Generaling Co) 
67/12/28. Document Control Branch (Document Control Desk). 2pp. 43993235 
43063 238. 

8801040456 Interim Deficiency Repi CP-87-t22 re nozzle load Inlerieces. InliiaHy report- 
ed on 87ll2S.Condltlon discovered during selsmio equipmont qualification levew 
acUMbes-Next rept writ be Issued on 890369. 

COUNSIL.W.G.. MARSHALL, J.S. TU Electric (formerly Texas Utilities Generating Co ). 
87/(2/28. Documeni Control Branch (Document Control Oosk). Ip. 44040:2)2- 
44040:272. 

6601040469 Interim Dellclency Repi CP-87-123 re wire terminations not irt accordance 
w/design drawings Inilially reported on e7l12S.Evalualion continulng.NexI rapt wi'l be 
submitted by 880 W 2 . 

COUNSIL.W.G.. MARSHALL, J.S. TU Eleclrlo (formerly Texas Utllllles Gensraiing Co.). 
87/12/M. Oocumenl Conirol Branch (Document Control Desk). Ip. 43923.075- 
43923.075. 

0601110227 Final Deficiency Repi CP-87-38 io lire deleciton sya prinled 
bowds.lnitially reported on 870715 All CMLW light sockets replaced w/Oialco 
sodcets.Fire protection panel spec revised to require use of components w/UL or FM 
deling 

COUNSIL.W.Q.. MARSHALL.J.S. TU Electric (formerly Texas Utilities Generating CoJ 
67/12/29. Document Conliol Branch (Document tontrol Desk). 2pp. 4400u:04?- 
44000:048. 


Il>22d Pinal Oeficisrtcy RepI CP-87-106 re component design spec 
epancy.lniiiaily reported on 870933. Hem not reportable imdef 
'h 60 oSte) Oe\rtatlona would not etiec) salety function of equipment. 

NSIL.W.G., MARSHALL.J.S. TU Electric (formerly Texas Utilities Generating Co.). 
2/39 Document Control Branch (Document Control Desk). 3pp. 4400%2I^ 
6-.320. 


8801130380 Interim Deficiency RopI CP-87-44 re unlstrut tubing support bolting Initially 
reported on 870717.Ev8luetlon continuing. Next ropt wi'l be submitted no later than 
M05O4 

COUNSIL,W.O.. MARSHALL.J.S. TU Electric (formerly Texas Utilities General ng Co.). 
88/01/06. Document Control Branch (Document Control Dosk). ip. 43987:360- 
43087:380. 


0291 Supplemental Deficiency Ropt CP-83-07 re defective governor drive cou- 
i on diesel generetors.InlHally reported on B70908.ln8iallation of replacement 
■ngs rot scheduled. Next tepi will be submllted by 860330. 

N^L,W.G.. MARSHALL.J.5 TU Eloctnc (formerly Texas Utilities Generating Co.). 
?/39 Document Control Branch (Document Control Desk). Ip, 44000:049- 
3049. 

0336 Intenm Oellclency Repl CP-OT-1 10 re solid slate safeguard sequencer relM 
leeiing contact Interrupting rating requirements. Initially reported on 6710t2.Evar- 
1 cohtg^nutno.Next tept will be submIUed by 6803t6. 

x'SlL.W.Q.. MARSHALL.J.S. TU Electric (formerly Texas Ulllllles Generating CoJ. 
*130. Document Control Branch (Document Control Desk), ip. 4396B;3^. 
1:356. 

3388 Inlerirn Oellclency Repl CP-07.134 re Xomox (Tufllne) plug or butledly 
sw/Llm lorque BO-degree electric motor operators w/H-BC gesrs lnltleuy report- 
671130 Spacer InsiaRecI In valves. Next ropt will be submitted by 880310. 
1SIL,W.Q., MARSHALL.J.S. TU Electric (formerly Texas Ulllllles Generating Cod 
790. Document Control Branch (Document Control Desk). 3pp. 44OQ00S3- 
1.053. 

1293 Supplemental Dellcloncy Rept CP-86-31 re possible failure of rubber facing 
sel generator tube oil sump lank fool valvos. Initially reported on 86Q832.Rubber 
teplacemeni rescheduled for 860316 complellon. 

ISiC.W.G.. MARSHALL.J.S TU Electric (formerly Texas Ulllllles Generating Co.). 
/30 Documonl Control Branch (Document Control Desk), ip. 44006:065- 
:0S9. 

289 Interim Ooficlancy Rept CP-87-126 re sve water aya piping support In which 
III failed when associated nul being tightened to specified torque. Inlllally report- 
871304. Evaluation continuing Next repl will be submitted by 880328. 

SIL.W.G. TU Electric (formerly Texas Ulllllles Generating Coj. 68/01/04. Docu- 
3onLrol Branch (Oocumeni Control Desk). Ip. 43970:314-43970214. 

307 Intenm Oellclency Rent CP-a7.132 re unqusJrfled Llmito«|ue 
ns.lniUally reported on 871318. tvaluatlon continuing. Next repl aniicipaled by 
) 

SIL.W.Q , WOOOLAN.D.R. TU Electric (lormerly Texas Uillltlea GaneraiingCoj. 
'05. Document Control Brencn (Oocumeni Control Desk). 3pp. 44048.243- 
344. 

Ill In'erim Deficiency Repl CP-87-30 re errors (n eeismio quallficailon repl sup- 
/vendor of roif-away missile shields. Inlilaily reported on 87^70 i.Evalualtoncon- 
Nexi repl will be aubmllled by 880205. 

3lL,W.Q., WOOOLAN.D.R. TUEioctrlo (lormerly Texes Utilities QeneralingCol 

08. Document Cont'o) Branch (Oocumeni Control Desk). Ip. naowiCMie- 
348. 

118 Imsrfm Oeficlgncv Rept CP-87-139 re unqualified terminal blocks fntlialty re- 
on 871230-Appliceble Weidmuiier lerminarbiocks will be replaced 8 design 
jres devefopeaNext ropt will be submitted by 880416. 

:il.W.O.. WOOOLAN.OR TU Electric (formerly Texas Ulllllles QenereiingCpd. 

09. Document Cenvoi Branch tOocument Control Desk). 2pp. 44030d)49- 
)50. 


39 Inierim Deficiency Rept CP-87-132 re norzie load stresses falling to meet 
Imli9.lnltlaily roporied on 87t126. Pen coH units win be corrected by adding 
connection to unli8.N6xt r^t will be submitted by 860328. 

-IL.W.Q., WOOOLAN.D.R. TU Eloctrlc (formerly Texas Ulllllles Generating Col 
38. Document Control Btanch {Document Control Desk). 2pp. 44030:206- 
'08. 

28 Final Deticlency Repl CP-86-32 re thru wall embedded conduit 
In, Hally reported on 880421. Evaluation ot plant as buHi data re cable derating 
lal Integrity has not Identified any deficiencies, per 1 0CFR5O.65 (e). 

ILW.O., WOOOLAN.D.R. TU Electric (formerly Texas Utilities Generating Col 
15. Oooumant Control Stanch (Documonl Conltol Desk). 2pp. 44039:209- 
10 . 

30 Interim Deficiency Repl CP-87-ei re snug light torquing of alniclursl 
ialty reported on 870831. spec 3323-SS-168 revised to require high strength 
bo lorqued.Next repl wifi be submitted by 880307. 

l.W.O. TU Electric (formerly Texas Utilities Generating CoJ. 68/01/05. Docu- 
<nlrol Branch (Oocumeni Control Desk). 2pp. 44039 311-44039.212. 

)l Final Deficiency Repl CP-87-t2t re 6.9 kV/480 volt trensformer bus bar 
e.lnltlaily reported on 871113. Transformer vendor directed to perform re- 
‘istyses to demonstrato seismic quaii1icalion.Next rapt try 680331 . 

L.W.Q . MARSHALL.J.S. TU Electric (formerly Texes Utilities Generating Col 
6. Dement Control Branch (Document Control Desk). 2pp. 43997:296- 
J7. 

19 Inlerirn Deficiency Repl CP-87-71 re structural steel assemblies contafnfrig 
ed & missing welds & undersized members.Infilally reported on 670624>a- 
wlll be raworked.Naxt rept wHI be eubmined by 660302. 

L,W.Q., MARSHALL, J.S. lU Electric (lormerly Texas Utilities QeneraUngCoJ. 

5. Document Control Branch (Oocumeni Conirol Desk). 2pp. 43900:232- 
S3. 

t Interim Deficiency Rept CP-87-128 re emergency diesel generalor auto 
uliry lor loss of control power. Inlllally reportM on e71207.Auxlllary relay 
be modtfted.Naxt rapt wUl be submitted by 68033 1. 

..W.G , MARSHALL.J.S. TU Electric (formerly Texes Utilities Generating Co.). 
1. Oocumeni Control Branch (Oocumeni Control Desk). 2pp. 43990:254- 

6 . 

9 Rnal Deficiency Repl CP-87-81 re loose connections at Weidmuiier iermf- 
sJnltlafly reportea on 670831. insisHalfon & Insp procedures revised. 

..W.G., MARSHALLJS. TU Electric (formerly Texas Utilities Qsnerallrw Co). 
I. Document Control Branch (Document Control Desk}- 2pp. 4399i:l40- 
1 . 


6801120409 Interim Deticlency Rept CP.07-t27 ro over&iressed plallorms & 
sufvens Inlllally reported on 87 130/. Seismic Calego^ I & II ptalforms/suppens ex- 
ceedUY stress limits redesigned. Schedule lor corrective actions will be provided by 

CCMNSIL.W.G.. MARSHALL.J.S. TU Electric (lormerly Texas Utilities Generating Co ). 
66(01/06. Oocumsnl Control Bianch (Document Control Desk). 2po. 43991.167- 
43991:108. 


8801130432 Interim Doflclency Rept CP-87-130 re sve water sye water hammer Imiially 
reported on 871207. Vacuum breakers will bo installed In omorgency diesel generator 
lodrel water coolers Next rept will bo submitted by 880216. 

COUNSIL.W.Q , MARSHALL, JS. TU Electric (formerly Texas Uiilhios Generating Co.). 
65/01/06. Document ConlTOl Branch (Document Conlioi Desk). 3pp. 43990:186- 
43990:186. 


66011:^124 Interim Deficiency Rept CP-67-t29 re coniainmeni spray ays pH eltocts on 
safety-related equipment. Initially reported on 871307. Condition could adversely alfecl 
solely of operatlons.Noxt repl will be submitted by 660236. 

COUNSIL.W.G., MARSHALL,/ S. TU Eloctric (formetly Texas Utilities Generating Co ). 
88/01/08. Document Control Branch (Document Control Desk). 3pp. 44003.317- 
44003:318 

6801130161 Intorim Deticlency Repl CP -67 -06 re cal bt accuiacy lor dead wolghl lesler 
used as eld In cabbr pressure Instrumeniatlon.lnltls'ly reported on 870420. Evaluailon 
conUnUng.Nexl repl lo bo submitted ty 660306. 

COUNSIL.W.G., MARSHALL,/ S. TU Electric (tormoily Texas Utl'ities Generaiing Co ) 
88/01/06. Document Control Branch (Document Control Desk). Ip. 44003:099- 
44003:090. 

6601140126 Final Deticiency Repl CP-S7-I3B re polonHat deilcloncy in fire detection 
alarm cIraHt/y.lniilally reported on 671207. No reportable donciency exlsts.por 
IOCFR50.66(e) 

COUNSIL.W.G., MARSHALL./ S. TU Electric (formerly Texas Utilities Generating Co ). 
68/01/06. 2pp. 44011:314 44011:216. 

6601120361 Final Deticlency Repl CP-84-13 re environ quelilication ot equipmeni out- 
tide ^iaVimenl tor high energy line breaks. Initially roporied on 640604 Issue not 
rMKirtable under tOCFRbO. 55(e), par Weallnghouse mass & ensrgy rolsess data 
BECK.J.W. TU Electric (lorme'ly Texas Utilities Qonaratlng Co ). 66/01/07. Document 
Conird Branch (Document C^lrol Desk). 2pp. 43988:01 1-43088012. 

8601130429 Interim Deficiency Root CP-87'72 re Improperly defined weld 
lertgihe tnniaUy reported on 670834.Evaluoilon of Issue contlnulng.Next repl will be 

K ided no taler than 680311. 

i^.W. TU Elecirle (formerly Texas Utmiies Genoialmg Co ) 66/01/07. Document 
Control Branch (Document Control Desk), ip. 43060:t70-43690:170. 

8601120316 Advises met evaluation continuino ipr Deficiency Ropis CP-eT-OI re startup 
itanaformer overload & CP-67’64 & CP-67-95 ro uninierrupiibie power supply loading 
8 In^ votiaao.iespeclivoly.Noxi repl by 660304. 

C0UNS1L.W%.. BECK.J.W. TU Elecirlo (loimoriy Texas Ulihiies Generaiing Co.). 88/ 
01/08. Oocumeni Control Branch (Document Conirol Dosk). 2pp. 43990:304- 
43980:305. 

6601130924 Interim Deficiency Repl CP-e8-45 re interaction of Seism'c Caiagory II sys 
& components w/Se>smlc Category I insieiiailon8.lnilialiy roporiod on e7l016Sched- 
uie tor corrective aciiorts aniidpsied by 880401. 

BECK,/.W.. COUNSIL.W.G. TU Eleciric (tormerly Texas Utililles Generating Co). 68/ 
01/08. Document Conltol Branch (tOocumoni Control Desk), ip. 43991:136- 

43991:136. 

6601130166 Final Deficiency Repl CP’67-72 re Inadequato moasurament of weld length 
In l^le of slniclutal tube steel for small 5 large bore piping supports. initially reported 
on 57I^24.M welde evelueled meet applicable design lequltemenls. 

COUNSfL.W.O., BECK./.W. TU Elodrlo formerly Texas Ulilrlies Generating Co.}. 68/ 
01/08. Document Control Branch (Oocumeni Control Desk), ip. 44003:103- 

44003:103. 


5501130106 Interim Deficiency Repl CP-87-03 re MCC starter colls not picking up al 
min bus votiage.lnltlalfy reported on 670003. Evalustion continuing Next ropt will be 
submUtad try ^401. 

COUNSIL.W.G., BECK./.W. TU Electric formerly Texas Utilities Generating Co). 86/ 
01/08. Document Conirol Branch (Document Control Desk), tp. 44002.300- 
44002-300. 

6801190206 Inierim Deficiency Rept CP-68'07 re reactor coolant pump wIring.Cause not 
staled. Electrical sepsrailon design criteria have been osiebllsnod & documented In 
design basis document Next repl will be submitted by 880411. 

^xJnSIL.W.G. TU Elecirlo (formerly Texas Util, lies Generating Co/. 66/0f/1 1. Docu- 
mei4 Control Branch (Document Control Desk). 3pp. 44061 :36/-44()91:356. 

8501190220 Interim Deficiency Rept CP-6e-11 re battery charger overheating due to 
failure of vendor to supply chargers per epecs.Oesign criteria for battery charger temp 
requirements documented.Nexl rept will be submitted by 880426. 

C<^N5lL,W.Q. TU Electric (formerly Texes Utilities Generating Col 68/01/11. Docu- 
ment Control Branch ((Tocumenl Control Desk). 2pp. 44064:070-44064.071. 

6501200026 Final Deficiency Repl CP-67-1 19 re essential & emergency lighting sys 
stmons-Detlcfency addressed in previous Repts CP-85-34, ''Conduit Support Design" 
& CP-87-1 19, "Train C Conduit Supports," Iherefore.nol considered separate. 
COUH81L.W.Q. TU Electric (lormerly Texas Utilillee Getretalicrg Co.). 88/01/11, Docu- 
ment <^trol Branch (Document Control Desk) 2pp. 44l34:242-44i34;342. 


5501200032 Forwards list of 10CFR60.6S(e) reporiablo Hems deemed not reporteb'e. 
COUNSIL.W.Q. TU Electric (formerly Texas Ulllltiss Gsnsraiing Co.). 86/01/11. Docu- 
ment Conirol Branch (Document Conirol Desk). 2pp. 44135:034-44135:035. 
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fl80ta0Q147 Rfial Oaficloncy Repfs CP-87 SD.CP-87-09 A CP-87 05.Repi« fnUla'.V «J- 
polled on 870503 Issue lotnd no! rdponotio po' iOCPH5.5S(o) tor Ustod reasons. 
CCUNSH-.Vi.G. TU E'ectJ.c tloimoiiy Teias UW.iKssGanc'at'noCo)- M/Ot/ii.Oocu- 
rneril Conwl gronch {Oocu-Tieni Convol Desk) 2pp. 44t08. 187-44 f06 188. 

8944200166 AOv-scs (IIS' ova'uaiiprt ol issues re end lisi ol dof-'c.'ertcres conlnurtgNart 
rept W 1 .I be submitted by 880304 

c6uNSH.,WO TU Eietinc {iCfTretiy Tosas LjIiMiBs Goneiai-nff Co.) 68/017tv Docu- 
ment Control Branch (CocutT-o.'ii Control Desk). 2pp. 44106:180 44106:181. 

6601200241 Irslerm Ootidency Ropi CP-0S-S2 re cab.'e trey sd'icos/ connections & OoO 
da'lsd cabis (ray holes tn.Lai.V re/xitiod on 870420 Cva'uai^n o< issue Incluclirtg pte- 
schbod correcUve eclons coni.ni.A'Q Nwi lepi expected by 880415. 

COUNSIL.W.O 7U Electric (to.'mct.^ Taxes Ui'klies CGnoraimg Co ). 08701/1 1. Oocu- 
menl Control Branch (Oocumoni CcnVcl Cask), ip 440S6: 160-44058:160. 

8601200248 intsr-m Det.'cicncy Reel CP-87-T3 re Cass 1E eepareiipn viQ'ei«ns IrkhaVy 
laponod on 870515 Alleciod cenia tray covo^s wi-1 be lepiacodtnsp rernoya) nobco 
p'oeoduro rev.sod Next rapt wi.'l bo subm.lted by 880403 

COUNEiL.W.G. TU E'eciric (lormeriy Toxaa Ut'i.tioa Gonorai-ng CoJ. 08A)l/1 1. Oocu- 
ntaniCentrol Branch (Oocutrenl Coniro' Oes‘<) 2pp 44Q68 2Q4-44058'28S. 

8801200274 Inla/itn DeFicio.ncy Repi CP-87-40 re solid stale saloguarps ays Inloma) 
wring term.ratiohs.ln iia ly reported ori 870722 Sla/tup Work Perkagos 40M & 4005 
ir'lielpd IP reterm.'iaio dotiCierciHs Next rapt expectoa by 6Q0329. 

COUNS'L.WQ. TU Eloctt'c (la-merty Texes Uu. ties GanetatitiQ Co ). 66701/11. Oocu- 
mani Control Branch (Documont Coniro' Oosk). 2pp 44058:200-44058:300. 

8601200311 tnierl.m Oaticlorcy Rapt CR'66-3U ro Iristailai'cn A Insp enloila for cablo 
runs used as Pigtafl exions.ona inn ai.'y reported or) 06O527.AII Class lE Oatoil 13 S 10 
sp'Icea hs'iXQ mcoicotaled into oieciivcal wring dng'aros. 

CCUNSIL,W7G. Tu Elocirtc (lo.-moity Toxas Llliiiilas Qona.'at'ng Co) OO/OI/i I Docu- 
ment Conirol Otench (Documeni Conbol Desk). 2pp 44056 >(>8-44050. 107 


8601210139 Final Oolicfoncy Rapt CP-97-101 re Glass lEcable ertangamon'.KVA'/s- 
ported on 8709l0.Caused by design deficiency ol nii.ldp'e evi 
coflductors.Conducloi phase ciicuii design documonled Irt DBO-EE-052. 
COUNSlL.W G. TU Eieclrlc (lormorly Texas Uidiltos Gonoraimg Co.). 80/01 71 lOx> 
mem Control Branch (Documoni Control Desk). 2pp 44083:21i-44(>93:212- 

8801210144 Inisdm Doticiency RepI CP-87-79 re cable & raceway dala 
calcu'ations.lniilally reported on 870228 Sottwaro lo calculate max trey aecM fl 
velopod & CAROS rev planned SuppI repl wM be submitlad by 860223. 
COUNSILW.Q. TU Electric (formerly Toxas Ulilitlas Qonerei.ng Co). 66/01/11 Ox^ 
mam Control Oianch (Oocumont Control Desk). 2pp 44082: 1OT 44032;170. 

860I2003S6 Supplomonlal Oaticioncy Ropl CP'87-62 ro use ol nomographs lod(so 
selswlcally supporlod Class 5 plplng lrultally loporiod or) B70330.Sp6C 2323-W3^ 
^■1 1)6 revised Dy 660316 to fncludo appropriate criteria tor nomoorepli use. 
COUNSlL.W. G , MARSHALL, J.S. TU Elocirlc (torme/ly Toxas UiMi'es Oenersh-'ig Zat 
88/01/12. Document Control Branch (Document Conirol Daskl. Zoo. 443M3i4 
44058.000 

8801210013 Fmat Dotlcloncy Rapt CP-eB-08 ro hoaiors In Casa >E UV) 
rdoms.Heaiare not powered from redundani Class 1E powor supplies 8 nol sebi~«» 
N <Kia4i(t9d.Un(( healers will be toplecod with seismicaily puaHIkni lieaisia 
COI/NSIL.WG,, MARSHALL, J.S. TU Electric (lormorly Texas UH-'tos QonorahrgCtl 
88/01/13. Documoni Conirol Branch (Documoni Control Desk) 2pp 44lwC4'- 
44105042 

8881210816 Inierin) Deficiency Rqpi CP-B6-3S ro motor opetaiors to/ rate 
vahras.lnlilelly roportod on 880602 CorrocNve acilons conimulno Neil (opi ve I be si- 
nwtiedby8864l6 

COUNSk.W.G.. MARSHALL, J.S. TU ElacUlc (formerly Texas UWntas GerwaLnoCsl 
86/01/13. Documoni Control Qronch [Oocumont Conirol OosM fp 44l£i7>4 
44133044. 


8601200324 Final Deficiency Ropl Cr-87*134 ra cab.'a ampacity A votiago tailrtas 8 
Class 1 E soparelion cnlenatnba'iy repertodon 67i2t8 0cs^ ctKenalc cable diing 
established a documented 'n Oos'gn Oasis Document OBO-^ 052 
COUNSIL.W.Q. TU Eleciiic (lormorly Texas Uirnies Gonerallng Co). 68/01/ 1 1 Oocu- 
menl Control Branch (Documoni Conirol Desk). 2pp. 44050 104-44058 tOS. 

6901200381 Final Oefictehcy Repl CP-07-l3e io motor conttcl ctr space hoalets-inlWMy 
rifled on e7t230.Two tusos In each non- Class i B space Dealer c-rcui lor all Class 
1 fc motor conirol cira vn'l bo removed 

COUNSil.WQ. TU Elaciiic (formerly Texas ui kilHs Gonoreeng Co) QO/Oi/M. Oocu- 
meni Conirol Oranch (Oocumeni Conho’ Oosh). 2pp. 44057.079 44057.077. 


6601200357 (niedm Deficiency Ropl CP-Of-Of ro overload capacity ol aianup 
uanslormors triitiai'y ropoied on 670B03 AC distriDuuon ays being revised (o include 
two addi' siatlup Irans^ormora A associaiod cabling Next rpgi fay 9^416 
COUNSlL.W.O, TU Elocl/iC (torrncHy Texas Ui iiUcs Oonoraimg Co.}. 80/01/1 1. Oocu- 
(MM Cortfol Offlftch (ObcorrieDt Coniiol Desk). 2pp 44058.006-44058.087. 

6801200362 Final Deficiency Rept CP‘87-93 re rroici control ctr starter cocs irwiaily /e- 
podad on 870903.Oe$ign basis documonte issued lo prov.do cdtacia loi coneci csicw- 
lai^n ol orcuH voliego drops under worst case operating cond'iions. 

COUMSiL.W.O. TU Eiocirlro (lotmcriy Toxoa Uii'iiloa Genorei'ng Co.) $8/8i/ii Ooou- 
mont Control Branch (Odoumenl Control Oosk) ?pp. 44067 074-44057.075. 


6601200373 F-naf Dolfciency Repl CP-Q7-I23 ro wire lerivinan^ns not in eccordaftoe w/ 
design drav/ngs Inivaiy reported on 871126. Cables vni: be rpierminaied by 880705 8 
exletnal field wiifro tarminatipne will be vakdaiod. 

COU.NSIL,W.O. TU Efocirlc (lormorly Texas UtiJiiss Qonotaiing Co.). 86/01/11. Ooev- 
meni Control Branch (Decumenl Conirol Desk). 2pp 44067.3K-44057:323, 

6601200414 Final Deficiency Repl CP-88-60 re woaihor proiocUcn for Class IE 
components Inlllail'y repotted on eeiOOZ.Causcd by inaoeouaie sealing 
reo^remenls Electrical Spec 2323-ES-lOO revised.Condit'on not raponaWe poi 
IOCFR50.65(o). 

COUNSIL.W.Q. TU Electric (lormeriy Texas UlUtias QeneiakngCoJ. 66/01/11 Oocu- 
moni Control 6/anch (Oocumeni Control Desk] 2pp. 44057.048-44057.049. 

6801200421 Ifiterim Deficiency Ropt CP-87-51 re backup protection for 480V contain- 
mom e.'eclncai panetralions in.tiol.'y roportod o.i 870720 Spare contacfs Irom backup 
overcurrenl re'ays will be connected ir) broekoi Inp cUcul Next rept by 680461. 
COUNSIL.W.G TU Electric (tormerly Toxas Ulil-lfas Gonerailng Co ). 0S/O1/II (Tocu- 
maiW Control Blanch (Doemnsm Conlio) Desk), ip, 44057 ;245-44057:245 


8601200426 Finer Oeliclency Repl CP-60-09 ro lack ol back up prelection devices tor 
Cfsss lE A nonCiass IE electrical peneVaions Listed solutions w(!( be eps^ed as lo- 
quTed 10 resolve Issues Activib'es wi,l be comp'elod no later than 881020 
COUNSIL,W.O. TO Electric (fCrtineily Texas Olililles Geno/at-ng Co). 88/01/11 Docu- 
ment Conirof Branch (Documanl Conirol Desk), 2pp. 44057:040-44C}57-041. 


8801200456 JnierCm Def'Clency Rapl CP-C5-ae re condu.l not in«altod po# dostan 
(focutnenls inh’dliy roportod on do091d.Uil( )n8p rovos'od nood for hstoo corioctfvo 
acbODs.SchedulB tor tomp'&tlon el corrective action wi.l be submitlod tw 880301 
COUNSIL.W.Q. TU Eleclnc (lormeily Texas Ul.lliias Goneral'ng Co.) 88/01/1 1. Docu- 
ment Control Branch (Document Conirol Desk). 7pp 44058:27^44050 263 


8801200462 Intenm Deficiency Rept Cp.88-10 ra 15 kV bus ampacity rallngOoston 
change aulhotljailon irnJita'.iri9 new bus roi.ngs lor rav lo project & vondor doormartis 
Issuad.Next rept w|i| ba eubmlited no faior loan 660304. 

COLlNSlL,W.Q. TU Electric {formerly Toxas Ulihlias Generalmg Co.l. SB/OI/lf Doew- 
mom Conirol Biancn (Oocumom Conltol Desk.). 2pp, 4405?,fll7.44(j57,oi6. 

6901210012 IniDflm Deficiency Rept CP-87 -40 ro electncal Isolation between Class IE 
4 Non-Class IE eouipmonl.tnilially reporlod on 8707l5.Ac)propfiais devices to sepa- 
^ or^fprnent will be installed Next repl wi.’l be aubmilled by 880408. 

COUNSil.W.G, TU ElecWc (focmoity Toxas UiilWes GenoraVng Co). 68/01/11. Docu- 
ment Conirol Branch (Doou-monl Control Desk). 2pp. 44086.303-44086.304. 


6801210019 Final Dofrc'ency Rept CP-07-3C re deliclenciGS 4 discreparrclas In vendoi 
equipment quaMcalion repia. iniiiaiiy roportod on 8707i5.Doliclencias In reels do rtoi 
adact quakncatlon status o( equipment. 

C0UI^IL|W.(3. TU Elecinc (tormerfy Texas Ut'lilies Genarellng Co ). 66/01/1 1. Docu- 
moni ConuolBianch (Documanl Conirol Desk) ip. 44086'302-44086-302 


68012 1D0S8 inlsiim Dalicfeney Rapt CP-87-1 18 ro purge gas ovorpiassurbetkin 
denaate s'otage & reactor makeup water aloiaga lenks.m iialiy repcxled v 
671023 Ptossure davicos lo be instaModNoxt ropt wi'l be sent by 660415. 
COUNSil.W.G,. MAflSHALL.J.S. TU Elocific (lormorly Texas Ubi’les OoreraL-ng Co) 
88/ot/i3. Oocumont Control Branch (Oocumaiw Conirol Oask). Spp 441C42S2 
44104 294. 

8601210089 Final Dollcioncy Repl CP-e7-e6 ro COCA alfocCS on Hi/AC duel insds 
conieirvnoni innisliy roportod on B70824.Condillon found nol roporfabto jn» 
tOCFRSO BS.per tevievr & psramolflc studios. 

COUNSil.W.G., MARSHaCl.J.S. tu Eleciric (formally Texas Uiili'Jos BenaraincCol 
88/01/13. Document Control Drench (Documont Control Desk). 3pp. 4410»C4)- 
44105.045. 


6601210191 intonm DaDciency Rupl CP-68- lO la oiocirlcei ponotraOon ssiemblM w 
Miod by Runkor Ramo.Compiotlon of corraetive acilons for Un't f roKhadL/M w 
660404.Unit 2 schedule being loimulated.Noxt ropl will be aubmilied by 6W425 
CIXfNStl.W.G , MARSHALL,J.8. TU Eleciiic (lotmatly Texas UW't'SsOaiieriLtaCc; 
68/01/1$. Document Conirol Drench (Oocumont Control Desk]- iP- 44063234 
44083234. 


6601260506 Final Dehcloncy R^i CP-07-53 ro pipo whip roSliari dstO* 
metnoOOtogy.lhitielly roporteo on 87D729 Previous pipe rupture dOsiQh M)cu)BbOhS v) 
be reperformod Mod will bo identiiied in 6608 1 1 genorei conel scheoj'e. 
COUNSil.W.G. TU Eleciric (lormorly Texes Utiliiios Qeneieling Co.) 66/01/16. DKu 
mom Control Branch (DocumatM Control Dosk). 2pp. 44159.01^44168014. 

6601260435 Final Deticlency Ropl CP-87-19 ra ambianl temp el'ocls on MS-T 
aclrretors. Initially roportod on 070711. Actuators returned IQ Rockwe; Ini' fa 
rwaire. Valves will be relnsiallad & corrocilve actions completed by 690101. 
COUNSlL.W O. TU Electric (lormorly Texas Ulilillos GonerallnD Co.). 68/91/13. Dco/ 
meni Coniro) Branch (Documoni Conirol Desk). 2pp. 44170:132-44170:133. 

6801260457 Final Oollcloticy Ropt CP-87-133 re high energy lino btosk ank-VsIs lr>546/ 
reported on 87 l2i8.ModB required will be fdentitled A scheduled for lmpiei7i«niaiion«' 
genera) cmiel schoduls by 860611. 

COUNS/L.W.G. TU Eleclrrc (formerly Toxes Utllilles □onorating Co.). 66/01/16. 003> 
monI Con!'<ri Branch (Document Conirol Doek). 3pp. 44170:129-44170:131. 


8801260476 Final Ooficlency Ropt CP-68-17 ro conirol room hah-tab-.lY. lniiia,lyrefOV 
ed on 860 1 1 6. Now calculations devolopod tor conirol room habiiab-'iiy lexisingcco 
(iol conirol room imalto todiaHon monltots upgiaded. 

COUNSil.W.G. TU Elactrlo (tormerly Texas Ulilillos GoneraUrxg Co). 69/81/1^ 
menl Control Branch [Documanl Control Desk). 2pp. 44170:12/-4-l 170129 

8801280470 Final Daficioncy Ropl CP B7-29 ro fnsirumoniai/on A conL'Cls lor «■ 
la»0h ol component cooling water to reactor coolant pump thermal banl« HX.iniwf 
foportod on 87121 1 . Mods will be evalualod using design basis cniaria. ^ 
COUNSIL.W.G. TU Electric (formerly Toxas Ulililies Goneraling Co-). 86/01/19 Oocu 
menl Control Branch (Oocumeni Control Desk). 2pp. 44170'.126-44170;1Z6. 


8801260467 Final Deficiency Repl CP-87-65 re contalnmenl spray pump reca^^ 
^ngWIlelly reported on 87l208.A((actad piping scheduled to ba replaced w/ASMc 
Cfasa2p/pe 8 Seismic Caiogory I supports By 601216. 

COUNSiL,W.G. TU Etoettic (Tormerly Texas Ulilillos GenetatioQ Co.) ft6/bU*6 Ood> 
mentConl/ol Branch (Document Conirol Desk). 2pp. 44170:123-44170:124 


6601350395 Ftnal Oellcleiicy Rept CP-87-30 re onois in seismic Hue’Acsww tept d 
vondor of Roll-Away Missile Shields. Iniiiaiiy reported on 07O7Ol.Vods urKwnSy s> 
reduce stress in equIpmenl.CondiHon not reportable per 10CFR50.65(^- . , 

COUNSIL.W.G., WOODUN.O.n. TU Eleciric (formerly Texas UliJii/es oeneralire Co) 
08/Q1/I9. Document Conirol Branch (Document Control Desk). 2pp. 44109 353- 
<Mt09;354. 


6801260418 Deficiency repl re listed deficlenclea deemed not reportable pei 
tOCFR50.55le).£valuaifon concluded that if issues uncoirecled.no conmOon adrerse 
to safety of plant operations would occur. List ol deficiencies encf . , 

COUNSk.W.Q.. WOODLAN.D.R. TU Electric (lormeriy Texas Utllilles Qe'’'««'*)SI ^ 
86/01/19. Document Control Branch (Document Control Desk). 2pp. 441IK333- 
44103:334. 
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6801360S43 Final Oelicioncy Flepi CP'67-90 re connocMon of relict velvo piping to RHR 
pump sucl‘on p.p.ng Initially reported on 07i i30.Uni( t corrocdve actions wiM be com- 
picto by 8B0133 Unit 2 actions will bP compleind per const schodule. 

COv'NSIL.W.G., WOODLAN.O.n. TU Electric (foimorly Texes Utilities Generating Co.). 
66/01/'l9. Oocumont Control Branch (Oocument Control Desk). 2pp 44I12:330- 
44112 331. 

M0126C096 F nal Oofic'oncy Repi CP-87-i3g re conleinmoni spray sys pH. iniUally ro- 
lled on C60l06.Cdused by inadeguato chemical additive sys design.OosiQn moo will 
iTplemonted to elmtl.'^alo oui-ol-range pH. Mod will bo comploiod by 681023. 
COUNStL.W.G.. WOOOLAN.O R. TU Etecirlc yormerly Texas Uuuiloa Qertaiattrw Go.). 
89/01/19 Oocurroni Control Branch (Oocumoni Control Desk). 2pp. 44|30'2B/- 
44133298. 

880126013T Svipplomontal Delictertcy Rept CP-Q7-50 re abnormel Wvust boating temp 
on lurtro divo.i) auxi'isry lodwater pump. Initially reported on 070727.CoinploUon ot 
Unit 1 acilo'19 rescheduled lor 860219 Unit 2 actions expected after Unit 1. 

COUNSiL WQ. WOOOLAN.p.R. TU Electric (formerly rexea Uillltres Gonotailng Co3. 
&8/OI/19! Document Control Stanch (Oocumoni Coniiol Oosk). tp. 44124.38(}- 
44124 360. 

6801260185 fmal Oeilciency Root CP-66'16 re containment spray ays chemical addiitvo 
tank 'niteliy reported on 6601 >5. Inaorvice insp program will bo devetopod to monitor 
tank/ piping corrosion rates Completion ani'clpalod oy 681 1 15- 
COCiNSI^L.w.O.. WOOOLAN.O. R. TU Electric (formerly Texes Utilities Generating Co ) 
88/01/16- Oocu.Tient Coniiol Branch (Oocumont control Desk] 2pp. 44123:133- 
44123 134. 

8801280306 Final OeliCiQncy Ropi CP.B7-26 re diosol generator luot oil irarteler pump 
sjctlon UU.InliialV rooorted on 671223 Low & high fuel oil stoiagos will bo implomont- 
ed to allow 7 days of lual oil al 100% power level. 

COUNSIL.W.G., WOOOLAN.O R TU Elociric (lormorly Texas Utiiilies Generating Co.l 
66/01/20 Document Control Branch (Oocument Control Desk) 2pp 44166:134- 
44188:135 

8601260392 Final Oefic'ency Ropi CP-87-e4 ra pressure rolloving capacity of lorrmrio 
venting devlcas.lmllelly reported on 070024.Ex1aling tornado venting analysis will be 
validated to ertsure correct diilorential pressures used. 

COU.NSIL,W Q., WOODLAN.O.n. TU Elociric (loimorly Texas Utiluios Gorterai-'rtg CoJ. 
80/01/20. Oocument Control Branch (Oocumorit Control Oosk). 3pp. 44166075- 
44166077. 

8601260403 Pinal Oetlclency Rapt CP-S7-100 ro containment piping penoicaHons.lmiialiy 
reportad on 671201 RoQuiremont to provide edegualo overpreasuie proloction lor 
coniahmoni penetration added to Design Qasla Oocument OBO-ME-013 
COUNSiL.W.Q., WOOOLAN.O.R. TU Grecirlc (formerly Texas Utilities Gertoraiing Co ). 
86/01/20 Oocumoni Control Branch (Document Conitol Oosk). 2pp 44I66.-073- 
44166.074. 

6801260373 Final OoliC'Sncy Root CP-ez-iOS ra crocked gears irt vaivo 
opa.'Oiore.lnl!iGlly reported on 0709li.Ail allaciod valves & replacement parts will bo 
lewoikod or tepIsced.Unlt f eciivltlos win bocompletod by 66061 1. 

COUNSil..WQ.. WOOOLAN.O.R. TU Etecirlc (tormerty Texas UlUittos Goneralino Co.). 
68/01/21. Oocument Control Branch (Oocumoni Control Oosk). 2pp 44137:001- 
44137.002. 

8801260441 Final Oollc'sncy Ropt CP-87-46 re unsallstactory inlornai cieatanco ipr con- 
ta'nmoni aproy pump motors CPl*CTAPCB 03M 8 04M Inltleiiy ropoded ort 
6707i7.Moior8 cleaned to remove minimal rust, dust 6 metal burrs 
COUNS'C..W.G.. WOOOLAN.O.R. TU Gioctric (Iprmorly Texas UiiHilos Qonorahng Co.). 
66/01/21. OdCurr.ont Control Branch (Oocument Control Desk). 2pp. 44I2B.3S6- 
44128:359. 


T. Hearing trenecripla on nan-antllruat mattera 

8601140066 Parl'Sl response to FOIA ropuest lor hearing transcript App A documents 
end & also avaitabto In POR. 

ORIMSLEY.O.H Division ol Rules & Records (Post 870413). 88/01/tl. 
WILIIAMS.O.G. JRA Associates. 3pp. 44033:122-44033:144. 

-6801140064 Transcript 01640321 hearing In Fort Worth. I X.Pp 11,318- 11.336. 

' Atomic Safety and licensing Board Panel. 84/03/21. 20pp. 44033:125-44033 144. 
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F Security, medical, emergency 8 fire protection plane 

66011)60002 Rev 5 to Emergency Plan Implementing Procedure OZP 600-T1 1. Revised 
Index end. 

• Commonwealth Edison Co. 67/12/22. 2pp. 43065:282-43965-283. 

6801110380 Rovlsod emoigency plan Implementing procedurea.Includfng Rov 7 to BZP 
310-4. ''Assembly & Evacuation of Personnel (Primary Responsibiilly - Siatlon Dkec- 
lor]." & Rev 5 to OZP 380-3, "Posl-Accldont Vent Sleek Sampling o< Wide Range 
Gas...’’ 

’ Commonweslih Edison Co. 87/12/31. 19pp. 43970;130-43970:147. 

66012 1 0204 Ec.-wards Rev 22 to security plan.AH amend Items will be Impiemonlod 
upon recolpl of NRC approval notification w/ listed exceptlpns.Rov withheld (ref 
lOCFfl73 2l). 

BUTTERflELO.L. Coiwonwoalth Edison Co. 68/01/14. Oocument Control Branch 
(Oocument Control Desk). Ip. 44082:166-44002:166. 

6601210176 Rev tO to Procedure BZP tOO-TI, "Station Director (Checklist of inttfal 
OenorahTig Station Emergency Plan RosponsibMee)." W/etnargoncy procedute 
index. 

• Comrnonwoallh Edison Co. 80/01/15. 7pp. 44163:221-44163:227. 

86012806CI3 Forwards SALP Rapid 50-464/68-01 & 60-456/eB-0t for Nov 19S6 . Oct 
1987 

0AVIS.A.B Region 3. Ole o( tho Director. 86/01/22. REED.C. Commonwoellh Edisoo 
Co. 3pp. 44160:196-44160:233. 

'6601280616 SALP RepIS SO-454/86 01 & 50-45S/88 01 lor Nov 1986 • Oct 1987. 

’ Regions. Ole ol tho Director. 68/01/22. 36pp. 44160:199-44160:233. 


J. Insurance & Indemnity Information 

6501220590 Fotwsrds Endorsements 6,6,5 & 3 to NELlA Policies N't,N-2, N-3,N 29.N- 
30.N-42.N.43.N-71.N-03.N-93,N-101 a N-IOS & MAELU Pollcios M-?,M-3.M-26.M- 
30.M-42.M-43.M-7I.M-83,M-e3. M-IOt a M-t08 

OSTEflj Commonwealth Edison Co. 88/01/10. DlNlTZ.I. Ollice ol Nuclear Reactor 
flogutatlon, Dliocloi [Post 870411). 24pp. 44247:190-44247 221. 


P. Operating license stage documents a correspondence 

8601060089 Application for amends to Licenses NPF-37,NPF'66.NPF-72 a NPF-75, re- 
vising Tech Spec Tobies 3.3-1 a 4. 3-1. per Generic Ltr 65-09. Fee paid. 
MUtffiAOER.SC. Commonwealth Edison Co. 07/12/23. MURLEY.T.E. OWce ol Nu- 
clear Reactor Regulation. D,roctor (Post 670411). 2pp. 43927:055-43927.074. 

"6601060095 Proposed Tech Spec Tables 3.3-1 a 4 3-t. "Reacior Trip Sys Insirumon- 
union" a "Reactor Trip Sys Instrumentation Surveilence Roquirements," 
respectively.Dascriplion ol chaises a NSHC onci 

• Commonweallh Edison Co. 67712/23. I6pp. 43927:067-43927:074. 

6801060227 Roquosis comploi.on ol review of author 670901 ltr to TE Murley re Reg 
Quda 1.97 cornpllanca final ropt. 

HUNSAOER.SC. Commonwealth Edison Co. 87/12/36 MURLEY.TE. OHIco ol Nu- 
clear Hoettor Rogulaiion, Oliocioi (Post 67041 1). 2pp. 43962.079 43962.000. 

6601060461 Forwards addi into ro coolant flow velocity et containment recirculallon 
sump screerts.por 671215 toicon 

HUNSAOER.S.C. Commonweollti Edison Co. 67/12/20. MURLEY.T.E 0ll.ee ol Nu 
doar Reactor Regutailon. Director (Post 670411). 3pp. 43991:244-43691:246. 

6601070205 NoiiUcalion of 66OIO6 meeilno w/WesUnghouse Owners Group Operations 
a Analysis Subcommittees In Bsihosda.MD to discuss subcommlllses Investigeilons in 
analysts area ro Generic Ltr 07-12 

TRAMMEll.CM Pioiacl DlrocloralB V. 07/12/30. KNIGHTON, G.W. Prolect DiioclOr- 
nio V. 4pp. 43945344-43645.347. 

6801110421 Advises of Intent to uhLra Bcchlol Topical Ropl.BN-TOP-1 lesilng mothod- 
oiogy at all p’anis 

lEflLONO.l'.C. CommonwesHn Edison Co. 67/12/31. Oocumsnl Conlrol Branch 
(Document Control DosK) Ip. d3906.005-43666.005. 

6801070223 Forwards nonce ol considorallon ol issusnco ol emends to Licenses NPF- 
37.NPF-66,NPF-72 a NPF-7S 6 opportunity lor prior hearing re 671204 request lor 
amond to licensps.Amends wou'd modify Tech specs re heat flux hot channel lector. 
OlSHAN.l. Prolect Dtroctoraie 111-2. 66/Ot/04. BUTTeRFlELO,L. Commonwealth 
EdisonCo 4pp 43952:101-43652-169 

••8601070236 Npnca ot consideration ol issuance of amends to Licenses NPF-37,NPF* 
6$.NPF-72 a NPF-75 a opppituniiy for piior hoering ro 671204 request Amends 
(nodity Tpch Spec Figuie 3.2-2 to heal iiux hot chamai tactet. 

MULIER.O.R. ProlocT Dirociorato III-2. 07/12/23. 5pp. 43052:105-43052:166. 

8801130372 Application lor amends to Licenses NPF-37,NPF-e8,NPF.72 a NPF.75,ro- 
moving two tables Ushng roocior trip ays inairumontaiion a ESP responsa times from 
Tech spocs.Tabies wi.i bo placed m Chapter 16 of FSAR.Foe paid. 

AINGER.K.A Commenwesllh Ed.9Pn Co. 66/01/05. Document Conlrol Branch (Oocu- 
mont Control Desk). 2pp 44001:345-44002:023. 

-8801130391 Proposed Tech Spec8.romoviny Tables 3.3-2 & 3.3-5 re reactor trip sys 
Insinxnentailon a ESF lesponae limes, rospecitvoly. to bo placed in Chapter 16 ol 
FSAR. 

* Comm^weaith Edison Co. 68/01/05. 37pp. 44001:347-44002.023. 

8601140217 Forwards notice of Issusnco of Amends 12 to Licenses NPF-37 a NPF-66 
a Amends 2 to licenses NPF-72 a NPF-75.Amends revised Toch Specs lo allow one- 
time extension ol 16-month Instrument surveillances Interval lo 32 months. 

OLSHAN.L, Prolect Directorate 111-2. 60/01/05. BUTTERFIELD.L. Comrnonwoallh 
Edison Co. 3pp. 44033.095-44033:069. 

-8601140266 Notice of Issuance of Amends 12 to Licenses NPF-37 & NPF-66 a 
Amends 2 to Licenses NPF-72 8 NPF-75.Amonds allowed one- lime oxionsTon lo 32 
months for Interval (ot performing carlalti tO month Instrument sutvel'iancos 
MUaER.O.n. Project Olrecloraie 111-2 86/01/05. 2pp. 44033:098 44033:096. 

9801130221 Provides s'mplllicd ono-lme drawing showing how fire a oil Sumo discharge 
a condonsBlo polisher discharge Interface w/ coolTig water fiume.clrcufal'ng waior 
blowdown a liquid reloass lank. 

AINQER.K.A. Comrnonwoallh Edison Co. 66/01/06 Documenl Control Branch (Oocu- 
mont Conlrt^ Dask). 7pp. 44000:100-44000.106. 

8801200417 Application for amends to Uconsaa NPF-37, NPF-66,NPF. 72 a NPF- 
/S.changing tech Spec Tables 3.3-12 a 4.3-8 to allow more accurate measurement 
of kwor eftluenl discharge (low te’-ir Fee paid. 

HUNSAOER.S.C. Commonwealth Edison Co. 88/01/12. MURLEY.T.E. Office ol Nu- 
clear Reactor Regulation, Director (Post 670411). 2pp. 44066: 135-44066:, 143. 

-9601300425 Proposed Tech Spec Tables 3.3-12 a 4.3-0,allowlng mo<a accuiate meas- 
urement ol lower oflluoni disenargo flow rales. 

• Commonwealth Edison Co. 80/01/12. 7pp. 44086:137-44066:143. 

8601210006 Application for amends to Licenses NPF-37.NPF-e6,NPF-72 a NPF-75, re- 
visfng Tech specs 3.3-13 a 4.3-9 to separate gaseous waste mgl sys oxygen onalyzer 
Into two major componenis.Fee pa d 

HUNSAOER.S.C Commonwealth Edison Co. 88/01/12 MURLEY.T.E. Olfico of Nu- 
clear Reactor Regulation, Director (Post 87041 1). 2pp. 44066:305-44066:317. 

-8801210007 Proposed Tech Spec Tables 3.3-13 a 4.3-9,ievls'ng separate gaseous 
vrasiB mgl oxygen analyzer telo two major components. 

* Commonwealth Edison Co. 86/01/12. 1 fpp. 44066:307-44066:3 17. 

9801260458 Informs that Revs 42-48 ot OA Topical Ropt CE-1-A acceptable per 
IOCFR60.APP B. 

WflfQHT.G.C. Region 3, Ofc ol the Director. 88/01/20. REED.C- Commonwealth 
Ediun Co. 2pp 44125;106-4412S:109. 
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75 tospectvely & safotv evaluat'on 

OLSHAN.LN. SANDS, SP. Pfoiecl Directofal© III-2. 88/01/21. BUTTERFlELD.L. 
Con«Tiow©al\h Edison^. 3pp 4415A.31&4415A.342- 

-0801270148 Amends 14,14,4 & 4 to Ucenses NPF 37.NPF-06.NPF-72 & NPF- 
76,rospectivety.ertef>(3.ng lech Specs a'owable outage inwa bom 72 h to 7 days lor 
several sys 8 aubsysiems. 

MULLER,D Ft. Prolecl D.rectcrata 111-2. 08/01/21. 20cp. 44t54 321-44I54-340- 

-8801270162 Salety evaluai'on supporting Amends I4.t4.4 8 4 to Uconses NPF- 
37,NPF-6S,NPF.72 & WPF.75,re5pect^elV 

' OMce of Nuclear Reactor Regu'ation, Director (Post B70411}. 86/01/21. 2pp. 
44154 :34t-441S4.342. 


Q. lospecllort reports, IE BuHellns 8 correspondence 

6801050236 Requosts exiens'on until 880201 lor completior) ol cormniment lo review 
uu lout olhor plenis por tnsp Bepi 50-454/&7 31. 

JOHNSON.l U. Commonwoallh Edison Co Q7/l2/t5 OAViSAB. Region 3. Otc ol 
the Director. 2pp 44040:259 44040 260. 

8712160369 NRC Info Notice B7-064, "Conviction for Falsfrcaiion of Securliy Traln'ng 
Records." S«c lisi enoL 

ROSSl.C.E. Division ol Operational Events Assessment (Post 870411). 67/12/22. 
Consolidated Edisort Go of New York, l/'c. t20pp 44l63.00l-44l53.l24 

8712170119 NRC Info Notice 87-065. "Piani Operation Beyond Analyzed Condil<ons.‘* 
Svc list end. 

RO&SI,C.E DMS.on dl Operational Evenia Assessment {Post 870411) 87/12/23. 
Consolidated Edison Co. oINew York, inc. I20pp 440S6.00S>44056 127. 

0801 150258 Documents conversations between author 8 R Klesel 8 M Ring d-jniM wks 
ol 871207 & 14 re status of Implementation ol lE Bulletin 05-003 Action Items C & 0 
cctnpleied foi a't lactlittes except Quad OiieaCorr.p'ettortscher^'ei'sted 
.MORGAN,W.E. CommonweaKh Edison Co 87/1^/23. OAVISAB. Reg'on 3. Ole ol 
iho Orroclor. 2pp. 44041:063 44041:055. 

6713230003 SuppI 1 to NRC Info Nol'ce 87-028. "Air SyS Probloms ai USLWRs 'SvC 
l et end. 

ROSSI.CE Division ol Operational Events Assessmenl (Posl 870411). 87/12/28 
Conso'idaled Edison Co. of New Yoik, Inc. I24pp. 43995:130-43995.267 

87122901SS NRC Info Notce 67-066, "Inappropriate Appileal.'on ol Corttmerc>ai-Grade 
Componenle " Svc llsl end. 

ROSSI.CE O.Vsion ol Operational Events Assessment (Post 670411). 67/12731. 
Consolidated Edison Co. or New York, Ine. 120pp. 43395 258-43996018 

6712300091 NRC Info Notice 87-067. "Lessons Learned From Regional maps ol li- 
censee Ad'one in Response to l£ Bu'letm 80-11." Svc astencL 
noSS'.CE ONisloft ol Opetauorwi Evenia Aaaeasmani (Post eTOntt). 67/t2/3i. 
Consolidated Edison Co- of New York, inc- 123pp. 44038.184-44038 288. 

8801140038 Forwards Sdaty tnsp Repts 60-454/81 44 8 50 455/67-42 on 671206- 
II. No vioiaiiona noted. 

SHAPER.wO. Region 3. Ole ol me O-recior 86/0t/06. REEO.C. CommonwOdHh 
Edison Co ?pp. 4ib38:297'44038'306. 

-6801140027 inso Repts 60-454/87 44 8 50 455/87-42 on e7t20a-tl.Novi9leUoAS or 
deviations noted Major areas inspected: operational rediatiort protection ad-vibes 
dunng suNeiHence oulade.inciudmg organitat^ 8 mgi coniici 
QRAHT.Vif.e. QRECER.IR. Redon 3. Ofc ol the Onoctor. 68/81/06. tOpp. 
44036:299-44038 306. 

8601190194 Forwards Safety Insp Repts 60-454/87-43 8 60-455/87-40 on 671201- 
31 No vno'gtions noted. 

FORNEY, WL Redon 3. Otc oi the Qirector. 88/QI/08 REEO.C Co(Mno(w.-eaun 
Edison Co 2 pp. 44045:ie0-44045;f67. 

-8801198202 tnsp Repie 60-464/87-43 & 80-455/87 -40 on 871201 31.No viotawms Or 
devta’-pna noted Major aress inspected uul actions on previous insp 
findnga.bu'iei.'ns.LERa, operations summary.lraining.iocsi leak rate lestmg 8 surveil- 
lance. 

HINOS.J.M. Reg'on 3, Ofc of the Director. 68/01/08. 8pp. 44045:162-44045 167. 

6601200339 Rasponda to NRC 871210 Hr re vlofations noted bi Insp neple SO 454/87- 
41 A 60-4S5/67-36.Corrective edions:Proceduro BAP iCOO-fii crieckiisi 
revised. Senior reactor operator must sign chocklisi to ensure lisi property comploted 
BLfTTERFlELD Commonwealth Ed.son Co. 88/01/08 OAViS.A.d! Region 3. Qlc ol 
the Ofraefor. 4pp. 44058:337-44058:340. 

8601080394 SuppI I to NRC Info Nonce 66 061. "Broken External Closure Sprinos on 
Atwo^ 4 Morrill MSIVs." Svc llsl end. 

ROSSI, C.E. Division ol CperallonsI Events AssesamerrI (Post 670411). 66/01/11. 
Conso'idaled Edison Co. of New York, Inc. 123pp. 44038:04|.4403B;te3 

8801140367 Fo/werds reaponee to NRC 671106 BuHoHn 87-002 requesting hcensees lo 
review receipt Insp requiremenis & Internal controls lor fasteners 8 to Cidependomiy 
delermirte through lesnng II lasieners meal mechenical/chemicsl specs 
MORGAN.W.E. Commonwealth Edison Co. 88/01/12. OAVISAB Region 3 OK ol 
ms Oirector. 250pp. 44045:317-44048:232 

8801220244 Forwards Safety Insp Repts 60.454/87-27 & 60 456/67-25 on 870707-08 
80820-21 8 notke Ol vtoiation. 

HARRISONJJ. Region 3. Ofc ol the Oireclor. 68/01/14 REEO.C CommonwosHh 
Edison Co. 2pp. 44169:157-44159:186. 

-8801220260 Nollce ol violation from insp on 870707-09 8 0820-21. Violations 
nolod.diosel generators techmcalfy Inoperable & In violation of Tech Spec 38.1.1 bom 
receipt ol OL. 

HARRISON, J.J. Region 3, Ofc ol the Oiioctor. 88/01/14. Ip. 44150-159 44158:159. 

-8801220284 Safety Insp Repis 50-454/87-27 & 60-455/87-25 on 870707-08 8 0820- 
2I.Violelioos rvoled Major areas inspected previous insp finditigs.observeikin of malm 
surveniarce aciivities & lralnir>g. 

FALEVITS,2.. GARDNER, R.f^ Region 3, Ole of the DIrecior. 88/01/14. Opp. 
44159.160-44159:165. 


Bulletin 85 003 Veiidity of calculations not fulty confirmed Rosporrse to conco'its nei 
in Insp Repie 60-237/07.30 & 50-240/07-32 conia nod In End 1A. 

MOnGAN.W.E. Commonwealth Edison Co. 88/01/16 OAVtS.A.B. nogion 3, O'; 
the DifeclOf. I07pp. 44006.169-44086 265. 

8601260276 Partial response to FOlA requosis. Forwards App A documents Doccre 
being placed In POR Only files In NRC Ole ol Qovernmenlol 8 Public Af'airs soa/c' 
Iwcwuments responsive lo requosl.per 871028 tnicon 
GRi.MSLEY.O.H. CJivision of Ru'os & Records (Post 870413). 00/01/22. CONYQf 
Doc-Search Associates. 3pp. 44130:290.44139:334. 

-6801200268 Forwards lisiod Insp repts re plant, per request Copy ol results ol ( 
relnsp oHorl 8 ASLB decision will be forwarciod.W/o end. 

KENT.S. NRC ■ NO Doiallod AHiJialion Given. 64/01/17. MYERS.H. AlfiliaUon Nol. 
signed, tp. 44I30’293-44130:293. 

-6601260295 Forwards momo received bom Region III provid-ng chronology of eve 
re davolopmanl ol rolnsp program at plant. Ropt on results ol roinsp did 840112 tK 
produced & will bo forwardod.W/o end. 

KENT.S. Office ol Congressional Affairs (pro 870413). 84/01/23 MYERS.M. ATis 
Not Assigned tp 44136.294 44139:294. 

-6601260300 Forwards list ol Items listed in chrono'ogy of events re relnsp ol c'. 
KENT.S. Office of Congressional Allairs (pre 070413). §4/01/23. MYERS.H Alf's 
Not Assigned tp. 44139 295-44139:295. 

8601260603 Forwards SALP Repts SO-454/B0 01 & 50-455/60-01 lor Nov 1086- 
1987. 

OAVIS.A.B. Region 3. Otc ol tho CUoctor. 8B/01/22. REED.C. Commonwoahh EP 
Co. 3(^ 44160:196-44160 233 

-6601260616 SALP Repts 50 464/68-01 & 50 455/80-01 for Nov 1986 • Oct 1987. 

’ Region 3, Ofc ol Iho Oireclor. 88/01/22. 35pp. 44160:190-44160 233. 


R. Perlodio operatlnQ reports 8 related correspondence 


8601190070 Monihlv oporaMna repis lor Dec 19S7.W/8601 10 Itr. 

SPIT2ER.D J., QUERIO.R.E Commonwoallh Edison Co 87/12/31. 14pp. 44363< 
44063 074. 


S. Reportable occurrences, LERs 8 related correspondence 


8801040560 ROon 670926.durmg mpnlhly oporab-Nty survoiHance of dlase' getst 
lA.foel Oil leak occurred al connoclion of fuol pump w/luei pump 3-scf. 
hne.Cauaod by decked filling si cylinder pump cfischame.Pump & line replaced 
OUERlO.R E Commonwoeith Edison Co. 87/12/21. (JAVISAB. Roglon 3. Ofcol 
Oeeclor. I7pp 43966:00f-43066:017. 

6601280678 cER 87-0l9-0i:on 870012, ihroiHe vatve laiVe during inroibe to QOva 
valve iranaler on main turbine caused turbine overspeod Caused by fnileo Me 
servo vaivo Deloctivo valve roplaeed W/6601 18 Hr. 

ORiNDlE.O.. OUERiO,R,E. Commonwoallh Edison Co. 08/01/18. 5pp. 44160. 
44160:287. 


V. Operator Examinations 

8801200231 Partial response lo FOlA request lor documonis ro worker va 'tlnp 
grams 8 INPO training sccrodiieiion Forwards App F docurnsnis-App E & F d 
mania also availab'o in PDR.Addi records also aveifabla in PDR under Boaaong Fi 
87-204 

GRiMSLEY.D.H. Division ol Rules & Records (Post 870413). 88/01/12. BOLE 
PuN,'c Ciiiten'a Cilticol Mass Energy Prolsct. Bpp. 44i 18:001-441 18039. 

-8801220136 Advises Of attendance ai 670923 Nall Nuclear Accrediting Board nei 
at INPO otes In Atlanta, GA re Iralnino programs ol two planla.Ends Include li! 
Board membor rtames & sllendeos A 87i IQS plant status accrod.iaiion table. 
GieSON.AF Region 2, Ofc ol Ihe Oireclor. 87/11/02. nOE,J. Division ol Lice. 
Periwmarwio 8 QueLty Evaluation (Poai 670411). Bpp. 44119.169-44119.166. 

8801280603 Porwaids SALP RopIS 50-454/88-01 & 50-455/86 01 lor Nov 1986 • 
1987. 

OAVIS.A.B. Region 8, Otc of the Director. 80/01/22. REED.C. Commonwealth £« 
Co. 3w- 44160.I9B-441B0.233. 

-8801260615 SALP Repts 60-464/88-01 8 60-455/88 01 for Nov 1986 -Oci 1987. 
* R^n 3. Ole ol me Director. 68/01/22. 35pp. 44160:199-44180.233. 
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F. Security, medical, emergency A fire protection plana 

6001080002 Rev 5 to Emergency Plan Implementing Procedure G2P SOO-T 1 1. Rei 
Index encl. 

* Commonwealth Edison Co 87/12/22. 2pp. 43965:282-43065:283. 

6801110380 Revised emergency plan implementing proceduies,inciutl-ng fte-v 7 to 
310-4, “Assembly A Evacuation ol Personnel (Primary Responsibility - Station L 
lor)," & Rev 5 10 BZP 380-3, "Post-Accident Vent Stack Sampling ol Wde-R. 
Gas..." 

* Commonweallh Edison Co. 87/12/31. 19pp. 43970:100-43070:147. 

6601210204 Forwards Rev 2? to security plan.AII amend items will be Implema 
upon receipt ol NRC approval notification w/ Hated excepHons.Rev withheld 
10CFR73 21). 

BUTTERFIELD.L. Commonwealth Edison Co- 06/01/14. DocumonI Conuol B' 
(Document Control Desk), ip. 440e2'.i68-44062:166. 
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M0121O173 Rev 10 (o Procedure BZP 100-T1, "Siaiion Director (Cttocfclisi of Inlilal 
Qeroiatii>g Station Emergency Plan nesponsib’lilies) ” W/ometgency procedure 
Index. 

• Comrror.wealth EdisoriCo. 88/01/16. 7pp. 44163:221-44163:227. 

8801280803 Forwards SALP Repts 50-4S4/e8-01 & SO-455/oa oi for Nov 1986 - Oct 
1987. 

OAViSAB. Region 3. Ofc of the Director. 8S/0t/22. REED.C. Commonweelili Edison 
Co. 3pp. 44160:196-44160:233. 

>8801280615 SALP Repta 50-454/68-01 & 50-455/88-01 lor Nov 1988 • Ocl 1967. 

' Region 3. Ofc of the Director. 68/01/22. 35pp. 44160:109-44160.233. 


J. Itvauranee 8 Indemnity Inlormatlon 

6801220599 Forwards Endorsements 6.6.5 & 3 to NELIA Policies N-1.N-2. N-3.N-2e.N- 
33.N-42.N-43.N-71.N-e3,N-g3.N-101 & N-108 & MAGLU Policies M-2.M-3.M-29.M- 
30,M-42.M-43,M-7i,M-83,M-93. M-101 &M 108 

OSTERj. Comrnonwealth Edison Co. 88/01/19. DINITZ.I. Office of Nuclear Reactor 
Regulation. Director (Post 870411). 24pp. 44247:198 44247:221. 


P.OparelIng license siege documents & correspondence 

8801120090 Forwards Info re Resource Technlcel Svcs.Inc, Including summary ol NRC 
contract work, NRC Form 26 lor three existing conlracta, audit Info.wotk Nslory & ksts 
of oimortise available for special inspa & of current resource avca. 

FELTHOUS.R.A. Resource Technical Services, Inc NRC-2e-B7-4l7. 87/12/16. 
JOHNSON.E.H. Region 4, Ofc ol the Olreclor. 71pp. 43998:230-43908.300. 

8801060069 App'lcaUon for amenda to Licenses NPF-37.NPF-ee.NPF-72 & NPF-76.(o- 
vising Tech Spec Tables 3.3-1 & 4. 3-1, per Generic Lir 85-09. Fee peki. 
HUf^OER.S.C. Commonwealth Edison Co 87/12/23 MURLEY.T.E. Olllce oi Nu- 
clear Reactor Reguladon, Director (Post 870411). 2pp. 43927:055-43027.074. 

-8801060095 Proposed Tech Spec Tables 3 3-1 & 4 3-1, 'Reaclor Trip SyS Insirumon- 
teion*' A “Reeclor Trip Sya Instrumentellon Surveillance Reguiromenls.” 
respectively.Oescription of changes & NSHC end. 

' Cemmonwealih Edison Co. 87/12/23 lapp. 43927:057-43927.074. 

1801050227 Requeala completion of review of author 670901 Ur to TE Mutloy re Rag 
Guide 1.97 con^llanca final rept. 

HUNSAOER.S.C. Commonwealth Ed son Co. 67/t2/36. MURLEV.TE Oltice ol Nu- 
clear Reactor Regulation, Director (Post 87041 1). 2pp. 43962 079-43962.080. 

8801060481 Forwards addi info re coo'ant flow velocity at containment reclrcuieuon 
sumo Bcreen8.96r 87121S lelcon 

HUNSADER.S.C Commonwealth Edison Co. 87/12/28. MURLEY.T.E. OHice ol Nu- 
clear Reactor Regulation. Director (Post 870411). 3pp 43991:244-43991:246. 

8801070205 Nofjflcaiion ol 680108 meeting w/Weaiinghou$e Owners Group Operauone 
8 Analysis Subcommlilaes in BsIhesda.MO to discuss subcommittees invesii^ions m 
analysis aroa c« Qeneno L(r 87-12. 

TRAMMELL.C M. Prolect Oireciorale V. 87/12/30. KNIGKTON.Q W. Prolect Oirecior- 
e'e V. 4pp. 4394S;344-4394S:347. 

5801110421 Advises ol Intent to utilize Bechtel Topical Repi.BN-TOP-t leatmg method- 
ology si all pisnia. 

LEBLONO.P.C. Commonwealth Edison Co. 87/12/31 Document Control Branch 
(Ooeurrtani Control Oeak). ip. 43986:005-43986.003. 

8601070232 Forwards notice ol consideration of iasuanco of amends to Licertsos NPF- 
37,NPF-6e,NPF-72 5 NPF-7S & opportunity for prior hearing re 871204 teQueal for 
amend to ilcanaes Amenda would modify Tech Specs re heat dux nol channel factor. 
OLSHAN.L. Prolect Directorate 111-2. 68/01/04. BUnERFlELD.L Commonweahh 
Edison Co. 4pp. 43952:181-43632:189. 

-8501070236 Notice of consideration ol Issuance of amends to LIcoriaes NPF-37.NPF- 
68.NPF-72 A NPF-76 A opportunity for prior hearing re 871204 roqueai Amends 
nodify Tech Spec Figure 3.2-2 re heat (lux hot channel factor. 

MULLER, D.n. Project Directorale III-2. 87/12/23. 6pp. 439S2;te5-43052:189. 

8801130372 Application (or amends to Licenses NPF-37.NPF.ee.NPF-72 A NPF-75.re- 
movino two leblaa listirrg reactor Inp sya Instrumenlalion A ESF rosponse tlrnee hom 
Tech Spocs.Tablee will be placed in Chapter 16 ol FSAR.Feo paid. 

AINGEfl.K A. Commonweallh Edison Co. 88/01/05. Document Control Branch (Oocu- 
mane Control Oosk). 2pp. 44001:343-44002:023. 

-8501130391 Proposed Tech Specs, removing Tables 3.3-2 A 3.3-5 re reaclor trip sye 
Inslrumencation A ESF response limes, respeciively. to be placed In Chapter I6 of 
FSAR. 

• Commonwealth Edison Co. 88/01/05. 37pp. 44001:347-44002.023. 

5501140217 Fonwards notice of issuance of Amends 12 to Ucenses NPF-37 A NPF.66 
A Amends 2 to Licenses NPF-72 A NPF-76.Amen08 revised Tech Specs to allow ot»o- 
Ivne extension of 18-inonth instrument surveillances Interval to 32 months. 

OLSHAN.L. FToIect Directorate 111-2, 88/01/05. BUTTERFIELD, L. Commonweellh 
EdsonCo. 3pp. 44033:095-44033.099. 

-8801140266 Notice of issuance of Amende 12 to Licenses NPF-37 A NPF-6e A 
Amende 2 to Licenses NPF-72 A NPF-76.Amend8 allowed one- lime extensllon to 32 
months for Interval lor jjerformlng certain 18-mohlh Instrument surveillances. 
MULLER.D.R. Project Directorate 111-2. 88/01/05. 2pp. 44033:098-44033:099. 

5601130221 Provides simplified one-line drawing showing how lire A oil sump discharge 
A condensate polisher discharge Interlace w/ cooling water flume.clrcumting water 
bfowdown A liquid release tank. 

AiNQEfl.KA Comrrjonweatth Edison Co. 88/01/06. Document Control Branch (Docu- 
ment Control Desk). 7pp. 44000.(00-44000:106. 

5801200417 plication for amenda to LIcenaea NPF-37, NPF-66,NPF-72 A NPF- 
76,clMngltv Tech Spoo Tables 3.3-12 A 4.3-8 to allow more accurate measurement 
of lower effluent discharge (low rates. Fee paid. 

HUNSADER.S.C. Commonwealth Edison Co. 68/01/12. MURLEY.T.E. Office of Nu- 
clear Reaclor Regulation, Director (Post 87041 1). 2pp. 44066:136-44066:143 


-6801200426 Proposed Tech Spec Tables 3.3-12 A 4 3-8.allowlng more accurate meas- 
urement ol lower ellluenl disenarge llow rales. 

' Commonwealth Ed-son Co. 88/01/12. 7pp. 44066 137 44066:143. 

8601210005 Application lor amends to Ucensoa NPF-37.NPF-66,NPF-72 A NPF-76, re- 
vlang Tech Specs 3.3-t3 A 4.3-9 to separate gaseous waste mgl ays oxygen analyzer 
Into two m^or cornponenta Foe paid. 

HUNSAOeH,S.C. Commonweallh Edison Co. 88/01/12. MURLEY.T.E. Otilco ol Nu- 
clear Raaclor Regulation. Director (Post 870411). 2pp. 44086:305.44068:317. 

-8801210007 Proposed Tech Spec Tables 3.3-13 A 4.3-9.revlsing separate gaseous 
waaio mgt oxygen analyzer Into two major components. 

* Commonwealth Edison Co. 66/01/12. itpp. 44066*307-44066:317. 

6801260458 Inlorms that Revs 42-48 of OA Topical Ropt CE-i-A acceotabla oar 
lOCFRSO.App B 

WfltGHT.Q.C Region 3, Ole ol the Oirecior. 88/01/20. REED.C. Commonweallh 
EdtSOnCo 2pp 44125:108.44125:100 

8801270132 Forwards Amends 14,14,4 A 4 to Licenses NPF-37, NPF -66, NPF-72 A NPF- 
7S.ro^c(ivG!y A aaloty evaluation. 

OLSHAN.L.N. SANDS,S.P. Project Directorate III-2. 60/01/21. BUTTERFiELD.L 
Commorwvealih Edison Co. 3pp. 44154:316 44154.342 

-8601270146 Amende 14,14,4 A 4 to LIcenaea NPF-37.NPF-6e,NPF-72 A NPF- 
7S,tospeclivo1y.exiondlno Tech Specs allowable outage times from 72 h to 7 days lor 
aevorai ays A subsystems. 

MULLER.OR. Project Direciorala 111-2. 68/01/21. 20pp. 44154:321-44154:340. 

-8601270162 Salety evaluation supporting Amends 14,14,4 A 4 to Licenses NPF- 
37.NPF-68.NPF-72 A NPF-75,resp0ctlvoly. 

* Otftce ol Nuclear Reactor Regulation, Director (Post 670411). 88/0t/2l. 2op 
44154341-44164:342. 


O. Intpecllon reports, IE Bulletins A correspondence 

6801050236 Requests extension until 660201 lor completion of commitment to review 
ubl four other plar^is per Insp Rept 60-454/67-3 1 . 

J(3HNSON.iM. Commonweallh Edison Co. 07/12/16. DAVIS.AB. Region 3, Ofc of 
the Olmctor. 2pp. 44040.259 44040:260 

8712180389 NRC info Notice 67-064, "Conviction lor Falsification of Security Training 
Records." Sve list enci 

ROSSi.C.E. Division of Opetatlor>el Events Assessment (Post 670411). 87/12/22. 
Consohdatad Ed’Son Co. of New York, mo. I20pp. 44l63.001-44t63:l24. 

67tf 170119 NRC Info Notice 87-085, "Plenf Operalion Beyond Analyzed Condlf-'ons." 
Sve list enci 

ROSSI.CE. OMsioh of Operaiional Evonia Assessment (Post 070411). 87/12/23. 
Consobdeied Edison Co. of New York, Inc. I20pp. 44056.00S-4406B:127. 

6801 150256 Documents conversations between euthoi A R Kiose) A M Ring during wks 
of 871207 A 14 re status ot implomeniaHon ot IE Bulletin 65-003.Actlon riems (j A 0 
conwieied lor an Isciiiiies except Quad Cities Completion schedule listed. 
S^QAN.W.E. Commonwealth Edison Co. 67/(2/23. DAVIS, A.B. Region 3, Ofc ol 
theOirector. 2pp. 4404I.053-44041.055. 

8712230003 SuppI 1 to NRC Into Notice 67-026. "Air Sy$ Problems al US LWRs." SvC 
itsi oflcf. 

ROSSI.CE- Division of Operational Events Assessment (Post 070411). 67/12/26. 
Consondaied Edison Co. of New York, ino. t24pp. 43095:138-43995:257. 

8712290165 NRC Info Notice 67-066, "Inapproprlalo Application ol Commerclal-Crade 
Con^nenis." 5vc list enci. 

ROSSI.C.E. OMelon ol Operational Events Assessment (Post 870411). 87/12/31. 
Consoiidaied Edison Co. of New York, ino. I20pp. 43995:258 43996.016. 

0712300091 NRC Info Notice 07-067, "Lessons Learned From Regional fnsps of Li- 
censee Actions m Response to IE Bulletin 60-1 1." Sve I'Sl end. 

ROSSI.CE. Division ol Operational Events Assessment (Post 670411) 87/12/31. 
ConsoWatad Edison Co. ol New York, Inc I23pp. 44036:164-44038:266. 

8001140025 Forwards Sefoty Insp Repfs 60-464/87-44 A 50-455/67-42 on 671206- 
II.No violations noted. 

SHAFER.W.D. Region 3, Ofo of the Director. 88/01/06. REED.C. Commonwealth 
Editor) Co. 2pp. 44036:297-44038:308. 

-9601140027 Insp Repta 60-454/67-44 A 50-465/67-42 on 671206-11. No violations or 
devtatlons noted.Mejor areas Inspocied: operational radiation protection activities 
during surveUsnce outage, Including organIzeUon A mgt control. 

GHANT.W.B. GHEQEft.L.R. Region 3, Ole ol The Director. 80/01/06. 10pp. 
44O38:299-44038 300. 

8801190194 Forwards Safety Insp Repts 60-454/87-43 A 60-455/87-40 on 671201- 
3t.No violations noted 

FORNEY.W.L. Region 3. Olo ol the Director. 86/01/08. REED.C Commonwealth 
Fjfison Co. 2pp 44045:160-44045:167. 

-8801190202 Insp Repts 50-464/67-43 A 60-455/87-40 on 87l201-3l.No violations or 
deviations noted. Major areas In8pected:ul:l actions on previous Insp 
flndlngs.bulletins.LERB.operallons summery.lralnlng.local leak rate testing A survell- 
lattce. 

HINOS,JM. Region 3, Olo of the Director. 86/01/08. 6pp. 44045:162-44045:167. 

8801200399 Responds to NRC 671210 Itr re violations noted In Insp Repts 50-454/67- 
41 A 60-465/87-36.CotTecUve actlon$:Procedure BAP 1600*T11 checklist 
revlsed.Senlor reactor operator must sign checklist to ensure list properly completed. 
BUTTERFIELD Commonweallh Ed'son Co. 86/Ot/OB. DAVIS.A.^ Region 3, Ofo of 
(ha Director. 4pp. 440S6:337-44056'340. 

8801060304 SuppI 1 to NRC Info Notice 86-061, "Broken External Closure Springs on 
Atwood A Morrill MSIVa." 8vc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 670411). 86/01/11. 
Consolidated Edison Co. of New York, inc. 123pp. 44038:041-44038:163 


review receipi insp reouireitienss & inlefnal cofltols la lesiene/s & to Indepemfow/ 

delenn>M ihfCKKJh (astro rf (esiorersmeei mechan^l/cheimcsispecs- 

MORGAN.WE Cofrynowea.’(h Edson Co 66/0^12- OAVIS.AB. Reeton 3. Ofc ol 
U>a Diractcx. SSOpp 44CMt 317-44046232. 

M01930244 Fofwafds Salflty Ifisp ftepls &0-464/e7-27 & 60-455/S7-25 on 870707-09 
8 0820-21 & notes ol violaUon. 

HAflRISONjJ Region 3, Ole d ma Oecrof 88/01/14 R£eO.C. Coiwnonweailh 
Edison Co 2pp- 44189^16?-44I69 166 


-8801220H0 Hotca o( vVSaton f<Ofn insp on 8707Q7-09 & 0920-21 VJoleliOflS 
noied.diesai genoraiore teehrucaiiy (nopwabra 8 in vtoia'jon of Tech Spec 3-8.1. i Kom 
rec^l ol OL 

HARRISON.JJ. Region 3. Ofc ol Ihe Direciof. 88/01/14. Ip. 44159 159-44 ISO ISO. 


•-M0t2207£4 Salely Insp Repts 50-454/67-27 8 50-455/87-25 on 870707-09 8 0820- 
21.V^«labOAs noted Usfor a/eas inspected prev4o<ja msp ri/K5ngs.obsoivali(tn of meinl 
sorveaiance ac(ivit>es A bs-ining. 

FALEVITS.2-. GARDhEn.Rtr Region 3, Ole ol tho CWecKX. 88/0I/J4. 

44166 160-44169:165. 


8801210030 Fonvaids venficalwn ol compta'Xm ol {xogiern te s:«/.teh S8tt>nga.pe< IE 
BuRetn 85-003 Validity of caloi'aiions not fully corf/med Rasponso to concerns naiad 
In Insp Repts 50-237/87-33 8 50-249/87-32 contai'ned in Enel 1A 
MORGAN.WE. Conunonweallh Edison Co 88/01/15 OAVtS.AS. Reglpn 3. Ofc ol 
the Director. t07pp. 44086:159-44086 265. 

860I2M37S Partial response to FOIA reguasts Forwards App A tfocuntertts. Oocunants 
being placed m POROniy files (isNRCOIc of Gprerntrientel & Fu&i>c AKawe searched 
lor ooMmenis responsve lo rcouesl.per 871028 letcon. 

GRIMSLEY.O.H. Ordson ol Rules & Records (PosI 870413) 88/01/22. CONNOR.L 
Ooc-Seardt Associates. 3pp. 44139 290-44139394. 

-8801260788 Forwards listed msp tapis le pianl.par raguastCopy ol tosulis of C-£ 
leinsp effort A ASLQ decision will be forwarded W/o encl. 

KENT.S. NRC - No Oetai'ed Aiaiation Gven 64/01/17. MYERS.H. AtAhatkM Not As- 
signed Ip. 44139293 44139293 

-880I26029S Forwards memo tecerved liam Region HI provicing chronology of events 
re davalopmenl ol lelnsp program at pIsniRcpi on resists of teirtsp (Itd640)t2t>e'ng 
produced 6 wiN be lorwardadW/o anci. 

KENT.S Office ol C^ressional Alfei/a (pre 870413) 84/01/23. MYER3H AKAanon 
Not Assigned. Ip. 44 ldV294.44i39:294. 

-6801260300 Forwards hai ot Hems bated in cfirortoiogy ol events re reinsp ol plant 
KENT.S Office of Congressional Adairs {pro 870413) 64/01/23. MYERS H AHIKatton 
NolAssigned. ip. 44139;295-44f39-.295 

6601280603 Forwards SALP Rapis S(M54/68-0i 6 50-455/88-01 for Nov 1986 • Oct 
1987. 

DAVIS, AB Region 3. CWc ol the Oireclor. 88/01/22 REEO.C. Cornnonweailh Cdtsan 
Co. 3pp. 44160:196-44180233. 


bhAiUWUUU oirri icriN.uNi I o i nnu a.uucKOi rvos bU-450 And 50-45? i 
weafih Edison Company] 


• Division of Roactor Projacis • IN.iV.V & Special Rrolecls iPos' &7n4ni 
1002 805. 67/12/31. 21pp. 43975:207.43976:229. ' 


8801130384 Forwards SSER 5 10 NUHEO-1002. 

MULLER, D.n. Project Direoloreie (11-2. OG/Ol/05. BUTTEnFlELDL Cnw 
Edison Co. 24pp. 44005:297-4400&:320. ' 


F. Security, medical, emergency A fire protection plans 

8801120218 Revised procedures, Including Rov a lo Bw2P 600-2 “Sieuin 
List*’ A Rev 8 10 Bw2P 600-2A1. "App A. Station Personnci.EliecUve Juvw 
Revised index includod. 

* Commonwealth Edison Co. 87/12/21. 19pp. 43990:235-43990.253. 

8601120026 Revised emeigency plan Implomenling piocedurcs Includno 
BwZP 600-1, ‘'Priorlllrad Call Listing for SiafI Augmontadon" & Rev 7 u p 
1A1, "App A, Guidance lor Stall Augmenlaiion Eflecilve Jan-Uar I9g8 " 

’ Commonwealih Edison Co. 67/12A','>. 33pp. 43987 248-43997:280 

8801210187 Forwards Rev 16 lo securlly plan.Aii amend Hams will be m 
upon receipt ol NHC approval noiiricailon w/ llslod oxceptione includ'ng r>i 
dnoyirhen card key access not luncllonaVRov wrtliheld (ret 10CFR73.21) 
BUTTERFIELD.L. Commonwealth Edison Co. 80/01/14. Oocunier.l Cenu 
(DocumenI Control Desk), ip. 44083:221-44003 22l . 

8801260596 Forwards FEMA 871231 memo ro planl-^oclfic ofislie medical 
MliLes lor stele & local Qovi, reviewed by FEMA on 871203.Roc|jlremonlsol 
Memo M£-1. "Medical Sves," salislled by Stelo of IL. 

KRIMM.R.W. Federal Emergency Msnagemonl Agency. 86/01/21. CO.VGSI 
slon ol Radialion Prolectlon & Emergency Preperodness (Post 0704 
44160:243-44160:245. 


G. Adjudicatory corraapondenca 

8801130028 Informs (hat Ml Miller & author moved to another law fur^, 
AuaUn.ellecilva on OBOIOl.Aulhor & Ml UH'er will continue lo ropreseni uii 
dresses A lelophone numbers listed. W/Ceriii:cate ol Svc. 

STEPTOE.P.P. SIdley & Austin. #188 6294. 8B/01/07. ROSel 

JOHNSON, R.W., WILBER, H. Atomic Safety and Ucens'ng Appeal Pe 
43669.233-43889.236. 

86011601)56 informs lhat end Interveners motion to reconsider Board 6707i 
rsndum & order on isie-fHed conienllon being entered into record ol p'ocee 
talned by Oio ol Secretary. 

JULIAN, E.L. DMVeling & Servtcoa Branch. #186 8322. 68/01/11. DoeVav 
ices Branch. 4pp. 44033:266-44033:250. 


-6801260618 SALP Repls 50-454/8841 A 50 45S/88<ll (or Nov 1986 • OM 1667. 
* Region 3, Ofc of the Ouecior. 88/01/22 35pp 44160 199-44160233 

fl. Pariodle opeitUng reports 6 lelsied correspondence 


889I26035S RequestB ihsi NRC svo lists A meeiing lists ravtsad lofnc'-udsi 
address of auirtor lo listed address. Related correspondence. 
STEPTOE.P.P. SIdley 6 Ausiln. #166 6383. 88/01/11. ClEMENTS.W.L. Ck 
Sarvicoe Branch. Ip. 44099:176-44099:175. 


6601 18^70 Monthly imresng r*po rcr Dec 1967 W/580II0 llr 
SP^ER OJ,, QUERiORE Cortvnonwesfh Edison Co. 67/12/31. I4pp, 44063.06>* 


S. neporubte occurrences, UCRs 6 related correspondence 

8601060924 l£R 874320-00 on 67l202.unsnticip81ad water dtecharged into primary svS 
when safety irtiecbon eccumuiaiors d^cheege UWabon vahes ope^ Caused by de- 
fecUva procedure Procedme revised to Include pfec4uik>aW/871230lv. 

BRINOLE.0. QUERIO.fl.E Commonwealth Eoison Co 97/12/30. 4pp 43916.-352- 


«l. ineurenee A Indemnity inlormJitlen 

66012713232 Fbiwards Endorsements 16 & 13 to NELIA Policy NF-294 &MAE 
Mf • 1 26.respeoilveiy. 

03TER,J. Commonwaaiih Edison Co. 88/01/14. OINITZ,!. ONice ol Nuclei 
Regulation. Director (Post 670411}. 3pp. 44166:009-44169:011. 

6801220596 ForwaAls EndorsemenlB 6,6,5 & 3 to NELIA Policies N-l,N-2, N- 
30.N-42,N-43,N-71.N-63.N-93.N-101 A N-106 A MAELU PoHcles 
30.M-42.M-43.M-71.M-&3.M-83. M-tOt A M-108. 

OSTER j. Commonwealth Ediaon Co. 68/01/19. OlNITE.I. Otfice ol Nuclee 
RepMallon, Oireclor (Poat 870411). 24pp. 44247:196-44247:221. 


V. Operslor Examlnetlcni 

8801200231 PMal response lo FOIA request tor documents re worker VtsMra oro- 
grams A INPO Iralnittg accraStatwn.Forwards App F documenisApp E 8 F dow- 
mwts also available In FOR AddI records also available (i* PGR urvdet BoWong FOIA- 
87*204. ^ 

GRlMSlEY,O.H. ftvision ol Rules A Records (PosI 870413) 08/01/12 BOIEYK. 
Pubbe QtBen a CYlUca) Mass Energy PtojecL 8pp. 44116 001-44118 039. 

Advises ol attendance at 87(3923 NeO Nucloar Accre<Mi« Board meeuw 
at INPO olcs In Allanla.GA te training pograms al two pianis E^ mdwde llsi ol 
names A attendees A S/llOsplani slshrs accrediielion (able. 
GIB^AF. Regwi 2, O e ol the Duectof. 87/11/02. ROE.J Ovision ol Ucenaeo 
Performa/MQ A Quality Evaluation (Post 870411}. 8pp 44lt9.l59-44|l9:i96. 

A«^0603 Forwards SALP Repta «M54/66431 & 5(3-455/66-01 (or Mov 1986 - Del 

'« Nov 1966-001 1967 

Region 3, Ofc ol the Oireclor. 68/01/22. 35pp. 44160.199-44160.233 

DOCKET STH-50>456 eflAIOVVOOO STATION, UNIT 1 


E. NRC Safely Evaiuailon Report (SER}, suppis A correspondence 


**J w?NflC “* (NUREG-!002),tor Wo.lieme discussed previous 

HUNWDER.se. Commonwaatth Edison Co. 87/12/28. MURLEY.TE. OUlca ol Nir 
dear Reactor Regulali^ Director (PosI 8704 1 1 ). 2pp 43979.067-43979.068. 


P- Operating license stsge doci/menls A correepondertce 


8801120090 FcKwards Info re Resource Technical Svc8.ljtc, Including summar 
conbacl worIc.NRC Form 26 lor three exisling conlracts, audit info, work Wsti 
ol ewenise aysHeble foi special Inspe & ol cuneni lasouice s-rcs. 
FELTHOUS.R.A. Resource Technical Services, Inc. NHC-26-07-417. i 
JOHNSON.E.H. Region 4. Ofc of Ihe Director. 71pp. 43998 230-43999.300. 


660I08I3006 Applicstlon for amende lo Licenses NPF-37,NPF.66,NPF-72 A 
vising Tech Spec Tables 3.3-) A 4.3-1 .per Oenerio Ltr a5-09.Fee paid. ^ 
HUNSAOER,Sc. Commonweallh Edison Co. 87/12/23. MURLEY.T.E Ol 
Clear Resefot RegtJlallon, Diroctw (Post 870411). 2pp. 43927.C55-43027OJ 


-8801000096 Proposed Tech Spec Tables 3.3-1 A 4.3-1, •'fleador Trip Sys f 
taUon" A "Reactor Trip Sys Inslrumanlallon Surve'ilanco fl8<)» 
res^Uveiy Oasci^Hon ol cnanges A NSHC end. 

Commonwealth Edison Co. 87/12/23. 18pp 43627:057-43927;074 





«euimu48i Forwards addl inro re coolant How velocity 
sump Bcreensper 871216 taicon. 

HLlNSA,OER,8.C. Commonwealth Edison Co. 67/12/28. MURLEY.TJ. 0 
clear Reactor Regulation. Director (PosI 67041 1}. 3pp. 43991 244-43991:2 


6601070296 Notification of 660106 meeting w/WestInghouse Owners Group C 
A Analysis Svbcomn^tlees Irt Be|he^a,MD lo discuss subeommiiiees invesu 

V. 87/12/30. KNiQHTON.G.W. PrO|ecl 
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110421 Advises of IntonI lo utilize Goctilel Topical Rept,BN-TOP-t costing method- 
«at all plants. 

BLONO.P.C. Cohinnonwaallti Edison Co. 87/12/31. Document Control Branch 
xumaat Control Desk), ip. 43986:005-43986:005. 

070322 Forwards notice of consideration of Issuance of amends to Licenses NPF- 
,NPF-66.MPF.72 & NPF-76 4 opportunity for prior hearing re 871204 roqueal for 
lend lo r^onses Amends would modify Tech Specs re heat flux hot channel factor. 
SHAN.L- Protect Directorate 111-2. 86/01/04. BUTTERFlELQ.L. Commonwealth 
iSOnCo. 4pp. 43982:181-43952.189. 

11070236 Notice of consideration of Issuance of amenda to Licenses NPF-37.NPF- 
,h'PF-72 & NPF-76 & opportunity for prior hearing re 871204 request.Amends 
idfy Tech Spec Figure 3.2-2 ro heat flux not channel factor. 

JLLEFt.O.R. Project Directorate III-2. 87/12/23. 6pp. 43952:185-43952:189. 

130372 Appticellon for amends to Licenses NPF-37.NPF-60,NPF-72 4 NPF.75.re- 
)4ng two tabfes listing reactor trip sys instrumentation 4 ESF response times from 
ch spece.Tables will be placed In Chapter 16 of FSAR.Fee paid. 

‘iCER.K. A. Commonwearth Edison Co. 88/01/05. Document Control Branch (Oocu- 
ml Co/lUPl Desk). 2pp. 44001.345-44002:023. 

11130391 Proposed Tech Specs, removing Tables 3.3-2 & 3.3-5 re reactor trip sya 
trumenUitlon & ESF response Iime8.re8pecllvely. to bo placed In Chapter I6 of 

;ar. 

:ommonw9alth Edison Co. 86/01/05. 37pp. 44001:347 44002:023. 

!14l)217 Forwards notice of Issuance of Amends 12 to Licenses NPF 37 4 NPF-06 
Amends 2 lo Ucenses NPF.72 4 NPF.76.Amends revised Tech Specs to allow one- 
le extension of ie-monlh Instrumenl aurvelllances Interval to 32 months. 

SHAN.L. Project Directorate III-2. 88/01/05. BUTTERFlELO.L Commonwealth 
^Vin Co. 3pp. 44033.095-44033 099 

>1140266 Notice of Issuance of Amenda t2 lo LIcenaea NPF-37 4 NPF-86 4 
fiords 2 (o Licenses NPP-72 4 NPF-7S.Amend8 allowed one- time exiensKon (o 32 
iniha for interval for performing certain l6-monlh instrumenl aurvelllances. 
JLLER.O.R. Project Oltectorate 111-2.86/01/05. 2pp. 44033:008-44033 099. 

1130221 Provides simplified one-llne drawing showing how fire 4 on sumo discharge 
condenaale poUsher discharge interface w/ cooling water flume, circulating water 
iwdown A Ifguld release lank. 

I4CER,K.A. ^mmorweelttt Edison Co. 89/01/06. Document Control Branch (Oocu- 
9r.t Control Oeah). 7pp. 44000:100 44000:106. 

1300417 Application for amends to Licensee NPF-37.NPF-66.NPF-72 4 NPF- 
.changing Tech Spec Tables 3.3*12 4 4.3-6 to allow more accurate maasuremenl 
l^st etfluant oischarge itow rates Fee paid. 

/N9AOER.S.C. Commonwealth Edison Co. 66/01/12. MURLEY.T.E. Olflca of Nu- 
m; Reactor Reigulation, Director (Post 670411). 2pp. 44066:136-44066:143. 

11300425 Proposed Tech Spec Tables 3.3*12 & 4 3-8.ellowing more accurate meas- 
»m«nt ol tower ettlueni diacnerge How rates. 

Commonvvealth Edison Co 66/01/12. 7pp. 44066:137-44066 143. 

1310006 Appitoalion for amends lo Licenses NPF-37, NPF-66.NPF. 72 4 NPF-76, re- 
iingTech sp«C8 3.3-13 4 4.3-9 lo separate gaseous waste mgt sys oxygen analyzer 
0 m rriajor compot'ertts Fea paid. 

JNSAOEH,S.C. Commonwealln Edison Co. 86/01/12. MURLEY.T.E. Office of Nu- 
)ar Reactor Rogulatlon, OIreclor {Post 870411). 2pp. 44006:305-44068:317. 

1131000 7 Proposed Tech Spec Tables 3.3-13 4 4.3-9,revl8lng separate gaseous 
»ts rngt oMyoen snalyiet Mo (wo major compot>et>ta. 

CommonwcaTch Edison Co. 68/01/12. 11 pp. 44066:307-44086:317. 

1340458 informs that Revs 42-48 ol QA Topical RepI CE-1-A accepiabie per 
iCFR60,App B. 

n:QHT.Q.Ci. Heolon 3, 01c ol the Dheclor. 88/01/20. REEO.C. Cotnmonwaallh 
liSonCo. ?pp. 44126:106-44125:109. 

1270132 Forwards Amends 14,14,4 4 4 to Licenses NPF-37,NPF.06,NPF-72 4 NPF- 
i,respectively A safely evaluation. 

LSHAN.L N-. SANOS.S.P. Project Otrectorale »ll-2. 88/01/2V BUnERFlELOi- 
immonwiQilfth Edison Co. 3pp. 44154:318-44164:342. 

01270146 Amends 14,14,4 4 4 to Licenses NPF-37,NPF-e6, NPF.72 4 NPF- 
i.respeclively.exlendlng Tech Specs allowable outage limes from 72 h to 7 days for 
ivera) ays A subsystems. 

UILER,D R- Project Directorate III-2. 80/01/21. 20pp. 44164;32t*44154;340. 

01270162 SafeN evaluation supporting Amends 14,14,4 4 4 to Licenses NPF- 
’,NPf-66,NPF*72 4 NPF.76.re8pec«vely. 

0H>ce of Nuclear Reactor Regulation, Otreotor (Post 870411). 88/01/21. 2pp. 
Ii54:34l-44164;342. 


686f 1&02S6 Ooormenis conversations between author 4 R Klosel 4 M Ring during wks 
of 871207 4 14 re slatus of Impfemonlatlon of IE Bulletin 05-003 Action Items Cl 4 0 
con^ted lor aU facilities except Quad Cities Completion schedule listed. 
MORGAN.W.E. Commonwealth Edison Co, 87/12/23. DAVIS, A.B. Region 3. Ole ot 
the OIreclor. 2pp. 44041:053-44041:055 

9712230003 Suppt t to NRC Info Notice 87-028. "A'r Sys Problems ai US LWRe ’’ Sve 
katend. 

ROSSI.C.E. Division ol Operational Events Assessment (Post 870411). 87/12/26. 
Consolidated Edson Co. of New York, Inc. 124pp. 43995:138-43995:257. 

9901060242 Responds lo NRC 871201 Itr re violations noted In Inep Rept 60-466/87. 
SS.CorractIve aciions:root causa determination process ovalualed 4 changes incorpo- 
rated Into process checklist. 

BUTTERFIELO.L Commonwealth Edison Co. 67/12/28. DAVIS,A B. Region 3, Ofc ol 
the Director. 6;^ 43982:142-43962:147 

87122M165 NRC Info Notice 87-066, "Inapproprlsta Application of Commerdal-Giade 
Componenta.'* Sve kst end. 

ROSSI,C.E. OMsion of Operational Events Assessment (Posi 870411). B7/12/3t. 
Consoldaled Ediswi Co. of New York, Inc. 120pp. 43995:268-43995:016. 

8712300061 NRC info Notice 87-067, "Lessons Learned From Regional Insps of Li- 
censee AeVons In Response lo IE Bulletin 60-11.'’ Sve list end. 

R03SI,C.E. fusion ol Opotsiional Events Assessmeni (Post 870411). 87/12/31. 
ConsQldated Ed^on Co. of New York, Inc. I23pp. 44038:164-44038 2Q6 

6801120104 FtWrards Safety Insp Repls 60-458/67-46 4 50-457/87-47 on 871207,16 
4 l7.Novlolailon8 noted. 

SHAFER.W.D. Region 3. Otc of t)te Director. 86/01/08. REED,C. Commonwealth 
Eifison Co. 2pp 43990.219-43990:227. 

-8801120200 Insp Repls 60 458/67 46 4 60-457/67-47 on 671207,16 4 17.No viola- 
tions ot deviants noled.MaJor areas Inspected: chemistry prooram.prfmary 4 socond- 

M s water OC programs 8, development of OA/QC program In lab. 

2MAN,R.8.S^UMACHER.MC. Region 3, Ofc Of the Director. 88/01/04. 7pp. 
43990 221-43090:227. 

8801050394 Suppi I to NRC Into Notice 66 061. "Broken External Closure Springs on 
Atwood & Mo<t«i MSiVs." Svo list sncl. 

RO$Sl.C.E. OMsion of Operational Events Assessmeni (Post 870411). 66/01/11. 
ConsoHrtoied Edbon Co. of New York. ino. i23pp. 44036:041-44036:153. 

6801100339 Responds lo NRC 671214 Hr re violation noted in insp Ropt 50-456/67- 
42.Cotrec9ve actlone.surve'ilance requirement added to program ter aiailon Hairi ng 

X o v«rNy 4 update personnel who qualify lot I0CFR55 exemption. 

ERFIEIO.L. Commonweeiih Edison Co. 66/01/11. UAVlS,^.B. Region 3, Ole of 
the OIrociCK. 6pp. 44046 008-44045:012. 

6601140387 Forwards response to NRC 671106 Bulletin 67-002 requesting licensees to 
review leoebt msp requirements 4 internal controls lor lasienors 4 lo rndependently 
determine through lestmo II lastsneis meet mechanical/chemical specs. 
MORQAN.W.E. Commonweallh Edison Co. 66/01/12. OAVIS.A.B. Region 3. Ole ol 
the Director. 260pp. 44045 317-44048:232. 

8801210030 Forwards verification of compleilon of program re switch eell’ngs.per IE 
BufleHn as-OOS.Vslkitty ol calculetlons not fully conflrmed.Response lo concerns noted 
in Insp Repto »l'237/e7-33 4 60-249/67-32 contained In End 1A. 

MOROANVf.E. Commonwealth Edison Co. 66/01/18. DAVIS.A.B. Region 3. Ote ol 
the Director. 107pp. 44066:159-44086:265. 

8801280633 ConRrms 8602294)304 for NRC environ qualification insp ol oleclrlcal 4 In- 
eirumentatlon equlpment,per 880119 lelcon. Listed areas will be Inspecled.includlng 
conecUve action Impiemenlellon-Llsted documents requeeled ^ 880212. 

MllLER,HJ. Region 3. Ofc of the Director. 86/01/21. REED,C. Commonwealth 
EdIeonCo- 3n>. 44125:122-44126:124. 

0801280336 Forwards SafaN Ittsp Repta 60-456/67-46 4 50-467/87-46 on 871210- 
22.No ^lallone noled.NRu concerned w/possible efiocts on Tech Spec operability 
caueed by sizeable backlog ol out-ol-tolarance measuring 4 test equipment evaiua- 
tione. 

HARRISON,J.J. Region 3, Ofc of the Directer. 68/01/22. REEO.C. Commonweallh 
Edison Co. ivp. 44T^:3QQ-44 136:300. 

-6801250336 Insp Repls 60-456/67-45 4 60-457/67-46 on e7l210-22.No violetlons or 
d^aVon noted.Major areas lnBpeoled:QA program implementation In preparation for 
operation of Urdi 2. 

BEYNOLOS,8A., JABLONSKI,F.J. Region 3, Ofo el the OIreclor. 80/01/14. 0pp. 
44136:302 44136:308. 


ispeetlon r»p4>rta, IE Bulletlna 4 corrtapondtnco 


R. Periodic operating reports 4 related correspondence 


7290312 Forwards Safety Insp Repls 50-466/87-39 4 60-457/67-37 on 670929- 
iiO.No violations noted. 

ARRlSON j-J- Poglcn 3, Ofo of the OIreclor. 67/12/18. REEO.C. Commonwealth 
litOnCo aw- 43693:069-43893:083. 


12290322 Safety Insp Repte 60-466/87-39 4 60-457/87-37 on e70629-1210.No vlo- 
tens or deviations noled.Ma|or areas in8pected:resolutlon of prevloue Insp 
dnaswaikdown ol HVAC sys & Inep of electrfoal switchgear breakers. 

‘COBfeON d.M.. SMITHJj:., SCHAPKER,d.F. Region 3. Ofc of the Director. 67/12/ 
5 13pp. 43393:071-43893:083. 


7160359 NRC Info Notice 67-064, "Conviolion for Palstficatlon of Securlly Training 
tends '* Svo Kat end. 

O^CE esMsion 4( Operatione^ Events Assessment (Post 870411). 67/12/22. 
onsolidaled Cdiaon Co. of New York, Ino. 120pp. 44163:001-44163:124. 


04Tn<<>i ■Lixar* Intn Nnllra R7J1A.<i "PlanI Onsralinn BiM/nnri Anaknad Dondilloni." 


•801190109 Monthly operating repte for Dec 1967.W/6eoi 18 Itr. 

PETEFtSON,M.W., nT2PATRICK.B. Commonwealth Edison Co. 67/12/31. 14pp. 
44081:220-44061:233. 


8. Reportable oceurrencts, LERe 4 related oorreapondence 

6601120057 LER B7-0e2-0O:on 671211, Control room 4 auxlltary bldg ventilation shitted 
to aeergency makeup mode.Cau8ed by insulflclent lorqulng ot set screws on Input 
error tf^iblt swflch.Sef screws llghtened.W/871223 lu. 

DOYLE, J„ flTZPATRICK,E. Commonwealth Edison Co. 87/12/23, 4pp. 44030.086- 
44030:069. 


M01050298 LER 67-060-00;on 67l20e,reactor manually tripped.Caused by blockage ol 
condenaate/condensata booster oumo auction 8tralner8.Walkdown ol condensate sys 


lanc« ovefiJoe Cati^ t)y cverfy feslrictwe pfoceduraJ r 9 qglfe(n«jis.&jfvaai>ce p«)- 
cedues wi(lbefevis«<lW/a80ll2i[f 

£NQ£NM, FiTZPATniCK,e. CommooweaWi Edison Co. B8/Ol/lt- 4pp- 44lS»-n»- 
4i159 122. 


address of author to listed address. Related correapondertce. ^ ” 

STEPTOE.P.P. Sldlay a Austin. lylSe 6383. 68/01/ 11. CLEMENTS WL fVvk.h^.. 
Sarvltes Branth, Ip. 44009-.176-44089.175. ' 


V. Aerator Ewnlnatlorta 

M0l200?3t Partial response to fOlA rectoesl for docurnents re wortw Irainhg p«k- 
grams a t.NPO Irairsrig accrerMatun Ponvards App f doeumentsApp E a F 
merits also svadaMe m PORAddl records also availabla In POR under Bossong FOIA* 
87-204 

GR'MSlEf.OH. Omson ol Roles 4 Records {Posi aJMS3) 8W01/t2. SOIEY.K 
Public Dtnen's Cnocal Mass Energy Project 8pp 441t8 O0M4t1SO39. 

-8809224146 Advises ol atlendarKS al 870923 NstI Nodear Accieiiting Board meeVno 
at INPO ofcs In Atlan(a,GA re trairung programs al two plants Ettda ndude lisi ol 
Board member names a attendees a 871105 plant status eocrerSlation table. 
GiBSONAF- Region 2. Ofc ol t/ie Oreetor 87/11/02. ROE.A Omsion ol Uceitsee 
ferfotnwico & Ou^ty Evaluation (Post B704tt). Bpp. 4<tt9:tS6-44tS9:ie6 

6601200282 Reguests lees lor 870918 6 1030 applications le one-tirm evempiion to 
annual nritten exam reguremeni of licensed operator regualificatloo ^ogram topical 
rept a approval of Irsted control room ventilation Inienm plan.respectrveN. 

ChGQS.rM License Pee Management Branch. 88/01/20 BiniERfnELO.L. Com- 
momvea-th Edison Co tp. 44066 324-44066 324. 


DOCKET 8TN-SO^$7 BRAIOWOOO STATION, UNIT 2 


A. Appllcitlon/conttructlon stage doeumenls 6 correspondence 


P. Operating itcenaa 8Uge documents a correapondence 

8801060089 Application lor amends to LIconsoa NPF-37,NPF-66,NPF-72 a NPF7^« 
vising Tech Spec Tables 3.3-t a 4.3-t.pof Qenerlc Ltr 65-09 Fee paid 
HUI^AOER.aC. Commonwealth Edison Co. 07/12/23. MURL^TE OHirflnru 
clear Reador Regulailon, Director (Post 870411). 2pp. 43027:056.43927.07'4 ^ 


-8601060095 Proposed Tech Spec Tables 3.3-1 a 4.3-1, "Reactor Trip Sys lnsvirv«. 
laiion" a "Reactor Trip Sys Instrumentation Surveillance ReQuirefnem- 
respociNoly Doscriptlon of cnanges a NSHC end. ^ 

• Commonwealth Edison Co. 87/12/23. 18pp. 43927:057.43927 074 


88010S0227 Requests completion ol reviow ol author 870901 Hr lo TE Muriev ta Pa. 
Gdde t.67cotrakance (mat rept. ' ' 

HUNSADER.S.C. Commonwealth Ediaon Co. 87/12/28. MURLEYJE Oflice oi h, 
dear Reactor Regulation, Dirocior (Post 070411). 2pp. 43062;O79.43962O8O. ^ 

8801080474 Advises lhat util has efIecNve a working A-model program In olace Im mv 
2 as ol 871209j)ef 870901 commiimenl. 

HUNSAD£R,S.C. Commonwealth Edison Co. 87/12/20 MURLEYTE Office ol/*, 
dssr ResciOT Reguiailon, Diiecior (Post 87041 1), ip, 44006;10e-44o6e;108. 

8801080481 Forwards addi Info ro coolant flow velocity al conlainmeni recircuiatoft 
sumo screens.per 871216 lelcon. 

HUNSADER,8.C. Commonwealth Edison Co. 67/12/20. MURLEY.T.E Office olH, 
desr Reactor Regulation. Director (Post 87041 f). 3pp. 43001:244-43991-246 


880U20090 Fcfwards into re Resoi^e Teehrucal Svcs.inc.lndudreg sumnary of NRC 
contract work. NRC Form 26 for Uvee existing contractsaudit inlo.work Msri^ a lists 
ol eoerese available for speoai insps 6 of current resource svcs 
FELTwUS.RA Resource Tectvscal Services. Inc. NRC’26-87.4t7 87/12/18 
JOHNSON.E.H Reg>on4. Olcof the Oveclor 71pp 43998.230.439M300. 


8801070206 Nolilicallon of 880106 meeting w/WestInghouse Owners Group Operatnya 
a Anaivs's Subcommittees In Bolhesda.MD lo discuss eubcommiilees Inveslgaiwrj n 
analysis aroa re Qsnerlo LIr 87*12. 

TBAMMei.L,C.M. Pideol Dkeciotale V. 87/12/30. KNlGHTON.Q.W. Prolect Direciot 
ate V. 4pp 43945:344-43945:347. 


E. HRC Salaly EvaluaVon Report (SER), auppts 8 correspondence 

80010M488 Comments on SSERs M (NUREQ-l002J.(ot mtoilemsdiscussedprevtous. 
w/NRC 

HUNSADER.sc. Commonwealth Edson Co 87/f2/28. MilftiEY.TE 0«ice ol Nu- 
clear Reactor Regufabon, Dvecior (Posi 870411] ^ 43979067*43979066 

8801110217 SAFETY EVALUATION REPORT RELATED TO IHE OPERATION OF 
BRAIOWOOO STATION.UNITS 1 AND 2 Docket Nos aS »«7 (cSwnS^ 
wealth Edson Corrpan^ 

IS 

880 1 130384 Forwards SSER 6 to NUREG 1002 
MULlER.Oa P - 
EdbonCo 24pp 


80nEflFlEL0.L Commonwesllh 


F. Security. medIcaL emergeney a fire protecuon plans 

8MI 120218 Rev»s« proc«dures,«ftdu(3ng Rev 6 to 0w2P 600*2 'Sttkon EmrAMee 
Re^^x ' ^Station PersonneLEtfectNe Jan-kfi^S?^ 

• Commonwealth Edison Co, 87/12/21. 19oo. 43990-23$43990.253. 

u^te on status ol compleiion of remamirtg work re structural 
? ?** fireprTOlirtg.penetratnft Ns seals 8 cable bay f»e wtapUtt & convacior hove 
complebon of work by 660229. ^ cooww have 

HUN^DEfl.SO Commonwealth Edison Co. 80/01/13 MURLEYTE OKcaniM,,. 
dear Reactor Regulatkvi. Oteclv (Post 870411) 4pp ^ 

secunty planAI amend liems wflt be » -*.« ■— 

.S approval notification w/ listed eicep(rans.lncludna 

uurrEHFiEio.L Commonwealth Edisori Co 68/01/14 Oommani n.. .. 
(Document Control Desk) ip 44063 221*44083.^1. ' Control Branch 

6^210696 Forwards FEMA 871231 memo re ptant-speofic oNsne medirai ««r 


Q. Ad]ud(caiory correspondence 


8801110421 Adviwa of Went to uWlie Bechtel Topical fiep1,6N*T0P*1 lesHno rrelhcio- 
okxiy at ay ptants r k « w 

LEbLOND.P.C. Commonweslih Edison Co. 87/12/31. Document Control Brsim 
(Document Control Desk). Ip. 43986:006-43986:005. 


*801070222 Forwards notice ol consideration of Iseuence of amends fo Lfcensss NPf- 
3?.NPF-e6 NPF-72 & NPF-76 & opportunity for prior hearing re 87f204 request Icr 
aiTAnd to kcensss Amends would modify Tech Specs re heal Ilux hoi cnsnr,el laciv 
OLSH^N.l Pro)6C1 Directorate 111-2, 86/01/04. BUTTERFIELD.L Commonweilk 
Edison Co. 4pp. 43952:161-43652:189. 


-8801070236 Notice ol cons/dereiion ot Issuance of emends lo Licenses NPF.37.NPF 
66,N^-72 * NPF-76 8 opportunity lor prior heering re 871204 requesiAmerds 
Spec Figure 3.2-2 re heal flu* hot channel lector. 

MUIIER.D.R. Pro)scl Directorate III-2. 67/12/23. 6pp. 43962;166-43952;169. 


8801130372 AppUcBilon for emends to Licenses NPF-37,NPF-ee,NPF-72 & NPF-75/9* 
monM two tables llshng reactor trip sys Insl/umeniellon 8 ESP response times irorn 
I«ji|P6« Tebie8 win be placed in Chepter f8 el FSAR.Fee paid. 

AINOER.K A. Commonwealih Edison Co. 68/Ol/OS. Document Control Branch (Oocu 
meni Control Desk). 2pp. 44001:346-44002.023. 


-8801130391 Proposed Tech Specs, removing Tables 0.3*2 8 3.3-6 ro reactor trip lyi 
'"|wment8iion 8 E5F responso times, respectively, to be pieced In Chapter 16 oi 

• Commonwealth Edison Co. 88/01/05. 37pp, 44001:347*44002.023. 

8W1H9217 Forwards notice ol Issuance ol Amends 12 lo Licenses NPF-37 8 NPF« 
a Amends 2 lo licensee NPF-72 & NPF-76.Amends revised Tech Specs lo allow one- 
10-month Instrument surveillanceB Interval to 32 months. 
OLSHA^L. Prolect Directorate lll*2. 88/0t/O5. BUTTERFIELD.L. Commoflwein 
Edison Co. 3pp. 44033 095-44033 090. 


-8801140266 Notice ol Issuance of Amends 12 to Licenses NPF-37 8 NPF-66 i 
Amends 2 to Licenses NPF*72 8 NPF-7e.Amends allowed one* lime eirtansiion to 32 
Sm?. en i for perlorming certain IB-month instrument surveillances. 
MULLER, D.fl, Project Directorate 111*2. 80/01/06. 2pp. 44033:098-44033:099. 


8801 13M21 Provides aimplffled one*IIne drawing showing how fire 8 oil sump discharge 
a^Mensate polisher discharge Inlorlace w/ cooling wafer flume, circulating water 
Mowdown 8 liquid lelease tank. 

AINGER,K.A ^monweallh Edison Co, 88/01/08. Document Confrol Branch (Oow 
msnl Control Desk). 7pp. 44000.100*44000:108. 


7 * lI "upi'^iion tor emends to Ucenses NPF*37,NPF-e6,NPf-r2 a r.rf 
iff . ^ 3,3*12 & 4.3*8 to allow more accurate measuremer 

SiiSctrSiBTA'’^^®^® llowrales.Fee paid 

WW^R.SC Commonwealih Edison Co. 80/01/12. MURLEY.T.E. 0«ice of Nu 
cisar Reactor Regulation, Director (Post 870411). 2pp, 44066:135-44066:143 


epreserHiffNewad 


I town Quvg 4.4M < Oi nvjra ••• 

uremeni of lower elflueni dfscnarge flow rales 
Lomrnonwealth Edison Co. 00/01/12. 7pp. 44068:137-44066:143. 

amends to Ucenses NPF.37,NPF^, NPF-72 8 NPF-? 
Into tao 3.3-13 8 4.3-9 to separate gaseous waste sys oxygen ana' 

£i?xj*2'fr(2?fiSP'5/»nenls.F6epald. ® 

clMrBB««^Q • «»™tn«nwealth Edison Co. 88/01/12. MUflLEY,T.E. Office of 
Clear Reactor Regulation, Director (Post 870411). 2pp. 44006:306-44086:317. 

Proposed Tech Spec T^las 3 , 3.13 & 4,3*9, revlstofl saparale gasf 
CommonwaaTih Edison Co. 86/01/12. 1 1pp, 44006:307*44060:317, 
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6601260458 Informs that Rovs 42-46 of OA Topical Ropi CE-1*A accopfabfe pet 
tC)CFRS0.AppB. 

WRIGHT, QC. Region 3, Ofc ol iho Oirecior. 68/01/20. REEO.C. Commonwoellfi 
Ed’Son Co. 2pp. 44125:108-44125:100. 

6601270132 Forwards Amends 14.14,4 & 4 lo LIconses NPF.37.NPP-ee.NPF-72 & NPF- 
TS.'especUvely & safety evaluation. 

CLSHAN.LN Prolecl Directorate 111-2. 68/01/21. QUTTERFIELO.L. Commonwealth 
Edison Co. 3pp. 44164:318-44154:342. 

-6601270146 Ainends 14.14.4 6 4 to LIconses NPF-37.NPP-66,NPF-72 & NPF- 
TS.'especUvoly.extond'ng Toch Specs allowable outage timea from 72 h to 7 tfaya for 
several ays & subsystems. 

MtUER.D.R. Project Olroctoraie 1112. 88/01/21. 20pp. 44154:321-44164:340. 

-660t270162 Safely evaluation eupporting Amends 14,t4,4 & 4 to Lfconsoe NPF* 
37.NPF-6e,NPF-72 & NPF-76,fespectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 68/01/21. 2pp 
44164:341*44164:342. 


Q. Inspection reports, IE Bulletina 8> correspondence 

8401160080 Responds to NRC 070018 Hr re violallons rtolod in Insp Rept 60-457/87* 
20.Correctlve ecilons:ongolnQ elloit Inlllaied by operations personrtGl to portorm 100% 
re.n^ ol all locking devices & pivot pin retaining washora. 

BUrFERFlELO.L. Commonwealth Edison Co. 87/10/18. OAVIS.A.O. Rogfort 3. Ole ol 
Ine Director. 3pp. 44062:205-44062.207. 

«7123«il2 Forwards Saloty Inap Ropts 50-46e/6?*3a & 50-457/87*3? w 870029* 
12lO.No violations noted. 

HARRISON.J J. Region 3, Ofo of Iho Director. 67/12/18. REEO.C. Comrttonwoahh 
Edison Co. 2pp. 43893 069-43893 083. 

-4712290322 Safety Insp Ropla 50 456/87*39 & 60-467/87*37 on 870929-l2i0.No vlo- 
fatfens or dovlailona noted.Ua|or areas Inspecled.resolutlon of previoue 
flrxJing^swalkdown ol HVAC sys & Insp of elecirical switchgoar breahera. 

JACOBSON, J M.. SMITH,J F., SCHAPKER.J.F. Region 3. Ofc ol the Olreclot- 87/12/ 
16. 13pp. 43093.071-43693.083. 

8712160340 NRC Inlo Notice 87*064, "Conviction lor Falsllication of Security Tiainirtg 
Records " Sve flat end. 

ROSSi.CE. Division ol Operolionel Evenia Assessment (Post 8704lt). 87/12/22. 
ConsoMdaled Edison Co. of New Vork, inc. 120pp. 44163.001.44183:124. 

6712170119 NRC Info NoHce a7-06S, "Plant Operailon Beyond Anatyred Condi’liona.'' 
8vc I'Sl ancl. 

ROSSI, C.E. Division ol Operational Events Assessment (Post 870411). 67/12/23. 
Consoi-dated Edison Co. of Now Yoik. Inc. I20pp. 44068:008.44056:127. 

8601160266 Documents convoraaiicns between author 4 R Klesel S M Ring during wk$ 
of 871207 i 14 re status of implemeniatton ol IE Bulletin 86-003.Ac(lon Items C4 0 
compfeied for eii facililies except Quad Ciiies Compielion schedute listed. 
WOnQAN.WE Commonwealth Edison Co. 87/12/23. OAVIS.A.B. Region 3. Ole of 
Che Oirecior. 2pp. 44041:063-44041:055. 

6712230003 Suppi 1 to NRC Info Notice 87.028. "Air Sys Problems at US LWRa." $vo 
list snei. 

ROSSI, C.E. Division of Operational Events Assessment (Post 8704li). 87/12/26. 
Conscildaied Edison Co. of New York, Inc. i24pp. 43065:136-43996:257. 

6712290168 NRC Inlo Notice 67-066, "Inappropriate Application ol Commerctal'Orade 
Components." Sve list end. 

ROSsi.C.E. Division of Oporallonal Events Assessment (Post 6704tl). 87/12/31. 
Consolidated Ed-son Co. of Now York, Inc. 120pp. 43996-258-43996:016. 

6712300091 NRC Info Notice 87-087, "Lessons Learnod From Regional tnspa of U- 
censee Actlone In Response lo lE BuNotIn 80-1 1." Svo list encl- 
R05Sl.CE. 0.-vlslon ol Operational Events Assessment (Post 870411). 07/12/31. 
Consolidated Edison Co of Now York, Inc. 123pp. 44036 164 44038-266 

6801110396 Forwards Safety Insp Repl 60'467/87*30 on 87092 t-l204.No vkHaiion 
noted. 

HARRISON.JJ. Region 3, Ole of the Director. 87/12/31. REED.C. Commonwealth 
Edison Co. 4pp. 43671:151-43071:169. 

-6801110416 Insp Rept 60 467/87-30 on 870921*1204 No violsllons or dewtoSona 
Identified.Malor areas lnspoc(ed:sei8mlc analysis for as-built salety-related pipkig 
sys.selety-related piping support & reslralnl sys 4 training 4 Quallllcellon. 

LIU.W.C., DANIEUON.O.H. Region 3, Oto ol the Director. 87/12/30. t6pp. 
43971:166-43971:169. 

9401120194 Forwards Safety Insp Repta 50-4S6/e7-46 4 50-457/e7-47 on 671207,16 
4 17-No violations noted. 

SHAFER.W.Q. Fteglon 3, 0(c o< the Okecter. 88/0W08. REEO.C. Commonwealth 
Edison Co. 2pp 43990:216-43990:227. 

-8601120200 Insp Repis 60-468/87-48 4 50-457/87-47 on 871207.16 4 17 No vtola- 
tiona or deviations noied.Malor areas Inspected: chemistry program, primary 4 second- 
ary sys water QC programs A development of OA/OC program In lab. 
HOLTZMAN.R.B., SCHUMACHER, M.C. Region 3, Ofo ol the Director. 68/01/04. 7pp. 
43990:221*43960:227. 

6601040394 Suppi I to NRC Info Notice 88-081, "Broken External Closure Springs on 
Atwood 4 Morrill MSIVs." Svo list encl. 

ROSSi.CE. Division of Oporallonal Events Assessment (Post 870411). 86/01/11. 
Conso-'Idaied Edison Co. of New York, Inc. 123pp. 44038:041-44038:163. 

4401140367 Forwards response to NRC 871106 BuHeUn 87-002 requesting licensees to 
review receipt insp requirements 4 Internal controls lor fasteners & to Independently 
determine through tosllng If fasteners meet mechanical/chemical specs. 

MORQAN.W E. Commonwealth Edison Co. 88/01/12. DAVIS.A.B. Region 3, Ofo of 
the Director. 2SOpp. 44046:317-44046:232. 

6601210030 Forwards verlflcallon ol completion ol program re switch 8eflings.per IE 
Bulletin 88-003. Validity of calculations not fully confirmed. Response to concerns noted 
In Insp Repis 60*237/87*33 4 60-249/87*32 contained In Encl 1A. 

MORGAN, W.E. Commonwealth Edison Co 88/01/15. DAVIS.A.B. Region 3. Olo of 
the Director. 107pp. 44088:159-44086:265. 


8601260533 Confirms 000229-0304 for NRC environ qualification Insp ol electrical 4 Iri- 
afrumeniatloft equipment. per 880116 feicon. Listed eroes will be inspocladjncluding 
ccKredtve action Imptemonlalion Listed documents requested ^ 860212. 

MILlEfljHJ. Region 3, Ofo ol iho Director. 88/01/21. REED.C. Commonwea'ih 
Edison Co. 3pp 44 1 25: 1 22-4 4 1 25: 1 24. 

8801260335 Forwards Salely Insp Repis 60-45e/87-45 4 50-457/87-46 on 871210- 
22.No viotailons notod.NHC concerned w/possiblo otlects on Tech Spec operability 
caused by sizeable backlog of oul-of-tolorance measuring 4 test equipmont ovalua- 
dons. 

HAflRlSON,J.J. Region 3, Ofo ol the Diroclor. 08/01/22. REEO.C. Commonweahh 
Edison Co. 2pp. 44f30:300-44t36’309. 

“8601260336 Insp Repis 60-466/e7-45 4 50 457/87-46 on 871210-22.No violallons or 
deviation noled.Ma|or areas ln8pectod:OA program Implementation In oreoaration for 
oparaUort ol Unit 2. 

REYNOLOS.6.A., JABLONSKI.F.J. Region 3, Ofc of the Diroctor. 88/01/14 8pp 
44136:302-44136:309. 


R. Periodic operating reports 4 related correspondence 

8801190 109 Monthly opeieling ropis (or Dec 1987.W/06O1 13 Hr. 

PETERSON, M.W.. FITZPATRICK, E. Commonwealth Edison Co. 87/12/31. 14pp. 
44061.220-44061:233. 


V. Operator examination! 

8801200231 Partial response to FOIA roqueal lor documents ro worker training pro* 
grams 4 INPO Italriing accrediiation. Forwards App F documenis.App E 4 F docu* 
rnenis also available in PDR.Addl records also avaMablo in PDR under Bossona FOIA- 
87*204. 

GRlMSL£r.D.H. Division ol Rules 4 Records (Post 870413). 03/01/12. BOLEY.K. 
PubRc Citizen's Critical Mass Energy Projocl. 6pp. 441 18:001*441 18:039. 

-8M)1290136 Advises ol atlondanco si 870923 Natl Nuclear Accrodillng Board meeting 
al INPO olcs in Allanla.GA ro training programB at two plants.Encfs Include list ol 
Board member nomos 4 auendeos 4 87 1 105 plant status accrsd-lation table. 
QlBSON.AF. Region 2. Ole of Iho Dlrocior. 87/11/02 ROE,J. Otvislon of Licensee 
Pedormanco 4 Quality Evaluation (Pot(8f04l 1). 6pp. 441 19:169-441 16:168. 

8601200282 Requests loss tor 870918 4 1030 appUcsHons ro one lima exomptlon tb 
annual wrnten exam requirement of ticansed operator roqua'ificaiion prooram topical 
re)M 4 approval ol listed control room voniilalion interim plan, respectively. 

OfQQS.RM. Lkonso Fee Managemsni Otanch. 86/01/20. BCinEnFiELD.L. Com- 
monwealth Edeon Co. ip. 44086324 44086:324. 
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F. Security, medical, emergency 4 fire proteetien plans 

8801090269 Rosponda to concerns noted during 871210 exit meeting lor Inap 60 '458/ 
87*30 to emergency planning Correeitve actions: Individuals w/Incomplele annual re- 
valningin emorgonn response will receive training prior to 871231. 

OEOOEnS.J.C. QuH States UiHiilos Co. 87/12/23. CALLAN.L.J. Region 4, Ofc ol ihe 
Director. 2pp. 43961:128-43661:120. 

6601060909 Forwards Insp Repl 50-458/87-23 on 671026*30. VIoraHons noted.Noilae Of 
vtolailon withhold. 

CALLAN.IJ Region 4, Die ol the Diroclor. 87/12/30. DEDDENS,J.C Gulf Stales UlH- 
IUesCo.2pp. 43979:043-43979.045. 

-8601080909 Pamalty withhold Insp Rapt 50*458/07*23 on 871028-30 (ret 
IIX7H73.21) Violations noted Major areas Inspected: previously idenlKled Insp 
iterns,lnc 1 udlng secuniy plan, secunW piogiam audns & ptiys'tal barriers. 

KEUV.JA, YANDELl.L.A. Region 4, Ofc of Iho Director. 87/12/24. Ip. 43979.045- 
43978KI45. 

8801210148 Forwards Rev 4 to safeguards contingency plan.Rev withheld (ref 
IOCFR73 2t} 

DEDt%N5.JC. Dull Slales Lflllitles Co. 88/01/07. Documeni Control Branch (Docu- 
ment Control Desk). 2pp. 44086:157-44086:166. 


M. Antitrust correspondence 

8801110032 FOIA request fer all documents re agrooment of Cajun Electric Power 
Co(^e<al)vB.lnc/Gul1 Stales Ulii tnlogialed Itansmisslon sya or ariy enbtiust review ol 
Qutt Stales or River Bend sletion trom 680101 to present- 

RUOEBUSCH.T. Duncan, Weinberg & Miiler. RUDEBLISCH.T. Ca)un Elacirlc Power 
Coopersirvo, Inc. 67/11/12. BURNS. A I. Justice, Oepl. of. Attorney General, Office of. 
3pp. 43972:264-43972:286. 

9801110069 Responds lo FOIA request for documents ro Gulf Stales ULIs Co, River 
Bend Slalion.Unit8 1 6 2.Forward9 App A documents. App A documents also avail- 
able In PDR.One addi record undergoing review f-or disclosure determination. 
QRIMSLEY.D.H. Division ot Rules & Records (Post 870413). 66/01/06- 
PEMBROKE ,J.O. Duncan, Weinberg & Miller. 2pp. 43972:267-43972:307. 

-6601110077 Expresses understanding that Gull Slates Utils Co Intends to apply lor 
CP.Forwatds itating ol smaller muniypals 4 Irwostor-owned uWs that purchase bulk 
power from or may be affected by operations ol prospective applicant. 

RUTBERQ.J. Atomic Energy Commission. 72/06/30. SAUNDERS, J.J. Justice. Oepl. 
of. 3pp. 43972:289-43972:291. 

-8801110085 Forwards application for CP (or River Bend Slalion.Unlls 1 & 2 & Info for 
anUtrual revlew.Appllcallon submitted on 730605 not accepted 4 under review per 
AEC rules to determlrre It filing requlraments mel.W/o ends. 

SHAPAR.H.K. Atomic Energy Commission. 73/08/13. RICHARDSON, E.L, 
SAUNDERS.J.J. Justice, (3epl. of, Allomoy General, Olllce of. Ip. 43972:292* 
43072292. 
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-WOUtOlftO AcMwa U\ai clil application for CP forma'iy accepiad Info /Mioasied Oy 
8t!¥ oenefal lor anctfusi revlw end.W/o encl. ^ ^ ^ 

sA^R.HJ, Aiomic Energy Coaim:ssloa 73r09/27. BiCHAROSON.El. Jus.-cb. 
Dept ol. Attorney Genera), office ol Ip 43972 293-43972293 

-9901110338 Forwards cudsnt appacaton for CP fa Rivet BetvJ Siaiion. Units 14 2 4 

ir'o requested by ally oerteral for antlAJSt review.W/o ends ^ . 

SHAPAflHK. Atomic Energy Corrnusston. 73/12/25 0ORK.RH Justice. Deplrf. 
Afomey Gel^eraJ Office ol. SALINOEflS.J.J Justice, Depi of 1p 43672.294- 
43972 294 


P. Operating license ilage documania 4 correspondence 


8801120090 Forvrards In'o fo Resource Technical Svcs.lnc.includmg surnma/y of NflC 
coiilract wori.NRC Form 26 for three existing cont/acia.audit if.lo.vrtxk NStory 6 ftsis 
cl erpertse available for spooal Insps 4 d current resource svea 
fELTHOUS.R A. Resource Technical Sesvices. Inc. URC-26-87-417. 67/t2/t6. 
JOhNSOH.E H. Region 4. Ofc ol the Director 7lpp 43995 230 43998.300 

8801110055 Responds lo FOlA request lor tiocumerts re Gull Stales UKs Ce.R-ver 
Be.td Stabon.U.'i'ts I 4 2 Foiv>a/da App A documents App A docuinenis also avai'- 
at/a ;r» PDR One addi record undergoing review Ipr disclosoie detotrThrtaikm. 
GRM5LEV0H Division ol Rules & Records (Post 070413). 66/01/05 
PEMBROKEJ.O. Duncan. We-pberg 4 M/ier. 2pp. 43972 2a7-43972.307. 


8001050164 Forwards responses lo qi/eslions prosenied if» 071202 oxii meeLiactriv 
once call w/R Ireland 4 A Johnson ro insp Flopl 50-450/07-21 on 87110200 or- 
eemngequbrtiontqua'ificet.'on program & implomonialion. 

BCWXERJ.E. Gull Siaios Ulilties Co 07/12/28, Oocutner\t Ccntiol aianchirw 
nidni Control Desk). 5pp. 43S02.027-43902.03I. ' 


8801080500 Forwards Insp Ropt 50-458/07-23 on 071026-30 V.-olaiions rptedNo-jcs -i 
lAdfaiion wiltthald. 

CAtLAN.L.J. RiMlOh 4, oic ol Iho OltcclOf. 07/ 12/30. OEOOENS.J C- GlI SU’esL-j. 
nesCo 2pp 43970:043-43[)70 045 * 


-8801060509 ParilalV wHhlio'd Insp Ropi 60456/37-23 on 871026-30 -9 
IOCFR73 2l)\/iOlailons noted Major areas Insooclod. pioviously iden'/ied rs 
items.tncluM-ng seturrty plan, socu’lly prog-am auilns & physical barrie.-s 
K£tl.Y.JA. VANDELL.L.A. Region 4, Ofc Ol (he D.fOcior. 07/12/24 in 
439701046 


8712290155 NRC Irv'o Notice 07-066, "Inopproprlald Appl.caiio.n of CotnieraaJ-Gria 
Compenonia " Sve list er>ci 

noSSl.CE. Division ol Opa.'aiional Events Assessment (Post 070411) 
Const^dated Edison Co. of New Yak. Inc. I20pp 43995.250 43996016. 

8712300091 NRC Into Notice 07-067, "Lossons Learned from Regional Insps c'U 
censea Actions in Rasponsu to lE BurePn 00-11." Sve i-st end. 
flOSSl.CE (^vision of OporBilonal Evonis Assussmoni (Post 670411) d7/i2.)i 
Consol'dated Edison Co. of Now Vpik, Inc 133pp. 44030. l64-4r.O30288 


-8601110077 Expresses undersund-ng that Guff Stales Uti's Co inionds td apply lor 
CR.Forwards listing of sma'ier municipa's & inveslor-owred uti's that purchase bi4V 
pQwor Ifom or may be altecied by operations of prospectve eppl-cani 
RUTBERG J Alorrx £n«gy Comm.ssi<in 72/06/30 SAUNOERS.JJ JusWo. Oepi 
ol. 3pp 43972:269-43972 291 

-8801110085 Forwaids appliceMn for CP lor River Bend Statien.tints I 4 2 4 Inio for 
an-jvusi revi'ew.Application subrnihed on 730605 rtol accepted 4 under revtow per 
AEC rules to delerrrgns H fihng tequitements ir-ei W/c ends 
SHAPAR.HK. Atomic Energy Commission. 73/06/13 RiCHaROSON.E.L Joeuce. 
OepL 0*. Attorney General, Olf>ca of. ip. 43972 292-43972 292 


M0 1060104 Forwards Exam RopI 50'45Q/OL-87.02 admimsieted during wksct87ii'.i 
4 16.Reaclor operator candidates not knowlodgaablo of receni event in which ifpe 
fuel pool love! inadvertantly loworad.OporQlional evonis wi.'l be reviewed w/l'airwt 
CAUAN.L J. Region 4, Ole ol IMo Dnocior. B7/ 12/31. OEDDENS.J.C. Quit States W 
■bee Co. 43979 140-43970 244. 

-8601060106 Exam Rept 50-450/01-87-02 during wks ol 671102 & l6Esr. 
resuiis seven of nine reactor operators & so von ol eight sen or roacior operators sx 
caasfbLy comploieJ exam 

ORAVES.D.M, PELLET, J.L. Region 4, Ole ol Iho Director. 87/12/29 noa 
43979 142-43979 244 


-880t1l010<] Advises that util application lor CP lormaify accoptodlnlo requested by 
aRy genera) ter anltrust review end V//o end. 

SHAPAR.HJ. Alomic Energy Commission. 73/09/27. RIOIAROSON.E L . 
SADNOERS.JJ Juilice. Oept. gf. Attornoy Gdr^eral. Office ol Ip. 43972293- 
43972 293 


860106D05S Ach iscolpl of 671030 4 1 125 lira inlormlng NRC ol slaps taken to oy«ci 
v.'o'ellori noted in Insp Rapt 50-458/87-20. 

CALLAN.LJ. Region 4. olc of Iho OIroclor. 68/0</0l. OEOPENS.J.C. Gull States Ln- 
iDesCo Ip 43906 291 43985:296. 


-8801110184 Notice ol Issuance ol CPPR-t45 & CPPA-146 lo Gull Siei6.s uoisCoiot 
cpnsi of two BWR in WesI Feiioana Partsh.LA. 

VALQA,S A Lght WzW Reectas Branch 4 77/03/25 Spp. 43972.366-43972 367 

—8801110338 Fprwa/ds ctirreni application lor CP for R.hfer Bend Slenon. Unirs i & 24 
fnfo reqyosled by etty general tor anLtnjst review W/e oncis. 

SHAPAn.M.K. Atomic Energy Commission. 73/12/28. OORK.RH. Justice. Oepi of. 
Attorney Oeretsl. Oiliee 01. Ip 43972 294-43972 294 

8891190344 Summary ol 871215 4 18 meetings w/util fn St FraxisvsloLA re oue$i-'on$ 
4 comments resuiung from review of Insennce testing program.iNEL trip r^lisi of et- 
cendees 4 questions 4 eommeniserxL 

PAUlSON.W A. Pioiect Di/ectorale iv. 88/01/06. Proleci Drectorale iv. 2pp. 
4405S:i32-44056;fSr^ 

-8601190349 Tnp tepi Of 871213-16 site vfsit (0 discuss pump & vaNe ir-service tost-ng 
program 

COOK,TL EOSQ Idaho. Inc. (subs, ol EG&G. Inc] COOK.TL Idsrio National Ertgi- 
tteanng Laborefory. 87/12/28. SHAW.H. NRC - No Deta-ied Aff/iauon Given. 2epp 
44055 13444055 159 


8601050394 Supoi 1 to NRC Info Notico OBOOt, "Oroken Exlemsl Closure Spr-rgitf' 
Atwood 4 Momi MSll/8 " $vc list oncl. 

ROSSi.C.E. Oivis'oii ol OpsrAt-'onal Evonla Assessment (Post 870411). 88/01/11 
CorisoLdated Edison Co pi Now York, fnc. I23pp. 440 30:041-44038:153. 

8661190228 inloims that insp 50-450/87-17 has boon cancelled & nisi no ispi wUN 
issued for rapt number. 

CALLAN.LJ. Region 4. Olc 01 thoOlrocior 80/Q1/I3. OEODENS.JC Gull SlsIssLti 
lUeeCo Ip. 44845 024 440-15:024 

8801260588 Forwards initial response to NRC Compliance Guliein 67-882, ‘fatisrei 
TesfngioOeieimino Contormanco W/Appheablo Tach Specs." Final responss WbA 
leim vAt bo submitted by 080126. 

BOOKEH.jE Gull Slates Utnuies Co. 00/01/16. Region 4. Ofc of ibs Dlieclor. 47pp 
44112.060-44112 108. 

8801250518 Ack roca'pl pi 871216 Hr Informing NRC of stops taken locoireet violBKm 
ncrod Vk Insp Rspl 58 458/07-27. 

CAliAN.l / Region 4. Olc of the Dirocior. 0a/0i/t9. OEDDENS.J.C Gull Slates Lr> 
lues Co. 2(>p. 44112:122-44112:129. 


6801120076 Further response lo FOIA request for documenis re GuH Sletos UUs Co 8 
faciiiNApp 0 tfocurrenis available fn POR. 

ORIMSL^.O.H Division of Rules A Records (Post 8704131 68/01/07 

PEMBROKE, J.O. Ouftcafi. Weinberg & Mnlei. 2pp. 43992;133-43992:137. 

6801250384 Forwards satety evaluation concluding (hal uirl 870731 8 193Q aubrnttals 
re alternate rod Injecbon S recirculation pump (rip sys comply wMTWS rule 
10CFR50.62 8 acceptable. 

PAULSON.VJA Proleci Dtteciwale IV. 88/0W14. OEOOENS.JC. Gull Slates Utt-iies 
Co.2p|> 44116.349-44116:356. 

-8801250390 Safety evaluation supporting utif 870731 & 1030 submittals on lacikty 
compliance re alternate rod infection 8 recircuislkin pumo tno svsber ATVrs rule 
10CFn50 62. 

* Office ol Nuclear Reaclor Regulation. Droctor (Ppsi 870411) 88/01/14 6 do 
441163St.44tlS:35« 


Q. Inspection reports, IE Bulletins A correspondence 


6801280391 Ack lecoipt of 071215 Hr Informing NRC ol steps taken to correct de^ 
aliens 6 viotat’ons noted In insp Ropts 50-466/86 22 & 50-400/07-15 
CALLAN.LJ. Region 4. Olc of Iho tJIroclor. 08/01 /20. OEDDENS.J.C. Gull States LV 
rtWSCo-^p 44120 355-44120,367. 

80Ot29l»18 Forwards Insp Ropi 60-456/87-20 on 071122-1231 A notice Of vxHalior. 
CALLAN.LJ. Region 4. Ofc of the Director. 60/01/22. OEDDENS.J.C. Quit Stales UP- 
Hies Co 2pp. 44171 320-44171:337. 

-8801290020 Notice ol violallon from Insp on 071122-l231.Violai;on noied.lailure to 
(o-Tow procedure lor control ol locked valves 
• Region 4, Ofo ol the DIfoctor. 88/01/20. Ip. 44171:322-44171:322. 

-8901290031 insp Repi 60-450/87-20 on B7M22-l231.Vio)alion9 f'o'ed.M&w a>6U 
Insper^odprevlous Insp ffndtngs.stalus of facl.'ity OL condiHons.NflC Bulletin b/- 
OOZ.IOGFR21 topts.BurveSHarto lest obsotvaHon.maini obserwatiort A safety sys wiii- 
down 

OWMaEflLAlN.D . JONES, W.0., HOLLER.E J. Region 4, Ofc of tho O.rcClor M/ 01 / 
22. 16pp 44171:323-44171:337, 


8712180399 NRC fnfo Notice 87-064, "ConvicUon for FaJsrfIcation of Socurlly Tralnna 
Records." Sve list end. 

ROSSI, GE OMskm ol Operalional Evehia Assesemanl (Post 879411>. 87/12/22 
ConsoRdated Edison Co. of New York. Inc. 120pp 44153:001-44153.124. 


8712170119 NRC Into Notice 97-065. "Plant Operatton Beyond Analyzed Conditions' 
Sve fist ei>d. 

ROSSI, C.E. Division ol Operalional Events Assessment (Post 870411). 87/12/23 
Consolidated Edison Co. of New York, Irkc. 120pp. 44056:008-44056:127. 


R. Periodic operallnQ reports & related correspondence 


•801280473 Monthly operating fopt tor Doc f007.W/a8Oll5 Itr. 

COLE.H.E, BOOKER.J.E Gulf States Utilities Co. 07/12/31. 6pp. 44136.199- 
44136:202. 


S. Reportable occurrences, LERs A related eorrespondanee 


9801050269 Responds to concerns noted during 871210 exil meeting for (nsp 50-458/ 
67-30 re emergency planning Corrective actions, individuals w/lncomplefe annual re- 
trairfing in emergency response wit) receive l/aJning prior to 87123 1 . 

OEOOENS.J.C. Gulf Slates Utilities Co, 87/12/23 CALLAN.L J. Region 4 Ofc ol tfie 
OifOClW.2pp. 43961;128-4396V.t29. ^ . w g irw 

8712230003 SuppI I to NRC Into NoUce 87-026, "Air Sys Problems at US LWRs." Svo 
l8t 80Cf. 

flOSSI.C.E. Drvlsion ol Operaltonal Evonis Assossment (Post 870411). 87/12/28 
CoftsolkJaled Eeftson Co. ol New York. Inc. 124pp. 43995:138-43995:257. 


6801110222 Part 21 rept ro defect in charcoal filler oloclrlcal heater panel aupfrfiedby 
NUTHERM InlLInc.InlUatty reported on 87O0Q0.No cofteettve action listed. _ 
OEDOENS.J.C. Gull Stafes Ulllilios Co. 87/12/23. MURLEY.T. Office ol Nuclear Rs 
actor Regulation. Director (Post 87041 1). 4pp. 44006:221-44006:223. 


601040590 LER 87.03l-00:on 871 128.durin9 performance ol suwl'er^ls^ 
proceduie.lNtlallon ol slahflby svc water sys occurred. Caused W procew* 
inadequaclea Procedure corrected via temporary change notice. W/871220 'y;-.,.,,- 
GRAt/r.E-fl.. BOOKERJ.E. Gull States Utilities Co. 87/12/28. 4pp. 43961. WP 
43961.-182. 



190101 LER 87-033-00.on 871211, loss of D.v II roactor protecllon sys occurrod 
3 to trip o1 elsctrical proiactlon assombly breaker CS71 SOOSO.Ceused by dofeettve 
isker lOQlc card. Integrated circuit ch'ps replaced. W76BOt 1 1 Itr. 
lANr.E.R. BOOKEn.JE. Gull Stales Utilities Co. 68/01/tt. 6pp. •14063001- 
D63.005. 

260(42 LER 86 02‘l-06on 860325 & I224.powor to reactor protection ays bus B 
t due to trip o1 electrical protection assembly (ERA) btoakor.Caused by problem In 
A breaker trip condition circullry.Stoakor design rowerkod.W/OOOl 15 Ur. 

ANT.E.fl., QOOKEB.Je- Gulf Stales Uiilitios Co. 88/01/16 4pp. 44130:338- 
130341. 

270275 Summary ol Operating Beaclore Events Meeting 88-02 on 860112 re 
tnis which occurred since last meeting on 860105 Ual of aliendoes.slgnllicanl ole- 
nis ol events S labulation ol long-lorm followup assl(mmonla to bo complotod end. 
NNINO.W. Events Assessment Oronch. 68/01/15. hOSSI.C.E. Otvislon of Oper- 
tnal Events Assessment (Post 67041 1). 16pp. 44155:136'44 155:151. 

270071 t-ER 67-034-00:on 87l22t.(uU reactor scram occurred due to manual ball- 
am & Intermediate range menitor spIke.Caused by air trooped In Instrument tol 
I Ur I succosslully returned to operation on 871223 W/8801 19 lit. 

ANT.E.R., BOOKER.J.E. Gull Stales Utilillos Co. 00/01/19. 4pp. 44141:077- 
141 000 . 


>srslor Eiamlnatlons 

360104 Forwards Exam Repl 50-45d/OL'87'02 administered during wke o( 87(102 
6 Reader operalor cand.dates not knowledgosbie ol roconl event In wMch uppei 
I pool level Inadvertently lowcred.Oporational events will be reviewed vr/Ualneta 
(.LAN LJ. Region 4 Ofc ol the Director 87/12/31 OEOOENS.J C. Quit Slates Uai- 
SCO. '?pp. 43976.(40-43979:244. 

1060106 Evam Ropl S0-4S8/OL-87-02 dufing wka ol 871102 & le.EKom 
uMs.soven of n’ne reactor operators & seven of eight senior toaclor oparatote sue- 
4fuiV completed exam. 

AVESDN, PELLET, JL. Region 4, Ofc of the Director. 87/(2/26. (lOpp 
*79:142-43979.244. 

100231 Partfet response to FOIA requost. lor documents re worker training pto- 
ms & INPO training accrodilatlan.Foiwarda App F documents App E & F docu- 
nls also evaliebla in POR.Addl records also availoblo in POR under Qossortg FOIA- 
204. 

IMSIEY.DH. Division of Pules & Records (Post 870413). 88/01/12. 60LEY.K. 
ilic Citizen's Ciillcal Mass Energy Project. 8pp. 441 16:001-441 18 030. 

1220(36 Advises ol attendance at 870923 Natl Nuclear Accrediting Board meeting 
fJPO ofes In Alfanla.QA re training programs at two plants. EnciS Inckido llsl o1 
vd member names & attendees & B7i lOS plant status accrediielion lablo. 
i 50.N,A.F Ragion 2, Ofc ol Ihe OIreclor. 87/t1/02 ROE.J. Division ol LIcensoo 
brnance a> Quality Evaluattoh (Post 070411). Opp. 441i9:i59-44ii9;ieo. 


<ET 60-459 RIVER BEND STATION, UNIT 2 


•pllcatlen/eonsiruetlon stage doeumenla A cerrespondence 

MOOSE Responds to FOIA request for documents re Gulf Slates Utils Co.River 
■d Sia'iOnJJnlie ( & 2.Forwards App A documents App A documents also avail- 
i In f OR.One adOl roeord undergoing review lor disclosure determination. 
IMSIEYQ.H. Division of Rules A Records (Post 870413). 88/01/05. 
ABROK^J.D. Duncan, Weinberg « Miller. 2pp. 43972.287-43972:307. 

1110077 Expresses undersiandmg that Gulf Slates Utiis Co intends to apply lor 
Forwards lleling ol smaller municipals A Investor-owned utils that purchese bulk 
rsr irom or may be alfecied by operations of prospecilvo applicant. 
rBERG.J. Atomic Energy Commission. 72/06/3o. SAUNOERS.JJ. Justice. Dept. 
3pp. 43972;2e9-43g72:29l. 

1110086 Forwards application (or CP lor River Bend Slallon, Units I A 2 A Info (Or 
trust leview. Applicate submttted on 730605 not accepted A ur^er review pet 
y rules to determine If filing requirements mel.W/o ends. 
tPAR.H.K. Atomic Energy Commission 73/06/13 RICHARDSON.E.L. JusHco. 
il Of. Allotney General, O^ftlce of. 1 p. 43972:292-43972:292. 

I110100 Advises that util application (or CP formally accepted Into requesiod by 

K nerel lor eniitrusl review onci.W/o end. 

(R.H.J. Atomic Energy Commission. 73/09/27. RICHARDSON.E.L. 
J,N0£RS,JJ. Juslico, Dept. ol. Allornoy General, Office of. Ip. 43972.203- 
72:293. 

1 111)154 Forwards CP for Unit 2 w/same anlllrual conditions as lor Unit (. 
re£RG.J. Antitrust Division. 77/04/08. SAUNOERS.J.J. JusMce. Dopl. of. Ip. 
72 295-43972:295. 

118170 CP (or facllily.authorizing const of plant. 

/D.R.8 Divtslon of Project Management. 7//03/25. 9pp. 43072:296-43972:304. 

110194 Notice of Issuance of CPPR-145 A CPPR-t4e to Gulf Slates UlMs Co for 
St of two BWR In West Feliciana Parish, LA. 

GA.S A. UghI Water Reactors Branch <1. 77/03/26. 3pp. 43B72;305-43972;307. 

1 10338 Forwards current application for CP for River Bend Station, Units 1 A 2 A 
requested by etty general for enlitrust revlew.W/o ends. 

iPAB,H.K, Atomic Energy Commission. 73/12/26. BORK.R.H. Justice, Dept ol. 
may General. Offlea of. tp. 43972 294-43972:294. 


btrusl corresRortdence 

10032 FOIA requesi for all documents re agreement of Cajun Electric Power 
perative,lnc/GuIf States UtH Integrated transmission sys or any antitrust review of 
States or River Bend slallon Irom 660101 to present. 

)EBIISCH,T. Duncan, Weinberg A Miller. RUOEBUSCH.T. Cajun Elecirtc Power 
peradve, Inc. 87/11/12. BURNS, ^1. Justice, Dept- of, Attorney General, Office of. 
43972 284-43972:286. 


8801110055 Responds to FOIA requesi lor documents ro Gull Slates Utils Co.RIver 
Bend StaL-on.Un Is 1 A 2. Forwards App A documents. App A documents also avail- 
able In PDR.One eddi record undergoing review (or disclosure doterminsiion 
QRIMSLEY.OH. Division of Rules A Records (Post 870413). 88/01/05. 
PEMSROKEJ.O. Ouncarr, Weinberg A Miller. 2pp. 43972:287-43972:307. 

-8801110077 Expresses understanding that Gull Slates Utils Co Intends to apply (or 
CP-Fo(wairds kstirig ol smallbf muTiiapals A (nvaslbf -owned utils that purchase bulk 
power from or may bo atfecled by operations ol prospective applicant. 

RUTBERGJ. Atomic Energy Commission. 72/08/36 SAUNDERS, J.J. Justice, Dept, 
of. 3pp. 43972.269-43972:201. 

-6801110065 Forwards application lor CP (or Rivor Bond Station.Unils 1 A 2 A Into for 
antrfrusl roviaw.Applicailon submitted on 730605 not accepted A under review per 
AEC rules to determine If H'lng requirements met.W/o ends. 

SHAPAfl.H.K. Atomic Energy Commission. 73/06/13. RICHARDSON.E.L, 
SAUNOERS.JJ. Justice. Dept ol. Attorney Qonoral, Office ol. ip. 43072:292- 
43072:202. 


-8801110100 Advises that util application lor CP (orma’ly accepied.lnlo requested by 
any general br antitrust review encl.W/o end. 

SHAPAR.HJ. Atomic Energy Commission. 73/09/27. RICHARDSON, EX- Justice, 
Dept of. Attorney General. Otf ee of I p. 43972 293-43972:203. 

-8801 1 10164 Foiwards CP for Unit 2 w/same anlilrusl condil'ons as for Unit 1 . 
RUTOERQJ. Antitrust Division. 77/04/06. SAUNOERS.J J. Justice, Dept. ol. ip. 
43072:205-43972:265. 


■^0(110336 Forwards current sppllcallon lor CP for River Bend Station, Units 1 A 2 A 
Into requested by atty goneral for aniitrusl revlsw.W/o ends. 

SHAPAR.HK. Atomic Energy Commission. 73/12/28. BORK.R.H. Justice, Depl. ol. 
Attorrtoy Qonoral, OKIce of SAUNOERS.J J. Justice, Depl of. lp. 43972'294- 
43072204. 


DOCKET 50-460 WPP8S NUCLEAR PROJECT. UNIT 1 


G. Adjudicatory correspondence 


6601080303 Submits i7th quarterly status rspt re const adiviiles at lacilily During 
Fount) Ouaner I987 no sionlliceni safety-rotated const activities performed. eilhougn 
hmied engmeedno efrort coniinu-nn No changes anticipstod. 

REYNOIOS.N.3. Bishop. Cook, Purcell A Reynolds. #166 5287. 68/01/04. 
eLOai,P.O., BRIOHT.Q.O., HARBOUR.J. Atomic Safety and Licensing Board Panel, 
ip. 43000: 176-43909. 176. 


I. Financial Infotmailon 


8801(20270 ' WPPSS.i9a7 Annual Repl" W/66010e Hr. 

HALVORSON.C.M., MAZUR.D.W.. SORENSEN.O C. Washington Public PowOr Supply 
Syalern. 87/12/31. 38pp 43987:001-43987.040. 


0. Inspection reports, IE Bulletins A correspondence 


8801070181 Proposes delerioi ol response lo Compliance BuHotii) 67-002 until alior re- 
elart oi const. 

SORENSEN, G.C. Washlnglon Public Power Supply System. 67/12/21. MARTIN, J.B. 
Region 5. Otcol the Dlieclor. 2pp. 4309d;19t-4^d6D:1e2. 


DOCKET 60-461 CLINTON POWER STATION, UNIT 1 


F. Security, medical, emergency A fire protection plane 


8712310032 Forwards Secunly Insp Repl 60-461/67-38 on 671 130-1204. No violations 
noted. . 

MAllEn.B.S. Region 3. Otc of the Director. 67/12/26. QERSTNER.W.C. Illinois 
Power Ca 2pp. 43923:12f-43023.123. 

-8713310035 Parllally withheld Physical Security Insp Rept 50-461/87-38 on 871130- 
1204 (rel lOCFR73.2l).No violations noled.Major areas Inspectedisecurity plan/lmpie- 
menltiig procedures, security organization A program audit A physical barrleiS- 
OHOUIN.B.. CREED, J.R. Region 3, Otc of the Director. 87/12/22. 1p. 43923:123- 
43W3-I23. 

8801140076 Forwards Exam Rept 60-401/OL-87-01 administered on 871027- tfOe.Qe- 
nerio weakness re use of emergency operating procedures by senior operator candi- 
dates Idenillled-Exam A answer key A lecliily comments A resolution also end. 
WRIGHT.O.C. Region 3, Ofc of the Director. 80/Ot/O6. GERSTNER.W.C. Illinois 
Power Co. 2pp. 44042:106-44042:241. 

-0801140077 Exam Repl 60-461/OL-e7'01 on e7l027-110e.Exam re$ults;all tO senior 
leaclor operators A 6 reactor operators passed written exams A all but one senior 
reactor operator passed operating exam. 

MCGHE^J-M., HANEK,J.F., BISHOP, M.O. Region 3. Ole of the Director. 07/12/17. 
130pp. 44042:108-44042:241. 


J. Insurenee A Indemnity Information 


•712300122 Forwards Endorsemem 33 to NELIA Policy NF-251 A Endoisement 14 to 
M/^LU Policy MF-t21. 

TURNER.C.L. Illinois Power Co. 87/12/22. OINITZ.I. Office of Nuclear Reactor Regw- 
to«on. Director (Post 870411). 3pp. 43921:074 43921 076. 



P. operating license stage documents A correspondence 


eSOIISOOgO Forwards info re flesoufc-e Technical Svcs.inc.IncluOmg summ^of NW 
contract wofk,NRC Form 26 lor Uvee exisling contracts, audit fnfo.worti history * Bsa 
ot ©Miertise avartatjle tof special irapa & ol current rewwtce av<^ 

FELmOUSRA Resource Technical Services, me. NRC-se-ST-^l?. Br/IS/lo. 
JOHNSON.e.H. Region 4. Ole of the Director. 7lpp a3S9a:230-4399e300. 


8601040414 Provides updated corective actions 10 Improve S 

prograrns.Oescnbes new mainl improvement program initialed 4 lortg-lorm acot>n 

S^NGENBERQ F. Illinois Power Co 67/12/23. OAViSAB Region 3. Ole of We Di- 
rector. 2pp. 43963:063-43263.064. 

6801060120 Requests that program be revised to correct two listed Hems ra delay of 
design varificalion 8 corttfittonal release ol unrjualified itema.Reviaed opetaUems OA 
manual should be submitted lor review. ^ „ 

MILLER.HJ Regions. Ofcol the Director. 87/12/30. GERSTNEaW-C-Mnols Power 
Co. 2pp 43660:132-43960:133 


— eevtmuwrr iw.i,*qiip lesuiisail 1 

reactor operators 4 6 reactor operators passed writton exams & all but on 
reactor operator passed operating exam. 

MCOHE^J.M.. HANEK.J.F.. GISFCOP.M.O. Region 3. dc of the Director a; 
130pp. 44042:108-44042:241. 

8601050394 Suppi t to NRC Info Notice 68-081. "Broken External Closure So 
Atwood A Morrill MSiVs." Sve list end. ^ 

ROSSI.C.E. Division of Operational Events Assessment (Post 6704iij » 
Consolidated Edison Co. of New York, Inc. 123pp. 44038:041-44038:163. 

8601260067 Responds to NRC Bulletin 67-002, "Fastener Testing to Oeterrra 
formance W/ Applicable Mall Speos." Altachmenis provide Info re ull prograni 
ificailon ol chemical & mechamcal quallN of fasteners used at plant. 
HALL.0.P. Illinola Power Co. 86/01/16. DAVIS.A.8. Region 3, Ofc ol the . 
67pp. 44120:285-44120:361. 


R. Pariodle operating reports 8 related correspondence 


6601130421 Requests NRC concurrence to disconbnue facllfty monitoring ol lake water 
Intrusion wells Monitoring does not serve purpose Inlendod. 

SPENOBERQ.F.A iflir^ Power Co. 88/01/08. Document Control Bianch (Document 
Control Desk). 2pp. 44004.064-44004:065. 


8601190269 Requests one-time exemption from requlrementa ot lOCFRSO, App 
J.Poragraph III 0.3 re surveillance Interval requirement for Type C local leak rele testa 
for containment isolation vaNes.Fee paid. 

HALL, OP. Illinois Power Co. 86/01/13. Document Control Branch (Oocumont Control 
Desk). 6pp. 44061:241-44061:248. 


860I2601S2 Forwards request lor addi Into te util 670620 submittal ol Rev 3 to inserv- 
Ice testme pregram Response requested within 30 days. 

STEVENS.J.A Pfolect Kreclorate 111-2. 68/01/21. SPANGENBERG.F. Itttols Power 
Co. epp 44139:fM-44139.173 


O. Inapectlon reporta, IE BuFletins 8 eorresponderves 

8712160369 NRC Info Notice 87-064, "Convlctron lor Feisificaiion ol Security Tiaming 
Records." Sve list encl. 

ROSSI,C.E. Dhrl^n ol Operational Events Assessment (Post 670411} 87/12/22. 
(^nsolidaled Edison Co. 01 New York, Inc. i20pp 44163. 001-44 153:124. 


8801190104 Monthly operating rapt for Dec 19B7.W/ee01 11 Hr. 
SPANGENBERG.F. Illinois Power Co. 87/12/31. 8pp. 44092:220-44092:225 


S. Raporlabie occurrervoes, LEfls 8 related correspondence 

6BOI1201S4 Amended Part 21 rept re addI damage lo Div III diesel goneraioi 
ered during Implementation ol corrective actions. initial damage repoi 
67072B.Reworklng ol dinsal goneretor complate.Damagod exciter leads rep'ac 
HALLD.P. Illinois Power Co. 87/12/16. DAVIS.A.B. Region 3. Ole olthe Dtec 
43996 218-43996:221. 

6712260133 LER 87-067-00:on 671 124.0IV 1 RCIC Isolated.Caused by overly tt 
design setpo'nl trip tolerance for RIloy 86 lemp switches which resulted in btoi 
wlre^Brohen wire reworked.W/671222 Itr. 

CAMILLEni,r.J., SPANGENBERG.F. Illinois Power Co. 87/12/22. 4pp 43i 
43803:106. 

6901060444 LER 67-D69'00:on 87 1203, Isolation Instrumentation declared b 
due lo Inoperable contelnmenl Isolation function valve.Caused by 
ovarsighi Stall aasialant shift auporvlsor counseled (or oversighl.W/87l23l Irr. 
SCHAUER.R.F. SPANGENBERG.F. Illinois Power Co. 67/12/31. 4pp. 43! 
43960:358. 


6712170119 NRC Info Notice 87-065, "Plant Operation Beyond Analyzed Condiiions." 
Sve list encl. 

ROSSI, CE Dfvision ol Operational Events Assessmeni (Post 670411) 67/12/23. 
ConsolSdated Edison Co. ol New York. Inc. t20pp 44066:008-44066:127. 


9601160201 Part 21 repl re Selofl Power Sys HPC8 DIv III diesel generator rear 
8 rotor abaft damege.Shalt repaired 8 boarfnga replaced. 

NALL.DP. Illinois f^wer 86/01/04. DAVlS,AB. Region 3, Ole of the D ree 
44064:145 44064:147, 


4712230003 Suppi 1 10 NRC Info Noike 87-026. "Air Sys Problems at ITS LWRs " Sve 
list encl. 

ROSSI.C.E Division of Operational Events Assossmeni (Post 670411) 67/12/26 
Consolidated Edison i^. of New York, Inc. I24pp 43995:138-43995 257. 

9712310032 Forwards Security Insp flepi 50-461/67-36 on 87I130-I204 No vtolebons 
ooied. 

MAILETT.S S. Region 3. Cic Of the Director. 67/12/26. GERSTNER.W.C. ibnois 
Power Co. 2pp. 4 3923: 1 2 1 -43923: 1 23. 

-6713310035 Partially withheld Physical Security Insp Rept S0'4Sl/67-36 oa 671130- 
1204 (rel 10CFR73.21] No vfoiations noted Major areas injected secuilypian/lmi^ 
menimg procedures, secuniy organtzstion 8 program audit a physl^ berders. 
DROUiN.e, CREE0.JR Re^ 3. Ofc ol the Director 87/12/22. tp. 43923123- 
43923:123. 

9601060096 forwards Selety insp Rept 50-461/67-35 on 871005-1120 8 notice ot vio- 
lation. 

MlLLER,H.J. Region 3. Olc Of the Director. 67/12/30. GERSTNER.W.C Ibnols Power 
Co. 2pp. 43960.116-43960:131. 

-6601060103 Notice of violabon from Insp on 6710051 ITO.VIoiaiioftS noted Procedure 
6216.11, "MSIV Maint" not implemented In two listed cases 8 work continued despite 
ktentiflcetlon of vkifation ol procedure lor tighlenlng bonnet studnuts. 

MlLLER,H.J. Region 3. Ofcol the Oirecior 67/12^ ?pp. 43960:120-43960.121. 

-6601060107 Insp Repl 50-461/87-35 on 871005 i120.Viola()ons notedMaJor aroes 
laspected.OA program venncatlon.malnl 8 (cllosvup of inspector ideniifled problems 
WALKER.HA, JABLONSKI.F J. Region 3. Ofc ol the Director. 67/12/29 iOpd 
43960.I22-43960;131. 


6901200331 lER 87-066-00 on 67 1211. standby gas treatmeni sys Ngh range ra 
Ity moniior inoperebia due to missing lilior. Caused by personnef error by < 

B arson.Moniior monthly channel check surveillance procedure revisod.W/se 
ILLYER.D.W.. SPANOENBERQ.F. Illinois Power Co. 56/01/13. 4pp. 44 
44107:283. 

6601200149 LER 67-070-00:on 871207, unquellliod oqulptrienl InsiallOd resulting 
eiable drywsn high pressure (ranemilters. Caused by poraonnal error due ti 
deni reseeich. TemporaiY mod procedure revised. W/SeO <16 Hr. 
SCHALLER.R.F.. SPANGENBERQ.P. Illinois Power Co. 56/01/16. 6pp. 44 
44107:321. 


V. Operator Examlnsllona 

96011400T5 Forwards Exam Repl 50-461 /OL-S7 -01 admlnlsteted Oft 871027- 1 
nerio weakness re use el emorgency operating procedures by senior operalt 
dales idetiiiiied.Exam 8 answer key & tacillty comments & resolution also encl 
WRIGHT,C.C. Region 3. 0(0 ol the Director. 68/01/06. GERSTNER.W.C 
Power Co. 2pp. 44042:106-44042:241. 

-6901140077 Exam Rept 50 461/01-87-01 on 871027-1 lOS.Exsm rasulis all i 
reactor operaiors A 6 ceaclor operators passed written exams 8 all but on 
reactor operator passed operating exam. 

MCGHEE,J.M , HANEK.J.F., BISHOP,M.O. Region 3. OW of the Director. Bi 
ISDpp. 44042.106-44042:241. 


DOCKET 8TN-50-470 OEBSAR SYSTEM 60 


6713290165 NRC Into Hodee 67-066, "Inappropriale AppAcalion ot Convnerdai-Orede 
Componenla." Bve Hat encl. 

ROSSI.C E. Orvtslon ol Opersdetkal Events Assessment (Post 8704i|) 67/12/31 
Corvsolideled Edison Co. of New York, Inc. t20pp 43995 2$6-43996:0ie. 

6713300091 NRC Into Nonce 67-067, "Lessons Learned From Regional Insps of Li- 
censee AcUone in Response lo lE Bulletin 60-1 1." SvcHst ertci. 

ROSSI, CE. Orvtslon of Operational Events Assessmeni (Post 6704IIL 87/12/31 
Consolrdated Edison Co. of New York, Inc 123pp. 44036:164-44036:288 


86011202S0 Forwards Insp Repl 50-46l/e7-40on 87i20a-<}9 8 tONo vidaVom rtoled 
SHAFER.W-D. fleoton 3, Ole ol the Direclor. 88/01/06 GERSTNEftWC llndi 
Power Co. 2pp. 43§M:256-43990:263. 


A. Appilcetion/oonsinjctlon stage documenla 8 correspondence 

8601190301 Notification ol 860127 meeting w/C-E In Bathesda.MO to discus 
generator vibration issue for Sye 60 design. 

vISStNQ.GS. StandardizaUon 8 Non-Power Reactor Project Olrecloraie. 81 
RUBENSTElN.L.S. StandardizaUon & Non-Power Reaolor Project Direclore 
44055:301-44055:302. 

6601190214 Forwards NUREQ-0852,Suppl 3,SER re Hnal design ol NSSS for I 
Sys 60.W/O encl. 

V[SSINQ,S.S. Standardization & Non-Power Reeclor Project Direcioreie. « 
SCHERER, A E. Combusllon Engineering, Ino. 3pp. 440W:263-44066;265. 


-6601120266 Insp Rept 60-461/07-40 on 671208-09 8 ia.No vtoletlons. defielancles or 
deyisborts noladM^ areas inspected: available (acWiy soece 8 
layouLMmmunKabon 8 NRC coinpuler cormpatiblhCy. 

SHEAR.G.L, LAFRENIERE.R L , SNELL.W. Region 3, Olc of Ihe Diiector 88/01/0S. 

6pp. 4399fr256-43990 263. -nr ■ wi. ou ui/vo. 


96012S0272 NollficaUon of 880126 meeting w/C-E In Belhesda.MD lo discuss t 
PRA lor Sys BO-k design, CESSAR-DC.Portlons ot meeUng w* be piopn^aty. 
ViSSING.G.S. StandardizaUon A Non-Power Reaolor Roject Directorate. 61 
RUBENSTElN.L.S. Slaridardizalion & Non-Power Reactor Project Oirectore 
44119:172-44119:174. 


6601140075 Forwards Exam R^l 50-461/01-67-01 admlrtslered on 871027- llOe,Ge- 
neric weakness re use ol emergency operating procedures by senior oimaiof candk 
ctales Wenlilied.Exam A answer key 8 lacllrty comments 8 resolution also erd 
^IGHT.O.C. fleolon 3. Ofc ol the Oirecior. 88/01/06. GEHSTNER.Wc! Illinois 
Power Co. 2pp. 44042:106-44042241. 


6801250367 Forwards input to licenaing review bases document being dev^ 
CESSAR • Oeslgn Certification origipally Iranamltted on 87070P.Encl i 
90+ JM Sttf Design" d«iJgn certification basea addressee NRC 8/1207 conw 
SCHEHEfl.A E. Combustion Englneehng, Ino, 88/01/19. MiRAQLIA,F.J- Asso 
rector for PfOjecta (Post 870411). 2pp. 44110:001-44110:097. 
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5037^ *‘C-E Sys 00 + TM Sid Design," design cortificaiion licensing review 

I flospo*'®? NRc commonis on I cenefng documoni end. 

Enol«®eMng, Inc. 68/01/10 95pp 441 10.003-441 10.097. 

J263 Forwards proprietary "Gase Line Level 1 PRA lor Sye 0Or NSSS Design." 
rfa80i‘‘®.,P^®*^odorogy & resells ot Sys 00 PRA to bo used lor evaluation ol 
ntrade-O'ifi tor Sys 064 S\ddost9t\ 

-R£R.^^' Engineering, Inc. 60/01/22. VISSINQ,GS. Siandardizfl- 

■ Non PO'*/or IReactor Proloct Directorate. 7pp 44162:319-44152:325. 


SsfoW Evaluation Report (SER), supple & correspondence 

D2*-* SAFETY EVALUATION REPORT RELATED TO THE FINAL DESIGN OF 
STANDARD NUCLEAR STEAM SUPPLY REFERENCE SYSTEM.CESSAR 
fn SO.OOcVot No. 6O-470.(Combu3tion Enginoortng.lncorporalod) 
aJon o* Roactor Prolocls • ill,lV,V & Special Prolects (Post 870411). NUREQ- 
S03. 67/12/31. 78pp. 43940:294-43941:011. 


T STN-60-4e2 V/OLF CREEK GENERATING STATION 


rity. medical, amergency & fire proleotion plans 

>MS Forwards Insp Rept 50-462/67-31 on 871031-1118. Vio’allons & unresolved 
in end ropt & 'asp Rept 50-482/67-27 appear to represent breakdown In adm'n- 
/e & m<|l control. Enforcemont conforenco schoduloa lor 071216. 

AN L J- fl&Qion 4. OfC Of me DIreclor. 07/12/21- WITHERS,O.D. Wolf Crook Nu- 
Oporatlng Corp. Spp. 43920 282-43920.295. 

00072 Insp Rept &0-482/87-31 on B7103t-1 1 18. Potential violation nolodMajor 
lnspected:LER revlew.physical security verificallon, radiological pioiocilon & 
tlonai safo^. 

vllNS.J e . OARTLeTT.B.L., HAAQ,R.C. Region 4. Ofc ol the Director. 07/12/16. 
43920:284 - 40920:295. 

)|26 Forwards Insp Rept 50-402/67-34 on 871 1 16-20.Vlolallons noted Notice of 
onwithho’d (rof 10CFRh2i). 

AN.L J. Region 4, Ole of the D.roctor. 87/12/29. WITHERS.B.O. WoH Creek Nu- 
Operating Corp. 9pp. 43991 206-43991:21 1. 

70130 Partially withheld Insp Rapt 50-482/87-34 on 871116-20 (rat 
R73.21). Violation noted Uelor areas inspociod' licensoa locks & keys.physical 
rs • PAJigiyUng, assessmenl aids, access conirol • personnel & vehicles. 
IEST,A.0;, YANDELL.LA. Region 4, Ole of the Director. 87/12/16. ip. 
.211>4 3991:211. 

1322 Cladllan commitmont made in response 10 violellons noled in Insp Repi 50- 
•e4 9 re report abilltyol security event. Ulil records ovenla within 24 h & submits 
9 In Quarteily loo. 

:Y j.A. Wolf Crook Nuclear Opereiing Corp. 07/12/30. MARTIN.R.O. Region 4, 
I Ihe Director. 1p. 44051:083-44051:083. 

3031 Responds to violations noted In Inap RopI 50-4B2/87-26. Corrective 
exebtnet (or docorttenMnauon euwhos tnsiailed.Ptoceduce HPH 03-014 posted 
lihpiweios technician counseled.Procoduro win be revised by 600311. 

ERs.B.O WoH Creek Nuclear Operating Corp. 68/01/04. Document Control 
h (Oocumoni Control Desk). 3pp. 43971:190 43071:101. 

3188 Forwards revised updated SAR pages lhal havo boon approved lor Incor- 
ort (nio n«»rt rev of updated SAR.RovIsed pages rollocl rolocallon ol currant (Ire 
:i'on Tech 3poo rpquiremsnis & inclusion ol implied shutdown requlremonls. 
ERS.Q.O. Woll Creek Nuclear Oparaling Corp. 08/0 1/08. Documeni Conirol 
hfOocumenl Control Desk). lOpp. 44034:164-44034:163. 

)37l Forwards Rev 11 lophyElcal security plan.sal^uards contingency plan S 

S ' training & qualification plan. Rev withheld (ref IOCFR73.21). 

RS.Q.D Wolf Creek Nuclear Oporaling Corp. 68/01/14. Oocumoni Control 
h (Dwumenl Control Desk) 2pp 44056:102-44056:193. 

Forwards Rev 7 to Rediological Emergency Response Plan Implomonllng 
dure EPP 02-1-2. “Training Programs." 

:Y.J,a. Wolf Creek Nuclear Operating Corp. 86/01/21. Document Control Branch 
ment Control Desk). 6pp 44142:149 44i42:t70. 

70000 Ftov 7 to Radiological Emergoncy Response Plan Implomonllng Proce- 
iPP 02-1.2, "Tra'nlng Programs " 

M D., ANDREVVS.R.. WITHERS.B. Woll Croak Nuclear Oporaling Corp. 87/'^" 
■PP. 44142:164-44142:170. 


>ral correspondence 


1324 Responds to 671123 Itr requesting when response to GAP 860516 2.206 
h.amend^ on 8SOS3l.may be expected. Response to polltion scheduled lo be 
«ted by 83031 S- 

^>T.€ Offlco of Nuclear Reactor Regulation. DIreclor (Post 870411). 66/01/ 
Nuclear Awareness Network. 3pp. 44115:264-44116:268. 


^328 Forwards RV Eye 871123 Hr ref correspondence w/H Oonton.NRR re- 
® *0 llr raauastsd. 

Pu^ic Affairs. 87/12/03. MURLEY.T.E. Office of Nuclear Reactor Regula- 
JireciOf (P 08 1 a 704 1 1 ). 1 p. 44 1 1 5:267-44 1 1 5:268. 


^^37 Roauaste status of Invesllgation re GAP 850515 2.206 pelitlon.amended 
!yS29.Ltr dtd 870327 Indicated completion of Investigation expected In Jul 
r'PP/cil reot when Issued requested. 

’■V. Nuclear Awareness Network. 67/11/23. OENTON.H.R. Office of Nuclear 
Of Regulalloo. Director (Post 87041 1) ip. 441 16 :268-44nfir268. 


eling Hconae stage documents 8 correspondence 

*'70 FO)a reqkjesl for documenis te planVlncluding all Into within Ole ol Invest!- 
®^see concerning investigations which have occurred &/or closed on 660608. 
‘*ENS,S Nuclear Awareness Network. 67/10/01. GRIM8LEY.D.H. NRC • No 
WAtfiiiaiiQn Given. 2pp. 44139 133 44139:134. 


8601190196 FOIA request (or all documonis re plant.lnclud.ng items/ mails discovered 
or retrieved (lom Coffey CounTy,KS landfill. 

STEPhENS.S. Nuclear Awarertess Network. 87/12/09 GRIMSLEY,D. NRC - No De- 
tailed Affillalion GNen. 2pp 44055:292-440S&:2g3. 

6601120090 Forwards Into re Resource Technicel Svcs.lnc.lnduding summary of NRC 
contract wotk.NRC Form 26 lot iliroo existing coniracts,audii Irfo.work history & lists 
ol e^ortise available for special insps & of curroni resourco sves. 

FELTHOUS.R.A. Resource Technical Services, Inc. NnC-26e7-417. 87/12/18. 
JOHNSON,E.H. Region 4, Ofc of tho DIreclor. 71pp. 43990:230-43996:300. 

6601060302 Documents util commiimonts re mods to standby diosol generator output 
breaker control circultry.Dosign mod lo enhanco output croaker operation to be 
mado.reviowod & flnal<red by 860331 & implemented per 871216 moeiing w/NRC. 
BAILEY.J.A. Woll Crook Nuclear Oporaling Corp. 87/12/29 Docu.Tient Control Branch 
(Documeni Conirol Desk). 2pp. 43900:132-439^0:133. 

6601070205 NoLllcQtion ol 880106 meeting w/Wostinghouse Owners Group Oporallons 
& Analysis Subcommitteos In Oolhesda.MD lo discuss subcommittees Invostlgal-ons In 
analysis area re Generic Ltr 67-12. 

TRAMMELUC.M. Pfolecl Directorate V. 87/12/30. KNlGHTON.G.W. Project DiraclOf- 
alO V. 4pp. 43945 344-43945 347. 

6601120246 Confirms 880105 lelcon re llcanseo Inlonded ecHons in event ol leakage 
past outer reactor vessel tiango 0 ring.Orderly shutdown & cooldown would bo Inilist- 
od to prepare for ro'acing both seal rings. 

BAILEY.J.A. Woll Crook Nuclear Oparaling Corp. 08/01/06. Documoni Control Branch 
(Documoni Control Desk). lp. 439(97:041-43967.041. 

6801190200 Partial response to FOIA request for documents re plant. Forwards App B 
documents Apps A & B documents available In POR. 

GRIMSLEY.D H. Div.slon of Ru'os & Records (Post 070413). 88/01/14. STEPHENS.S 
Nuclear Awaienoss Network. 3pp. 44056:294 44055:300. 

-8601190211 Pross releose discussing discovsiy ol approx 0 41 uCi ol tadoaclive mall 
from home smoke doloctor el Colley County.KS landfill. Release of trash mail stopped 
pending^^nvestlgstlon.Relalod articles end. 

SMITHJI. Woll Crook Nuclear Operating Corp. 07/1 1/16. 4pp. 44055-207-44055-300. 

8801270466 Forwards SER re first 10 yr insetvlco testing program plan & requests for 
rollol from roquIremenls Program as modilled by SER provic^s reasonable assurance 
ol oparaiional readiness ol saiety-ialaiod pumps.Tachnicai evaluation rept also end. 
CALVO.J A. Proloct D fOClorale IV. 80/01/15. WITHER8.B.O. WoH Creek Nuclear Op 
oraiing Corp. 3pp. 44165.222'44155:300. 

-8801270470 SER Of first 10-yr inservICQ losling program plan & roquosis lor relief from 
raqultomenis concluding thal program as modilled by SER provides reasonablo assur- 
ance of oparaiional roao-ness ol seloty roiolod pumps & valves. 

' Ollleo of Nuclear Reactor Regulation, Director (Poet 070411). 68/01/tS. t2pp. 
4416S:22S-44t6S:236. 

-6801270400 "Technical Eva'uotlon Ropt,Pump & Valve insorvleo Toating Program, Woll 
Cieok Qonorating Station." 

RANSOM, C.B., ROCKH0LD,H.C. EQ4Q Idaho. Inc. (subs, of EOEG, Inc.). 
BONNEY.n. Idaho National Engineering Laboratory. PIN A-6ei2. EQQ-NTA-7git. 67/ 
12/31. NRC • No Deiallad AIMIailon Qtvon. e4pp. 44 1 56:237-44 1 6S'300. 

6801260132 Final response to FOIA roquosl for info re facility allogailons Forwards App 
B documonis i^p A,D & C documonis available in POR.App C documonis partially 
withhold (rof POlA Exempllons 6 & 7). 

ORIMSLEVpO. Division ol Rules & Records (Posl 870413). 66/01/21. STEPHENS.S. 
Nuclear Awareness Nolwork. 6pp. 44I39:135-44130;I54. 

-8601260147 Requests response to listed questions re sllegetlons made by V Hill In 
end 660516 llr.W/o oncL 

ASSELSTINE.J.K. Commissioners. 8S/05/20. HAYES.Q.B. Office ot Investigations, ip. 
44139:140-44139:140. 

-6601260177 Responds to 860620 memo re facility allegations made by former util 
omployeo.V Hill.Olc ol Invosllgaiions completed investigation but rept withheld from 
pub'lc disclosure lor llsled reasons. 

HAYES.G.D. Oflica ot Invosllgaiions. 66/06(10. ASSELSTiNE Commissioners. lp. 
44130:141-44139:141. 

-8601260215 Discusses nonresponsiveness by Ofc ol Invosllgaiions, Region IV ro V Hill 
into concerning alleged wrongdoing by uill mgl at plant.Olc ol Invasilgations respond- 
ed to roquosl on 660610. Rocomrr.ends lhal Inquiry be closed. 

SMITH.LD. Oflico of Inspector & Auditor. 67/03/13. CONNELLY.8.R. Office of In- 
spector & Auditor. Ip. 44139:145-44139:145. 

-8801260227 Responds to 860313 Hr indicating Ihst al'egations provided to NRC on 
850114 were no( handled epproprIalely.On 870122, Ofc ol Investigations Inlormod Ofc 
of Inspector & Auditor that IlstecI repte have been sent In response to request. 
CONNELLY, S.R. Office Ol Inspector & Audilof. 07/03/20. HIlL.V. Afliliaiion Not As- 
signed. 3pp. 44139:146-44139:146. 

-8601260239 Partially withheld response lo 860513 Itr.Allegatiqns raised have been In- 
vestigaied by 01c ol invesligailoris & decumenled.Package ol documenta ptepared 
but not sent due lo lack ol oulhorizallon lor public release. 

WARO.W. Ofl.ee of Invesllgalions. 66/06/10. HILL.V. Affillalion Nol Assigned. Ip. 
4413g;146-4413g:149. 

-8801260268 Partially withheld Hr requesting Investigatory documents re client concerns 
for lawsuit against Daniel Inti. 

WUL2,0.L. Bryan, Lykins. Hejtmanek & Wulz. 86/12/12. Region 4. Ofc of the Director. 
2pp. 44139:160-44139:161. 

-6601260279 Partially wltnhald FOIA request for all records re Investigation ol deliclen- 
Gles In consi & procedures at lacllKy. 

WULZ.D.L Bryan, Lykins, Hejtmanek & Wulz. 87/01/06. NRC - No Dolailed Aff-liation 
Given. 2pp- 44l39:152-44139:f63. 

-8601260266 Partially withheld Itr addressing concerns re plant & Daniels Const Co.per 
Allegation 4-04-A-O19.NRC continuing ellorts to concerns Resultant HrKkngs will be 
forwarded upon completion. 

EMERSON.M. Region 4. Ole of the Director. 67/01/12. Affi’lallon Not Assigned. Ip. 
44139:154-44139:154. 
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0. Ifiepecllon reports, IE Bulletins ft correspondence 

6712300065 Fowofds InspRept 50-482/e7-3t oae7tQ3t tii8 Watione & unreertv^ 
Hams In end ropt & Insp Repi 60 482/07-27 appear to represam broakdown In edmiv 
istretlvo & mol coniroI.Enforcemenl conference scheduled for e7t2l6. 

CALLAN.LJ Regions, Ofcof the D'rector. 07/12/21. WITHERS.B.D. WOH Creek Nu- 
clear Operal'ng Corp. 2pp 43020 262-43920:295. 

“8715300072 Insp Reel 50-402/07-31 on 071031-1110 Poienilal violattor* noted.Malw 
areas lnspecled:LEH t0viow.phy8;cal security verification, radiological protocttof* A 

C?fMMII?S,J£-!’^AnTLEn,B.L., HAAG.R.C. Regen 4, Ole ol the Director. 87/l2/ia 
>2pp 43920 284-43920:295. 

8712160369 WRC Inlo Notice 07-064. ''Convlciion lor FalsiHcallon ol Socwity TraMno 
Records.” Sve l-st end. . .. 

ROSSl.C.E. Division ol Operatonel Events Assessment (Post 070411). 87/12/22- 
Consoldaled Edison Co. of New Yoik, Inc. 120pp. 441S3.001-441W.12*- 

0712170119 NRC Info Notice 07-065, "Plant Operation Beyond Analysed CondDons." 

ROSSI.C.E. Dfidsion of Oporaiional Events Assessment (Post 070411). 87/l2/2a 
Consolidated Ed;Son Co. of New York, Inc. I20pp 44t)S6.OO0-44O58;127. 

8712230003 Suppi 1 lo NRC Info Notice 07 028, "Air Sye Problems at US LWRe " Sve 

ROSSI, C.E. Division of Operational Events Assessment (Post 070411). 07/12/28. 
Consolidated Edison Co. of Novr Yoik, Inc. 124op 43995:130-43995 25? 

0601070126 Forwards Insp Rept &0-482/07-34 cn 671 1 16 20. Violations noted Notice ol 
violetioftwilhhe’d (lof 10CFR73.21). ... 

CALLAN.L.J. Region 4, Olc of the DIreclor. 07/12/29. WITHERS.B.D. Woll Creek Nu- 
clear Operating &rp. 3pp. 4399l'206-4399l:21 1. 

“8601070130 Partially withheld Insp Rept 60-402/87-34 on 071116-20 (ref 
lOCFR7a 2t)VlolaliQn noiad.Ma'or areas Inspected: i.eansea locks S koys.phyflical 
bardere - PAJIahtlng, eesessmenl aids, access conl/ol • paraonnol 0 vohkies. 
EARNEST.A.a, YANDELt,LA. Region 4, Olc ol the DIreclor 07/12/16 ip. 
439d1;21t-4399t:21t. 

8601190322 Clarilloscorriniilinent made In response lo violations noted In Insp Rept 60- 
462/06- tfl ro caportahlUty ol aecurity event Ull records events wliWn 24 h 0 submits 

ovenla in Quarterly log. . 

BAILEY, J A. Wolf Creek Nuclear Operaiino Corp 87/12/30 MARTIN.R 0. Region 4. 
Olo or the Director, ip. 44QSt.O63-44OSl.O03. 

0712290155 NRC Into Not'ca 07-066, "inappropriate Application of Commerdel-Grede 
Coinpononia.” Sve list ertcl. „ .... ... .......... 

ROSsl.CE. Division of Operalional Events Aesossmem (Post 070411). 87/12/31 
Consolldaled Edison C^. of New York, me. I20pp 43995:258 43996.016. 

07iaaW)t»1 NRC Into Notice 67-667, "Ussons Loatnod From Regional taspe o( U- 
consoo Aclions In Response to IB Buiieun 0O-l l." Sve list end. 

ROSSI, C.E. Division ol Operational Events Assessment (Post 870411). 87/12/31. 
Conaoiidaied Edison Co. o( Now York, Inc. I23pp 44036:164-44036:286. 

8601110034 Forwards Insp Ropt 50-482/87 -36 on 67t116 6 17 0 no»ce ol vIoIaOOA. 
CAL LAN, L J. negion 4, Olc ol the Director. 80/01/04. WITH6RS.S.O. Won Creek Nu- 
clear Operalng corp. 2pp- 4398S.352-43985:3S6. 

“6601(10042 No>i<e Of violation from Insp on 871116 0 I /.Violation notediicensee dis- 
poaed ot two biuo legs.coniatn ng appron 0.4i uCl ttcenseri matt in CoKey 
landfill, unauthprlied recipient. 

* Region 4.0/0 of (he Director. 88/01/04 fp 43965 354-43985:354 

-8801110047 Insp Rept 50-482/87-3e on 87tlt6 0 l7.Vlolatlon notedMajor areas 
InsDOCIed.fadialKJn proiecl'on program.tnctuO ng eonlaminaWon cortuol. 

BAEF.RE. MURRAY, B. Region 4, Olo ol Ihe OireclOf. 87/12/17. 4pp 43965.-355- 
43005:356. 

8801110331 Rospands lo violations noted in Insp Rept 50-462/87-28. Corrective 
aciionarcablnel lor decofttemlnallon supplies Installed, Procedure HPH W-OU poslod 

0 hoalth physics technician counseled. Procedure will be revised by 880311. 
WlTHERs.a.O. Woll Creek Nuclear Operating Corp 88/01/04 Document Control 
Branch (Oocumeni Control Desk). 3pp. 43971;189-43B71:19I. 

8B0I0S0394 Suppi 1 lo NRC Info Notice 86-081, "Broken Exiernal Oosure Springs on 
Atwood & Morrill MSIVa.” Sve list end 

ROSSI C.E. C^ielon ol Operalional Events Assessment (Post 070411). 08/01/11- 
Conaolidaled Edison Co. ot New Yoik, Inc. 123pp. 44038:041-44030:163. 

8601160301 Forwards "Final Rept on NRC IE Bu'leiin 86-003." including vertBcetlon ol 
program completion.8ummary ol findings re valve oporabl'IIy pdor to adiustmenle 4 

WITH^S^B.a'wotl Creek Nuclear Operating Corp. 08/01/14. MARTlN.RO- Rogtoo 
4, (Dtool the Oitactof. 3pp. 44063 091*44063. 169. 

-8801 19031 1 "Final Rept on NRC IE Bulletin 85-003." 

* Woll Craek Nuclear Ope/aUng Corp. 80/01/14. 7epp 44063.094-44063:169. 

8501270465 Forwards SER te (its! tO-yr Itwetvice lesling program plan 0 rerjuesls lor 
relief from requiremenls-Program as modified by SER provides reasonable 8seur8r>ce 

01 ooeratlonel readiness ol safety-related pumps-Technlcal evaluation rept also end 
CALVO.J-A. Pfoiect Olreclorale IV. 80/01/15. WITHERS.B.D- Woll Creek Noclear Op- 
erallrtg Corp. 3pp 44166:222-44165:300. 

-9801270470 SER Of first 1 0-yr inservice testing pfOgram plan 0 requests lor relief from 
requirements concluding that program aa modified by SER provides reasonable assur- 
ance ol operaifottal readiness ol safety-related pumps 0 valves. 

* Office ol Nuclear Reactor Regulation, Director (Post 670411). 66/01/16. I2pp. 
44155:226-44155:238. 


R. Periodic operating reports 0 related correepondenee 


8601220209 Monlhly^raimo Rept 34 for Deo 1687.W/08O116 llr. 

WILLIAMS M G . WITHERS.B.D. Wolf Creek Nuclear Operating Corp. 67/12/31. 7pp. 
44169.084-44159 090- 


8. Reportable occurrences, LERs 0 related correspondence 

8712290099 Special Rept 87-014:on B710I4, hydrogen pressurirsr ignited Caused by kv 
adequate prsssunrer draining A depressurizing procedure.Procedure review iwS 
control room personnel training p1anned-W/87l2i8 llr. 

WiTHERS.B.lJ. Wolf Creek Nucleer Operating (3orp. 07/12/18. Document CevttsI 
(Document Control Desk). 6pp. 43693:024-43693:029. 

8712390139 LER 07-O53-OO:on 871 123.control room ventl-aiion Iso'a'-ion signal 
occurred Caused by MDA Sdentifio.lnc chlorine monitor GK-AITS-3 paper tape buntfr 
Inq up Bunched up portion removed A tape replacad.W/671222 Itr. 

WlLLlMfSMQ. WITHERS.B.D. Wolf Creek Nuclear Operating Corp. 87/12/22 Epo 
43666.004-43886.609. 

8712310210 LER 87*054-00:on 671 127,ESF actuatod.Caused by moisture i.'iduMd cor- 
rosion ol electrical connector on radiation monitor ekld-Connector clesned 0 sealed 
w/heat shrink moisture seal W/671223 Hr. 

WILLIAMS, M.Q.. WITHERS.B.D. Wolf Creek Nuclear Operating C«fp. 07/12/23. tpp. 
43923.298-43923 301. 

8712310216 Special Rept 07-lO.Suppl 2.vold8 In tendon sheathing atiribJied loibied 
addiUve lactors.quallty program descrlbsd.groase installation 0 insp discussaci 0 
eudris & surveillance ol const operations conducted. 

8AIIEY.J A. Woll Creek Nuclear Operating Corp. 87/12/24. Document Control B'S-ich 
(Oocwnsnt Control Desk). 17pp. 43064:008-43964:024. 

0801140353 Soeclal Rept 67-013:on BTttOO.dlacovered low level (e<l>oacLva ru'i d<itv- 
ered to Coffey County land fill.Causod by nonllcenaed ulll personnel ertor.Procedure 
lor rmeass ol tadioacllve mail revised. 

VinTHERS.BD. woll Creek Nuclear Operating Corp. 86/01/07. Oocume'il Corbol 
Branch (Document Control Desk). Spp. 44042:327*44042:33l- 

6801190100 Special Repi 87-01 6:on 871211, failure ol emergency diesel go^er8:^rAp^ 
cwied due to excessive leakage.Caused by cracked lube oil line fitting Fitf ng rcptaced 
0 retested lor lesksge.Cause of cracking not determined. 

WITHER3.B.D. Wolf Creek Nuclear Operating Corp. 66/01/08. Oocumeni C«r5:4 
Branch (Document Cionlrol Desk). 2pp. 44108:227*44108:228. 

00OI22OS3O Special Rapt 07*01 6:on 67121 9, (allure of emergency diesel genetsiar S oc- 
curred when generator not synchronized w/bus. Caused by repealed open.'.''g 0 cas- 
ing ot (oH-out potential transformer. Engineering evaluation In piogrese. 
iMTltfRS.BD. Woll Creek Nuclear Operaling Corp. 68/01/14 Docurrenl Ct/rjcl 
Branch (Oocumeni Control Desk). 3pp 44150:120-44159:131. 


V. Dpetalbt Eaamlnkltons 

8801200231 Partial response lo FOiA request (or decumenis re worker irarningprfr 
grams 0 INPO training accredrlailon.Forwards App F documents App E A F OW 
Rtents also available in POR.Addl records also available In PDR under Sossong iClA- 

wfMSlBY.OH. Oivistoft Ol Rules 0 Records (Posi 870413). 88/01/12 B0L£Y,K. 
Pubic Citizen's Critical Mass Energy Projeot. Spp. 441 18:001*441 18:039. 

-8801220136 AiJvlses Ol sneodervee W 870923 Natl Nuetaw Accieditina Boaid rwtrt 
el ff^Q otce In Alianta.OA re training ptoorams al two piants.Encfe Include ui 0i 
Board member nemee 0 attendees 0 67 f 105 plant iiatus accreditab'on table. 
QIBS(3N,A.F. Region 2, Olo of the Director. 87/11/02. ROW- DNIsjof) of Deer-see 
Perlormance A Ouelity cveluellon (Peel 870411). 8PP. 441 19.169-441 19,166. 


DOCKET STN-MM83 CALLAWAY PLANT, UNIT 1 


P. Security, tnedloaf, emergency A fire preleollon plane 

8801130243 Forwarde Rev 12 to physical security plan In response lo commerlson 
misceilsneous amends 0 search requIrements-Rev withheld . , „ . 

SCHNELL,OF. Union Eleclrio Co. 07/11/17. ALEXtONT.W. Olflee ol NiWtear RMtW 
Regulation, Director (Post 870411). 2pp. 44000:261*44000:262 

8801110426 Forwards Safety Insp Repi 6O-483/07-32 on 871004-1204 No vWstois 

FOTNEY.W.L. Regton 3, Olo of the Director. 87/12/31. SCHNELL.O.F. Union 
Co. ?pp. 43986.(>Ce*43686.024. 

-8801110432 Safety Insp Rept 50-483/67-32 on 871004-1204 Violallons noted M no 
notice Issued Major areas lnspectad:LER8,planl operations, ESF sys.radoogiCA 
controls, maim, surveillance, fire proleolton.emerg^ency preparedness 0 secun^. 
HINDS, J.M. Region 3, Olc of the Director. 87/12/31. 17pp- 43986:008 43368.024. 

8801120028 Temporary Change Notice 87-0868 to Pege i of Aitachrneni 4 » Rev M 
lo Emeroaney Plan ImplOTantino Proce^e E1P-ZZ-0O2O1. 

WHITE.A E , DAMPF,j!o. Union Eloctrto Co, 67/12/31. Spp. 439B6:339-43906.-34l. 

8801130297 Forwards ravlsod marked-up FSAR P®9®8 f® protection TechSpecre* 
quiremenis approved for Incorporation In next FSAR rev. ^ 

SCHNEUL,D.R Union Electric Co, 66/01/07. Document Control Stench (Docurotvl 
Control Deek). 20pp. 44002:2 17*44002:236. 

8801260377 Forwards Amend 30 to Ucenee NPF-30 0 safely evaluation. Amend re^ 
Tech Speca to rerriowe cerlalo Are protection requirements 0 to pisca requltemsrts vt 
plant procedures under control ol onsite review comfnittee 0 m FSAR. 

ALExIoN.T.W. Prelect Directorate 111*3.- 86/01/13. SCHNELL.O.F. Union EtecjieCc- 
2pp. 44139:029*44139.054. 

-6W12603M Amend 30 to Licenae NPF-SO, revising Tech Specs to remove 
prolecflon requirements A to' pl*ee regulremonla in plant procedures under conutf d 

&/.01/13. 20pp. 4413fl.031-44l39,050. 

44199:06M4139;054. 
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: on proposed change (o retention periods for records.Util op- 
jnUon period (or security dept records. Incorporation of proposed 
1 to licensees w/o any boneilL 

Ion Electrio Co. 8B/0t/l6. Document Control Branch (Document 
I0e3:228'<t40e3:227. 

>60210 & 11 Site visit to lour emergency response facllltlos.per 
ill determine whether NRC Expanded Activation Site Team can 
nodaled.Outllne of areas NRC will be reviewing end. 

0(c of the Director. 88/01/19. STILLER.M. Onion Electric Co 
):322. 


isge documents A correspondence 


S. Reponsbta occurrences, LERs A related correspondence 

8712290014 lER 87-0lfl4)l'on 67081 S.discovered (hat essential Svc water Train B par- 
tially shut Caused by personnel errors.Valve ecluator repaired during Refuel 
li.Petsonnel fnvolved court68led.W/d71222 It;. 

MCPARLAND.T.H . BLOSS£R,J.O. Union Electric Co. 87/t2/22. epp 43893134- 
43883:141. 

8712310034 lER 87-OI3-02.on 87080B, control room emergency ventilation sys Inoper- 
able due lo pressure boundary breach.Caused by personnel orror.Uisposiiioned 
riamper found on 670814. Penetrations sealed A personnel counseled W/871222 Itr. 
SHEPPAftO.W.H. MCFARLANO.I.H.. BLOSSER.JD. Union Electric Co. 07/12/22 
1 1ppL 43920 04M3920i)5l. 


efety evaluation accepting licensee proposed Implementation of 
0.62) A June 1989 implementation scheduleper util 871218 
lyed Implementation reasonable. 

t Direclorala 111-3. 87/12/24. SCHNELL.O.F. Union Electric Co. 
■:180. 


8801279276 Summary of Opnanng Reactors Events Mooting 88-02 on 880112 ro 
evants wMch occurrod sinco last moating on 880105. List of misndaes, significant els- 
mortta ol events A tebulatien of long-term followup assignments to be complelod enci 
lANNINO.W. Events Assessment &anch. 88/01/15. ROSSI, C E. Division of Oper- 
ational Evonis Aaseesmani (Post 87041 1|. I6pp 44165:136-44 t65:l5l. 


'Oluatlon conditionally eccapting proposed ATWS mlllaatlon sva 
on per ATWS rule (tOCFRM.el). 

Reactor Regulation, Director (Post 870411). 87/12/24. 8pp. 


of 880106 maetlno w/Westinghouse Owners Group Operations 
lees In Bethesde.MO to discusa subcommittees Investloallans In 
riCLtr 87-12. 

act Directorate V. 87/12/30. KNIQHTON.G.W. Ptolecl Director- 
43945:347. 


V. Operator Exemlnetlona 

8801200231 Perval response to FOlA roquosl for documents le worker training pro- 
grams A INPO tralnli^ eccfad<taiion.Forwards App F documents.App E A F docu- 
ments also avaPable In POR Addi records also svailsblo in PDR under Bossong FOIA- 
87-204. 

GRlMSLEY.O>l OMsion of nules & Records (Post 870413). 88/01/12. BOLEY.K. 
Public (^en‘a Ciittcal Mass Energy Project. 8pp. 44 1 18 001-44 1 18 039. 


evised marked-up FSAR pages re fire proloctlon Tech Spec re- 
or Incorporation In next FSAR rev. 

Electric Co. 66/0t/07. ^cumenl Control Branch IDociMMni 
4002:217-44002:238. 

mend 30 to License NPF-30 A safety evaluation. Amend revlsaa 
I certain fire protection requirements A topiace requirements in 
r control of onsite review committee A in F^ar. 

: OIreelorate 111-3. 68/01/13. 8CHNELL.0.F. Union Electric Co 
.054. 

} lo License NPF-30, reirising Tech Specs lo remove certain lire 
4 A to place requirements rn plant procedures under control ol 
nrrtiRee A In FSAR. 

Oireclorste 111-3. 88/01/13. 20pp. 44139:031-44139:060. 

iluatlon supporting Amend 30 lo License NPF-30. 

Reactor Regulation. OIreelor (Post 670411], 86/01/13. 4pp. 


-as 1 1070480 Surnmaryot INPO ACCiediiation Board 851023-24 meotings in Atlants.QA 
ro training programs for isied faciklies, performance lndlcatDrs,NRC exam fa'iure rata 
A tnsiruefor quailflcaUons. 

2IEMANN.O.L. OMsion ol Human Factors Safety (600426-851124). 65/11/04. 
RUSSELL.W.T. OMS>on ol Human Factors Safety (860426-851124]. 4pp. 44116 200- 
44118:203. 

-8812100113 Forwards final repis from NRC posi-sccred>iatlon eud-ls using Training A 
Review Criteria A Procedures published as NURE(3-i220 In Jul l966.6om job A tssk 
ans^ses necesasry lor iuH liiwomental>on ol periormance-basod training. 
RUSSELL.W.T. Division ot Human Paclots Tachnology (651125-670411) 66/12/03. 
STRAHM.K. fnsMuie 0( Nuctev Power Operations. 33pp. 44119 079 441 19‘1 II. 

-6601220138 Advises of attendance at 670923 Natl Nuclear Accradlting Board moetinn 
at INPO ofes In Allania.QA te training programs at two plsnts.Encrs inc’ude list o1 
Board member names A atiandses A 67(105 plant status sccisdiisNon table. 
GIBSON.A.F. Re^n 2, (3tc ot the Director. 87/11/02. ROE,J. Division ol Licensee 
Performance A Ou^ Evaluation (Post 87041 1). 8pp. 441 16.159-441 16:166. 


IE Bulletina A eerrespondence 
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iotice 67-064, •'Conviction (or Falsl/icallon of Securlly Training 

)f Operational Eventa Assessment (Post 670411), 87/12/22 
O. Of New York, Inc. 120pp. 44163:001-44153:124. 

-lotlce 87-065, "Plant Operation Beyond Analyzed Conditions." 

if Operational Events Assessment (Post 870411). 87/12/23 
0 . of Now York, Inc. 120pp. 44058:000-44066:127. 

NRC Info Notice 87-028, "Air Sys Problems el US LWRs." Svc 


)( Operational Events Assessment (Post 870411) 87/12/28 
o. 01 New York, Inc. 124pp. 43996:138-43995:267. 


iotice 87 086, "Inappropriate Application of Commercial-Grade 
end. 

if Operational Events Assessment (Post 870411). 87/12/31. 
0 . of New York. Inc. 120pp. 43996:268-43996:016. 


•lotlce 87-067, "Lessons Learned From Regional insos of U- 
Dense to IE Bulletin BO-1 1." Svo list end. 

>1 Operational Events Assessment (Post 870411), 87/12/31 
0 . of New York, Inc 123pp, 44038:164-44030:286, 


Jalety Inap Rapt 60-483/87-32 on 871004-1204.No violations 


3, Ofo ol me Director. 87/12/31. SCHNELL.D.F, Union Electrio 
986:024. 


p Repi 60-483/87-32 on e7t004-1204.VlolaUons noted but no 
areas lnspeoted:LERs, plant operations, ESF sys radlologloal 
nee, (ire proiectlon.emergaric)' preparedness A security. 

Dfo ol the Director. 87/12/31. 17pp. 43688:006-43986:024. 

NRC Info Notice 664}81, “Broken External Closure Springs on 
8." Svc list end. * 

I Operational Events Assessment (Post 070411). 88/01/11. 
0 . of New York, loo. 123pp. 44038:041-44038:163. 

10210 A 11 site visit to tour emergency response laclliUe8,per 
I detem^e whether NRO Expanded Activation Site Team can 
j^ated-Outline of areas NRC will be reviewing enoi. 

^ of the Dfreolor. 88/01/19. SnLLeR.M. Onfon Electrio Co. 
3c2. 


iporta A related eorreapondenca 


F. Security, medice), emergancy A tire prolscUon pisns 

8712310058 Forwards Insp Rwta 60-498/87-52 A 60-499/87-62 on 670624- 28 .VIoIb- 
tlons i>oled£nlotcentenl conference scheduled on e7l230,por 871223 lelcon. 
CALLAN,LJ. R^n 4. Ole of the Director. 67/12/23. GOLDBERQ.J.M. Houston 
Lighting A Pevrat Co. 2pp. 43920:036-43920:040. 

-8712310061 Perilally withheld Insp Repis 60-496/67-52 A 60 496/67-52 on 670624-26 
(ref fOCFR73 2l).\WaHora noledAtdor arees InspeclediBSCurily plen A implementing 

K iocedures.mgl etfectivertess A secunty orgenlrstlon A program audit. 

ELLY.JA, V^DELULA Reokm 4, Ole of the Director. 87/11/11 3pp. 43920038- 
43920.040. 

8712310174 Forwarde Inep Repie 60-408/67-66 A 60-4B6/87-66 on 871019 23.Viola- 
Hens rtoled.Enlorcement conference echeduled for 671230 to discuss violations. 
CALLAN.LJ. Region 4. 0(c of the DIreotor. 67/12/23. GOLDBERG, J.H. Houston 
Lighting A Power Co- 3pp. 43963 336-43983:341. 

-8712310177 PartMy withheld Insp Repis 50-468/e7-e6 A 60-499/67-66 on 871016-23 
(ret tOCFR73.2l}.VIo>ations noled.MaJor areas Inspected. licensee access 

control.lrtckiding personnel, detection sids.proteclod ares-ssseesment aide A testing. 
EARNESTAS-. YANOELLLA. Raglon 4. Ofo of Ihe Oirccior. 87/11/27. Ip. 
43983:341-43803:34l. 

87133t017» Fofwerde Insp ReplB 60-498/07-54 A 60-496/87-54 on 870906- ll.Vlola- 
lions noted Enforcement cortteience scheduled 871230 lo discuss violations. 
CALLAN.LJ. He^ 4. Ofo of the Director. 87/12/23. QOLDBERO.J.H. Houston 
Lighting A Power Co. 3^- 43083:333-43963:337. 

-8713310187 Parllally withheld Insp Rspts &0-496/e7-54 A 60-499/87-54 on 870606-11 
(ref 10CFR73.2l).Watlon8 noled.Malor areas Inspectedllcensee access 

control, (ndwAng personn^, trafnlrn A qualfrlcst(ons,accss8 control A packages. 
EARNESTA-8.. CALDVI^lCR.A.. YANDELL,L.A. Region 4. Ofo ol Ihe Director. 67/ 
tt/te. 2pp 43983:33943983:337. 

8718310002 Notifleetion of 071230 enforcement conference in Arllrnton. TX to discuss 
securlly matters descrftwd in Insp Repu 60498/e7-52.60-49e/87.54 A 60-49B/&7-68. 
OALLAN.LJ. Re^ 4, Ofo ot the Director. 87/12/24. Region 4, Ofo of Ihe Director. 
2pp. 43920:21643920.216. 

6801060194 NotiOoation of canceled 871230 meeting in Arlington,TX lo discuss security 
matters described te Insp Repta 60-498/e7-52,^60-496/67-64 A 50-498/67-68. 
CALLAN,LJ. Region 4, Ofo of the Director. 87/12/24. Region 4, Ofo of the Director. 
2pp. 43962:051-13982:052. 

8801130216 Forwards Insp Repts 60-498/67-59 A 60-499/87-59 on 670921-26 A 1005- 
09.Vlolatlon noted A one unresolved Item identified. Enforcement conference sched- 
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-W01 130226 Paniaily wrOihfikJ Inap Repls 50-498/8F-59 i 5()-499W-69on 8^^^ 
& 100&-09 (rel lOCFR7a 21) Violations noted Major areas Inspected secuWy proyam 
audtts.fcpt8 & records, physic^ darners • vital areas « accoM MnUU- 
KELLV JA, YANOEILLA Region 4 . Ofc of the Director. 87/11/17- 'P 44000<;zJ- 
44000.223. 

e8011Ml97A(Mseslftate7l202revtoemerpencyplanBMepmMe 

CALLANLJ Region 4. Ole of the Dtre^. 88/01/12 GOLOBERO.JH. HousloA 
Ughtlng & Power Co. 2pp. 44037;350-44037;351. 

8801270174 Notification ot 880119 entorcernent c^fareiwa rre^ng w/oM m 
Arlington TX to discuw security metiers es descritied in Insp Ropta 6CM98/87-5Z.50- 
498/I7-54.6CM98/87-59 & 50-498/87-66. , , „ . . 

CALLAN LJ Region 4. Ofc ot ihe Dtrector 88/01/18 Region 4. Ofc of Ihe Director. 
2pp. 44 1 88:00 1 44 1 88 002. 


0. Adludlcatory correspondence 


8801190033 Informs that lime provided by NflC regulations wiihjn which Comnilssloo 
may act to review Director’s Decision (00-07^) eKpIredCommsston declined 
feview.Decislon became final agency action on 880107 Served on 880114. 

CHiLK.S J. Office ol the Secretary of the Commission. 17188 88/01/13 

SINKIN L Citoens Concerned About Nuclear Power. Inc. SiNKiN.L Chnslic tnsmirto. 
Ip. 44035095-44035095- 


P. Operating llcenae stage d&eumsnit & coaespondsnee 


88011S0227 Forwards Inlo ro bottom mounted (nsirumontation Including partaih 
paid Topical Rople WCAP-1 1683, '•Responses to NRC Ouesilons." SwCAP-t 
"Ueetma Slides. .." Proprlotery Topical Ropt WCAP-1 1710 withhold. 
WlSENBUnO.M.R. Houston Llohling & Power Co. 88/01/05. Document 


iihi 


Sranch (Document Control Desk), epp. 44033. 274-4<1033:345. 




-88011S026& SutOTirta application lot vdihhoWng propilotary into Iromputplic dspoui 
& atlidavil re responsos to NRC guostions concerning bottom mounted Instrume-'A 
Son wmblo wear. Withholding roquoslod (rof 1 0CFn2.7eo). 

W1ESEWANN.R.A. Westlnohouso Electric Corp. 87/12/08. MURUEY.T.E, Office cl hi, 
clear Reactor Regulation, Director (Post 87041 1). 7pp, 44033:282-44033 ?08. 

-8801 150294 Submits eppilcalion lor withholding proprtotary info from pubiC dsctoui 
& affidavil re propilatary WCAP-1 1710, "Mooting Slides A Rosponses to NflC flws 
tons from 871214 Mooting ’ ' 

W1ESEMANN,R.A. Westlnghouso Electric Coip. 87/12/22. MURLEY.T. Officeoitr, 
clear Reactor Regulation, DIraclor (Post 870411). 8pp. 44033 23944033-296 


-8801160310 Partially deleted "Responsos to NRC Ouestions re eottom Mcuniedi^- 
strumwitaiion Thimblo Wasr.*' 

QALEMaUSKJ.S . MERVOSKY.D. Woslinghouso Electric Corp. WCAP-i 1683 07/i: 
31 14pp 44033:297-44033:310. 


-8601160316 Paniaily dololed "Mooting Slides & Rosponses to NRC Ouesborsf’^ 
871214 Mooting." 

GAlEMauSHJS Woslinghouso Electric Corp. WCAP-1 17tl. 67/12/31 35 k: 
44033311-44033 345 


8801120090 Forwards Inlo re Resource Teehnicaf Svca.Inc.including summary 4* 
contract work, NRC Form 26 lor three eidabng coniracis.audit inlo.work history 8 llsis 
of espertlse Bvailable lor special Inspa 4 ef current resource sves 
FELTHOUS.RA Resource Technical Servicea. Inc. NRC-28-87-417. 87/12/16. 
JOHNSON.E.H. Region 4. Ofc of the Oireclor. 71po. 43998 230-43998 300. 


8801110398 Discusses uhl 870219 Itr 10 NRC re Wyle Lab Test Rept 63S76 Idantirjrino 
numerous elaetdeal wiring A cable configurations tested Util Intends to incorporate 
listed anangements Into plant design cniena lor installation. 

WISENBUFfG.MR. Houston Ughbng A Power Co. 07/12/21. Oocumenl Control 
Bran^ (Oocumenl Control Desk). 3pp. 43969.085-43969 067. 


8801280270 Requests addi Info lo acceplpnce ciiisrla for eddy current measurer^tn 
scheduled lo be performed after 12 wks of operation A action plan If measurenen 
shows oxcesshro wear, par B&010S Itr. 

* f^C - No Detailed Alfilialion Given. S8/0I/05. Houston Lighting 8 Power Co 
44173 280-44173 280. 

08DI19OO52 Final response lo FOIA request lor documonts re SAPEflAN 
program Forwards App i A J documents. App H A I documents available in PORCte 
records aval'able in PD R App J decuments partially withhold Irel FOlA Exemption 5> 
QRIMSIEY.DH. Divisiors of Rules A Records (Post 870413). 86/01/12 MAXWELLS 
C^mos Broadcasting Corp 5pp. 44053:108-44053.272. 


8801070334 Forwards addl Info re ATWS mibgabng sys aciuauon circiriCnrfAMSACh sub- 
mined by 881020 Itr per 870903 lelcon. Schedule A fnatailaKin of AMSAC remains as 
desenbed In 851008 Itr. 

WISEN8URQ.MR Houston Ughtlng A Power Co. 87/12/22. Document Control 
Branch (Document Conlrol Desk). 19pp. 43991:142-43991:182. 

8801070478 intorms lhal first guadedy Insla'imeni ol FV88 annual lee per I0CFRI7I 
made by electronic transfer w funds. Util instituted irtlgetion challenging reguieUorts in 
US Court of Appeals lor Oisinci ol Columbia OVcuils. 

WiSENSURQAi R. Houston ughii'ng A Power Co. 87/12/22. Oocumenl Conlrol 
Branch (Document Conlrol Desk). 2pp. 43999 268'43999 269. 

8801180190 Forwards proprfeUry WCAP-11701 8 nonpropdeiery WCAP-H702. "Re- 

K nse to NRC Ouesoons re fest Response.Narrew Range, Thermowell Mounted Re- 
ance Temp Oetecior." per NRC 87l2l8 request lor aooi Info. 

WiSENBUROMA Houston (ughling 8 Power Co. 87/12/23. Oocumenl Control 
Branch (Document Control Desk). 3pp. 44041 216^041:237. 

-880HMI91 Requests propriety WCAP-11701. "Responses to NRC Ouestions re 
Fut Re8ponse,NarTow Rar>ge,Thermoweli Mounted Resistance Temp Detector." be 
withheld from public disclosure (ref tOCFR 2 790(b)(4)). 

WIESEMANN.R A. Wesbnghouse Electric Corp. 87/12/18. MURLEY.T. Office of Nu- 
clear Reactor Regulation. Director (Post 87041 1). lOpp. 44041:219 44041:228. 

-8801150193 "Responses to NRC Questions re Fast Response Nerrow Range. 
Therruowell Mounted Resistance Temp Delectora ” 

TUICY.CR, RICE.W.R. WesUnghouse Electric Corp. WCAP-11702 87/12/31. 10pp. 
44041 229-44041.237 


8801090C42 Forwards "Auxiliary Feedwater Sys (AFS) Rept:lnves(lgatfon of KydrauHo 
Transient Everts " Confirmatory tesUitg ol modified flow conlrol valves wd be cott- 
ducted during wk of 871226. 

WISENBURu.M R. Houston Lighting A Power Co- 87/12/24. Oocumenl Conlrol 
Branch (DocumenI Control Desk). 3pp. 43899:281-43809 348. 

-8801050054 “Auidliary Feedwater Sys Invesbgation ol Hydraulic Transierrl Evenls." W/ 
22 oversiie drawings. 

' Houston Lighting A Power Co. 87/12/31. 95pp. 49899:264-43099.348. 

8001080003 Responds lo 671 125 Itr re conslituenl DR Llohler request corKerning terml- 
nation from plant lor refusal to taka drug screening leslMin plant inness-fer-dufy pro- 
gram should IrKlude drtM tests. 

STEILO.V. Ofc ol the ueculiva Director for Operations. 87/12/29. OELAY.T. House 
ol Rep. iipp. 43997:147-43»87:16S. 

-8601080004 Forwards consfituent DR Ughier request for assislance re termnaiion 
from pianLlnlo to aid In response to consviueni requested.Supporting Into enci 
OEUY.T. House of Rep. 67/11/25. CALLAHAN.M. NRC • No Detailed Alffilabon 
Given. 8pp 43967:158-43967:165. 

8801070306 Notification of 680106 meeting w/Wes8nghouse Owners Group Operations 
A Analysis Subcommittees in Bethesdd,MD lo discuss subMmmitiees invesOgaifons In 
analysis area re Generic LIr 87-12. 

TRAMMELL.C.M. Project Oireclorate V. 87/12/30. KNIQHTON.G.W. Project Director- 
ate V. 4pp. 43946:344-4394S;347. 

8801120396 Discusses 871203 A 14 conference calls among irlil,NRC A EOAG re NRC 
comments on Rev 2 lo pump A vaNe Inseivfce lest plan lor planLComments A utl 
r^xmes summartzed.Rev lo plan incorporating comments will be sent to NRC by 

WISENBUAQ,M R. Houston Lighting A Power Co. 87/12/30. Oocumenl Control 
Branch (Document Control Oesli)- 4pp. 43991:016-43991:019. 


6801110521 Lists addl Info on sigritncant hazards evaluation for ulil proposed change lo 
Tech Spec 4.6.1.0.1.b.1 re tendon surveillance requlremertta.per NP KadembI 871229 
reqwsL 

WFSENBURQ.MR. Houston UghUng A Power Co. 88/01/04. Oocumenl Coctfiol 
Branch (Document Conlrol Desk). 2pp. 43966:027-43986.028 


-8801190073 "SAFETEAM Program InstnicHon Manual." W/B70128 Itr & retried Nc 
QUTHRiE.i L. Houston Uohllng A Power Co. 87/01/28. 13lpp. 440S3:1l&440512a 

-8601 190099 Rov 4 to "SAFETEAM Program Instruction Manuai," mciuding Rev 3 b 
labia ol contents 4 Rev 1 to Pages 2-6 of 3T-1 1, "Preiiminary Concern Review (iCP) 
Pnwam." W/870223 Hr A lelaled inlo. 

GUTHRIE.I.L. Houston Lighting A Power Co. 87/02/23. 12pp. 44053:2^6-440537!’ 

8801290350 Ack roco>pt of 871217 Itr requesting addl fnfo on OL review costs loi p«nx 
of 840524-861220 es blilod on invoices G02a0 S 270.Advise9 that NRC wii rsspmc 
to 871^1 A 17 ms es soon as possiblo 

01Q0$.R M. Uconso Foo Managomonl Branch. 88/01/26. WEI8ENBLIRQ,MR. Ho» 
ton Ll^ng A Power Co. 2pp. 44100:005-44160:026. 

-8801290359 Submits paymont ol Ucens'ng (oos charged for OL review lor percCd 
840e24-e5i220,per Invoices 00269 A GC)27g.A0d^i info ro Invoices G0768 4 
G0270, including breakdown ol cosi roquoalad. 

WISENBURQ.M.n. Heuslen Lighting A Power Co. 87/12/01. Oocumenl Cerw 
Branch (Documoni Conlrol OeskV 5pp. 44 180.007-44 160:013. 


O. Inspection repisrie, IE Bulletina A correspondence 


6712230265 Forwards Insp Repts 6O-4O0/87-7O A 60-489/87-70 on 87101B-11» * 
notice ol violation. „ 

CAILW4.LJ. Region 4, Ofc ol the Director. 87/12/17. GOLDBERG, JH. HcxisicF 
l^tlnp A Power Co 2pp. 43804:024-43694:038 


-8712230271 NoHce Of violallon from Insp on 071 O 19 - 112 O.Violal'onnoledceinn 9 S.-x 
Sural sloel panelrsllon cover plate improperly constructod per design drawing pnxe 
do'esA deeion taquiiemenls riot transialw propeiiy. 

• Re^n 4. Old of the Director. 87/12/17. 2pp. 43094;O26-43094:O27. 


-8712330275 Inep Repts 6O-400/07-7O A 50-499/87-70 on 871019-1 120. V<il^ 
n^edMa)or areas inspecledimgt ol QA activltios, OA Insp ol porformance.cornpmw' 
cooing walor HK A spent fuoi siorago racks. 

JOHNSON.C.E., GARRISON, D.L., TAYLOR, R.Q. Region 4, Ole ol the Director. S'l'f 
II. iipp. 43894:026-43894:038. 


8712300040 Notification ol 871230 enlorcemont conference In Arlington, TX to dseuw 
lecenl leiiuies lo comply w/Tech Specs as dosenbod in Insp Rept 50'498/87-/i 
CONSTABLE, Gl. Region 4. Ofc of the Diroefor. 87/12/21. Region 4, Ole of IN'* 
rector. Epp. 43964:063-43964:084. 


8712160369 NRC Info Notice 87-064, "ConvIcUon for Fafsificallon of Security Trww’t 

Records." Sve list and. 

R^St.CE. ONisiort ol Operatlonat Events Assessment (Post SWn) Sf/i/r* 
Consolfdaled Edison Co. of New York, Inc- 120pp. 44163:001-44163:124. 


8712170119 NRC Inlo Notice 87-065, "Plant Operation Beyond An8fy7ed Condiwre 
Svclislsncl- 

ROSSI, C.E. DMsIon of Operational Everils Aasessmont (Post 9J941'I- ®''' 
Cor«olldated Edison Co. ol New York, Inc- 120pp. 44066:008-44066:127. 


8712310056 Forwards Insp Repts 50-498/87-62 A 60-499/87-52 on 670824- 28.VW- 
bons noted. Enforcement conference scheduled on 07 1230, per 871223 telwn. 
CALLAN.LJ. Region 4, Ofo ol the Director. 87/12/23. GOLDBERG.JH- Hoiw*' 
Lighting A Power Co. 2pp. 43920:038-43920:040. 

-8712310061 Partially withheld insp Repts 50-498/87-52 A 60-499/87-52 on 
(ref IOCFR73.2l).\ftolation8 noted. Major areas In8pected:8ecurity plan A impien*™^ 
procedures,mgl effecliveness A aecurlly organization A program aud-i. ,.q,v>o« 
KeLLY,J.A., YANDELL.t..A. Region 4. Ofo ol the Oiiector. §7/11/11. 3pp. 4392tn» 
43920040. 
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Repts S0'498/B7'66 & 50-499/07-66 on 071019- SO.Vlola- 
onrerenco sctieduiad (or 071230 (o discuss violallons 
5fc of iho D-roclor. 67/12/23. GOLOBERG.J H. Houston 
43963.330-43903:341. 

ard insp Ropts 50-496/07-60 & SO 499/67-66 on 871019-23 
ons noted Ma[oi areas inspontadliCcnsoo access 
I. deiociion alds.protecled araa.assossmoni aids & test'no 
L.LA Region 4, 0(c of tho Director. 67/11/27. ip. 


Rapis 50-498/07-S4 & 50-499/87-54 on 870906- ll.ViOla 

onference scheduled 071230 to discuss violations 

)1C of the Director. 87/12/23. GOLDBERG, J.H Houston 

43963.333-43963.337. 

3ld Insp Ropts SO 490/07-54 & 50-499/07-54 on 870900-11 
ons notedMelor areas Inspoctod.llcenseo access 
. training & qualiilcatlons.accoss control & packages. 

.L.RA., YANDELL.L.A. Region 4, Ofc Of the Diroclof. 07/ 
363:337. 


8601210130 Rosponds lo NRC 871218 Itr ro violation noted :n Insp RopI 50 490/87- 
04.Cortective asbons chairlcal operator relieved A counsel'ed, boric add batching 
I noop teporlofinod & lineup checkrist placed m chemical ope.'aiions foreman f.les 
VAUGHN.GE. Houston Lighting & Power Co. 66/01/15. Document Control Branch 
(Document Contfol Desk). Spp. 44003:140 44083.144 

8601270174 NoMicatlon ol 660119 enlorcemeni conloro.'ico meet no w/ulil :n 
Ari ngion.TX lo (fscuss securtly mai(a/s os desenbed In Insp Ropts 50-496/67-52 50- 
498/87-54.50-468/87-59 A 60-498/87 66 

CALLAN.l j RoQlon 4. Ofc of the Diroclw 80/01/16 Rogicn 4. Ofc of the Director 
2pp 4418660144186002 


8601280025 Discusses 671230 enforcomerit confo.'once re lindings of Insp Repts 50- 
496/87-71 A S0-460/B7-7I on 871 10l-30.f/eoiing summary oncl.Moeiing beneficial 
CALLAN.LJ Refron 4. Ofc of Um Director 68/01/19. GOLDBERG, JH Houston 
LrghUng A Power Co I7pp 44157 165 44157 181 


R. Periodic oporaUng reports A related correspondence 


171230 enlorcemeni conleronco In Aitingion, TX to discuss 
In Insp Ropts 50-4g8/87-52.50'40e/G7'S4 A 50-400/07-e0. 
c of tno Director. 07/12/24. Roglon 4, Ofc of Iho Director. 


8601200343 Monthly opetoLmeropI for Ooc 1987 W/eS0l1S Ur 
PARK6V.SI,. VAuGHN.GE Houston Lfght-nn A Power Co 87/12/31 7pd 
44l07:273-44107.27fl 


ancoled 871230 mooting In Arlington, TX lo discuss socunty 
lopis 50 40S/87-52.50-rgO/87-S4 A 50-490/07-66. 
c Ol tho DToclof. 87/12/24. Reg on 4. Ofc of the Dliocior. 


; Info Notice 87-028, “Air Sys Problema at US LWRa " Sve 

porationel Events Assessment (Post 070411). 87/12/26. 
(New York. Inc. 124pp 43895:138-43905:257. 

0 67-060, '‘Inappropriate Application of Commorclal-Grado 

1 

perationaf Cventa Aasessmonl (Post 870411], 87/12/31. 
f Now York, Inc. 120pp. 43095:250-43906:016. 


S. Roponable occurrences, LERe A related cciraspondenca 

8712310031 LER 07'0l4-0l:on 07iii3.conirol room vonti'ailon actuation lo focrcula- 
tion mode occunod Cauaod by ionic gas monitor delocilcn of pa ni fumes containing 
gasus Painting suspended A panting control p.'ocodure wil be revised W/87l2tG Ur 
AYAIAC. VAUGHN.GE Houslen lighting A Power Co 87/12/18. Spp. 4.1903 300- 


8712290131 LER 87-015-00 on 871 121. cooldown in t.alod duo lo ineporability ol ossen 
tia‘ chiller uniis iiC A I2A Caused by inadaouaie prol 0 Ci.'Oh of equipment 
conuols Cauiion togs poeied A oporaior fogs tovl$ed.W/07i22l in. 

AYALA.C . VAUQHN.OE- Houston Lnmmg A Power Co- 07/12/21 7pp 43606 016- 


:o 87-067, 'lossons Loamed From Regional insos of Li- 
te to IE Sulfaim 80- 1 1 Sve iisl onct. 

C onal Evonis Assessment (Post 070411), 07/12/31. 
York, Inc. 123pp 44036 164 44038-260. 


6712300082 LER 87-0i7-00on 07li24.tfiscrepancy between Tech Spec pressuriier low 
prossuto aeloly in|ocUon soiponi A actual soipoini idoniitied.Cousod by procedural 
error Survelllonce procedures A aelpdnie corroded W/07 1 22 1 Ur 
AYALA.C . VAUGHN.G E. Houston L^ghlmg A Power Co 07/12/21. 6pp 43921 037- 
43921.042 


. rept on devolopmont of erosion/corrobion lE/C) surveii- 
prollmmary rosponso lo NRC Quiieiin 67'OOi.Otii will aubm.i 
jfvell'ance program devolopmont cempietod by 000316 
Lighting A Power Co 07/12/31. Oocumani Control Bronch 
6pp. 4^19:117-43910:124. 

enae to questions rolsod by J Qag'iardo during insp on 
I readiness review issues. Initial map porlormcd on 670629 

S hiing A Power Co. 07/12/31. Documoni Control Qranch 
pp. 43926 124-43928:129. 

'0504 request lor addl info ro insp Rept Horn 498/0739 04 
-36,llQm 2.2, "Eriuipmeni Closallicatian A Vendor interlace 
Hated Compononts) " Program discussion end. 
m Lighting A Power Co. 86/Ot/OS. Document Control 
Desk) 6pp. 44043-206-44043 291 

actions (or Improving personnel A plant porlormanca.por 
1230 enforcement conlaronco.Addl info from 080108 opor- 
II be provided In near fuluro. 

Ihling A Power Co. 88/01/00 MARTIN.R.D. Roglon 4, Ofc 
:009-44I86:013. 

Info Notice 06-08t, “Broken External Closure Springs on 
>vc list end. 

peralionel Events Assesamonl (Post 670411). 80/01/11. 
I New York, Inc. 123pp. 44030:041-44030.163. 

lepls 50-496/87-59 A 50-409/67-50 on 070921-25 A 1005- 
jnrosolved item Idontitlod. Enforcoment conleronco ached- 
s ulil underslend.ng of apparent violation A corrective ac- 


6712300068 LER 87-0i9'00:on 87ii24.do(oiminod that cum-nuiry ol slave relay cenieci 
in Train A of comammont apiay eys imptoporly lasiod Caused by personnol 
error Relay leaiod A procedures lot lesilng relays in Trains B A C reviewed W/e7l22l 
Mr. 

AYALA,C . VAUGHN.0 £. Hoi/Slon Lighting A Power Co, 07/12/21, 6pp 43698-862- 
43898257 

6712300099 LER 87-02000:on 671 l28.conUpl room vent letion oduatod lo racircu'atlon 
mode Caused by toxic gas monitor cdnpuior dtp taiiuro.Computer chip replaced A 
monior rosioreo to normal opoiaiton.W/87 1 222 Ur 

AYALA.C. VAUGHN.GE Houston Irghing A Power Co. 87/12/22. 6pp. 43920311- 
43920315 

8713300095 LER 07-0i8-00.on 87ii24.cooldown iniliaiod duo to inoperabl.ty of two 
irnins of coniammonl apray Crack in p^e connection ol Train A caused by design 
orror Mod 10 all irainaof emergency cooling welOf p'ennod W/871223 Ur. 

AYALA.C. VAUGHN.GE Houston linhifng A Power Co 07/12/23. 7pp 43921:011- 
43021017. 

6601130336 Forwards LER ro hydra-jirc Iransienis In auxiliary Icodwaler ays duo to 
design error Evoni did not hsvo edvorso impoct on hoaUti A saloly of pub'lc Errata to 
Occ 1907 ropi ro aux4‘ary loodwalar ays also oncl. 

VAUGHN.GE. Hcusion Lighiing A f^wer Co 60/01/05. Document Control Branch 
(OocumonI Conirol Desk) ^ 43088 220-43980.322. 

-6601120332 LER 07-016-00;on 871105,hyd'Bullc transients discovered in auxiliaiy 
locdwalor eye Caused by design orror.Dosign chengoa Implemonlod A prool lostod 
prior 10 oniry Into Modo 3 Enolo to auxiliary loodwalor sys ropi oncl 
AYAIAC ffeuslon lighUng A Powor Co. 88/01/05. 2pp 43966 231-43988-322. 


>(c of me Director. 06/01/11. GOLDQEHQ.J.H. Houston 
44000:220-44000:223. 

lid Insp Repta 50-406/87-59 A 50-499/87-59 on 070021-25 
t). Violations noted. Major areas lnspeciGd: 80 curlty program 
sical barnera • vital areas A access conirol. 

Region 4, Ofc ol the Director. 07/11/17. Ip, 44000:223- 


Repta 50-490/87-73 A 50-499/87-73 on 87l 130-121 1.No 
ed. 

Ho of the Diroclof. 66/01/14. QOLD8ERQ.J.H. Houston 
44135.046-44135:055. 

-468/87-73 A 50-499/87-73 on 67n30-12II.No violations 
- areas inspected: soloclod Instrument compononts A 
sol Internals A mechanical component work observations. 
D., HAAQ.H.C. Region 4, Ofc ol Iho Dirocior. 88/01/05. 


98/87-76 A 50-499/87-76 cancelled. 

||c of the Director. 88/01/14. GOLDSERG.J.H, Houston 
44106:174-44100:175. 


-6601120240 Errata lo "Auxilary Feedwater Sy8:lnve8l gallon ol Hydraulic Transient 
Evenia." 

' Houston Lifting A Powor Co. 88/01/05. 2pp 43968 233-43980 322. 

8801120368 LER 07-024-00.on 87l30B.control room vantilotion aduallon to recircula- 
tion modo occurrod Caused by personrKH error. Flow pushbullons d-sabtod A (ochrtl- 
clans briefed on Importenco of allenUon to detail W/660107 Ur. 

AYAIAC.. VAUGHN.Q.E. Houston LIghlinn A Powor Co. 88/01/07. 5pp 44046 256 
44046:200. 

8801 120370 LER 67-023'00:on 871010 A 12, loose or displaced velvo-shall- lo-acluator 
drive koys IdonIHIod In moior-oporotod valvos. Condition evaluated on 671200.Causod 
by lack of vendor guldanca VorKfor manuals amendod.W/6B0107 Itr. 

AYALA.C . VAUQHN.Q E. Houston Lighting A Powor Co. 06/01/07. 7pp. 44040:043- 
44040049. 

6601130053 LER 87-022-00:on B71206,conlrol room toxic gas monitors 
inoperabfo.Caused by Inadequate tre'ning program lor toxic gas mon.loring sys oper- 
oUon A chanr>Ql checks Monitor operation training A logging procedure p’anned.W/ 
680107 Itr. 

AYALA.C.. V/UJQHN.G.E. Houston lighting A Power Co 80/01/07 6pp. 44029:271- 
44029276. 


1C 871217 III re violations noted in Insp Repts 50-408/87- 
iva act!ons:roanolysls performed assuming boll preload ro- 
oi 25 fl-pounds. 

Lighting A Power Co. 88/01/15. Document Conirol Branch 
1pp. 44066:131-44066:134. 


8801140082 LER 87-025-00:on 87I209.ESF Train A loss of oftsiie power actuation 
occurrod.Causod by procedural errors coupled w/hardwaro failure. Relay tost proce- 
dure rovised.W/SSOIOS hr. 

AYALA.C., VAUGHN.O.E. Housion Lighting A Power Co. 88/01/06 6pp. 44042:296- 
44042.303. 
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M011$0249 LEH 87-021-OOor 871130 ,urwiticlpaletl bus Uip & 
occurred Causa c<x^ not be concJuwely beWnff on 

deenwgtrino ESF sequencer by openif>9 main cirCoH Dr^ej^^w/MOiiw w. 

AYAU^ , VAUGHN/Q.E. Houston UghOng & Pow« Co. 88/01/08. 6pp. 44092.256- 
44092:261. 

8801250279 LER 07-O26-OOoo 87l2t2.delermine{j trip actuation devica operaSon^ tw 
on degraded unctefvotiage colncidant w/ safety intecUon 
reqwr^Caused by defloenl surveillance procedure due to personnel efror.vy/BWi 1 1 

AYALA.C, VAUGHN, GE. Houston Ughlmg & Power Co. 88/01/11. 8pp. 44158020- 
44159.025. 

8801260388 Forwards • Hydrauflc Transient In Main Feedwater During 
Generators." destf^tng events, causes 4 corrective acltons.Connfnfiatofy losbng »*■ 
be comelaied prior to entry into Mode 3. r. 

WlSENsIjRG.MR HoustOT LIghOng 4 Power Co. 88/01/18. Oocumertl Control 
Srancti (Document Control Desk}. 2pp. 44125.054-44125 068 


-8801150310 PatliBlIy deleted •Responses to NRC Questions re BoHom MouniMr 
strumeniation Tfiimbla Wear." 

OALEMBUSH.J.S.p MERVOSKY.O. WesiJnghouse Eleclrio Corp, WCAP-11683 gr,-j 
31. 14pp. 44033:297-44033 310. ^ 

-8801160318 Partially deleted •'Meeting Slides 4 Responses to NRG Qijssooreyv, 
871214 Meeting." 

GAlEVIBUSH,J.S. WesUnghouse Electric Corp. WCAP-11711. 87/12/31 ija 
44033:311-44033:345. 



-8801190073 "SAFETEAM Program Instruction Manual." W/870126 IV 8 related 
CUTHHIE.I.L. Houston Lighting 4 Power Co. 87/01/28. 131pp, 44063:1 t6-440M7«, 


-8801260378 "Hydraulic Transient In Main Feedwater During filling ol Steam Genaia- 

* Houston Ughting 4 Power Co. 88/01/31- 13pp. 44125.056-44 125.068. 

8801270451 Forwards Rev 1 to LER 87-019 le slave relay surveillance dafieior^ due lo 
personnel enor.Rev corrects typo in last lirw ol sddl into section, changing date bom 

VAUQHN^G^ Hwslon UghPog 4 Power Co 88/01/10 Oocumani Control eianch 
(Document Control DosK) 2pp. 44140 037-44140042. 


-8801270484 LER 87-Ot94H.on 87t t24/Jelefmined thal slave relay survaiifance proce- 
dure not property tesled in Train A ol conlainmani spray sya.Caused by personnel 
error .Relay tested 4 procedures for Trains B a C reviewed 
AYALA.C. Houston Ughbng 4 Power Co 88/01/18, 4pp. 44140.039-44140.042. 


POCKET STN-SO-499 SOUTH TEXAS PROJECT, UNiT 3 


-8801190099 Rev 4 to "SAFETEAM Program InstrucUon Manual," Ittclufling Re, j ^ 
W>le ol contents 4 Rev 1 to Pages 2-5 ol ST-ll. "Preliminary Concern Review(PC 2 
Progtam " W/870223 Hr 4 relaled infc. 

OutHRlE.I.L. Houston Lighting 4 Power Co. 87/02/23, 12pp. 440S3.246-440«J5' 

8801290355 AcV receipt of 871217 lit loquesilng addl inlo on OL review costs lotcwct 
ol 640624 86 1220 as billed on Invoices Q0269 & 270.Advlse3 that NRC will r«(»r« 
to 871201 4 17 Itrs as soon as possible. 

OlQGS.R.M. License Fee Management Branch. 88/01/26. WEISENBURG.MR Hour 
tonUghUng 4 Power Co. 2pp. 44180:005-44160:026. 

•^801290369 Submits payment ol licensing fees charged lor OL review lor period y 
840624-661220, per Invoices Q0269 4 00270.Addi Info re Invoices G0269 1 
G0270,lndudmQ breakdown ol cost requested. 

VrtSEIwURQ.MR Houston Lighting 4 Power Co. 87/12/01. OocumeM Conn 
Branch [Document Control Desk). 5pp. 44160:007-44180:013. 


A- ApplFcalion/corutruetion stage documents 4 correspondence 


F. Security, medical, amergency 4 fire proleollon plana 


8801120090 Forwards info re Resource Technical Svcs.lnc,ir)CltKling summary el NRC 
contract work, NRC Form 28 lor three exisbng contracla.audil (nio.work history 4 Kata 
of expartse avariable for special Insps & of current resource svcs 
F6LTHOUS.R.A Resource Technicat Secricea. Inc. NflC-26-87-417. 87/12/16. 
JOHNSON E.H. Region 4. Ole ol the Oiraclor. 7lpp. 43998 230-43998 300. 


6601 1 10398 Discusses util 870219 Itr to NflC re Wyla Lida Teal Repl 63575 idenlififing 
numerous eiecln^ wmng 4 cable conFovraUans tasted Lliii Intends to inco^ioreie 
listed arrangemema into punt design entena lor installation. 

WiSENeURQ.M A. Houaion L^Gng 4 Power Co. 87/12/21. OocumanI Control 
Branch (Document Control Oeskj Spp. 43969:08543969.087. 


8801070434 Forwards addi info re ATW9 m'tigaUng sys actuation dreuitryfAMSACh sub- 
mlitod by 861020 itr.pw 870903 leieon. Schedula 4 Installation of AM^ rem^s as 
desertbed in esi 008 W. 

WISENGURO.M.R Houston Uonting 4 Power Co. 87/12/22. Oocumam Control 
Branch (OooumenI Control Oeak|. I8pp 43991:142-43991:162 


8801160190 Forwards pfoprietary WCAP-11701 4 nonproprletaty WCAP-11702. "Re- 
sponse to NRC Ouesbons re Fast Response.Narrow RanM, Therrrtowell Mounted Re- 
sistance Temp Dslector." per NRC 871216 requesi lor aodl inlo 
WISENBURG.MR Houston UghtlrM 4 Power Co. 87/t2/23. Document Cmtrol 
Branch (Document Control Desk). 3pp. 44041.21644041:237. 


8801050042 Forwards "Auxiriary Feedwaler Sys (AFSj Rept.Invesligation of HydrauKc 
Traikslent Events." CooHrmslory lasting of rnodiGed (low control valves wW be cor»- 
ducted during wk of 871228. 

WtSENSUR(3.M R. Houston UghUng 4 Power Co 87/12/24. OocumenI Control 
Branch (Document Control Desk) 3pp. 43699 261-43699.346 


-8801050054 "Auxfliary Feedwater Sy8:lnvestig8Uon of Hydraullo Transient Events." W/ 
22 oversize drawings. 

* Houston Lighting & Power Co. 87/12/31. 95pp. 43899 264-43899.348 


8801080003 Responds to 671125 Hr re constituent OR Lighter request concerning terml- 
nation from plant lor refusal lo lake drug screening test Min plant lltness-lor-duty pro- 
gram should ihckide rtrug tests. 

STELLO.V. Ofc ol the uecudve Director for Operations 87/12/29. OELAY.T. House 
olAep. lipp- 43367:147-43967:165. 


-8801080004 Forwards consbluent DR Ughlar request lor assistance re lermtneilon 
from plantinfo lo aid In response to cortstrtueni requested Supporting Info erKi 
DELAY, T. House ol Rap. 87/11/25. CALLAHAN.M. NRC • No Oalalled AflUslton 
Given. 8pp. 43967:188-43967:105. 

8801070205 Notification of 880106 meeting w/Westinghouse Owners Group OparsSons 
4 Artemis SubcommHlees In Belhesda,MO lo discuss subcommittees Inves^atlons in 
anaiysu area re Generic Ltr 87-12. 

TRAMMEIL,C.W Prr^ Dbedorale V. 87/12/30. KNIGHTON.Q.W. Protect Dkedor. 
ale V. 4pp. 43945:344-43945:347. 

8801150227 Forwards inlo re bottom mounted instnjmentaUon fncludir>g partialty with- 
held Topical Repla WCAP-1 1663, "Responses lo NRC Ouestlona..." 4 WCAP-11711. 
"Meeting Slides...." proprietary Topteai Repl WCAP-1 1710 withheld. 

WISEN^RQ.MR Houston UghUiig 4 Power Co. 88/01/05. Document Control 
Branch (Document Control Desk}, epp. 44033;274-44033.345. 

-8801160258 Submits appUcelion lor withholding propdelary info from pubfio tflsclosure 
4 affidsvll re responses to NRC questions coneetrlng bottom mounted instrumerrta- 
tion thimble wear. Withholding reqMeated (ref 10CFR2.790K 
WIESEMANN.R.A. WesUnghouse Electrto Corp. 87/12/08. MURLEY.T.E. Office of Nu- 
clear Reeclor Regulation. OlFector (PosI 870411). 7pp. 44033:282-44033:268. 

-8801160294 Submits epf^Bon lor wHhhokting proprietary info from publio disclosure 
4 affidavit re proprietary WCAP-11710, "Mee^ Slides & Responses to NRC Ques- 
tions from 871214 Meeflng." 

WIESEMANN,RA Westtnghousa Eiectiic Corp. 87/12/22. MURLEY.T. Office of Nu- 
deal Reactor Regutedon, Oireelor (Post &704I t). app. 44033.269-44033.296. 


8712310056 Forwards Insp Repis 50-408/67-62 4 60-4B9/67-S2 on 870824- ii-'Mt 
dons noted Enlorcsmeni conference scheduled on 67i230.per 671223 tsicon. 
CALLAN.LJ. Region 4, Ofc ol the Director. 87/12/23. QOLD3ERG.J.H. Housicr 
UfihUng 4 Pow« Co. 2pp. 43920-.036-4392ffl-,040. 


-8712310061 Partially wllhheld Insp Repls 50-496/67-62 4 60-469/87-52 on 87087421 
(ral lOCPR73.2l).V)OlBtlon8 noted.Malor areas lnepected:sacurlty plan 4 impierrertrj 
pf 0 cedures.mgl atfscUveness 4 securily organizanon & program audit. _ 

KiUV,j.A, YANDELUI A. Region 4, Wo el the dtsetor. l7/1l/n. 3pp. 439J«» 
43620.040. 


9712310174 Forwards Insp Rapls 50-498/67.66 4 50-499/67-66 on 671019- 23V«» 
tfons noted.Enlorcameni oonlisrence scheduled for 871230 to discuss vioisuons 
CALLAN.LJ. Region 4. Olo of Iho Director. 67/12/23. OOLDBERO.J.H. Houser 
Uf^img & Power Co. Spp. 43963:336-43963:341. 


-8712310177 Pertially withheld Irisp Repls 60-498/87-68 4 60-49e/87-88 on 67101923 
(tel l0CFR73.2lVvlolaUons noted.Mslot arose irspeae(l:lic«iaea «xs» 
control, Including personnel. deiecUon eids.proieoled area, assessment aids & istvg 
EARNB8T,AB.fleglon4, O', l ih© Director. 87/11/27. Ip. 43963:341-43963.341 


6712310179 Forwards Insp Beols 50-496/e7-64 4 60-499/07-54 on 870908- I1W» 
dons itoled.Enlorcement cortlerence scheduled 871230 to discuss violaDons. 
CALLAN.L J. Region 4, Olo of the Director. 67/12/23. GOLOBERG.JH Houswi 
UghUng & Power Co. 3pp. 439e3;333-43&63:337. 


-8712310181 Partially withheld Insp Repts 60 498/07-64 & 60-499/87-54 on 67090511 
(rai lOCFR73.2i).Vioiallons noled.MaJor areas inspected.iicen8ee sccssi 
control, Including personnel, training 4 qualifications, access control & packages 
EARNEST , A B. Region 4, Ofc ol the Direelor. 67/11/16. 2pp. 43963.336-4396333’ 


9M1130219 Forwards ln» Repla 60-499/97-69 & 60-499/&r-69 on 670921-2S 4^ 
OO.Violalion noted 4 one unresolved Item Identified. Enlorcemenl conlerence scrw 
uied on 680116 lo discuss util understanding ol apparent violation & correetrvs «• 

CALLAN.LJ. Region 4. Olo ol the (Mreclor, 68/01/11. GOLOBERG.JH. HousW 
UghOng 4 Power Co. 3pp. 44000:220-44000:223. 


-8801130228 Partialjy withheld li»8p Repts 60-400/07.69 & 60469/87-59 on 67 0921-» 
a 1005-09 (rel 10CFR73,21).VIoratlona noled.Malor areas Inspectedsecunty projrsr* 
audits,rspls 4 records, physical barriers - vital areas 4 access control. 

KELLY.J:A. Region 4,(5lo of the Dlreoior. 87/11/17. Ip. 44000:223-44000.223. 


8801150197 Advises lhat 871S02 rev to emergency plan acceptable. 
CALLAN,LJ. Region 4, 0(0 ol the Director. 88/01/12. QOLDBERG.J 
Lighllna 4 Power Co. 2pp. 44037.350-44037 . 35V 


H. Housvn 


Q. Adjudloetory correspondence 


8801190033 inlorms that lime provided by NRC regulations within 
may act to review Olredor's Decision (DD-67-20) explfed.Coiw 
revfew.Decislon became final egepey aefion on BB 010 '- 8 «f''ed on Mom. . ... 
CHILK.S.J. Office of the Secrelaiy ol the Commission., # 86 
SiNKit^.L Citizens Concerned About Nuoiear Power, Ino. 81NklN,L Christie InstMs 
Ip. 44035:095-44035:095. 


Q. Inspection reports, IE Buliatiiis 4 correspondence 

87r2230288 Forwards Insp Repts 50-498/87-70 & 80-499/87-70 on 871019-11»* 
ftolice ol violalion. , u Hnswr 

CALLANI J, Region 4, Ofo 0( the DirectOfi 67/12/17. GOLDBERG, J H. Houw" 
Ughling & Power^. 2pp. 49&94;024^3994;036. 



.1 penetration cover plate imoroporly constructed per design drawing proce* 

3S AOestgnioquIrements not translated properly. 

egon 4. Ofc of the Director 87/12/17. 2pp. 43894:026 43894:027. 


2230276 Insp Repts 60-498/87-70 & 60-499/87-70 on 871010-1120. VlolaUons 
x< Wa^r areas Inspected mgt of QA activities. QA insp of performance.componenl 
Sna welor HX 4 spent fuel slorage racks. 

•'430N C E GARRISON, O.L., TAYLOR, B.Q. Region 4, Otc o1 the Olrectof. 67/ t2r 
lipp 43894;028-43894:036. 


60369 NRC (hfo Notice 67-064. "Conviction for Falsification of Security Training 
ords." Svc list encl. 

SSICE Division of Operational Events Assessment (Post 670411). 67/12/22. 
ifoi'-dated Edison Co. of New York. Inc. 120pp. 44153:001 -44 163:124. 


70119 NRC info Notice 87-065. "Plant Operation Beyond Analyzed Conditions." 
|is 1 encl. 

iS'.CE. Division of Operational Events Assessment (Post 670411). 87/12/23. 
acMated Edison Co. of New York, Inc. 120pp. 44066 006-44056-.t27. 


10066 Forwards fnsp Repts 50-496/87-52 & 50-499/87-52 on 870624- 28.Vlo1a- 
s noled.Enforcemenl conference scheduled on 871 230, per 871223 telcon. 

LAN.LJ Region 4. Ofc of the Director. 87/12/23. QOLDBERG.J.H. Houston 
iVng 4 Power Co. 2pp 43920.036-43920.040. 


'310061 Partie'ly withheld Insp Repts 50-496/87-62 4 50-499/87-52 on 070824-28 
10CFR73 21] Violations noted.Malor areas Inspectedisecurity plan & Implamantlng 
»iures.rng| effectiveness 4 security organization 4 program audit. 

LY J A.. Y^NOELULA Region 4, Ofc of Ihe Director. 07/11/ If. 3pp. 43920:038- 
20040. 


10174 Forwards Insp Repts 60-498/67-66 4 50-499/87-66 on 871019- 23.Vlola- 
1 notod.Enlorcement conference scheduled for 87t230 to discuss violations. 
LAN.LJ. Region 4, Ofc of Ihe Director. 67/12/23. GOLDBERG, J.H Houston 
trig 4 Power Co. 3pp. 43963:338-43963:341. 

310177 Partially withheld Insp Repis 60-490/87-68 4 60-499/87-66 on 871019-23 
iOCFR73.2t).VIoiations noted.Major areas ln8pected;llcensee access 
rd Including personnel detection alds.protecled area,a6aessment aide 4 testing. 
iNESTAB, YANOELLLA. Region 4, Ofo of the Director. 67/11/27. tp. 
53,341-43963:341. 


10179 Forwards Insp Repts 50-498/67-64 4 60-499/87-64 on 670908- H.Vlola- 
> noted Cnforcamenl conference scheduled 871230 to discuss violations. 

LAN.LJ. Region 4, Ofc of the Olreclor. 87/12/23. GOLDBERG, J.H. Houston 
Lng 4 Power Co. 3pp. 43963:333-43963:337. 

310181 Partially vrithheld Insp Repts 60-498/87-64 4 60-499/67-64 on 870908-t 1 
10CFR73.2i).VIolatlon8 noted.Malor areas In8pecied:llcansee access 
■'ol.including p 
seST,A.B, C 
16. 2pp. 43663.336-43963337. 

30008 SuppI 1 CO NRC InlO Notice 67-026, "Air Sys Problems at US LWRs." Svo 
'nel. 

.$I.C.E- Division of Operational Events Aasesameni (Post 870411). 87/18/98. 
MDdalad Edison (^. of New York, Ino. I84pp. 43995:138-43696:267. 


ersonnel, training 4 qualllieatlons, access conirol 4 packages. 
ALDWELL.R.A., YANOELLLA Region 4. Ofc of the Director. 87/ 


WifiS NRC Info Notice 67-068. "Inappropriate Application of Commercial-Qrade 
oonents " Svc Hat end 

■SICE Dtyislon el Operational Events Aaaeaemant (Post 670411). 87/18/31. 
ididaied Edison Co. of New York, Ino. t80pp. 43695:86e-4399e;0ie. 


)009i NRC into Notice 67-067, "Lesaona Learned From Regional Inaps of Li- 
es Actione In Response to IE Bulletin 80-i 1." Svo list encl. 

6i.C E. Otvltion of Operational Events Asaessmenl (Post 870411). 87/18/31. 
wldaled Edison Co. of New York. Inc. 183pp. 44036:164-44036:286. 

)M36 Provides status repi on devetopment of etoston/corroston tE/C) survelt- 
ipiogram.per 670914 preliminary response to NRC Bulletin 87 001. Util will submit 
response once E/C surveillance program developmant completed by 680316. 
0BknQ.J.H. Houston Ughtirtg 4 Power Co. 87/(2/31. Document Control Branch 
umant Control Desk). 8pp. 43919:117-43919:124. 

KH53 Forwards response to questions raised by J Oagllardo during Insp on 
'14 4 15 re operational readiness review Issues, initial Insp performed on 870620. 
GHN,0 E. Houston Ughling 4 Power Co. 87/12/31. Document Control Branch 
urrenl Control Desk). 6pp. 43926:124-43926:120. 

M)007 H»^)onds to 670804 req^l lor atidi Into to trap Rept Item 406/6739-04 
erivng Oer>erio Ltr 83-28, Item 2.2, "Equipment Classification 4 Vendor interface 
irams lor All Safety-Related Componerits)." Program discussion encl. 
'nBLIRG,M.R. Houston Ughling 4 Power Co. 80/01/05. Document Control 
ch (Document Conirol Desk). 6pp. 44043:286-44043:291. 

8023 Forwards facility plan for addressing IE Bulletin 79-14 requirements for con- 
ng as-built reconclllailon (ABR) program Oeteiled ABR program considered un- 
ssary due to listed reasons. 

DBERG.J.H. Houston Lighting 4 Power Co. 60/01/05. Document Control Branch 
jmenl Control Desk), epp. 4401 1:1 76-440t 1:166. 

4394 SuppI 1 to NRC Info Notice 864)81, "Broken External Closure Springs on 
od 4 Md^l MSIVs " Svo list encl. 

St.CE. OMsion of Operational Events Assessment (Post 870411). 88/01/11. 
didated Edison Co of New York, Ino f23pp. 44036:041-44036:163. 


43T6 Forwards insp Repts 50-496/67-59 4 50-409/87-59 on 670921-26 4 1005- 
elslion noted 4 one unresolved item Identified. Enforcement conference sched- 
on 880119 to discuss uHl understanding of apparent violation 4 corrective ac- 


AN,L.J. Region 4, Ofc of Uie Director. 88/01/11. GOLDBERG, J.H. Houston 
ng 4 Pcwer Co. 3pp. 44000-.220-44000:223. 

0401 Responds to NRC 871817 ltr re violation noted in Insp Rept 60-48e/e7- 
irrecUve acUonsirevlew of design details for nonsafety-relaled olvil/stniotUraral- 
vents to Category I (Class 3) structural steel In Unit 8 performadr 
IBERQJ H. Houston Lighting 4 Power Co. 86/01/13. Document Control Branch 
imsnl Control Desk). 5pp. 44058:313-44056:317. 


violations or deviations noted. 

CALI-AN,L.J. Reg'on 4, Ofc ol Ihe Olreclor. 88/01/14. GOLDBERG, J.H. Houston 
Lighting & Power Co. 3pp. 44135:046-44135.055. 

-8801200121 Insp Repts 60'496/87'73 & 50-499/87-73 on 871 130-121 1.No violations 
or deviations notedMajor areas Inspected: selected instrument components & 
sys, welding ol reactor vessel Internals 4 mechanical componohl work obsenratione. 
VICKREY , ft B-, GILBERT ,L.O., HAAQ.H.C. Region 4. Otc Ol Ihe Director. 88/01/05. 
7pp, 44135:049-44135:056. 

8801200153 Insp Repts 60-498/87-76 & 60-499/87-76 cancelled. 

CALLAN,L.J. Region 4. Ofc of the Director. 86/01/14. GOLDBERG, J.H. Houston 
Lighting & Power Co. 2pp. 44108:174-44108:176. 

6801200412 Responds lo NRC 871217 Ur re violations noted In insp Repts 50-468/67- 
70 4 60'469/87-70.Correclive actlons:reanalysl8 performed assuming boll preload re- 
sulting from applied lorque ol 26 It-pounds. 

GOLDBERQ.J.H. Houston Lighting & Power Co. 88/01/15. Oocumenl Conirol Branch 
(Document Control Desk). 4pp. 44066:131-44066:134. 

8801280036 Discusses 871230 enforcemenl conference re findings of Insp Repts 50- 
468/67-71 & 50-499/87-71 on 87l101-30.Meetlng summery encl. Meeting beneficial. 
CALLAN,L.J. Region 4. Ofo ol the Director. 68701/19. GOLDBERQ.J.H. Houston 
Lighting & Power Co. 17pp. 44167-.t65-4416T-.iei. 


DOCKET STN-50-50S WPPS8 NUCLEAR PROJECT, UNIT 3 


I. Financial Intormsilon 


8801120270 -'WPPSS,19e7 Annual Rept " W/SBOIOS hr. 

HALVORSON.C.M.. MAZUR, D.W., SORENSEN, Q.C. Washington Public Power Supply 
System. 87/12/31. 38pp. 43987:001-43087:040. 


Q. Inspactlon reports, IE Bulletins & correspondence 


8801070181 Proposes deferral of response lo Comp'lance Ou'letin 87-002 until altar re- 
start of const. 

SORENSEN, Q.C. Washington Pub’lo Power Supply System. 87/12/21. MARTIN.J.B. 
Region 6, Ofo ol the Director. 2pp. 43999:191-43999:192. 

8712160360 NRC Into Notice 67-064, "Conviction for Falsification of Security Training 
Records." Svo Wst enct. 

ROSSI, C.E. Division of Operational Events Assessment (Post 670411). 67/12/22. 
Consolidated Edison Co. of New York, Inc. 120pp. 44t63:00i'44l53;l94. 

8712170119 NRC Info Notice 87-065, "Plant Operation Beyond Analyzed Cond liOns." 
Svo list encl. 

ROSSI, CE. Division of Operational Events Assessment (Post 670411). 87/12/23. 
Consolidated Edison c^, of New York, Inc. 120pp. 440S6.006-44Q56:127. 


8712230003 SuppI 1 to NRC Info Notice 87-028, "Mr Sys Problems at US LWRs." Svc 
list encl. 

ROSSi.C.E. Division ol Operabons) Events Assessment (Post 070411). 87/12/20. 
Consolldaied Edison Co. of New York, Inc. 124pp. 43995:138 43995:257. 


6712290166 NRC Info Nollce 87-066, "Inappropriate Application ol Commerciel-Qrade 
Componenis." Sve lief encl. 

R06w,C.E. Olvision of Operatlonat Events Assessment (Post Q704tt). 87/t2/3i 
Consolldsied Edison ()o. of New York, Inc. 120pp. 43695:268-4396e:016. 


8712300091 NRC Info Notice 87-067, "Lessons Learned Prom Regiortal Insps of Li- 
censee Aclloris In Response to lE Bulletin 60-1 1." Svo list encl. 

ROSSI.C.E. Division ol Operational EvenIS Assessment (Post 870411). 87/12/31. 
Consolidated Edison Co. of New York, Ino. I23pp. 44038:164-44038:286. 


8601050394 SuppI 1 lo NRC Info Notice 86-081, "Broken External Closure Springs on 
Atwood & Morrill MSIVs." Svo list encl. 

ROSSI, C.E. Division of Operelional Events Assessment (Post 870411). 88/01/11. 
ConsOTdated Edlscin Co. oi New York, tnc. 123pp. 44038.041-44036:163. 


DOCKET 8TN-60-S28ri>ALO VERDE NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8801160286 Forwards publlo version of revised emergency plan Implementing 

5 rocedures, Including Rev 6 to EPIP-02, "Emergency Classification’' & Rev 1 1 to EPIP- 
3, "Notification of Unusual Event ...” W/8701T3 release memo. 

VAN BRUNT, E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co). 87/12/23. Document Control Branch (Document Control Desk). 4pp. 44047:346- 
44049:022. 

-6601160290 Public veralon of revised emergency plan Implemsnifng 
procures, Including Rev 6 to EPlP-02, "Emergency Classification ' & Rev 1 1 lo EPIP- 
1 1 , "Notification of Unusual Event Implementing Actions. 

PUIQGIE.M., CLYDE,M.L., KIRBY, J.L. Arizona Nuclear Powar Pro|ect (formerly Arizona 
Publlo Service Co.). 87/12/23. 300pp. 44047:349-44049:022. 


I. Financial Informetion 

6601120336 Noliflas Commission of listed transfers of interest for util sale & leaseback 
transeotons effective on 871231. 

QUINTANA, P-L Kal^ & McLeod. 68/01/08. MinAGLlA.F.j. OHice of Nuclear Re- 
actor Regulation. OIractor (Post 870411). 2pp. 43906:344-43988:345. 

6601220506 Advises lhat uUI Is paying, under prolest,to NRC by elecironic transfer of 
funds forsecorid quarterly Installment of FY86 annual fee, per 10CFR171. 

V/W BRUNT.E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). 88^1/1^■ NRC • No Detailed AlflNalion Given. 2pp 44098:060-44068:061. 


188 DOCKETED ITEMS 


P. 0p«r8tlng lieen$« stage documents 4 correspondence 


860li?0(>90 Forwards into ra Resource Technical Svcs, Inc, including suminarv NM 
cont/aci work.NflC Forrn 26 lot ifiree edsting contracla.audi Inlo.wotk hsiory & Ists 
ol exportse avalaUe for special insps & of current resource svca. 

FELTHOUSiRA Resource Technical Soivtces. Inc. NRC-2ft-e7-4t7 07/12/16. 
JOHNSON.E H. Region 4. Ofc of the Oirecfor. 7fpp. 43998.230-43998:300. 


8712300114 Forwards response to SPOS audit findings & NRC 861211.870205 4 050S 
comments Proposed revalWation of SPDS in simulator will be completed by Second 
Quarter 1989 & completion o! other open items expected by Oec 1988. 

VAN BRUNT.ee Arizona Nor^ear Power Project (lormerly Anzona Pubic Service 
C<x) 67/12/24 Oocurjieni Control Brartch lOocurr.ent Control Desk) 7pp. 43021 043- 
43921 049. 


8801110472 Forwards summary repC of unit core proiecllon calculator/ COLSS oper- 
ational experience for Cycfe l.per NRC 86051 5 reguesi 

VAN BRUNT.E.E. Arizona Nuclear Power Project (formerly Art/ona PubTic Service 
Co.). 87/12/31. Document Conuot Branch (Ooeument Control Desk) 8pp. 43086.215- 
43986222. 


880>f20279 Fonvards proprielary Enshieefirg Calculator) 77-RCP-BOJ-OOa. ‘Shell 
Design Celculaton," per request Enel withheld (rol 10CFR2.790fb)(4)). 

VAN BRUNT.ee Arizona Nuclear Power Project (lormorly Arrzona Pub'k: Service 
Co) 87/12/31 LICITRA.E.A. NRC • No Deta.led Aff.iialon aven 5pp. 43906:326- 
43996 329. 


6801130141 Forwards fuel surveillance tost results for Cycle 2 concerning fuel assembly 
shoulder gap measurements & control element guide tube wear program. 

VAN BRUNT, EE. Arizona Nuclear Power Project (formerly Anzons Public Service 
Co) 88/01/08. Oocumenl Control Bianch (Oocumeni Control Oask) 46f>p 
44000:146-44000 191. 


0712300091 NRC Into NoUce 07-067. ‘'Lessons Learned From Reoionai tn.r.. 
censoe Actions In Response to IE BulloHn CO n." Sve Lsi end ^ "w of ^ 

ROSSI.C.E Division of OpofoLonol Evenis Assessmoni (Post 87041 ii bj/.i 
C onsolldslod Edison Co. of New York. Inc I23pp. ■14030 184.44038 288 “ 

0801070457 Responds to NRC 071204 Itr ro violations noted m Inso Reel satw . 
SS.Correclvo actions procedure rov.sod to Include spoclllc wordino ihai 
are Itwiudad In overtime controls tor potsonnel portorrr.ing saieN-ralaiaH 
VAN BRUNT.E.E Arizona Nuclear Power Projoci (formorlv Arizona Pij^ c 
Co ). 07/12/31. Document Control Branch {Ooeument Control Oaski Son 
43991 219. ' S4l«l2i}. 


8801200213 Forwards Insp Ropis 50-528/07.40,50-520/87.39 A yiMiMa^.. 
0711 18-20 A notice Of violailon. w&30/37u,,3^ 

ttJARANO.RA. Region 5. Ofc of Iho Director. 07/12/31 VAN BRUNTFF i 
Nuclear Power Projoci (formerly Arizona Pubic SorV.ce Col >nn’ 
44052:163. 


-8801200217 Notice of vIoISLon from insp on 0711l6-20.ViQlation no'edrarta-wvs... 
not correctly posted 

SCAflANO,R.A. Region 6. Otc ol iho Director. 07/12/31. 2op <14062 l42-4405?‘iy 


-8801200226 Insp Ropls 50-628/07-40,50-529/fl7-39 A 50-530/a7-41 on e?li's. 
20.ViolBlion noted. Ma.or aioes inspected low level radwasio sioraae Isciii-Ma-nw 
mootiedrw Insirumenlai on & NLTREG O737.iioms II B.3 A II F 1 

S^y&MlTj52:f63.' Director. 87/12,3, 


6801060394 Suptri 1 to NRC Into Nonce 0B-noi, "Broken Exiernal Closure Scirjti« 
Atwood A Morrill MSIVs." Sve list end. 

ROSSf.C£. Division ol Operational Events Assessment (Post 870411) 8a,Ji/ii 
Censo3dalad Edison Co. of Now York, Inc. 123pp 44030.041 44038163. 


8801280328 Forwards erraia to Amends 24 A 13 to License NPF-41 A NPf- 
St.respecirvely.Eriala revises Tech Specs 3. 1.3.1 A 3.t.1.2 re shutdown margin re- 
quirements (or va/vous rnodes of operation 

LICITRA.E.A. Project Directorate V 88/01/12. VAN BRUNT.EE. Anzona Nuclear 
Power Project (formerly Arizona Public Service Co ). 4 pp. 44139 001-44139 008 

-8801200517 Errata to Amends 24 A 13 (o Ucanses N'PF4t A HPF-&I 
respecuvely.ravfsmg Spec 3 1.1.2 ra ahufdown margin requirements 
’ Olf>ce ol Nuclear Reactor Regulation, Director (Pest 870411) 88/01/12. 4pp 
44139.005-44139 008. 

8801280121 Application lor amend lo License NPF-41, rriod tying app-'icalriity of Tech 
Spec 8eci>on 3/4.4 83 re low (emp overpressure protection Foo paid. 

VAN BRUNT.E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co) 88/01/21. Document Conuol Branch (Oo^ment Control Desk] 5pp. 441$7:307. 
44157:3(2. 

-8801280136 Proposed Tech Spec SecOon 3/4.4 8.3.modirying app'tcabiiity of temp 
overpressure protection 

* Anzona Nuciaa/ Power Projoct (lormerfy Arizona Pubi c ■'Service C« ) 88/01/21. ip. 
44157;312.44167;312. 


8801200042 Forwards knal ropi ro roaponso to IE Quieiln 05-003, "Mo'd-Opwa-M 
Valve Common Uodo Failures A Improper Switch Soilings " Piocedu'es lor cotm 
motor operator switch soiling dotormlnotlon A ma>nt oslab'lshed. 

VAN BRUNT, E E Arizona Nucloor Power Projoci (lormsrly Arizona Pul/c S«r/ta 
Co.) 88/01/16 Document Control Branch (Documont Control Desk) rib- 
4413435544136033 ^ 

8001200167 Responds 10 NRC Compliance BuHotn 07.002, ’’Fastener Tesfw'o Dele, 
mine Conlormanco W/Appllcable Mati Spocs." which requesis review of rKwrrt- 
oultemonis A intornoi controls (or laslonors A mochanlcal A chomical spec lasts 
VAN BRUNT.E.E. Arizona Nudnar Powor ProjOCI (formerly Arizona Pubk Seiv«« 
Co.) 08/01/15 Documont Control Branch (Oocumom Control Desk) Uon 
44107 182-44I07236. ^ 


R. Pailodio operating reporte A related correspondence 

6601200133 Monthly oporol'nn lopls for Doc 198/.W/O0OI 13 Itr. 

Huii,J.L.. HAYNES.J.O. Arizoho Nuciosr Powor Pfo.oci (formerly Arizona PutfK Sve 
ICoCo) 07/12/31. 19pp 44107:326-44107;344. 


Q. Inapaetion rcporle, lE eulfetins A correspondence 


8712180369 NRC InlO Notice 87<064. "Convicbon (or Falsificaijon ol Security Trelnirto 
Records." Sve list end. 

ROSSI.C.E. Oivision of Operatfonai Events Assessment (Post 870411). 87/12/22 
Consolidated Edison Co. of New York, Inc. t20pp. 44153 001-44 t$3:l24. 

8801110374 Forwards Insp Hepts 5O-S28/67>s39.5O-S29/07-30 A 50-530/87-40 on 
871 101-1205 No viofations or deviations noted. 

KiRSCH.DF flegton 5. Ofc of We Oveeior 87/(2/22. VAN BRUNT.E.E. Arizona No- 
clear Power Project (lormerfy Arizona Public Service Co ). 2pp 43972 255-43972 272. 

-8801110387 Insp Repis 5O-G28/B7-39.50'S29/87-38 A 60-530/87-40 on 071101- 
120S.No violeuona or dewaVons rwted Major areas inspected followup ol prevlousiy 
kdarttifiad ilems.planl aclivites,ESF eys walkdowns,main( A surveiifance lesllrw 
BALL,J., FIORELLLG., IVEY,K. Regtort 5. Ofc Of the Dlroclor. 07/12/21. |6pp 
43972 257-43972.272. ^ 


8712170119 NRC Into Notico 87-085, ‘'Plant OperaOon Beyond Analyzed Condiiions “ 
Sve list enef. 

ROSSl.CE. Oivision of Operational Events Assessment (Post 870411) 87/12/23 
Conseridated Edison Co. ol New York. Inc. 120pp. 44055 008-44056:127. 


8712230003 SuppI 1 to NRC Into Notice 87-028, 'Air Sys Problems ai US LWRs" Sve 
list encl. 

ROSSl.CE Division ol Operational Events Assessment (Post 870411) 87/12/28 
Consolidated Edison Co. of New York, Inc. 124pp. 43995:130-43995:257. 

8801 130083 Advises that ocmpletion dale for program oomnitfed 10 in uU 861024 lir in 
resjwnse lo violation noted In Insp Repi 50 528/86-28 changed from Fourth Quarter 
1987 to 860615- 

VAN BnyNT,E.E. Arizona Nuclear Power Project (formerly Arizona PoWlc Service 
Co ). 87/12/29. MARTIN, J 8. Region 5. Ole ol ine Director, ip 44029.300-44(129-300 

6801200110 Forwards Insp Repis 50-528/87-44,60-529/07 43 A 50 530/87-46 on 
87i214«16.No vwldtions r>oted. 

PArE,fl J. Region 6, Ofc of the Director. 87/12/30 VAN SRUNT.E E. Arizona Nuefoar 
Power Project (lormerly Arizona Public Service (^}. 2pp 44172.001-44172 006. 

-8801200117 Insp Repis SO-528/S7-44, 50-529/87-43 A 5O-53O/07-46 on 871214- 
l8.No violations or deviations rMted.Malor areas inspecfed.Kcensee OA proqrem for 
* operations A NRC InspWocedures 30703 35601 A 3570r^ 
44*72M3'44172*OM^*'°®‘^ flegion 5. Ofc of the Director. 87/12/30. 4pp 


" S'vc'usreM* Application of Commefclal-GraKfi 

<^” Events Assessment (Posl 870411). 87/12/31 

CoASOlwJaled Edison Co. of New York. Inc I20pp 43995‘258.43996;Ote. 


$. Reportsbfe eocurrencos, LERs A rotated correspondence 

9712300125 LER 87-O25'O0.on 071 127. mods to lurbhe-diivon ouxi'iary fsedwslHpnp 
isoieiiori valves lonoor pump inoporablo. Ceusod by cogmiivo personnel enori/m 
switches readluatod A oporablliiy tosls conductod.W787n27 itr. 

MALIKJE. HAYNES.J.Q. Arizona Nucloor Powor Project (lormerly Anzera Pubk: 
Servieo Co ). 87/1 2/23 6pp. 4302 1:135 43921 1 40 

8MI»?040a LER 87 D2?-00:on 870?28.ur\lt enlOfod Morfo 4 (not ShuKfciwnJ h'-'O/nW- 
Ing surveillance (eauiiomonte for conlolnmont spray ays Train B pump.Cavsed by pa 
sonnel otior.Tiain A pump tosls vorlfiod A proceduro revised W/870105 Itr. 
MAIIK,J.€-. HAYNES, J.G, Arizona Nucieor Powor Project (formerly Arizora >Mic 
Service Co). 08/01/05. 6pp. 43865:165 43905:169. 

8801120250 LER 07-026'0l:on D71 t27,turblno-diivon auxiliary feedwater pump 
operstrility ei/rvoillanco tosl duo lo m-sadjusiad ramp up limit switches Caused by par- 
sonnel error Switches road|USied A prevonlivo moeeuios planned.W/880107 Ir. 
MALIK.JE.. HAYNES.J.Q. Arizono Nuclear Powor Project (formerly Arizona Rdfc 
ServktoCo ). 68/01/07. 7pp 44044:240-44044:246 

8801140122 LER 87-016 Olron 07060e,bolh Irolns of ESF pump room ak 
cleani^y sys Inoperable. Caubod by personnel error. Operetions dept 
Nghl orders developed A Issued A warning tegs placed on equIpment.W/SSOIbr tr 
MALIK.J.E., HAYNES.J.Q. Arizono Nudoar Powor Project (lormerly Arizona 
Seivtee Co ). 8B/01/07. 5pp 44042:275-44042:270 

6801200134 LER 07-O2O-OO:on B7l2l7,lnabl'ity lo meet Toch Spec recuuen'en^ 
couniofod due lo lailuto to roialn moniior semplos.Ceused by 
error. Tochn 'clan disciplined A chemletry dopi wi’l rocoivo Irainlng.W/eBOHSIe. 
SHRIVen.T.O.. HAYNES.J.Q. Arizono Nuebar Power Project (formerly Anzona Pi«c 
ServSco Co ). 89/01/15. 4pp. 44107:322-44107:325. 


V. Operelor Examinations 


9001200231 Partial response lo FOIA request for documonis re 
grams A INPO training accreditallon. Forwards App F documentsApp E 
mania also avaifablo In PDn.Addl records also available In POR under Bossongrun- 

07-204, 

GRIMSLEY.D.H. Division of Rules A Records (Post 070413). 88/01/12. 

Public Cilizen's Critical Mass Energy Project 0pp. 441 10.001-441 10039 


-5801220097 Trip repi of 070309-13 visll lo observe (NPO accreditalron fe^^^ 
plant s-.Ie visit to ovaluale live training programs. including non-licensed ^'aio> 
w A Iconsad reactor operator liaining Accrodilotion team rosior encl. 

CREWS.J.L. Region 5, Ofc of the D.rector. 07/09/08. FAULKENBERRY.0 
Oteollho Director. 4pp. 441 19:166 441 19;150. 
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3aij;0136 Advises cf aitondance ai 870923 Nan Nucloar Accrediting Board meeting 
I iNFO olcs in Atlanta. CA re tramina programs at two plants Encis includo list ol 
loa'd member names & attendees 8 67l 105 plant status accroditafon table 
jiBSON.A.F flegion 2, Otc ot tho Director 87/11/02. ROE.J. Oivlalon ot Ltconsoo 
'ertortrarce i Quality F.va'uai'on iPosl 870411) 0pp. 441 19.159-441 19.186. 
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^curily, medical, emergency & lire protection plans 

11160286 Forwards public vcision ot revised omorgoncy plan Implomoniing 
roced'-res.inc'ud.ng Rov 6 to EPlP-02, "Emorgoncy ClassihcaLon"^ & Rov 1 1 to EPiP- 
9. • Noti'icailo.i ol Unusual Event.. ." W/8701 13 roloase memo. 

AN BRUNT, E.E. Arizona Nuclear Power Pro)ocl (lormorly Arizona Public Sorv.ee 
0 ). 87/12/23. Documeni Control Branch (Document Conirol OesK) 4pp, 44047:346- 
4043 022. 

101160290 Public version ol revised emergency plan implomonlmg 
r«Gcluro3.lnclud no Rev 6 to EPlP-02, "Emorgoncy ClasslIlcaMon" & Rev 1 1 to EPiP- 
I. ‘Notification ot Unusual Event Implomontiiig Actions. 

L'lQG E.M . CLYOE.M.L.. KIROV. J.L. Arizona Nuclear Power Projeci (lormerly Arizona 
ub c Scfvico Co ). 87/12/23. 300pp 4404 7:349-44049.022. 


Insndal Intormalion 

1120339 Noti'ies Commission of Isled uanstois of intorost (or util sale & loaseback 
a.'isaclons etfecbve on 871231. 

JINTANA.R.L. Kelehar & McLeod. 88/01/06. MIRAGLIA.F.J. OKico ol Nucloar Ro- 
:icr Regulailon. Director (Post 670411] 2pp. 43986:344 43988:345. 

1220908 Adv'sos that uTl Is paying, undor protost.to NRC by eloctionic transler ol 
mds lor second quarterly .’nslallmentol FY80 annual loo. per 10CFR171 
AN BRUNT, E E. Arizona Nucloar Power Projoct (lormorly Arizona Public Service 
0). 89/01/13 NRC - No Detailed AIMletion Given 2pp. 44(}9B:060-44090.‘061. 


IperatIng license stage documente i correspondence 

1120090 Fervrerda into ra Rosourco Techn'eal Svc9,lnc,lnc!uding summary o( NRC 
invaci wairK,NRC Form 26 (or three ovlaiing contracls, audit into, work history & lists 
e^rtlsa evaliebta lor special Insps & o( current rosourco svea. 
iLiHCUS.RA. Rasourco Technical Sorvicae, Inc. NRC'26-B7«417. 07/12/16. 
3KNSON,E H Region 4, 0(c ol mo Oiroctor. 71pp. 43090.230-43990 300. 

23M1U Ferwarda responao lo SPOS audit (indings & NRC 061211,070205 & 0505 
)-nn«ni9.Propo90d rsvQl.clation ol SPOS in simulator will bo comploied by Second 
uarter 19G9 & comp'aiion ol other opon items axpecied by Doc lOOO. 

AN GRliNT.EE. Arizona Nuclaai Power Proloct (lormorly Arizona Public Service 
3] 97/12/24. Document Control Branch (Oocumonl Control Desk). 7pp. 4302l:043> 
(721.049. 

1120279 Forwards propriolery Engineering Calculation 77.RCP-R0I*008, “Shad 
isign Calcu'alion," psi roduoat.EncI wimhola (rol t0CFR2.790(b)(4)]. 

BRU.NT,EE. Arizona Nucloar Power Project (loimerly Arizona Public Service 
)) 37/12/31. LICITnA,E.A. NRC • No Ooiailed AKillation Given. Spp. 43966325 
I9S6329. 

1260328 Forwaids errata to Amends 24 & 13 10 License NPF.41 & NPF- 
.rsspectIvely.Errala revises Tech Specs 3.1. 3. i & 3. 1.1.2 re shutdown margin re- 
ntsmanis for vencus modes ol operation. 

CITflA,E.A, Projoct Directorato V, 08/01/12. VAN BRUNT.E.B. Arizona Nuclear 
nver Projoci (lormorly Arizona Public Service Co.). 4pp. 44139:001-44139 008 

31260917 Errata to Amonds 24 & i3 lo Llconsos NPF-41 & NPF-SI 
SMCtNely.revising Spec 3. 1.1.2 ro shutdown margin requirements. 

Ollice ot Nucloar Reactor Regulailon, Director (I’ost 870411] 68/01/12. 4pp. 
.139r00&-44139 008 

1200451 Appileat'on (or amend lo License NPF-S1,permltllng ono-lime only oxcop- 
n to Surveillance Requirements 4.4.10 to allow RCS veni valve RCB-HV-IOS lo ba 
tied during Mode 3 operations instead of curroni Mode 5 or 6.Feo paid. 

(N BRU.’^.E.E. Anzona Nuclear Power Projoci (lormerly Arizona Public Sorvico 
}.). 63/01/14 Document Control Branch (Documeni Control Desk). 7pn. 44057.019- 
057:026. 

11290457 Proposed Tech Spec 4.4.lO,allowing ono-tlmo only oxcopllon lor RCS 
nt vaNe RCB-flV-105 lo be loslod during Mode 3. 

krizona Nuclear Power Piojeci (lormerly Artzona Public Sorvico Co ). 08/01/14. Ip. 
067 026-44057:028. 

200097 Requests withdrawal ol 680114 Tech Spec change request for one-time 
cepUon lo survol'lanco requirement 4.4.10 (or Valve RcB-HV-105.por 680119 
co.n 

BRUNT, E.E. Arizona Nucloar Power Projoct (formerly Arizona Public Service 
i). 89/01/10. Documont Control Branch (Documeni Conirol Desk), ip, 44106:363- 
106:353. 


lepectlon reports. IE BuHetlna & co'respondence 

160389 NRC Info Notice 87-064. "Convlcilon (or FolsIficaHon ol Security Training 
corda." Svo list end. 

)SSI.C.E. Division ol Operational Evonis AasessmonI (Post 670411). 07/12/22 
nsolidalcd Edison Co. ol New York. Inc. 120pp 44 153.00 1-44 163: 124. 

110374 Forwards Insp Repts 5O-520/87-3O.5O-529/87.36 & 5O-63O/07-4O on 
1101-l205.No violations or deviations noted. 

tSCk-'.O.F. Region 6, Ole ot Iho Director. 07/12/22. VAN BRUNT.E.E. Arizona Nu- 
ar Power Project (lormerly Arizona Public Service Co.). 2pp. 43972:265-43072 272, 

1110387 Insp Repis 5O-528/07-39,6O-529/87-38 & 50-530/87-40 on 871101- 
)5Nc violations or deviations noted Major areas inspocled lollowup ol previously 
rlilied ilems.p'ani actIvilles.F.SF sys walkdowns.maint & surveillance testing. 

LL.J., FIORELLI.G-, IVEY.K. Reg’on 5, Ole ol the Diroclor. 07/12/21. I6pp. 
7/2:257-43972 272 


8712170119 NRC Into Notico 87-065, "Plant Operation Boyond Analyzed Conditions." 
Sve tisl end. 

ROSSl.C.E Oivis.on of Opo.-at.onai Evems Assossrrenl (Post 870411). 87/12/23. 
Conscl’daiod Edison Co of Now York, Inc. I20pp 44056:006-44056:12/ 

0712230003 Suppi 1 to NRC Info Notico 07-O28, "A-r Sys Problems at US LWRs." Sve 
liSi end 

nOSSi.CE. D.vision ol Oporaiional Events Assessme.-it (Post 870411). 87/12/28. 
Conso'idatod Edison Co. of New York, Inc. I24pp. 43995:138 43995,257 

6601200110 Forwards Insp Repis 5O-520/e7-44,5O-529/e7-43 & 60-530/87-46 on 
871214-18 No violations noted. 

PATE.R.J. Region 5, Ofc ol the Diiocloi. 87/12/30. VAN BRUNT ,6 E Attzona Nodoar 
Power Project (loimoily Arizona Pub'ic Serv.ca Co ). 2pp. 44172 001-44172.006. 

-6801200117 insp Repis 5O-520/07-44,SO-529/0?-43 & 50 530/07-46 on 071214- 
18. No violailons or dovialions noted Major areas inspected licensee OA program (or 
startup losling & oporatlons 8 NRC Insp Procodu-'os 30703.35501 & 35701 
WAGNER.WJ., RlCHARDS.S. Region 5, Ofc ol the O.recioi 87/12/30 4pp 
44172003-44172.008. 


6712290166 NRC Inlo Nollco 87-066. "Inappiopriale Applicaiicn ol Commercial-Grade 
Components." Sve list encl. 

ROSSl.C.E Division ol Oporaiional Evonis Assossmont (Post 070411) 87/12/31 
Conso'idatod Edison Co ot Now York. Inc 120pp 43996.258-43996:018. 

8712300091 NRC Into Notco 87-067, "Lossons Loamed From Rog,onal Insps ol Li- 
esnsoe Actions In Response lo IE Bulletin 60-t 1." Sve list end. 

ROSSl.C.E. Division ol Oporaiional Events Assossmont (Post 070411) 67/12/31. 
Conso'idaled Ed son Co. ol New York, Inc I23pp 44038. 164-44038 286 

0801200213 Forwards Insp Repts 5O-52e/87-4O.5O-529/0/-39 & 50-.S30/87-41 on 
8711 16-20 & notice Ol vio’ai on. 

SCARANO.R.A. Region 5, Ofc ol the Director. 07/12/31. VAN BRUNT, EE. Arizona 
Nucloar Power Project (lormerly Arizona Public Service Co), 2pp. 44052:140- 
44052 153. 


-860120M17 NoHcQ ol vidaiiOh Ifom Insp onOTUiC 20.Vio'a»OTi noiptJtadiauon atoas 
nol correctly postod. 

SCARANO.R.A Roglon 5, Ole ol Iho Diraclo.'. 87/12/31. 2pp. 440S2.H2-44052.I43 

-660(200226 insp Repla 50'S2Q/87-40,60-529/87-39 & S0-530/e7-41 on 671116- 
20.Vlo!allon nolod.Major areas inspociodilow iavat redwaslo slorago lad'illes.Bce deni 
monilorlng insirumontelion 5 NUREO 0737,lioms li.B.3 & li.F.I. 

NORTH,H.S, CiCOTTE.O.n, YUHAS,OP. Region 5, Ole ol Iho Director. 87/12/31. 
10pp. 44052.144-44052.153- 

8601050394 Suppi 1 to NRC Info Nol'co 66 081, "Broken Exlornal Closure Springs on 
Atwood & Morr1:i MSlVs." Sve list oncl. 

ROSSi.CE. Division of Oporaiional Evonis Assossrnom (Post 870411). 68/01/11. 
Consolidatod Edison Co. ol New York, Inc. 123pp. 44038:041-44038:163. 

6801 190210 Informs ihol ulil 070620 plon (or control elomoni assembly guide lube wear 
Insp program accoptabio & implomonlatlon ol program may pieeoedRopt evaluating 
llnal insp rosi/ile requoaiod. 

LlClTR^E.A Projoci Oirocioreio V. 60/01/12. VAN BRUNT.E.E. Arizona Nuclear 
Power Projoct (lormorly Arizona Pubk Sorvico Co ). 2pp. 440S5’303-440SS 304. 

8801200167 Responds lo NRC Compliance Bulletin 07-002, "Fastener Tosimg lo Oeter- 
m no Conlormancs W/Applicable Mall Spocs," which requosis rovlow ol recolpi ro- 
quiromanis & internal controls for faslonora 5 mechanical & chem cel spec tests 
VAN B(iUNT,E,B. Arizona Nucloar Powor Pro, eel (formerly Arizona Public Service 
Co.) 08/01/15. Document Control Branch (Documeni Conliol Oeski, 55pp 
44107:182-44107:236. 


R. Periodic operating reports & related correspondence 


8601200133 Monthly operating repis lor Doc 1987.W/e801 13 Hr. 

HULL.J L-, HAYNtS.J.Q Arizona Nuclear Power Project (lormorly Arizona Publ-c Serv- 
ice C,o). 87/12/31. I9pp. 44 107‘.32Q-44 107,344. 

6601140060 Forwjrds 3 amended pages lo monthiv opereiing lopl for Nov 
l987.Changos made to more accurately recioseni ulil status during month. 

HAYNES.J Q. Arizona Nuclear Power Project (formerly Anzona Public Service Co ). 
66/01/08. Documeni Control Branch (Oocumonl Control Desk), ip. 44010052- 
44010.055. 


-8601 140007 Amendod pages lo monthly operating ropl for Nov 1987. 

COLEVILLE.J.M. Arizona Nuclear Power Prejecl (formerly Arizona Pubfic Service Co). 
07/11/30 3pp. 44010:053-44010:055. 


S. Reportable occurrences, LERs & related correspondence 


6712300128 Special Repl 2-Sn-B7-029:on 871 126 , high range noble gas monior (RU- 
142) found Inoperable (ot more lhan 72 h.Causod by water In RU-141 sorr^iie 
line.Molsturo (raps will be instated in sample I nes during next refuding outage. 
HAYNES.3.G. Arizona Nuclear Power Piojecl (formerly Arizona Public Service Co.). 
87/12/24. Document Control Branch (Oocumoht Control Desk). 2pp 43923:302- 
43923:303. 


8601040584 LER 87-021-00.on 67l202.post-acddent aamp'ing sys inco'recily declared 
inoperable Caused by personnel error contrary lo approved procedures.Eveni rema'ns 
under Investigation. Followup repl w,ll be providQd.w/671229 Hr. 

MALIK.J.E., HAYNES.J. G. Arizona Nuclear Power Prejecl (tofmerly Arizona Public 
Service Co ). 07/12/29. Spp 43961:169-43901:163. 


V. Operator Examinations 



menis also ava'iabla in POR.Addl records also available In PDR under Gossong FOIA- 
8?-?04. 

GRIMSLEY.OH. Division ol Ru'es & Records (Post 070413). 88/01/12. BOLEY.K. 
^Dlic CAiaen'a Critical Mass Energy Project. Bpp. 441 18 001-441 18:039. 

•*0801220097 Trip topi ot 870309-13 vlstl W observe INPO acaedilBlion loam corvijct 
plant site visit to evaluate five training programs, includirtg non-licensed operator Irafn- 
ittg & licensed reactor operator training Accreditation team roster end. 

CREWS.J.L Region 5, Ofc ol the Director. 87/09/08. FAULKENBERRY.B. Region 6, 
Ofo or the Drector. 4pp. 441 19:155-441 19:156. 

-8801220138 Advises ol atterKlance ai 870923 Nall Nuclear Accrediting Board moeting 
at INPO olcs in Atlanla.GA re training programs at two plants. Enc^ Include list ol 
Board member names & attendees & 871105 plant status accreditation table. 

Gibson, A. F. Region 2. Ofc ol the Dreclor. 87/11/02. ROE.J. Division of Licensee 
Performance & C^ality Evaluation (Post 87041 1). 8pp. 441 19:159-441 19:166. 
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ROSSI,C.E. Division o( Operational Events Assessment (Post 870411). 87/12/21. 
Consolidated Edison Co. of Now York. Inc. 123pp 44038:164-44038:288 

8801200213 Forwards Insp Repta 60-528/07-40.50-529/87-39 8 50-530/87-41 on 
871 1 16-20 & notico of violallon 

SCARANO.R.A Rogion 5, Ole of Hie Ditocior. 67/12/31. VAN BflUMT.Et, MK-na 
Nuclear Power Projoct (formerly Arizona Public Service Co). 2pp. 440S2140- 
44052:153- 

-8801200217 Notice of violation from insp on 8711 16-20. Violallon noted radia'Jon a'sas 
not corroctiv posted. 

SCARANO,R.A. Region 5. Ofc of the Director. 87/12/31. 2pp. 44052.142-44W2.143. 

-8801200226 Insp Repis 50-528/87-40,50-529/e7-39 & 50-530/87-41 on 871116- 
20. Violallon noied.Major areas Inspecled.low level radwasto storage lacil'iIas.aocKlersi 
monitoring Instrumentation & NUREG-0737, Items II.B.3 & N F.1. 

NORTH,H.S., CiCOTTE.G.fl., YUHAS.G.P. Region 6, Ofc of the Director. 87/12/31 
10pp. 44052:144-44052:153. 


F. Security, medical, emergency A (Ire protection plant 

8801160286 Forwards public version ol revised emergency plan Implomeniii^ 

g rocodures.lncluding Rev 6 to EPIP-02. "Emergency Classincadon'' & Rev 1 1 to EPlf^ 
3. “Not/ficailon of Dnusual Event ..." W/8701 13 release memo. 

VAN BRUNT, EE. Arizona Nuclear Power Project (lormerly Anzona Public Senn'ce 
Co.). 87/12/23. Document ConUol Branch (Document Control Desk). 4pp. 44047:345- 
44049.022. 

-8801160290 Public version ol revised emergency plan implementing 
procadures.including Rev 6 to EPIP-02. “Emergency Classification" & Rev 1 1 to EPIP- 
1 1, “Noiificabon ol Unusual Even! Implementing Actions. 

PUlQGlE.M . CLYDE. M L.. KIRBY ,J.L. Afiiwa Nutleai Power Project (lotmetly Arlzotra 
Public Service Co). 87/12/23. 300pp 44047;349-4404g.022. 


I. Finenefal Information 

8801220608 Advises thai uiil Is paying.under protest, to NRC by electronic transfer of 
funds tor socond quarterly Insiallmenfol FY88 annual fee,per t0CFRt7l. 

VAN BRUNT, E.E. Arizona Nuclear Power Project (formerly Arizona Public Sendee 
Co.). 88/01/13 NRC - No Oeielled AdlKeikm Grren. 2pp. 44098.060-44098.061. 


P. Operating llcenae stage documenia A correepondence 

6601120090 Forwards Info re Resource Technical Svc8,lnc,lncludlng summary of NRC 
conl/sct worl(,NRC Form 26 lor three existing conlracls, audit Info, work history A lists 
of expertise avaiisbia lor special Inaps A ol current resource sves. 

FELTHOUS.R.A Resource Technical Services. Inc. NRC-2e-87-4l7. 07/12/16 
dOHNSON.E.H. Regitm 4, Ole of tbs Dtrsctoi. 710p. 43996.230-43998.300. 

8801120276 Forwards propdelary Eng'neerlng Calculellon 77-RCP-RO1-OO0, “Shall 
Design Calculation." per reoueslEnci withheld (rel lOCPR2.780(b)(4)). 

VAN GRuhTTE E. Arizona Nuclear Power Project (lormoily Arizona Public Service 
Ce). 87/12/31. UC1TRA,E.A. NRC • No Oelailed MTiDetion Oh/en. 5pp. 43996:325- 
43996:329. 


0. Inspeetlen reporte, IE Bullillns A eorreipondence 

6712160369 NRC Info Notice 67-064, “Conviction lor Falsllieailon of Security Training 
Records." Sve list end. 

ROSSI.CE. Olvlsion of Operational Events Assessment (Post 870411). 87/12/22. 
Consolidated Edison (^. ol New York, inc. 12tipp. 44153:001-44153:124. 

8601110374 Forwards Insp Repts S0-526/e7-39,50.S26/87-3d A 60-530/87-40 on 
871 101-l205.No violations or deviations noted. 

KIRSCH.D F. Region 6. Ofc Of the Director. 87/12/22. VAN BRUNT.E.E. Arizona Nu- 
clear Power Project (formerly Arizona Public Service Co.). 2pp. 43972:265-43972:272. 

-8801110367 Insp Repts 60-526/87-39.50-529/87-38 A 60-530/87-40 on 871101- 
l205.No violations or deviations noied.Major areas Inspecled.followup ol previously 
IderMiflad Itoms.ptSAl e£tIvtUes,ESf sys walkdowns.melnt A surveillance testing. 
BALLJ.. FIORELLI.Q.. IVEY.K. Region 6, Die ol the Director. 87/12/21. lepp. 
43972:257-43972:272. 


8801050394 Suppi 1 10 NRC Info Notice 66-001. "Broken External Closure Springs or 
Atwood A MormI MSIVs." Sve list onci 

RDSSI.C.E. D.vision ol Oporallonal Events Assossmeni (Post 870411). 88/01/11. 
Consol’dalod Edison Co. of Now York. Inc. t23pp 44036:041-44038163. 

6601200167 Responds to NRC Compliance Bulletin 07.002. "Pastoner Tesling to Deter- 
mine Conformance W/Appl.cablo Mall Specs." which requests review of recoct le- 

S ulrements A Internal controls lor lastonera A mechanical & chemical spec tests. 

AN BRUNT.E.E Arizona Nuclear Power Ptojeci (lormerly Anzor^i Put)"c Sernce 
Co). 66/01/15 Oocumont Control Branch (Document Control Desk). SSpp 
44107:182-44107:236. 


R. Perlodlo operating reports A related correspondence 


8801200133 Monthly oporaling repta lor Dec tgB7.W/660t 13 Itr. 

HULL.J.L.. HAYNES.J.G. Arizona Nuclear Power Project (formerly Arizona Pub-c Saw- 
Ice Co ). 87/12/31. 10pp. 44107:326-44107:344. 

6601140060 Forwards 3 emended pages to monthly operating repi for Nev 
1987.Change9 mado to more accurately represent util status ourlng month. 
HAYNES.J.G. Atlzot\a Nuclear Power Pr^ct (lormerly Arizorra Public Service Co). 
80/01/08. Document Control Branch (CJocumenl Control Desk), tp. 44010.C17- 
44010-055. 

-8801140067 Amended pages to monthly oporaling repl lor Nov 1087, 
COLEVILLE.J.M, Arizona Nuclear Power Project (formerly Arizona Pub'k: Service Co). 
87/11/30. 3pp. 44010:053-44010:055. 


S. Reportable oceurrsnees, LERs & related correepondence 


880119010S Special Ropt 3-SR-87'008.an 8712l7.conieinment vessel slruclth-al Iniegd- 
ly not verified within required time lrame.Csu8ed by surveillance lest 73ST-32COI not 
completed. Coniainmem voesei deciatod opetable on 671216- . , 

HAW£8,J.Q. Arizona NoclOBf Power Project (formerly Arizona Pub’io Service Co) 
87/01/12. Oocument Control Branch (OooumenI Control Desk). 2pp. 44082 350- 
44062:361. 

8801130381 Special Ropt 3'8R-87-009:on 67121 1, plant vent high range gaseous aeVvt- 
ty monitor RU-144 Inoporable for greater then 72 h.Cau8ed by Isolation board 
mallunctlan.Boerd replaced A retested A aurvelllanee testa (or menliors compieled. 
HAYNESJ.Q. Arizona Nuclear Power Project (formerly Arizona Public Service 
66/01/07. Oocument Control Branch (Document Coniiol Desk). 44049;2*5- 
44046-247. 

8801200197 LER 07-OO4-OO:on 87121 7.w/re8Ctor at 50% teat plateau during power 81- 
censlon lesiing.roactor trip occurrod.Cauaed Iw malfunctioning logic saqjoncor cS'd In 
control elemonl drive mechanism control sys.Card replaced.Vv/880i 15 IV- 
SHRIVER.T.O., HAYNES.J.G. Arizona Nuclear Power Project (formerly Arizona PuWic 
Service Co.). 88/01/16. 5pp. 44106:182-44106:186. 


V. Operator Examlnetiont 


6712170116 NRC Info Notice 67.065, "Plant Operation Beyond Analyzed Conditions." 
Sve list end. 

ROSSI, C.E. Division ol Operational Events Assaasmeni (Post 870411). 67/12/23. 
Consolidaiad Edison Co. of New York. Inc. 120pp. 44056.008-44056:127. 

8712230003 Suppi 1 to NRC Info Notico 87-028. "Air Sya Problems at US LWRs." Svo 
fist end. 

ROSSI.CE. Division ol Operational Events Assessment (Post 870411). 87/12/26. 
ConsQl/daled Edison Co. ol New York, Ino. t24pp. 43995:138-43995.257. 

8801200(10 Forwards Insp Repts 50-526/87-4450-529/67-43 A 50-530/67-46 on 
871214-18 NO violations noted. 

PATE.R.J. Region 6, 01c of the Director. 87/12/30. VAN BRUNT.E.E. Arizona Nuclear 
Power Projeci (formerly Arizona Public Service Co ] 2pp. 44172.001-44172:006. 

-8801200117 Insp Repts 60-526/87-44.5l>-529/e7-43 A 60-530/67-46 on 871214- 
tS.No violalions or deviations noted-Major areas Inspecled llcensee DA program for 
startup lesllng A operations A NRC Insp Procedures 30703,35501 A 35701. 
WAGNEfl.W.J., filCHAROS.S. Region 6, Dio of the Director. 87/12/30. 4pp. 
44172,003-44172006. 

6712290165 NRC Info Notice 87-066, "Inappropriate Application of Commerdal-Drade 
Comporrenis." Sve list end. 

ROSSI, C.E. Division of Operaiional Events Assessment (Post 670411). 67/12/31. 
Corwilidated Edison Co. ol New York, ino. 120pp, 43995:250-43996.O16. 


6801200231 Partial response to FOIA request for documents re worker tralnng pro- 
grams A INPO lia'hlng accrediiallon. Forwards App F documor^ts App E A F do^ 
menis also available in POR.Addl records also available in PDR under Gossong FOIA- 

GHIMSLEY.O.H. Division ol Rules A Records (Posi 870413). 86/01/12. 80LEY.K. 
Public Citizen’s Critical Mass Grrorgy Project. 6pp. 441 18.001-441 16.039. 

-6801220097 Trip repl of 870309-13 visit to observe INPO accrediiallon team co'Vlycl 
plant silo visit to evaluate live training programs, including non-licensed operator L-avr- 
ing A licensod reactor operator training. Accrediiallon learn roster end. 

CREVJS.J.L. Ragltm 5, Otc ol the OiteclOf. 67/09/06. FAULKENBERRY.B. Region 5. 
Ofo of the Director. 4pp. 441 19:155-44119:158. 

-8801220136 Advises of attendance at 870923 Natl Nuclear Accred-imn Board meeing 
ai INPO olcs In Atlanta.GA re Iralnlna programs al two plants. Enefs mcluds Is: bi 
Board member names A attendees A 671105 plant sialus accreditation table. 
GiaSON.A.F. Region 2, Ofc of the Director. 67/11/02. ROE.J. Division ol Ucensse 
Performance A Quality Evaluation (Post 870411) Bpp. 44119.169-44119 166. 
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P. Operating Ucenas stage <locuments A correspondence 
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eness ol NRC «BQuierriorH9 lo poss93a;on & ossorr.b’.v & DOCKET STN-5O-0OS QE ADVANCED BWR DESIGN 

larts Of reactor. Cerlificallon ol listed items under oath in- 


il IRM (formerly Institute tor Rosourco ManaQOmenI, Inc). 
Meirphls State Un:v., Memphis, TN ?pp 43986:154- 


steps & proceut'ons plonned for disassembly & release ol 
't request 

itate Univ.. Memphis, TN. 60/01 /06 ADAMS, A Standard:- 
1 / Prelect Directorate. Spp 43972:147-43972.149. 


'90 


stage documenie & correspondence 


lOnd 2 to RESAR SP/90 PDA Module 1, 'Primary Sde 
I 1 to RESAR SP/90 PDA Modulo 13, "Auxiliary Sys," 
8 Withheld from pub'ic disclosure (ret 10CFR2.790) 
on & Non-Power Reactor Project Dirocioralo. 07/12/29 
icuse Electric Corp 4pp 43950.026 43050:029. 


A. Appifcallon/conetruction stage documenie & correspondence 


BB01070170 Directs staff to perform audit ot GE advanced 6WR des an & design proc- 
ess in early loao.Speclal omphas's will be placed on portions of design aiinbuiable lo 
Toshiba & Hitachi for purpose of assuring quality & rol.abil ty ol advanced BWR 
MunLEY,T.E. Ollice of Nuclear Reactor Regulation, Director (Post 870411) 97/12/ 
24 MIRAGUA.F J. Associate Director tor Proiects (Post 870411). SNiEZEK,J.H. Asso- 
ciate Otrocior lot Inspoction & Tocttmtal Assessment (Post 870411) 4pp 43953.350- 


6601290306 Requests audit of GE advanced BWR design S design process In early 
1980, In response to GE 67029 application tor design cortii'cat'cn per lOCFRSO.App 
O.Audit team members listed. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (651125-670411) 87/ 
12/24. MlRAGLIAFj. Associate Director for Prelects (Post 870411). S.NIEZEK.J.H. 
Associalo Orector (or Inspection 8 Tochn'cal Assessment (Post 870411) 2oo 
44100.319-44100.320. 


DOMESTIC LICENSING OF SPECIAL NUCLEAR MATERIAL 


irlolary mall provided ai 871119 meoUng re advanced con 
SP/90 Will be treated as proprietary info per 10CFR2 790 
jn & Non-Power Rooclor Project Directorate. 07/12/29. 
lOuse Electric Corp. 4pp. 43950.036-43950.039. 

tary Addendum i S Addendum 2 to WAPWR RESAH-SP/ 
I Questions 252.1-252.14 & 220. 1-220. 0.respoctivoly. End 
.ppl:coiion lor withholding end. 

se Electric Corp. 80/01/07. RUOENSTEIN.L. Stenderdiza- 
roloct Orroctoroto. 2pp. 44140 244-44140.246, 

ncl Info ro response to NRC Oueeirons 252.1-14 & 220.t- 
»An.Sp/«0 PDA bo withhold itol 10CPR2 700 & 9.5(4)). 
ouse Electric Corp 66/01/07. RUBENSTEIN.L Standard- 
r Project Directorate, ip. 44 140.246-44 140:246. 

ighouse 871217 loquost for withholding of Amend 3 lo 
> 0, "lUBtiumenlolton & Coniroto & Eloctiio Power, " per 
103(6) of Aiomlc Energy Act ol 1954 oa amonded- 
m & Non-Powei Reaclor Prqjoci Dlrecio.'oto. OD/Ol/12. 
cuse Electric Corp. 4pp. 44053 3S0 44053:353. 


la Report (F8AR) a amende 


DOCKET 70-0027 BABCOCK & WILCOX CO., LYNCHBURG, VA 


8601210146 AppHcaiion (or amend to License SNM-42,rov.s'ng 871019 application to 
change word ng re posting nue'ear critical ly safety limits.laboUng ol vossors conialning 
SNM 8 nuclear ctilicallty safety Insps.per 871 103 lotcon 

QOYO.C.C Babcock & w-lcox Co fe7/iU05. ROUSE,LC. Ovvlsion ol tndustnal & 
Medical Nuclear Saloty (Post 070729). 5pp. 44092:197-44092:201 


0601040373 Roeuasts approval to immudiaioly 1,'np'ameni shipper-focelvef ovaiuaiicn 
roaulromonie slml'at to proposed roquiremoni in l6CFn74.S9(h)(i,i} Foe paid 
BdvO.C.C. Oabcock & Wlcox Co. 07/11/10 eRACH,E.W. Ckensinn Qianch 2po 
43805:339-43895:340. 


DOCKET 70-0036 COMBUSTION ENOINEERINQ, INC., WINDSOR, CT 


6801040111 Fonvords annex oxamplo ol measuromonl aid error lor typical invontoiy 
dilforance,por Commem 65 C-E Hemaiiio I0CPR74 (undamonial nuclear control 
plen.W/o and. 

ESKRIOGE.H.E. Combustion Ertn'noetlng, Inc. B7/II/I3. QUNOERSON.Q. Licensing 
Branch. Ip. 43095'132-43695'132. 


ipneiary & proprietary Amend 3 lo Weslinghouso Ad- 
Prelim nary Design Approval Modulo ^ "insirumoniotion 
' Proprieiew amond withhold <<ol 1OCPR2.7B0). 
iS Eleclrlc Corp 07/12/17. RUBENSTEIN.L. Slandardlzo- 
olecl Oireclorolo. 2pp. 43926:326-43926'340. 

prophotary Amond 3 to Wosiinghouso Advanced PWR 
esign Approvel Module 9. "Inslrumentadon & CortUols & 
(lOf 10CFR2.760). 

5u3e Electric Corp. 87/12/17. RUOENSTEIN.L. Sianda/d- 
Pro'eci Oirectorolo. tOpp 43026:320-43926.337. 

.mend 3 lo Westinghouse Advanced PWR flESAR-SP/90 
Modulo 9, "Instrumonlallon & Controls & Electric Powor." 
I 07/11/30. 10pp. 43020.330-43926:340. 


A related correspondence 


DOCKET 70-0135 BABCOCK A WILCOX CO., APOLLO, PA 


0801080012 Forwards Diroclor Oacislort 86-01 danying pabticnaf request to InshUito 
proceeding lo suspend & subsoquenlly revoke BAWIconse lor Apol'o facility & ro- 
loaso grounds lot unroslriclod use. 

THOMPSON,H.L. Oflico ot Nuclear Matorial Safety & Safocuard9,Olrocior. eo/Ol/05. 
ViROSTEK,C. KiskI Va'Ioy Coalition lo Sava Our Clilldron. ip. 43067:326-43967:360. 

-0001000014 Director Decision 68-0l,donying poHionoi request that author Inst lute 
proceeding to suspend & subsequently revoke B&W license lor Apolio lacility 8 re- 
lease grounds lor unrestricted use. 

THOMPSON, H.L. Office ot Nuc'oar Matorial Safety A Saloguaids, Director. 68/01/05 
11pp. 43067:329-43967:360. 

80012COI02 PNO l-66-006.on 6601 14, Region I rocoived notification ol prolosi to be 
hold at lacility in Apo'lo.PA.Kiski Valley Coalition lo Sava Our Children will bo p.'olost- 
Inn p.annud operaiion of suporcompacinr at laci'lty. 

ROtlf.J., PASCIAK.W. Ruglon 1, Ofc ol Iho Oi'ocior. 66/01/14. Ip. 44058:207- 
44058 207. 


root on std plant design technical reviews lor Jon 
ted Input dates requested within 1 wk of memo roco'pt. 
ration & Non-Powor Reactor Projoct O.'reclorato. 08/01/ 
Engineering A Systems Tochriology (Post 870411). 
:lor Inspection A Safoguards (Post 870411), CONQEL.F. 
lion A Emorgoncy Proparodness (Post 070411) 14pp. 


ENTRIFUQE ENRICHMENT PUNT 


tage documents A correspondence 


or add! info re appticollons for CPa A OLsjncIuding into 
coniamlnallon, decommissioning, radioactive A classified 

y Branch, 87/12/28. PFEIFFER.W.A. All Chemical Iso- 
544:159-43944:160. 


ENTRIFUQE ENRICHMENT PUNT 


age documents A correspondence 

or addi Info re applications for CPs A OLs, Including info 
contamlnatlon.decommissionlng.radloactivo A classified 

y Branch, 87/12/20. PFEIFFER.W.A. All Chomlcal Iso- 


e80l27(.'376 PNO-l-88-006:on ee0lt5,Klskl Vnllay Coolitlon to Save Our Children held 
poaco'ul domonstrallon In front ol SAW ApoHo.PA ofes to express concain re radioac- 
live emissions, doclassllicniion ol closs.flod info A use ol supnrcompaclor. 

HOTHJ-, PASCIAK.W. Region I, Ofc ol iho D'rocicr. 80/01/15. ip. 44145:195- 
44145-195 


DOCKET 70-0143 NUCLEAR FUEL SERVICES, INC., ERWIN. TN 


66010402/6 Application for amend to License SNM- 124, accepting rec.ever valve lor low 
lovol prosscoke shipped by MFS to BAW lor tecovory.Enci withheld (ref 
lCCFnP.700(d) A 9.S(A)(4)).Feo_paid 

HENSLFY.K.D Niidoar Fuel Services, Inc. (subs, ol Golly Ol Co). 87/11/05. 
BRACII.h.W. Licensing Branch. Ip. 43095 247-43805:247. 

8801210067 Forwards groundwater analytical results (or Well 12 In Jul 1987- 
LONO.JA. Nuclear Fuel Services, Inc. (subs, ol Getty Oil Co.). 07/11/09. Rog-on 2, 
Ole of Iho D-roclor. 3?p. 44092:191-44092:193. 

8601200420 Forwards Rev 100 to Soci on 1.0 ol lundamonlel nuclear control plan. Rev 
wilhhald (rof t0CFR2.700). 

HENSLEY.KD. Nuclear Fuel Services, Inc. (subs, of Golly O.l (5o.). 87/11/20. 
GRACE, J.N. Region 2, Ofc ol the Director. Ip. 44091:099-44091:099. 

8001210014 Forwards "Erwin Ptanl Decommission’rig Plan" on proposed Oecomm's- 
slonlng activities lo bo undertaken between 660101 A 901231. 

LONQ.J.A. Nuclear Fuel Services. Inc. (subs, of Golly Oil Co ). 87/1 1/20. ROUSE, L C. 
Fuel Cycle Safely Branch. 3pp. 44091:255 4409l:3t(i. 

“8601210017 "Erwtn Plant Oecommlsslonlnfl Plan." 

• Nucloar Fuel Services. Inc. (subs, of Getty Oil Co ). 87/11/30. 6ipp. 44091:258- 
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66010S0293 Fo(weKS& piofKteiary R&j 16 (o pPyiic&l sBlsoJaitl? plan uicotpowos 
report'r-g of safeguards evonls as definect by 10CFR73 fl 6 Apo Q Re/ vnihheld (tel 
10CFR£f5). 

JQHNSON.a.G Nuclear Fuel SeiV^es, Inc (subs of GeWy 0>l Co)- 87/12(07. 
STOHfi.J.P. floQion 2, Ofc ol tbe Oitecfor. ip. 439i0:360-43Ql(5 360. 

6601050309 Forwards Rev ti us sie trainlrg 6 ojaii'.cabon plan Rev ronects arMbonol 
sentence inadverionily left out ol Rev To & change of number oi security force 
personnel Rev withheld (ref lOCFRgS). 

JOHNSON.S.C Nuclear Fuel Services. Inc. (subs, of Golty OU Co.). 87/12/07. 
STOhR.J P. Region 2. Ofc of the Rrocior, ip. 4391 1 010-4391 (:0»8. 

6601260311 Application for emend lo License SNM-l24.Afiachmoni w.thheld (ref 
lOCFR2.79C(d| & 9.5{8)(4)) Fee paid. 

HENSLEY, KO. Nuclear Fuel Serv.ces, Ir.c (subs, ol Geity Oit Co). 67/12/17. 
0RACH.W.E. Office of Nucloar Uaicnal Safety S Saleguards.Oirocior. Ip. 44I38;297- 
44138.207. 

6801040166 Ack recepl of 671203 Hr inform no NRC of steps taken lo correct vtoiebons 
roied In fnsp Repi 70-Oi43/d7-36. Notice oT violation withdrawn Concerns eaprossed 
re sys ol d.ssem'naling procedures. 

CLINE, W.E. Region 2. Ofc ol the Director. 67/12/24. LONG,JA. Nuclear Fuel Serv- 
ices, tnc- (subs, ol Getty Oil Co ). 2pp. 43663 056-43963:059 

6601210114 Forwards revised response to Insp Rept 70'0l43/87'33 re Procedure NFS- 
MS-8-39 tov.requ'nng voh'cle gemma eiposure rate survey lor all exclusive use snip- 
maws. 

LONG.JA Nuclear Fuel Services. Inc. (subs of Getty OH Co.). 66/01/07. 
COLLINS.O.M Region 2, Ole oi the Director, bpp. 44066 323 44066.325. 

6601200114 Forwards drall nol'ce ol vIolai'On for escalated enlorcemortt actlon.per Irtsp 
Rept 70 0143167-42. 

STOHR JP. Region 2. Ole of ihe Oirocior. 88/01/It. JENKINS.GR NRC - No Oo- 
lal'erf AfMiation Given. 3pp. 44052:1 1 1-44052:1 13. 

6601190244 Discusses Insp Repi 70-0143/87-42 on 871214-18 Vioiabon noted In lepi 
under consldoraiion for esca'alod enforcement acilon.Enfo/cameni conlerortce schod- 
u'ed far 060119. 

GRACE.J N. Reg’on 2, Ofc of the Director. 66/01/12. LONG.JA. Nuclear Fuel Serv- 
ices. Inc (subs, of Getty 0.l Co ) 2pp 44045 014-44046 023. 

-8801190256 Insp Rept 70-0143/67-42 on 671214-16 '/lOfalion naled.faikire to perform 
adequate personnel coniamlnaL-on surveys Major areas inspected review ol previous 
enforcemeni mailers 4 sialiie of performsnee imorovameni program. 

WEDOINCTON.P E., HOSEY.CM. Region 2. Ofc of the Director- 66/01/07. 6pp 
44045018-44045:023 

6801270103 Forwards fnsp Rept 70-0143/67-40 on 671 l02-l204.No vtolailons or dovl- 
aliens noted. 

CLINE.W.E. Region 2. Ofc of iho Director. 68/01/20. LONG.JA Nuclear Fuel Sorv- 
leas. Inc (subs, of Getty Oil Co ). 2pp. 44169:001-44169 008. 

-9601270104 Insp Rept 70<0l43/e7-40 on 67il02'i204.No vioiaNons or devtaiions 
no1ed.Maior areas in9pected:faciiY operauona, nuclear cnucaLiy saietyjadiaL'on 
prelection. emercency preperedness.radwasio mgi 4 mail control accountirtg. 

LEE, TO., MCAtHlNE.b J. Region 2, Ole of the Oireclor. 88/01/15. 6pp 44169003- 
44169.006 

8601270109 Forwards Insp Repi 70-0143/67-43 on 871207-31 No viotellond or dovl- 
aliens noted 

CLINE.W.E Region 2, Ofc of the Direcior. 68/01/20. LONG.J A. Nuclear Fuel Sorv- 
icos. inc. (subs, of Getty Oil Co.) 2pp. 44169:108-44169 1 12. 

—6801270113 Insp RopI 70-0143/67-43 on 671207-31. No vfoiatione or dovlailone 
noied.Major areas inspected lac'l/ty operations, nucloar cnticaiity seletyjadieidn 

f /olection.emergency propsrodness.ratiwaile mgt.mail control & accounting. 

EE.TD. MCAlPINE.E J Region 2, Ofc of Ihe Director. 88/01/15 5dd 44169 106- 
44169.112. 


DOCKET 70-0364 BABCOCK A WILCOX CO., APOLLO. PA 

6601200102 PNO l-SS-OOd on 8801 14, Region I received notification ot prplesi lo bo 
hold at facH ty In Apollo.PA.Klskl Valley coalibon lo Save Our Children wsi be pioioel- 
Ino planned operation ol supercompacior at laciiity 

ROTH.J., PASCIAK,W. Region 1, Ole ol the O.reelor. 66/01/14. Ip 44058 207- 
44058 207. 

6801270376 PNC) l-e8-006.on 8801 15.Ki$ki Valley Cos'iHon lo Save Our CMdron held 
peaceful domonstraiion In froni ol 6&W Apollo.PA ofes lo express concern re radioac- 
Itve emiss'ons, dcclassiticallon of classified Info & use of suporcompsetor 
ROTH,J.. PASClAK.W. Region 1, Ofc ol ihe Oireclor. 88/01/15 Ip. 44145 195- 
44145:165. 


DOCKET 70H3371 UNC NAVAL PRODUCTS, INC., UNCASVILLE, CT 

8601130125 Forwards Safeguards Insp Rept 70 0371/87-09 on 871116 l7.NoviciiaUons 
noted. 

MARTlN.l.T. Region I. Ole of the Director. 87/12/30. KAUFMAN.NC UNC Re- 
sources, Inc. 2pp. 44030:154-44030:156 

-6601130190 Physical Seevrily Insp Rept 70-0371/87-09 on 671116 A l7.No noncom- 
pHance noied.Major areas inspecled:n'gbl liiearms qualillcaiion.personnel 5 package 
searches A mail access area control. 

SMITH.G.C., KEtMlQ.R.R. Redon 1. Ofc oi ihe Oiieclor. 87/12/28. 3pp. 44030:166- 
44030:156. 


DOCKET 7(KI«67 ClNTiCHEM, INC., TUXEDO, NY 

6601060070 Requests exemption per 10CFR74.7 re possession & use oi strategic SNM 
In excess of formula quantity limit CInlichem ack mall conirol 5 accounting program 
conducied fn agreemonl w/fundamenial nuclear mall conirol plan per tOCFR79. 
MCOCiVEnN.J. CInlichem, Inc 87/09/23. EMEIGH.C.W Licensing Branch. 2pft 
43930:306-43930.307. 


B80120003T Responds io NRC 871221 Hr ro vlolahons nolod m 'nsp Repi 700637/47- 
04.Corroctive acilon8:new prococluro for use of reschlg nngs 83 nuciear cirxaltr 
pason lor U solutions wntten & combusiiblo storage In exhaust fan room 
»ACGOV£RN,J J. CitMichom, Inc 67/12/21 MARTlNTT Region 1 , Ofc Ol Lie Dret- 
lor. fipp 44060.001-44060.008. 


(X>CKET 70-0764 GENERAL ELECTRIC CO., PLEASANTON, CA 

6601110201 Forwards Safety Insp Rept 70 0754/07-04 on 671202-14 No w)U5ont 
noted 

MONTQOMERY.J.L. Region 5, Ofc of ihe Director. 87/12/30. OARMIT2EL.BW Gev 
oral Elocitic Co. 2pp 43983:141-43983 I52 

-8601110290 Safety Insp Ropt 70 0754/87-04 on 871202-14 No violations ordsvutioq 
noledMaior areas Inspected rngt orgatu/alion & conirois.oporatcr I'&n'ng 5 
iefrain.rM c'li'ca'ity safely, rad-ation proioct.'on & emergency preparedness 
BROCK.D.L., THOMAS.R D. Region 5, Ole ol the Oireclor 07/12/29. tOpo. 
43963.143 43963.152 


DOCKET 70-0863 FLORIDA INSTITUTE OF TECHNOLOGY, MELBOURNE, Fl 

6601200265 Safety insp on 671230 of License SNM 844 insp findmgs ro vofaicn; c4k 
served 

OROWN.RA. Regfon 2, Ofc of the Director. ’ Florida Institute ol Technology Ve- 
boume. FL. 87/12/30 1p. 44066'130-44066.I30. 


DOCKET 70-0925 KERR-MCQEE NUCLEAR CORP., OKLAHOMA CITY. OX 

6601060460 Forwards request for addi Info re pnsiie burial & stsb'Uation of wa&iemal 
generated Irem past opeiaLona by ond ol Jan l966,por 870904 appl tationiM ar>sr>) 
lo Uconaa SNM-028. 

SWIFT.JJ Fuel Cycle Safety Branch. 67/12/29 STAUTER,JC. Sequoyah Fust 
Carp (aubs of Kerr-McQee Nuclear Corp). 4pp 43926 326-43926:330 


DOCKET 70-1100 COMBUSTION ENQINEERIHG, INC , WINDSOR, CT 

6601260411 Forwards revised pages lo licensee 67t00B proposed changes lo Umcas 
SNM- f067.pnr 871210 meeiin.-- w/NRC.AIIociod pegos I sled 
SHEEflAN.RE. Combusiion ITngmoering, Inc. 87/12/15. ROUSE,LC. NSC - NoDe 
tailed Alf.|iaiion Given. lOpp. 44091-123 44091:132. 

6712290104 Ack receipt of 871102 Hr Informing NRC of steps laksn lo correcivo'aiora 
noted in insp 70-1160/87-03 & 871009 Hr. Nutificeilon requested H NRC underturd- 
ing mcorroct re exam ol onu'prneni lor proper posting, per 871 124 tolcon 
MARTiN.T.T Region 1, Ob ol Ihe Director 87/i2ne. MCGILL, P. Combusuon Engl- 
neertng.lnc. ip. 43660-113-43888:116. 

-6712290110 Responds lo NRC 671009 Hr re violations nolod in Insp 7a-ltOC.'87- 
03.Corroctive aciions:oach furnace posted w/ nuclear safety s'gn & positivs rssvsinl 
insiaiiod lo keep lue) cans sway iinm fuel storage rack. 

MCQiLl.PL. Combustion Enginocnng. me. 87/11/02. MARTIN.T.T. Roglon 1.0fao> 
IheOltector. 3pp. 43868:114-43886:116. 

8601130279 Forwards Insp Ropi 70-1100/87-06 on 671 1 l6-l6.Addl oxeirple of vW- 
ifonpiev/ousiy idoniiHed in Insp Rept 70-1 iOO/67-OS noted. 

MAmiN.T.T. Region 1, Otc of the Dlrocior. 67/12/16 MCGILL, P. Comb-jSiKm E^gu 
neodng. Inc. 2pp 44044:005-44044:010. 

-6601130260 Insp Ropi 70-nOO/07-OR on 871116-l6.Vloiai'On poledMeloi arS&s 
inspected alegaiions received in 671029 & 1105 lolcons re documenlaiion of sipo- 
auie lo akbotno tadidsciivo malls & rocoipi of redioacllvo mBils.respiK lively. 
GRESiCK-CiOFFl, SHANDAKY.M.M. Region 1. Ofc ol ihe Diietloi. 6T;i2fl4. 4fip. 
44044-007-44044 010. 

8801130261 Discusses 871009 allegeilon re employees roporttno lo woikplacs v-yJarw 
Huonce of drugs & alcohol Response requested re mgt policy To daier prob'arrs J irv 
pfementeiion of policy- 

PASC1WL.W. Region 1, OlC ol Iho Dirodor. B7/12/18. MCQILL.F. Coir.boslon ErgJ- 
neering. Inc Ip 44030:346-44039:349 

6601140311 Forwards Amend 11 to License SNM-l067,aulhon?in9 exemp'-Cfts w 
10CFR20.203(f) & 70.24(e)(i}.per 671215 requesl.Condition |3 delated. 

ROUSELC. Fuel Cycle Safety Branch. 88/01/04. SHEFRAN.R.E. Combushon Engr 
neerhig. tnc. ip. 44031:1B7-44031;165 

-6801140324 Amend I1 lo License SNM- 1067 lor C-E.aulhorN.ng use ol listed lic«Ased 
matfSitncludmo 20,000 Xo U-235,10,000 kg U & S sources Pu-238. 
noySE.L.C. DMsIon of Industrial S Merilcal Nuclear Safety (Post 670729). 88/01/04. 
3pp. 44031:156-44031:161 


-6601140329 SER recommending approval of ficensoo 071009 & 1216 applicalio'i Ur 
amend lo License SNM'1067 re exemption to 10CFR20.203(F) & changes lo cnbcsjly 



44031:163. 

-6801140336 Advises that neither environ aasessmeni nor ElS warranlod for propesad 
acifon re 671215 request tor amend lo License SNM-1067 to e'im'nele labeling -e- 
^emenl tor vessels/ conialners & change number ol crlscahW delecCois. 

ROUSE, L.C. Fuel Cycle Safety Branch. 80/01/04. Fuel Cycle Sa/eCy Branch JRX 
44031:164-44031:165. 


DOCKET 70-1113 GENERAL ELECTRIC CO., WiLMlNQTON, NC 

6801260094 Requests that allowances be granted to certa-n SNM licensirg 
rBQulramenls.per encI.EncI withheld (rel 10CFfl2.790{d)).Feepald. 

W1NSLOW.T.P. General Eloclrtc Co. 87/11/30. BRACH.E.W. Licensing Branch. U 
44l39.0t1-44l39.0l1 
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ns be granted to certain reqoliemonls as described In 
ig Fee tvill be submitted under separate cover. End wllh- 

trie Co. 87/t2/01. BnACIt.E.W. Licensing Branch Ip. 


PACKAGING OF RADIOACTIVE MATERIAL FOR TRANSPORT 
AND TRANSPORTATION OF RADIOACTIVE MATERIAL 
UNDER CERTAIN CONDITIONS 


mSE ELECTRIC CORP., COLUMBIA, SC 


DOCKET 71*0481 MONROE X*RAY CO., INC. 


ling lundamenlal nuclear matl control plan lor commer- 

plant located near Columbla.SC. Submittal ol plan made 

.End withheld (rel 10CFR2.7gO). 

ctric Corp. 80/01/01. STOUR, J P. Region 2, Ole ol the 

:2S0. 


8801070467 Advises that QA program approval lor radioaclive mall package:04&1 ex- 
pires on 070831. Renewal must ee requested wilh'n 30 daya ol expiration II renewal 
not dosIred.NRC should be notilled. 

MACDONAlD.C.E. Transportation Branch. 87/12/31. HEAD.T.G. Monroe X-Ray Co., 
Inc. Ip. 43048:283-43946:283. 


NUCLEAR FUELS CORP., RICHLAND, WA 


DOCKET 71.0486 WASHINGTON PUBLIC POWER SUPPLY SYSTEM 


amend to License SNM-t227.ack change ol 
' certain release guldoltnes, providing latest guideline & 
il calibr Inlerval lor dose rate in8trumonts.Foo paid, 
lear Fuels Corp. (formerly Exxon Nuclear Co.. Inc.). 37/ 
1 Safety Branch. i6pp. 43896:000-43806.023. 

33 request.Amend 1 to License SNM-1277. Amend roc- 
lership & changes Condition 9 to Indudo date of 

y Branch. 86/01/04. MALODY.C.W. Advanced Nuclear 
uclearCo., Inc.). Ip. 44040.056-44040:060. 

-ise SNM-1227 authorizing use ol enriched U-235 & Pu 
.enaee application did July 1967 & B7I1I2 auppl. 
rial & Medical Nuclear Safety (Post 670729). 66/0f/04. 


6801080026 Fohivards QA program approval lor radioactive mail package: 0465, Rev 2. 
MACDONALD.C.E. Transportation Branch. 88/01/05. SORENSEN.GC Washington 
Publ'c Power Supply System, ip. 43960:012-43960:013. 

~6601060027 OA program approval for radioactive mail package;04e5,Rev 2. 
MACDONALD.C.E. Transportation Branch, 88/01/05. fp. 43960:O13-4396e:O13. 


DOCKET 71-0468 INTEC INSPECTION, INC. 

8601060447 Advises thal QA program approval (or radioactive mall package:0486 ex- 
pired on 871130 & no longer vSid.Company not authorized to transport or del.ver li- 
censed mall to carrier tor transport under 10CFn7t gonaroJ llconses provisions 
MACDONALD.C.E. Transportation Branch. 87/12/31. BAKER.T. Intoc Corp. Ip 
43930:309-43930:309. 


10 approval ol 871 1 12 application for amond to License 
ship. 

fety Branch. 88/01/04. 1p. 44040 050-44049.050- 

11 exclusion (or 671203 licensee request (or amend lo 

change In corporaMon shareholder.Por 
lessment or EIS not warranlod. 
ty Branch. 86/01/04. Fuel Cycle Salety Branch. 2pp. 


DOCKET 71.0487 ARMY, DEPT. OF 


6601080022 Forwards OA program approval for rad'oaettvo matl package: 0467, Rov 2 
MACDONALD.C.E. Transportation Branch. 88/01/05. TAflAS.b.N. Army, Dept, of. 
White Sands Missile Range. Ip. 43908.007.43966:008. 

-6801080029 OA program approval for radiaadivo mBli package.04e7,Rev 2. 
MACOONALD.C.E. Transportation Branch. 88/01/05. fp. 439e8.008-43960;006. 


.ECTRIC CO., SAN JOSE, CA 


DOCKET 71.0489 SACRAMENTO MUNICIPAL UTILITY DISTRICT 


e notlffcallons & correspondence re Lfeenso SNM-2S00 
il manager. 

0 . 87/11/09. ROBERTS, J. Fuel Cycle Salety Branch. 


nnuel consolidated SAR lyxIalo.Puluro correepondenca 
gale due lo rellremeni ol EE Volland. 

^ 87/11/12. CUNNINQHAM,R.E. Ollico ol Nuclear 
director. Ip, 44091:08e-4409l:0e9. 

4 Of annual conaolidalad SAR updato.No new Info 
r changes made. 

do Co. 67/1 1/16. CUNNINGHAM, R.E. Office of Nuclear 
)lractor. 3pp. 44091:087.44091:069. 


8001300407 Application lor renewal lo OA program eppioval lor radioactive 
matl:04eo.Fee paid. 

ANOOQNlNI,Q.C. Sacramento Municipal Utility District. 87/12/21. THOMP80N,KL. 
Ollica ol Nuclear Material Safety & Safeguaros.Olroctor. 2pp. 44061:121.44091:122. 


DOCKET 7tJ)49t MID-CON INSPECTION SERVICES, INC. 

8801070146 Advises lhal OA program approval lor radroacilve matl package.0401 ex- 
pires on eBOIdl.Ranewal must be requested within 30 days ol expiration daie.NRC 
should be notilled It renewal noi desired AppIlcaiioh (ee must be Included. 
MACDONALD.C.E. Transportation Branch. B7/t2/3i. MtdCon Inspedlon Servlcea, 
Ino. Ip. 439SO;004-439SO:004. 


IAN OIEQO, CA 


DOCKET 71-0618 MEMPHIS STATE UNIV. 


3 request (or review of IRT Corp 671117 application for 
rtorage vault at Calian Road fadiily.Sound basis exists 
1 from requirements of IOCFfl70.24. 

'ludear Material Salety & Saloguerds.DIroclor. 87/12/ 
; . No Detailed Aflillation Given. 2pp. 43929:002- 


8801060444 Advises lhal OA program approval lor radioactive mall pack8ge:0396 ex- 
pired on 671130 & no longer valid.Unlv not authorized lo transport or deliver licensed 
matl to carrier tor transport under general licenses provisions. 

MACDONALD.C.E. Transportation Branch. 87/12/31. RILEY, B. Memphis State Univ.. 
Memphis, TN. 1p. 43930:306-43930:308. 


EAR, INC., FALLS CHURCH, VA 


DOCKET 71-0642 RTS TECHNOLOGY, INC. 


: ahipmenl ol SNM consisling ol four Model JMF-83Y- 
1TR fuel elemenls containing RO radioactive mail, to 

0 . 87/11/06. HILLMAN, C. Division of Saloguards & 
Spp. 43896:046-43896:050. 


8801210016 Application for approval ol OA program.llmiting aclivitles to 
procuremenl.use.melnl & repair of Type 8 packages.per 871201 Hr & 871204 
ielcon.RevIsed OA program descriplion re listed Hems encl.Complele OA program will 
be submitted. 

MUNRO.J.J. RTS Technology, Inc. 87/ 1 2/07. OORDON.L. Transportation Branch. 
6pp. 44091:249 44091:254. 


.IQHT CO., PITTSBURGH, PA 


DOCKET 71^M43 BOOTH.TWININO, INC. 


tent 67 to NELIA PoUcy NF-226 & Ef\dQ(eefflotM 76 to 
itenis set advance premium foy CY66. 
oclales, Ino. 88/01/06. OINITZ.I. Office ol Nuclear Re- 
t 070411). 3pp, 44002:276-44002;277. 


ALTH EDISON CO., CHICAGO, IL 


6801080030 Forwards OA program ^rovai lor radioactive mail package: 0643, Rev 0. 
MACDONALD.C.E. Transportation Branch. 88/01/05. STOUOH.F. Boolhe.TwInIttg.Inc. 
Ip. 43068:014-43966:01^ 

-8801000031 QA program approval for radioactive mall package:0643,Rev 0. 
MACDONALD, C.E. Transportation Branch. 88/01/05. fp. 43968.015-43966:016. 


nd to License SNM-l946.aulhoriziru Installallon ol Cf- 
laemblies prior to commencement oicore loading. 

Ith Edison Co. 87/11/19. THOMPSON.H L Oflica ol 
guarda.Olrector. 3pp. 44092:194-44092:196. 

nd lo License SNM-1945,8ulhorlzlng inslallatlon & use 
rs.per end merked-up Amend i to license. 

Ith Edison Co. 67/12/04. THOMPSON.H.L. Office ol 
guards, Director. 4pp. 44137:286-44137:269. 


DOCKET 71^)644 PACIFIC COAST TESTING SERVICE, INC. 


6601080036 Forwards QA program approval lor radioadive matl package: 0644, Rev 0. 
MACDONALD.C.E. Transportation Branch. 88/0t/05. ROBBINS, Q. Pacilic Coast Test- 
ing Service, Ino. Ip. 43908:018-43968:019. 

-8601060037 QA program approval for radioactive matl package:0644.Rev 0. 
MACDONALD.C.E. TransporUtlon Branch. 88/01/05. fp. 43968:019-43988:019. 
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DOCKET 71^)646 PLANT fNSPECTION CO. 


M01060032 Forwards OA program approval for radioactive mail package 0646,ftev0 
MACOONALD.CE Trartsportabort Branch. ee/Ot/05. MCCORUICK.J. HanI Inspec- 
bon Co. Ip. 43968.016-43968.017. 

•^601080094 OA program approval for radioactive mail package.0646,Rev0. 
MACOONALO.C.E. Transportation Branch. 68/01/05. Ip. 43g6a.Ol7-438e&.OI7. 


DOCKET 71-0647 NORTHERN INSPECTION SERVICES, INC. 


8601200396 Forvrarde description Of OA program for shipping radioactive pacliegoa,1oi 

BAKER, T.P. Northern Inspection Services. Inc. 67/12/08. Olfico ol Nuclear Maional 
Safety & Saleguards.Dreclor. 5pp- 44066.266-44068 271. 

-6601200392 Requests foe for 671208 application for approvaf of OA prografn for ra- 
dioactive mail packages.Total fee assessed will be based on actual Nffe cost to proc- 
ess application & any contractual costs Incurrod. 

JACKSON.Q. License Fee Menagemeni Branch 67/12/30 BAKER.T.P. Northern Irt- 
spectlon Services, Inc ip. 44066;27l-44066 271 


DOCKET 71-4966 MODEL: RA-2, RA-9, RA-J, GENERAL ELECTRIC CO. 

6601200419 Requests registielion as user of Advanced Nuclear Fuels Corp Model RA-3 
fuel shipping containers. 

SILADt.J a. Commonwealth Edisort Co. 67/l2/2t. OIbce ol Nuclear Materiel Saleiy 
8 Safaguards-Oirector. 2pp. 44091:134-44091;13S. 


DOCKET 71-6678 MODEL: LP-SO, ENERGY, DEPT. OF 

6801040430 Requests addi Inlo re 870829 application for renewal of CertifcateolCoov 

g Mnce 6676 a amend for Modol LP-SO. ConsoHdaisd application required BebodtAe 
r proi4dtng info requeeted within 30 days of Itr date. 

MM»ONALDX;.£ Transportation Branch 67/12/30. MAUGK.CJ. Erwug-r, Dapi. ol 
2pp. 43896:005-43896:006. 


DOCKET Tl-8717 MODEL: 6717-B, OAMMA INDUSTRIES, INC. 

6601210096 Application 10 reissue Certificates ol Compl'ance 67t79i?s 
9127.0128,9133,9135 & 9160 to Amersham Corp. 

ROUGHAN.C Amarsham Corp. 87/12/16. MACDONALD.C. Office ol Nue'ear Wjiena 
Safety & Saleguards.Direclor. ip. 44091:327-44091:344 


DOCKET 71-9032 MODEL: 650, TECH/OPS, INC. 

6601050040 Registers roclplonl por 10CFR71.12 as usor ol CortlUceles ol Corrclaiv^ 
9032 & 9033j)er 871120 request. 

MAC(X)NALD,C.E. Transportation Branch. 87/12/30. QREY.H.L. Pubk SaivceCo of 
Coloratfo. Ip 43910:335-43910:335 

6601060365 Registers recipient es user of CetMIcalos of Compliance 9032 5 9033 oer 
871127 request 

MACOONALD.CE Transportailon Branch. 87/12/30. HEIKEN.D.S. Ultra Tecfino'ooy 
Inc. Ip.439l!;018-439I1:019. ^ 


DOCKET 71-9039 MODEL; 660 A OOOE, TECH/OPS. INC. 


DOCKET 71-S614 MODEL NReK-41, -42 A -43, ENERGY, DEPT. OF 

8801060033 Forwards Rev S to CartiFcato ol Compliance 5814 for Models NRBK-42 A 
NRBk- 43 shipping packages.per 670918 request Div of Naval Reaciora has beer* reg- 
istered as user of sipping packages under 4gCFRl 73.471 
MACOONALD.CE Trensportetion Branch. 88/01/06 ENGf.LW.P Enerav Oeof ol 
Ip 43968.312 43986:316. 

-8801060036 Certifieaie ol Compliance.Rov S.for Models NR0K-42 A NRBK-43 Approv- 
al record enct. 

MACOONALD.C-E. Transportailon Brartch. 88/0f/06- 4pp. 43966313-43966-316. 


6601060040 Reglsiers recipient per 10CFR71.12 as user of Certillcales of Comptanoe 
9032 A 9033j>er 871 120 request. 

MACOONALD.CE Transportailon Branch. 87/12/30. BREY.H.L. Public Service Co cl 
Colorado, ip. 439l0;33S-439f0:335. 

6601050386 Registeie reclplenl ae usor of Cerliflcales ol Compliance 9032 A 9033 oer 
671127 lOquesi 

MACOCWALD.C.E. Transportation Branch. 87/12/30. HEIKEN.D.S. Ultra Technetom. 
ino. Ip.439ll;0l9.40911 019, 


DOCKET 71-0044 MODEL QE-ieoO, GENERAL ELECTRIC CO. 


DOCKET 71-6939 MODEL GE-ISOO, GENERAL ELECTRIC CO. 

6801040614 Forwards Cerilficale of Compliance S939.Rov i4,lor Model i600 shipping 

iaCCIDNAlO.C E. Transportailon Branch. 87/12/30. CUNNiNOHAM.O-E. Gerterel 
Elecirfc Co. 3pp. 43896 024-43896.030. 

-6601040S21 Certificate of Compliance 6939.Rev i4.lor Model i600 sti-'pping 
packaoe-Approval record end. ^ 

MACOONAlO.C E. Transportation Branch. 87/12/30. 4pp. 43696 027-43896.030 

6801050667 Notifies Of registration as user of Certificate of Compliance 5939 in leponse 
to 871124 reguesl. 

MACDONALD.C 6. Transponailon Branch. 87/12/30. JARRETTRO. Agrtcuhofe 
Dept. q(. Ip, 43911:030-4391 1:030. 


DOCKET 71-5957 MODEL* BMI-1, BATTELLE COLUMBUS LABORATORY 


6601200423 Applleallon for rev to Carbficale pi Compliance 6957. allowing psekage use 
for shipments ol inlaci Irradiated MTR- or BRR-lype fuel assemblies corHalnina U en- 
ctchod lonomii»l93w/o -1-0.3 In U.235teolopo^paW 
STRACK.RA. Cintlchem. Inc. 87/12/14. MACDONAlO.C E. Transportation Brerrch 
2pp. 4409l;090-44091:091. 


6712020006 Final response to FOtA request for rocofds.App A documents and App A A 
B documents available in PDR. 

GRIMSLEY.O. OMSIon ol Rules A Records (Post 670413). 67/11/2S. AUDIN.L. Af'l- 
etion Not Assigned. 0pp. 43992:102-43992:116. 

-670)100050 Informs ihei Model CNS-1-t3C under Certificate of Compl-’anea 9C5I 01*1 
be returned to sve Repi re Model t800 packeglng (1-130) should Include detail cl 
eny detects w/sefety signilicenco. 

MACOONALO.C.e. Transooriation Certitlcetion Brsneh, 67/08/27. MQUSE.W, Ctwo- 
Nuclear Systems, Inc ip. 43992. 1 1 7-43992: 1 1 7. 


DOCKET 71-9073 MODEL OH-142 SERIES, NUCLEAR PACKAGING, INC- 

6601070415 Informs ihai applications for renewal of listed Cenlf^atO ol 
Compnsnce8.lncludlno 9073.9169.9176.8177,9178 A 9179 Should be subrntted 33 
daysgrioi lo eimltabon on 880331. 

MACOONAIO.C B. Transportation Branch. 87/12/01. FRA2Efl.W.H. LN Technologes 
Corp. (lormerfy London NuCloar Sves, Inc ). Ip. 43953:359-43953 359 

6801070476 Advises ihal CorllficatOB of Compliance 0073.9168.6176,9177, 9178 8 
9176 will expire on 660331.Con8olfdaIed applications should be submitted at least 30 
days prior to eimiralion date. 

MACOONALO.C.e. Ttansportalion Branch. 87/12/31. TEMUS.C J. Nucleat PaoVaging. 
inc. ^ 43945:261-43846:262. 


DOCKET rt-6272 MODEL: 6272, U.8. ECOLOGY, INC. 

6601050146 Coniwms licensee fegtsiralton as user of Cerliliceie ol Compliance 
8272j)er 871123 request 

MACOONALO.C.E. Transportation Branch. 87/12/30. OLSEN.A.F. Babcock A VVilco* 
Co. Ip. 43910 352-43910:352. 


DOCKET 71-9074 MODEL AP-100, ANEPCO. INC. 

6601070456 Requests that application lor renewal ol Certiiicate of Compliance 9107 lor 
Model AP- too packaging be eubmltled 30 days prior to expiration dale to ensure con- 
tinuod use ol package. 

MACDONALD,C.E. iranaponaiton Branch. 87/12/31. MURPHY.S.D. Anefco. Inc. ip. 
43853:126-43053;12B 


DOCKET 71*6406 MODEL NONE, ENERGY, DEPT. OF 

6801040374 Forwards Cortilieate ol Compliance 640e.Rev 7per 871110 request 
MACOONALO.C.E. Transportation Branch. 67/12/30. ENGLEWP. Enerov Deol of 
ip. 43B96-341-4389S:346. u. 

-8601040379 Certrficate of Compllanco 6406, Rsv 7.Approvat record encL 
MACOONALO.C.E. Transportation Branch. 87/12/36. 6pp. 43695:342.43895:346. 


DOCKET 71-6441 MODEL 020 POWER UNIT, ENERGY, DEPT. OF 

6601060262 Forwards Rsv 4 to Certificate of Compliance 644t for Model 02G Power 
Unit. 

MACDONALD, C.E. Transportation Bianch. 87/12/30. ENGEL.W.P. Energy OepL ol 
Ip- 43911:009-43911:013. ^ 

-6601060261 Certiiicate of Compliance 6441.Rev 4, for Model D20 Power Unit Aporovsl 
record end. 

MAGOOMALO.C-E. Transportation Btanch. 87/12/30. 4pp. 43911 OtO-AdOll.-OIS. 


DOCKET 71-9081 MODEL CNS 1-13C, CHEM-NUCLEAR SYSTEMS, INC. 

6712020006 Real raaponse to FOiA requesl for records App A documents encl.App A 6 
6 documents available In PDR- 

GRIMSLEY.O. Division ol Rulos A Records (Post 670413). 87/11/25. AUDIN.L AH/I 
alfonNol Assigned. 6pp. 43992:102-43992:108. 

-6709100060 Informs that Model CNS-1-13C under Certificate ol Compllarice 0081 can 
be relumed to svc.Repl re Model 16OO packaging (1-13G) should include del/uls of 
any detads w/safety s^ficance 

MAC00NAL0,C.E. Transportailon Certification Branch. 67/02/27. HOUSE.W. Chem- 
Nudear Syatams. Inc. Ip. 43992:1 17-43992:117. 

6601040047 forNBids nonproprtelary Drawings C-t 10-E-0005,Rev 0, Sheet 2 ol 3 & C- 
llO-E-OOOS.Rev O.Sheol 3 of 3, "CNS 1-13C Shipping Cask." 

PAOUIN,P.L. Chem-Nuclear S^tems, Inc. 87/12/16 WILLIAMS.C. Office of Nuclear 
Mstertal Safely A Safeguards.Olreclor. 6pp. 43899:253-43898:260. 

8801040391 Forwards Rev 9 to Certificate of Compliance 9081 for Model CNS MSC 
shlppInQ package. 

MACDONALD, C.E. Transportation Branch. 87/12/30. KINTNEfl.S. Chem-Nuclear Sys- 
tema, Ina Spp. 43695:347-43695:355. 
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* Certi'icate ol Compliance 9001, Rev B to/ Model CNS 1-13C sKpp'ng 

jffSjpfoval /ecord enci . 

T/anspOriellon Brancti 07/19/30. 4pp. 43895;352-43895:355. 

«4)86 MODEL HN-100, SERIES 1. HITTMAN NUCLEAR & 

laefluests ihat application lor ronewal ol Conilicale of Comptlonco 9086 (or 
it* 1 00 Series 1 packagir/g bo submiliod 30 days pilot lo evplrabob dale lo 

^I’V^ri^E^^TfansMrlfl^on Branch. 87/12/31. WALSH. P. Wasiinghouae Hitt- 
inc. Ip. 43953:124-43953:124 

j ^100 MODEL t<KP*20-W60. KERR-MCQEE NUCLEAR COBP. 

Application lor ronowal of Cerlillcaio ol Compliance 9100 lor Modal KKP- 
tA ^JJg na (icenseo address as staled. Renewal noodod m Vme for purclyose 
^ -nspoii packaoes.Fae paid. 

Sequoyah Fuels Corp. (subs Of Kerr-McQao Nuclear Cprp.J 07/11/19. 
5x^5 .C-E Ttanspodalion Branch. Bpp. 44130.259 44139:268. 

j 3 # Reduesls lea for 071110 application (or renewal ol Certilicato ol Compll- 

? 4 V 4 Uaense Fee Management Branch. 87/12/23. STAUTER.J.C. Sofluoyati 
^ (si<bs. ot Kerr-McQea Nuclear Corp.). ip. 44139 207-44139:267. 

rCP' 

^9 Re.mits fee lor application lor renowal ol Cortillcalo of Complianca 
4 223 foquosl. 

Jit C. Seouwah FuelaCoip. (suba ol Korr-McQea Nuclear Co'pl. 80/01/13 
ijcense Foa Managomeni Blanch, ip 44139:268-44139 200. 


8801200449 Requosts loglslialion as user of Model CNS 14-190H 
KNAPP.WJ. PhBad^pMa Elaclrlo Co 87/12/21. MACDONALO.C.E. Office ol Nuclear 
Maio/lal Safety & Samguarda.D.roctor. 2pp. 44091.060-44091:061. 

0801070415 Inlorma lhat applications for renowal of listed Cedificata of 
ComfyiancesJcckiding 9073,6150,9176.9177,9178 S 6179 should be submitted 30 
rleys prior lo expiration on 880331 

MACuONALO.u.E. Transportation Branch. 87/12/31. FRAZER.W.H. LN Technologies 
Cotp. ftormerly London Nircloar Svca. Inc }. lp 43953.359-43053 350 

6801070478 Advisee dial Certilicatos of Compllanro 0073.8159.9176.9177, 9176 8 
9179 will expire on 660331. Consol'dated appl'caiions should be sub/nltlod at least 30 
days prior to oxj^aLon deia 

MACDONALO.C.E Transporiallon Branch. 87/12/31. TEMUS.C J. Nuc'eer Packaging, 
Me 2pp. 4394S 281-43945:282. 


DOCKET 7V0ie0 MODEL 2CI-VS & 40.VS, GULP NUCLEAR, INC. 

8801210098 Applicellon (o rOlssua CeriKIcales of Compliance 6717,9126. 
9I27.9I28.0I33.Q13S 8 9160 lo Amoraham Caip. 

nouOHAN.C Amersham Corp 87/12/IS MACDONALD.C Olfice o( Nuclear Material 
Safety 8 Salaguards.0.racioi. Ip. 44091:327-44091:344 


DOCKET 71-8186 MODEL: 884, TECH/OPS. INC. 

8801060013 Parwatds Rev 2 to Cortificata ol Compifanco 9166 (oi Model 884 shipping 
packaoo. 

MACraNALD.C.E. Transpc^aiion Branch. 68/01/05. ROUGHAN.C Amersham Corp 
ip 43967:166-43067.171. 


(.0107 MODEL; 771, TECH/OPS, INC. 


rtMuW.s leolsVailon asusoi ol Models 770 & 77l,Annof8ham/ Toch/Ops. 
T «/ C GenersT Dynain'ca Corp. 87/12/10 Oiiice of Nuclear Malarial Safety 
/a5o.Dlracl0r. 20D 43895 149-43005:16O. 


-8801060017 ConMcale of Compliance 9l6e,RDv 2.ldr Model 064 shipping 
cortia rtor Approval record onci. 

MACOONAtD.C.E- Transporletion Bionch, OS/Ol/05. 3pp. 43967:169 43907:171. 


DOCKET 71-9167 MODEL 32066. 3227D & 3218, AMERSHAM CORP. 


■ t.9 1 19 MODEL BAPL 6910 BnOCQ, ENERGY, DEPT. OP 


p/orwarde Rev 5 to Cortilicaio ol Compliance 91 lO lor Modol BAPL 6910. 
Xo.CE. Transporiallon Branch. 07/12/30. ENGEL, W.P. Slaie. Oopi- of. Ip. 
. 43^98 344 . 


ifO Oon'rtcate of Compliance BnO.Rov 6, lor Modol OAPL 5010. Approval 
^LO.C B. Transportation Branch, 87/12/30. 3pp. 43028 342 43920:344. 


■1-9196 MODEL 20, 20A, 60, 60A, QAMMA INDUSTRIES, INC. 

8 Application to reissue CartilKaioa ol Comp'iance 67i7,9i26. 
‘8.0 9 3 3 9135 & 9160 10 Amersham Corp. 

VN.C. Amersham Corp. 87/12/16. MACDONALD.C. Olf/co ol Nucloar Maiorfal 
Safoouatds.O'iOClor. Ip. 44091'.327-44QQI'.344. 


't>9t27 MODEL: 10Q. 100A, 200, 20OA, QAMMA INDUSTRIES, INC. 

8 Apo'lceilon to reissue Certillcaies ol CompHanco 6717,0128. 
:D.9133913S& 9150 lo Amsfsham Corp. 

^N.C. Amaraham Corp. 07/12/16. MACDONALD.C. Ollicfl of Nuclonr Malorlal 
Safoguarde.Direcior. ip. 44091:327-44091:344. 


9*9928 MODEL C-8, QAMMA INDUSTRIES, INC. 


8801070179 Informs that oppUcaiion lor renewal oi Cemficeia of Complianco 9167 (or 
Models 32066.32278 & 3218 packagings should bo submlitod 30 days prior to axp'ra- 
hon on 600331 lo onsure conilnuad use ot packegos. 

MACOONALO.CE Tran^neiion Branch. 87/12/31. BAGBY.LA. Amersham Corp. 
lp. 43053:354-43083354 


DOCKET 71-9108 MODEL CNS 8-1308, CHEM-NUClEAR SYSTEMS. INC. 

8901210166 Requosts tooisi/eiion ae user oi Model CNS 8-I20B Fuluro Info re package 
shoo'd bo soni lo K Hunt at iistod address 

KNAPP.WJ. PhUad^’pItia Eieclifc Co. 07/i2/n. MACDONALD.C E. Transportalon 
Btench 2pp 44092 112-44092:113. 

6901200437 RiMuosIs logsiialion as usor ol Cham-Nucloer Sya.inc Modol CNS 8-1208 
radioaciivemail sNpping cask 

KNAPP, WJ. PMfUf^phfa Elaciric Co. 07/12/21. MACDCNAID.C E. Off ee Of Nuclear 
Malo/lei Solely 8 Saroguaids.DIroclor. 2pp. 44091:079-44091:080. 

8801060134 Conhrms ra(|islrailon ol iiconsae as user of Conlicaie of Compl-ance 

hU^^miO.CE.^^ransportalion Bronch 87/12/30 TOY.H.L Baltelle Memorial In- 
sUluie, Columbus Laborelorios. Ip. 430i0:35l-430l0.35l 


DOCKET 71-9176 MODEL: NUPAC 14/210L & 14/210H, NUCLEAR PACKAQINQ, 
INC- 


* Applicailpn lo reissue Cetlilicales ol Compkance 6717,9126. 
'®.9 133.9136 S 9160 lo Amersham Corp. 

''N.C. AmeTSham Coip. 87/12/16. MACDONALD.C. Olllco ol Nuclear Molorlel 
Salegyaids.Dirfrclor. Ip. 44091:327-44091:344. 

'*‘^138 MODEL C-10, QAMMA INDUSTRIES, INC. 


6801210041 Roooesla regislrallon as user of Modol CNS 14.216H 

KNAPP.W.J. PhBadol)»Tia Efactrlo Co. 07/12/11. MACOONALO.CE NflC • No De- 
lailod AIMlsUon Given. 2p4>. 44Q92 091 -44092.098. 

6801200465 Rortuesiseegisiiallon as user ol Model CNS 14-216H. ^ ^ „ 

KNAPPW J Phiadrtpnia Electric Co. 07/12/21. MACOONALO.CE KRC - No De- 
t84od /VI ITIaiion Given. 2 pp. 4409 1 : 1 1 9-4409 1 : 1 20. 


Ift .... Appiicallon lo lalssua Certllicatoa ol Compliance 6717.9126, 
rt. 1 ^ 33.9135 & 9160 10 Amersham Corp. 

l^.C. AmerahamCorp 67/12/15. MACDONALD.C- Otlice ol Nuclear Malorlal 
^*OSuards.Diiec1cir. 1p. 4409V.327-4409V.344. 


MODEL CENTURY S 5 6A, QAMMA INDUSTRIES, INC. 

8 n -Appi'caiion lo reissue Certificates ol Compliance 8717,9126, 
kbi>i^^.9'35 6 ®*6Cl lo Amersham Corp. 

Sftf • Amersham Corp 07/12/16. MACDONALD.C. Oflico of Nuclear Material 
'^uarda.Drrcclof- ip. 44091:327-44091:344. 


MODEL 770, TECH/OP8. INC. 

3 b 

f.w^oesls regisiraiion as user ol Models 770 & 77l,Amflr8ham/ Tech/Ops. 

General Dynamics Corp. 97/12/10. OHice ol Nudoar Material Safety 
^•tWrector. 2pp. 43095:149-43895:150. 

8-b _ 

MODEL NUPAC 14/190L, M 5 H, NUCLEAR PACKAOINO, IMC. 

8 b 

^<4ire«la reo-alraDon as user ol Chem-Nucloar Sya ino Model CNS-14- 


6661070166 Roqueala dial applicabon lor renewal oi CerV-tlcate ol CompLanco 8175 lot 
Model CNSI I4-2ISH Sorioa A paeVag'ng bo submlited 30 deys poor lo expiration 
Uaio le ensure conUniied use ol package 

MACDONALD CE. Transportation Branch. 07/12/31. X1NTNER.S. Chom-Nuclear Sys- 
tems. Inc. lp. 439S3:347-43953;347. 


801070416 infornw ihal epplicaions lor renewal ol listed CeriHlcale ol 
Complianco8.lnciu<r-ng 9073,9159.9170.9177.9176 & 9179 should be submlited 30 
days prior lo ai<sireili>n r>n 000331. 

hlACDONALQ^E. Transportation Branch. 87712/31. FRAZER.W.H.LN Technologies 
Corp. (forniefly London Nuclear Svca. Ino.). lp. 43963:350-43953.359. 


8601670476 Advises lhal Cerlificalas of Compliance 0073,9169,9176,9177, 9176 & 
9170 wll mqiiro on 060331. Consol-dated applications should be submitlod at leasi 30 

MXc^oSrALD^^^^an^ortalfon Branch 87/12/31. TEMUS.C.J. Nuclear Packaging. 
Ino. 2pp. 49O4’S201-43945:282. 


DOCKET 71-8177 MODEL NUPAC 10/140. NUCLEAR PACKAGING, INC. 


8801070415 Informs thei applications lor renewal ol ilsied Certificate ol 
OomolSnc98.1ncluding 9073,6169,9176,9177,9178 & 9170 should bo submillod 30 


BS01070478 Aflvises thai Certificates ol Comphance 9073.9I59.917W'77 6178 & 
9179 will expire on 880331. Consolidated appJicabons sIkkAI be stlim.tted at least JO 
days odor to expiration date _ , , 

iXicOONALO.C^- Tiansponabw Btanch. 87/Wf3V TtMUS.C J. Ntr^eaf Packaging, 
Inc. 2pp. 43945281-43945 262. 


DOCKET 71-917$ MODEL NUPAC 7/100. NUCLEAR PACKAGING. INC. 

$801070415 Inlorma Wai applications lor fenewal ol nsled Ceriillcaia ol 
Compiiance 8 .includin 9 9073,^59.9176,9177.6178 & 9179 shotM be submmed 30 
dayspdor to expirationon 880331. „ . 

MACDONALD, ce. Transportation Braneb 87/12/31. fPAZEfl.WH LN Technologies 
Corp. (loftnerty Lond^ NiiCleai Svcs.Wcl Ip. 439S3'359-43953359. 

6801070478 Advises that CartiUcales ol CompSance 9073.9159.9176.9177, 9178 & 
9179 will expire on 88033 l.Coitsolidaied appkcabons shoulrf be sUnnliea at least 30 

a s poor lo expiration date. 

DOONALD.CE, Tranaportation Branch 87/12/31. TEMUS.CJ Nudear Packaging, 
IrK 2pp. 4394S:28M3945'282. 


8801060452 Nohlies ol (ogisuation as user ol Cotlillcalo o 
671124 roquesi 

MACDONALD, C.E. Transportation Branch. 87/12/31. MROC 
clear Energy Co. (subs, of Northeast Utilities). Ip. 43930:3134 


DOCKET 71-9220 MODEL; 884, AMERSHAM CORP. 

6801210076 Application for Certllicale of Compliance 6220 lor 
encl.Pee paid. 

ROUGHAN.C.M. Amotsham Corp. 87/00/02. MACOONALOC 
lerfal Safety & Safeguards.DIroclor. 7lpp. 44092:0l9'44092.69 

-8801210066 Forwards application foe lor Model 964 Typo E 
Check i0923,ihoughl to do submitted w/initiai appi cation did i 
ROUGHAN.C.M. Amersham Corp. 67/12/22. JACKSON, G Li< 
Branch. Ip. 44092.090-44092:090. 


DOCKET 71-9221 MODEL: NRBK-41, ENERGY, DEPT. OF 


DOCKET 71-9179 MODEL NUPAC 6/100L & 6/IOOH. NUCLEAR PACKAGING, INC. 

6801070415 Informs lhal applications tor renewal ol tsled Ceriillcaia ol 
Compliance$.lncludirtg 9073.6159.9176.9177.6178 & 6|79 shOuM bo Sufamillod 30 
days prior to expiration on 880331. 

MACOONALO.C £. TiansporiaWin Bianth 87/12/31. FRAZER.WW LN Technologies 
Corp. (lormarly London Nuclear Sves, Inc.), ip. 43953 359-43953.359. 

8801070478 Advises that CertTficales ol Co(rv>liance 9073.dfS9.9l76.0t77. 9178 & 
9179 will expire on 860331 Consolidsied appkcaMins should be submined at teas! 30 
days prior to expiration dale. 

MACDONALD CE Trentportailon Branch 87/12/31 TEMUS.CJ. Nuclear Packaging. 
Inc. 2pp. 43945281-43845 282 


DOCKET 71-9163 MODEL NE&-5, NUCLEAR ENERGY SERVICES. INC. 

8801280460 Submits supplemental Info re 670911 request to revise SAR lor NES-S 
iranspon package. 

ELV.P. Nuclear energy Servicas, Inc 88/01/1 1. MACOONALD.CE. Dtfico of Nucleai 
Malenal Safety 8 Safeguards.Oireclor. 4pp. 44IM01444I$0027. 

-8801260492 Revtsad pages to Rev 7 (o "SAR (pr Modal NES-5 Package to 10CrR7< 
Type 6(U) Packaging Requirements." 

* Nuclear Energy Services, Inc. 65/03/31 lipp 44iSOOl044l5O027 


DOCKET 71-9300 MODEL I28-8, ENERGY, DEPT. OF 


6601080041 Forwards Corllflcaia of Complianco.Rov 0 for Mi 
package Certificate expiration date ol 010430 provides lime 
application spocilicafly addressing package. 

MACDONALD, C.E. Transportation Branch. 86/01/06. ENGEL 
Ip. 43966:319-43966:325. 

-6801080043 Certificate of Complianca 9221, Rev O.for Mot 
record end. 

MACOONALO.C.E. Transportation Branch. 68/01/06. 6pp. 43S 


DOCKET 71-9783 MODEL: S6W ITR, ENERGY, DEPT. OF 

88D105D048 Forwards Rev 3 lo Cerlillcaie oi Compliance 9783 I 
MACDONALD, C.E. Tranaportallon Branch. 87/12/30. ENGEL 
Ip. 43910:336-43910:340. 

-88010S0056 Certllicala of Complfanco 6783, Rev 3, for Mod 
record end. 

MACOONALD.CE. Transporlallon Branch. 87/12/30. 4pp. 439 


DOCKET 71-9786 MODEL: 55W REACTOR COMPARTMENT, 

880105030S Forwards Rev 2 to Corlificate of Compliance 6768 
Companmeni. 

MACDONALD.C.E Transporlallon Branch. 07/12/30. ENGEL 
Ip. 43911:014.43911;017. 


8712029008 Finat lesponse lo FOlA request lor lecoids App A documents end App A & 
6 documenis available in POR. 

ORimslEY.O. OMaion of Rules S Records (Post 87041 3) 67/11/25 AuOiN.l Aliiii- 
ttlon No( Assigned. 6pp. 43992:l02-43992.l08. 


-89C7220350 Updaies fn/o re laodcation ol NUPAC Model 125-8 Cask 2.Tesk force 
review fnd>caled that 7/i6-fnch linear Indieaiion. prevtotislv reined as rone olkicom- 
dete Mneiiaiion.ta slao 8 meets ASME radimiaphic acceptwe sids 
GRIMES.B K. ON Of QA. Vendor 6 Techrscai Tiairwtg Center ProfltamsiE 1850212- 
870413). 86/07/16. CUNNiNGHAM.R E. OMsJon ol Fuel Cycle 6 Maierid Safety iPre 
870413) 10.43992:112-43992.112. ' 


DOCKET 71-9208 MODEL NUPAC 10-142. NUCLEAR PACKAGING. INC. 


-8801050310 Certllicale of Compliance 6760,Rav 2, lor 
Comp8rtment.Approval record end. 

MACDONALD, CE. TrenspoNetlon Branch. 87/12/30. 3pp. 439 


DOCKET 71-9791 MODEL PWR-2, ENERGY, DEPT. OP 

8601050244 Forwards Rev 2 10 Ceriilicalo of Compliance 9781 I 
MACDONAL0.C.E. Tiensporteilon Branch. 67/12/30. ENGEL 
Ip. 43910:353-43910:357. 

-8801050267 Certiilcale oi Complianco 079t.Rev 2.toi Model ( 
end. 

MACOONALO.C.E. Trenaporlation Branch. 87/12/30. 4pp. 439 


660108020$ Forwards Rev 3 (e Certtficeleef Compkance 9206 for Model 10-142 
MACOONALO.C E. Transponairon Branch 67/12/30. TEMUS.C J. Nuclear Peckaolno 
(nc. 3pp.43910 29'J-438t0 297. “ 

-8801060209 Certflfcaio ol Compliance 930e.Rev 3.lor Model 10-142. Approval record 
end 

MACOONALD.CE Transportation Branch 87/12/30 4pp 439I0294-4381D2B7. 


DOCKET 71-9216 MODEL CNB 1-18Q, CHEM-NUCLEAR SYSTEMS, INC. 


8801050029 NoliAcatlon of registretlon as user oi Cereilcete oi Compkence 62i61n te- 

S ertse Io67t120 requeal 

ACOONALO.CE. Transportation Brarteh. 87/12/30. STEWART V/L Vrrr^la Power 
(Virginia Electric 8 Power Co). Ip. 43910:333-43910333 


8801060025 Nolifiallon of leglslrauon as use< ol Certriicste of CornKiance 9218 in re- 
iMose lo 871 124 requesL 

MACOONALO.C E- Transportation Branch. 87/12/30. NEAL T P Coneumers Power 
Co. Ip. 43910:334-43910 334 


8801050247 Forwards Rev 1 to Certificale el Compliance 9216 lor Model 04S 1-13G 
shMtMMckeoe 

MACCWALO.C.E. Tiansp^tton firanch 87/J2/30. KINTNEH,S Chem-Nudoar Sys- 
Ierns,]no.2pp.439l1.0or-43911:008 ' 


-8801080258 Cofbficale d Compliance 9216Rev Mat ModM CNS 1-13G shipping 
C43n. 

MACOONALO.C.E. Transportation BrarKh. 87/12/30. 6pp 43911^)03-4391 1.008. 


LICENSING OF INDEPENDENT SPENT FUEL S 


DOCKET 72-0001 MORRIS OPERATIONS, GENERAL ELECTP 

8801200436 Requeele thal luture notllicailons & correspondenc 
be addressed to TE Ingel8.planl manager. 

KINO.C.E. General Elecirlo Co. 87/11/09. ROBERTS, J. Fue 
2pp. 44091:092-44091:093. 

8801200998 Forwards drall ol annual consolidated SAR ^date 
should be addressed to TE Engels due to retirement of EE Vol 
BORST.Q.T. General Electric Co. 87/11/12. CUNNINGHAM 
Melerlal Safety S Safeguards.Oireclor. lp. 44091:086-44091:01 

-8801300409 Discusses review of annual consolidated SAl 
obtsined.activltles conducted or changes made. 
JANECECK.D.L. General Electric Co. 87/1 1/16. CUNNINGHAl 
Material Safety & Sefeguetd8,DItectoi. 3pp. 44091'.0&7-44Q91:C 


DOCKET 72-0002 VIRGINIA ELECTRIC S POWER CO. 

8801110327 Confirms telcon during 871007 meeling re util Inis 
amend & proposed Tech Spec change under 10CFR72 lhal v 
ace casks at plant ISF8T Joint meeling w/NRC & GNSI request 
SiEWART.W.L. Virginia Power (Virginia Electric & Power Co.. 
Control Branch (Document Control Desk). 2pp. 43971:246-4391 


NONDOCKETED ITEMS 


lOCFR COMMISSION ME&TIHQ RECORDS 

68 01140095 Siafi requ-romonls momo re 071217 periodic briefing in WasMlngton.OC on 
stal'.s ol oporating reactors & fuel facilities. 

CH1V.K.SJ OH-ce of the Secretaiv of Ibe ComrrJssion M87l2t7 08/01/12 
STELlO.V. Ofc of Ibo Exocuiive Director tor Operations 2pp 44033. 1B3-44033:I8<1 

6801f00045 Transcripl of Commisa'on 600107 briefing In Washnglon.OC ro status ol 
ma:nt prosrom S po'ICy statemont/edvance notico ol pioposod rulemaking Pp i- 
75.ViewQi8phs end. 

* Com'nissor.ors. 60/01/07. 06pp 44053. 023'44053.107 

$381160097 Staff reguiremenis memo ro Commission 671119 briefing in 
Wash nglon.DC ro equal omploymenl opportunity fEEO> piogiam. Commisaion re- 
quests mio paper outlining EEO tra'ning programs & now Ihoy full.H needs ol Commis- 
s on. 

CH.LKSJ. Offce of the Secretary ol tho Commission. M07fH9. 00/01/05. 
SIELLO.V- Qlc of the EnecuUvo Director lor Operations 3pp 44062'349-44052 351 

1301 190169 Transcrfpl of 860106 briefing In Washington, DC ro status ol NRC imornal 
d'va procram Pp 1.49. Supporting documentation end. 

* Ccrr.m.sslone/s. 66/01 r06. 50pp. 44053 201-44053.340 

160 1260146 Transcript of 680120 briefing on NRC Technical Training Program In 
Washirgicn.DCPp f-S0. Supporting tJocumontatfon oncl. 

• Commissioners. 06/01/20. t79pp. 44174:211-44175:028. 

130 1260661 Transcript of 860120 brloflng on status Of plant restart In 
Washington. DC. Pp l-69.Vlewgraptis end. 

• Cemrniss oners. 88/01/20. /2pp. 44172:208-44172:359 


iCnS ADVISORY COMMITTEE ON REACTOR SAFEGUARDS 

712110267 Endorses publicallon ol draff PR noUce rovising ASS 3-1 ol SRP 3.6.1 to 
artM/ar-ly postulalod jot Impingement elfocis rn break exclusion zone, per ES Deckjord 
approval raquesl. 

KERR.W. ACRS • Advisory Commitioo On Reactor Safoguards. 07/12/08. STELLO.V. 
Ofc ol ihe Executive OIreclor for Operallons 2pp. 44032:136 44032:130. 

712110276 Expresses perplexity ro 671007 memo condud'ng that tanks & support 
si/uclures do noi poso safety probloms.Siiudurai steel ombrtttiomont 
p/escnl.Recommends enswora to listed questions. 

KERR.W. ACRS • Advisory Commilioo on Reacior Safoguards, 07/12/00 STELLO.V 
Ofc ol Iho Executive OIrecior lor Operallons. 3pp 44032:1 36-44032: 1 37. 

7 1 2220093 Transcripl Of ACRS Subcommiiloe on Qono/lc Homs 071216 rneellng in 
Weshington.OC Pp t'126.Rolslod Info end. 

* ACRS ■ Advisory Commilloe on Roactor Safoguards. 07/12/16. lOepp 43792:200' 
42793.033 

601130014 Transcripl of ACRS 000105 rTteeting in Washington, OC re reader 
opeiatt04v»Pp 16S>192 .W/d Pp 130-167 (closed sesslori). 

* ACRS • Advisory Commilioo on Roscior Sofoguards. OO/OI/OS. 27pp 44030:121- 
44030:147. 

SO1 130016 Transcript of ACRS Subcommliloe on Rooefor Oparetlons 000103 hearing 
'rt V/a8h'rgtan,[^.Pa 1-129. 

* ACRS • Advisory Commilioo on Reactor Safoguards. OO/Ol/OS. I3lpp, 44039:213- 
44039:343. 

$01140043 TranscPpl of ACRS 333rd gonorol mealing on 660100 In 

Washington.OC.Pp l92-326.Supparting documenlalion oncl. 

* ACRS • Advisory Commliteo on Roeclor Safeguards 60/01/08. 200pp. 44029.060- 
44029:261. 

101140057 Transcript of ACRS 333rd general mooting on 600107 in 

Washington, OC.Pp l-lSO.Supporting documenlalion oncl. 

• ACRS • Advisory Committee on noaclor Safeguards. 08/01/07. 226pp. 44042:353- 
44043 202. 

101140063 Transcript of ACRS 333rd general mooting on 660107 in 

Washington, DC. Pp lsl-191. Supporting documoniatlon oncl. 

• ACRS • Advisory Commilioo on Reactor Safeguards. 68/01/07, 46pp. 44038 350- 
44039042. 

01190167 Transcript of ACRS 060106 meeting In Washington, DC re advanced toac- 
lor des^nsPp 1-256- 

• ACRS • Arrrlsory Commillee on Reactor Safoguards. 80/01/06. 260pp. 44004. 179- 
44D65077. 

01270036 Transcript of ACRS 680121 meeting In Washington, DC ro waele mgt.Pp 
139 229.Supporting documentation enef. 

• ACRS • Advisory Commillee on Reactor Safeguards. 00/01/21. 149pp. 44169:335- 
44170.122 

01370046 Transcripl of ACRS 860121 mooting In WashIngton.OC ro waste mgt.Pp 1- 
l3dReialed documenlalion enc4. 

’ ACRS • Advisory Commillee on Reactor Safeguards. 68/01/21. I60pp. 44169. 1 13- 
44169:281. 

0 1 270062 Summary of ACRS 330th meeting on 871000-10 In Washington DC. 

■ ACRS • Advisory Contmitleo on Reactor Safoguarrls 68/01/22. ACRS - Advisory 
^rrm'Hee on Reactor Safeguards. 68pp. 44149:f40-44t49:198. 

31270107 Discusses semiannual 203D mealing on 070616-21 In Mannheim, 
jQrmany.Maetlng attended by repreaanlailves from US, Germany & Japan.upper 
tienum iesl facility completed a ready for use. 

TATTON.I. NflO • No Detailed Alfilialion Given. 67/11/06 QOEHNERT,P. NflC • No 
Tetalled Affiliallon Given. 5pp. 44164:346-44154:350. 

)l 2701 19 Reguosis lhat and listing of ACRS documonis be forwarded lo POR & that 
lam 12 of list bo changed to read ACRS-2530. 

lARNARO.E. ACRS • Advisory Committee on Reactor Safeguards. 86/01/22. 
ACKNIGHT.J. NRG • No DelallM AflHlftlion Given. 2pp. 44 153:360-44 163-.3Q1. 


8601270122 Summary of 670617-19 meetlrrgs ol ACRS SubcommiUae cn v/aste Mgi in 
Washington, OC ro listed topics Related documents end 

* ACRS • Advisory Committee on Reactor Safeguards. 07/10/00. ACRS • Adv.soiy 
Committee on Roscior Sefoguards 54pp. 44iS5 029 44155:062 

8801270137 Submits comments o.n 87C604 ACRS thermal hydraulic phenomena sub- 
committee meeting In Wash nglon.OC Comments locus cn water hammer in njcloa' 

f lams & NRC thermat-hydreul.c research program. 
lEN.C. Cal.fornia. Univ. ol, Berkeley, CA 07/09/14. BCEnr-IERT.P.A ACRS • Adviso- 
ry CommiUoeon Reactor Salogjarris 2pp. 44154 355-441 54-356. 

0801270177 Summary of ACRS Techrical Program Commttoo 871030 meeting re no- 
dallzatien. 

CATTON.l. ACRS • Advisory Committee on Reactor Saloeua/Os 87/11/30. 
BOEilNERT.P. ACRS • Advisory Commilioo on Roacio' Safeguards 2pp 44154.357 
44164 350. 

8801270100 Summarizes ACRS 333td mauling on 880107-06 In Wash'ngton.DC. Com- 
mitioo provided comments re mombarsh'p.por 671215 reriuosi. 

KERR.W. ACRS • Advisory Commillee on floaclor Safoguards 80/01/20 ZECH.L.W. 
Commissioners. 4pp. 44149:245-44140 248. 

6601270167 Summary ol ACRS Subcomm iteo on Generic Hems 871216 moat-ng w/uiil 
in WashIngton.OC to elfocilvoness ol NRC process that deals w/generic issues 5 
USis Viowgraphs 8 prosoniailon schedule oncl 

• ACRS • Advisory Commliteo on Reactor Salegua.-ds. lEC-70 00 60/01/22 ACRS • 
Advisory Coinm-ilee on Reacior Safeguards 42pp. 44149:240 44146:290. 

8601270220 Summary of B71103 mooing of ACRS Subcomm.ilieo on ^siemaiic As- 
sossmoni of Experience In WashhgtonibC re AEOD role in helping NRC learn Irom 
operaling expenenco.Llsl ol lenlauve icp cs lot 0 scusslon oncl. 

• ACRS • Advisory Committee on Reactor Safeguards 67/11/24. ACRS • Advisory 
Committee on Raeclor Safeguo'ds Opp 44149.341-44149 346. 

8001270222 Minutes of 33191 ACRS 871105-07 mooUngs in WashIngton.OC. Usi ol 
ollondoes.futuio agenda, subcomm iioo activit os & related documentation end. 

• ACRS - AdviSory Commitioo on floaclor Safeguards 68/01/22. ACRS • Advisory 
Committee on Reacior Safeguards 30pp 44149 291-44146 339. 

-6709020420 Submits description of spac-lic technical safety issues appiicobio to B&W 
plonis & ongoing roaasosamoni by NRC & B8W Owners Group.per Zoch 670603 
request Llstir^ not nocosssniy compieie. 

SASOEKAS.lTL. Reactor & Plant Safoiy ISSuoa Brnnch 67/06/14 KERR.W. ACRS - 
Advisory Cornrrimoo on Reactor Saloguards. 20pp 44149.320-44149 336 

8801270247 Commonts on revised cotpo'alo nucioor porloimanco pian to suppl Lir 
ReptCT-1801. 

BARTON, P.N. ACRS ■ Advlaoiy CommlliM on Reactof Seleguaida. 97/11/24 
WYLiEiGJ. ACRS • Advisory Commillee on Roactor Saloguards Opp 44169 001- 
44199:003. 

8801270269 Summary of ACRS OHR Sys SubcornirJltoe 671117 moeinQ in 
WashlnQloniOC ro util docis'on not lo fnatall dodicaled b'cwdown ays at Oavis Bosse 
& Inipllcetlone ol Diablo Canyon loss of shutdown cooling evenl.ViOwgraphs and. 

* ACRS • Advisory Commilioo on Roeclor Safeguards. 87/12/19. ACRS ■ Advisory 
Commitioo on Roeclor Saloguards. 16pp. 44159-1 16 44155:135. 

6801870267 Submila genoral commonte on 871021-23 Ihid ICAP specla'ist mooting In 
Ooth08da,MD.Codo aovolopmoni 8 improvemoni discussed. 

CATTON.I. ACRS • Advisory Commitioo on Reactor Saloguards. 67/11/14 
QOEVINERT.P. NRC • No OelaTod Alli'.lBliDn Given. 5pp. 44148.34^44149 393 

6801270284 Proposed summary of ACRS Subeommitloo on Advanced Reader Ooaigns 
870626-26 meetlnga w/NflC.GE,OOE & ANL In Idaho Falls.lD rg problems peria.n.ng 
lo dealgn,con&l & oporaiion of kqwd m-olal reectots. 

‘ ACRS - Advisory Comm.iteo on Reacior Safeguards. 67/00/10. ACRS • Advisory 
Commillee on Reactor Safeguards. 12pp 44l50 001-44l50.0i2. 

8601270295 Summery of ACRS Regional Programs Subcommittee 670826 mooting w/ 
NRC Region V re review of activities under control of NRC Region V olc. Viowgraphs 
oncl. 

* ACRS - Advisory Commliteo on Reactor Safeguards. 60/01/22. ACRS • Advisory 
Commillee on Reactor Saloguords. 30pp. 44155 162-44155:169. 

6801270497 Summary ol ACRS 332nd mooting on 871203 04 in Wash nglon.DC. Homs 
proposed lor conslaeraiion during ACRS 060i07-09 meeting Lsiad 
KERR.W. ACRS - Advisory Committee on floaclor Safeguards. 67/12/11. ZECH.L.W. 
Commlasloners. 4pp. 44l55-2t4-44165:2t7. 

6B01270460 Summary of NLIREG-1160 Review Panel 6/0915 17 monlings In Los 
Angolas, CA re IDCOH & EPRl programs. 

CATTON.I. ACRS - Advisory Commilioo on Roactor Saloguarda. 67/11/10. 
HOUSTON, D. ACRS - Advisory Committee on Reactor Safeguards. 4pp. 44155:218- 
44155:221. 

8601270460 Provides comments on NRC 871022-23 mool.ng in Sliver Spring. MD re 
severe fuel damaga.conlainment loads & source term parInets.Concenirailon ol com- 
moms on lachnlcel content ol talks. 

CORRAOINI.M.L. Wisconsin, Univ. of, Madison. Wl. 87/10/27. KERR.W. Mchlgan, 
Univ. ol, Ann Arbor. Ml. 8pp. 44165:301-44155:308. 

8801270539 Summary of ACRS Thermal Hydrauilc Phenomena Subcommittee 671116- 
19 meetings in WeshIngion.DC re key elements of NRC-RES 6-yr thermal hydraulic 
research ptogram.Allenaanca list & viowgraphs end. 

* ACRS - Advisory CommlHoa on floaclor Salewatds. 67/l2roi- ACRS • Adv.soty 
Committee on Reacior Safeguards. 43pp. 44t6S:309-44165'351. 

6601270546 Summery of ACRS Subcommiuea on Metal Components & Thermal Hy- 
draulic Phorwjmenfl 871215 moeimg w/VEPCO & Westinghouso In Washingion.OC re 
sleam generator lube rupture failure & DL Johnson comments on criteria lor ECCS 
rule. 

* ACRS - Advisory Commillee on Reactor Safeguards. 66/01/22. ACRS - Advisory 
Commillee on Reactor Safeguards. 14 pp. 44149:030-44146.030. 
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6801270603 Summary of 671216 masting of ACRS SutKommliteo on ReliablliTy Assui' 
Gflco In Washington .OC re equipment qualification nsk scoping siurfy. 

* ACRS • Acivisory Comm'illea on Reactor Saieguaros o9/0l/05. ACRS - AiMsory 
Comm Ilea on Reactor Safeguards, epp. 44166 012-44166:019. 

8801270622 Oistvssoa c'osura of large break bOCA Issue 6 OA teplTUee Important 
elements nscossary Co proleci ptibl<c health i safoty includo proper conai.pioper 
mainl & proper operation of nuclear power plant. 

PLESSET.t^.S ACRS • A<hisotY Comm'ttee ot\ Reactor SeteQ-jarde. e8r0t704. 
SOEHNERT.P. ACRS ■ Advisory Committee on Reactor Safeguards, ip. 44tS6;020- 
44156:020 

6601260063 Summary of ACRS Sudcornmitiee on Safety Phi'osphy.TechrtQlogy, 6 Crite- 
lia 671202 meeung In Washington, IOC re NRC proposed ImpfemonlaClon plan lor 
aa'ety goal policy sialsmeni. Proposed egenda & vfewgraphs end 
' ACRS • Advisory Commiitee on Reacfer Safeguaros. 67/12/17. ACRS • Advisory 
Comrriltee on Reactor Safeguards. 18pp. 44I73:?57-44173 274. 

S301280077 Summary of ACRS Subcommittee on OualCy & OA Irt Design & Const 
671124 meeing In Washington, DC.Not'ce ot meelmg, tenietiva meeVng agenda 6 lisc 
of hardoula end. 

’ ACRS ■ Advisory Commiiteo on Raactor Safeguards. 68/01/22. ACRS • Advisory 
Commlttoeon Reacio.' Safeguards. 12pp 44173:275-44173:266. 

8601260241 Trenscnpi ot ACRS Subcommiitao on Thermal Hydtau^ Phenomena 
e80120meel'ng in Los Alamos, NM Pp 1-312. Supporting documeniatton encL 
’ ACRS ■ Advisory Commlliao on Reactor Salegua/ds 88/01/20. 314pp. 44147.303- 
44148 257. 

6801280242 Transcript of ACRS 660121 meeting re ihermaf hydrauiie phonomortt In 
tos Alamos, NV.Pp 313-538. 

* ACRS - Advisory Comrriitee on Reactor Safeguards. 86/01/21. 226pp. 44140027- 
44146:255. 

0601280244 Transcript of ACRS Subcomrriitea on Waste Mg( 8B0i22 moenng fn 
Washinglort.OCPp 230-404 Supporting documeniabon end 

* ACRS ■ Advise^ Committea on Re&clot Safeguaida 88/01/22 t74pp 44140256- 
44147:302 

060126060t Summary q( ACRS Subcommllte TVA Organirational fssues 871104 meet- 
ing w/NRC & util In Washinglon.OC re achona being uken on plant restart tasuoa. 
' ACRS • Advisory Committee on Reactor Saleguerds 67/13/03. ACRS • Advisory 
Commiilaa on Reaclor Selaguerds. 6pp. 44t73 234-44173.23S 


AOVCM RHC ADVISORY COMMIHEE 

8712100352 Rorwarda.lor revlaw.mfnutes frorp High Level Waste Ucons'ng Support Sys 
Advisq^ Commlllea 67t1tQ-20 rneelingaS proposed agenda for 07f2f4-i5 meeiliM 
In Wasni.'iglen.OC.Encis Include attendee fist « 8709ie->7 minute$.W/o 07111920 
minutes. 

BEILWAN.H. ConsorvoHon Roundahon. 07/12/07. High Level Waste licensing Sup- 
port Syalom Adviaoiy Commiitee. t25pp. 439SI:262'439S2:046. 

680 1360397 Draft summary oi High Level Weaie Licensing Support Sy$ AdviaoryCom- 
mitloa 071015*16 meoiinga In ArilngionVA. Viewgrapha a Hat oi ationdeoa ervcf 
* ifigh Lavel waste LIconaing Support Syatem Adv'sory Comimtiee. 87/10/26. Huh 
Level Waste Licensing Support System AdvIae.'Y Committee. 50pp. 44175:040- 
44176.009. 


COMMISSION NRC COMMISSIONERS 

6712300201 Responds to 670922 Hr fprvrard'ng QAO repi on nuclear salety.NRC regu- 
lations & roqufremenis 6 regulatory programs for insp 8 enforcement adequate to 
assure protection of public hesflh S aefeCy. 

2ECM,L.W. Commlsalonera. S7/12/22. O’AMATO.AM. Senate Spp. 44032:119- 
44032:130. 

6601050007 Weekly Info rapt for wh ending 871224. 

REHM.T.A. Otc ot the Erecutlva Director tor Operations 67/12/30. 22pp 43010311- 
43910:332. 

6601110466 Weekly InfoiepI lor Vvh ending 871231. 

REHM.T.A. Ole of the EnecuUva Diteclor for Operallons. 88/0I/00. I3pp 43978:229- 
43976:241. 

8601130280 Responds to 671014 Hr lo DOE forwardng E Wells Hr re concerns about 
effect of convanllonal bomb hitting nuclaer reaclor during vrar.All readors required lo 
provact agvri&t ladiptogtcal sabotage, IncluditM sx(ett\el aaasutt. 

STELLO.V. Olo of the Executive Direclor for Operationa. 67/12/29. 
LAGOMARSINO.R. House of Rep, 7pp. 44006:123-44006:133. 

0601130394 Responds lo 871217 Hr forwarding repi re plant emergency preparedness 
& expressing concern on numbai of emergency preparedness S plani-relaied Issvos 
that remain unresolved at planl.PlanI wii'l not restart uni'l Issues addrasssd- 
ZECH.L.W. Commissioners. 68/01/00. DUKAKIS, M.S. Massschusells. CommonweaNh 
Ol. 2pp. 44172.070-44172.1 14. 

—8601130400 Forwards CV Barry repi on emergency preparedness at plant. Concern 
expressed that listed Jssues,tncluding development ol procedures for assisting special 
needs populations & PRA should be addressed Adiudicatory hearing suggeahw 
DUlMKIS.M S. Massachusotls, Commonwealih ol 87/12/17. ZECH.L Convnlesion- 
ere. 39pp. 44172;078-44172:1 12. 

-8001200269 Advises that Commonwealth oi MA has determined that exposure plume 
pelhw^ should be reconflg<ired.EP2 will Include entirely ol Carver 6 
Marshfield. Porirons of other towns, within 1 0-mile radius, will also be Included. 
BOUUY.R,J. Massachusetts, Commonweatih ol. 87/07/24. RUSSELL, W.T. Region 1, 
Ofc of the Oireclor 2pp. 44172:f 13-44172:114. 

-6601 130414 Advises that leconliguteilon oi plume exposure EPZ lor plant to Indude 
towns ol Carver & Marshfield deferred to enable prionty atienuon be given (o efforts 
w/cunertl EPZ communiiles.per 870724 request 

"USSELL,W.T. flM'on 1. Ole ol the Dhectof. 87/09/29. 60ULAY.R.J. Massachw- 
tts, Commonweellh ol. lOpp, 69105:237-69165 246. 


-8801130417 Advfses that due to nature ol Investigations ol nuclear power 
plar^ta.accompanlmonl would not be permitted.per 620624 request lo accompany NRC 
legiorral or resident Inspectors on insps of plants in Commonwealth of PA.Rolatsd Wo 
erta. 

HAYNES,fl.C. Region 1. Ofc of the Director. 62/11/05. GEflUSKY.T.M. PennsylvarJa, 
Coramorveealth of. •14pp. 44l72:l26-4417Z-.t30. 

-0601130432 Confirms general agreement reached as result of meetings w/ Beikowitz 
re survelUanos of rutclear power plants operating (n Stale of NJ.State officials may 
aUeiid.as 0b9erver8.at NRC enlorcomenl conferences & mesUngs w/llcanseea. 
|1USS£LL,W.T. Region 1. Ofo ol Ih® Director. 87/07/13. DEWLINQ.fl.T. New Jersey, 
State t^. 17pp. 44172:139-44172:155- 

8601140260 Forwards draft bill leglaiallve proposal to amend Section 22d.a ol 1954 
Alomlo Energy Act.Biil makes possesion of any dangerous weapons or explosives w/a 
authorization In NRC requiated facllliles federal crime. 

ZECH.L W. Commissioners. 87/01/15. BUSH.Q.H. House of Rep. 7pp. 4403I'2S0- 
44031:266 

8601140283 Responds lo 871028 request lor repi on circumstances surrounding d'spo- 
s^iort ol Inside NRC 850607 FOIA requeal. Error made while processing 
requesi.Predecislonal mall not routinely made pubfic. 

ZECH.L.W. Commissioners. 07/12/23. BREAUX, J. 8. Senate. Environmeni & Public 
Works. 2(X>- 44031:257-44031:261. 

-0601140260 Oiscusaea denial ol FOIA request lor record already made puL'ic-V 
evadabls. Document Control Sya would have Indicated SECY'65-149 wes public^ 
avttlablell accessed by Div ol Rules & Records. 

PARLEA.W.C Offica of the General Counsel. 87/10/28. ZECH Commissioners. 3pp 
44031:269-44031:261. 

8601140266 Requests that DOE package designs be reviewed & approved through 
OOE ceriificalion process prior to submittal to NRC, due to Increaara Interest In ob- 
(aNng NRC certiflcallon DOE assignation of priority lo package eppUcattons request- 
ed 

2ECH.L.W. Commissioners 87/12/10 HERRINGTON, J.S. Energy. Dept. of. 4pp 
44031:209-44031:212. 

8601140332 Forwards draH bill to modify Section 236 ol Atomic Energy Act of 1954 io 
make sabotaging or attempting to sabotage nuclear production or utilization facility 
during const when action, if undetected, could threalen health & safety. 

ZECh.LW. CommlsBlonsra 68/01/15. BUSH.Q.H. Senate, President of the Senate. 
6pp. 44031:107-44031:174. 

0601140336 Forwards NRC draft bill lo amend Section 200 of Energy Reorganbailon 
Act Ol I974.BIII makes firm accountable for IsHura to notify Commission re oeleci that 
could crests aelely hazsrd.AnatysIs.oomparstlve text & explanation and. 

ZECH.L.W. Commisslonera. 87/01/18. BUSH, OH. Senalo, President el the Sanale. 
lepfk 44031:176-44031:160. 

8601140371 Re^rxls lo 871 1 13 Hr expressing concerns re adequacy of uiil eommil- 
menl to excellence action plan 8 irtfo on NRC ections in response to Governor 
Schseier 671016 Ut.BeAsso plan requested Horn ulH.NBC lesponse to Schaefer tti 
er^ 

ZECH.I.W. Commissionere. 87/12/30. MIKULSKI.B A. Senate. 2pp 44031'203- 
44031.207 

-6601140373 Responds to eommenia re util comrnilmeni to excellence action 
plan.submltted In response to NRC 87033t shutdown order. Comments lorw&rded to 
uU for use In revised pian.Bteff level meeting planned near site. 

RUSSELL.W.T. Region 1, Ole ol the Director. 67/11/17. SCHAEFER.W.0. Maryland. 
Staleof. tp. 44031:205-44031.206. 

-6601140360 Requests that Haled concerns be addressed re planl restart. Ulil promises 
to improve operaUon,mgi changes Including guaranteed corporate mgt Involvement in 

K allon 6 development of emergency plan must be demonstrated. 

IlSKI.BA. Bensle. 87/11/13. ZECH.LW. Commissioners. 2pp. 44031 206. 
44031 207. 

6601160107 Responds to 871006 Hr expressirrg strong dlwleasure at unauthorized dis- 
closure of confidential Info about ongoing invesiigallon.Commlsslon shares view that 
unauthorized disclosures do Injustice To Individuals under Investigallon. 

ZECH.L.W. Commissioners. 97/12/22. LLOYD, M. House ol^ep. Ip 44049.061 
44049.093. 

-6601150111 Expresses strong displeasure at release of Info from incompieie InvesUge- 
Oort Into TVA App B Issue Disciplinary action recommended lo be taken to prevent 
iuiuie iairnesi & ethical problems. 

IlOYO.M. House of Rep. 07/10/06. ZECH.L.W. Commissioners. 2pp. 44049002- 
44049063. 

6601160110 Forwards NRC legislative proposal In form ol draft bill to amend Section 
147 ol Atornk) Energy Act of 1954 as amended Bill clarifies mat Commlsslor) author, 
bed to protect irom public dlsclosute certain eensitive genedo eeleguarda Info. 
ZEOU.W. Commisslonera. 67/01/16. BUSH.Q.H Senate. 11pp. 44049:064 
44049.074. 


6601190219 Weekly Info repi for wk ending 880108, , 

REHM.T.A. Ofo ol the Executive Director for Operations. 66/0t/13. 16pp. 44055:305. 
44055:320. 


6601200001 Ack receipt ol 871124 Hr le need to maintain continuity ol 
competence, inalituilonal memory & versalllfty on ACRS. Recommendations on exierH- 
ing terma ol currant comminee membere will be discussed In upcoming rrgi meeting 
zfCH.L.W. Commissioners. 87/12/22. STEINDLER.M-J. Argonne Natiooal LaboraWry. 
Ip. 44006:272.44066:274. 


-6901200005 Discusses need for ACRS to maintain colleoilve axperf^ 6 
expertise. Untimely & comMlled reilremeni of long.tlme membera ol ACRS threatens 

S ol counsel that ACRS can provide. , . 

DLER.M.J. Argonne National Uboratory. 07/1 1/24, ZECH.LW. Commissioners. 
2pp. 44066:273.44066:274. 


6601210234 Partial response to FOIA request lor documents re Emergenev Response 
Dsta ^.Forwards Am Q clocument8.App FAQ documents available In PDR. 
OR1M8LEY.O.H. OlvWon ol Rules A Records (Post 870413). 68/01/19. SHOLLY.SC. 
MHB Technical Associates. 3pp. 440d4:OOM4094;t47. 
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H2 10241 Forwards H R. 5662 fo Slato Ni/cloar Safety Participation Act of 1086 per 
Varkey 88*006 tnlroducuor) Bill provided for alalo rogulollon of radiological hazards 
prodoctfon & uti'lzatlon facIMIos. 

^MMERER.C. Office of Congroaslonal Affairs [pre 070413). 66/10/08. ZECH, ROB- 
tTS, ASS6LSTINE Commisa-onors. 7pp. 44094:005-44004:011. 

1 1210270 Monties that Subcommitteo on Nuclear Rogulallon of Committee on Envl- 
t & Public Works will conduct boaring on 670508 ro Commission aulhoiizallon re* 
ost for Fveo & FY69. Listed Issuea should be addressed In prepared testimony. 
lEAUX.J , SIMPSON.A.K. Senate, Environment 4 Public Works. 67/04/20 
CH,L.W. Comm'ssloners. 4pp. 44094:014-44094:017. 

1210294 Notifies thol Udall Suhcodwnlltoo on Energy & Env-ron marked- up NRC 
fslativo proposals 4 omorgoncy monitoring bill. H.H.1570, “Nuclear Power Emoz- 
'tcy Response Oaia Sys Act of 1967,'' end. 

AOBURNEiJC. NRC • No Detaited Afflllailon Givon. 87/06/fB. ZECH, ROBERTS 
SELSTINE Commissioners. 7pp 44004:026-44094:032. 

1210307 Nolfios ihat.on 870701.Commlttee on Inlerior 4 Insular Affairs marked 4 
orled NRC log'Slaiivo proposals on safeguards 4 on roponing dofoc1s.H.R.2003 ra- 
ted w/o amend. tnlo ro technical amends to H R. 1670 one!. 

AOBURNE.J. Congrosslonal Affairs. 87/07/01. ZECH, ROBERTS, 9ERNTMAL 
mm ssioners. I2pp 44094:033 44094:044. 

1230188 Advises lhai House iniorlor Committee ordered reported H.R.6192, "Nu 
ar Power Emergency Response Data Sys Act of 1086," on 8600l7.Throe amends 
>red ^ HuCkaby agreed to during markup session. W/o stated ends. 

VMEflEn,C. Ofileo of Congrosslonal Affairs (pro 0704131. 06/09/17. ZECH. ROB- 
TS, ASSELSTINE Corr.misstonors. ip. 44094:045 44004:147. 

220002 Woekly Info ropt for wk ending 660116. 

HM.T.A. Ole el the Execulive Director for Operations. 06/01/20. 30pp. 44101:004- 
0f:033. 


8801290052 Partial response W FOiA taouest for records te NRC rule atnondno 
10CFn60.47(c)(l) 4 10CFR5l>,App E ro ohsite emorgancy planr^lng w/o state & locd 

8 0vl partidpstion Forwards App G documenla i^p F documents available In POR 
iRIMSLEV.O.H. Division of Rules 4 Records (Post 870413) 88/01/26 BELAIR fl R 
Kirkpatrick 4 Lockhart. 5pp, 44177:014-44177:272. 

■"8707260106 Forwards response to Quesifor* 7 of 870515 Itr perte'n'ng to Subcommt- 
too on Energy 4 Environ 670433 heaeng on emorgoncy pfannino for nuclear power 
plartls.Rosponso lo other guesL'orJS In Itr forwarded on 670010. 

ZECH.L.W. Commissioners. 07/07/16. UDALl.W.K. House of Rep. Intarlor 4 Insular 
Allare. 7pp.44177230-44177:262. 

-86(^290124 Forwards responses lo prohoarlng questions requested In 070414 
llr.Commiss.'onor Assofstine did not participate In preparalion of responses duo lo offi- 
cial iravol. 

ZECH.L.W. Comm '9810 noi 8. 87/04/27. UDALL, M.K. House of flop., Inlerior A Insu’ar 
Affairs, sepp. 44177.069 44177:109. 

-8S01290203 Forwards quasilons 4 answers submiiiod lor record ol 070608 Subcom- 
mitieo on Nudoar RogulaHon hearing. 

0nADBUflNE,J.C. Congressional AHaIrs. 87/05/07. ZECH ROBERTS. ASSELSTINF 
Commissioners, ip. 44177:237-44177:337. 

8801290081 Expresses appreciation lor coniribullons (o safety 4 regulation ol nudear 
power program In US upon comploiion ol svo es membor ot ACRS Cenilicalo ol ao 
prodaton end. 

ZECH.LW. Commissioners. 88/01/04. MARK.C. Los Alamos National Laboralory 
2pp.44177:284-44l77:2e5. 


CONTRACT NRC CONTRACTS AND MODIFICATIONS 


170141 Final rssponso lo FOIA request for documenls. Forwards App A documonis 
OfLon of App 8 documont.App A documenla placed lt\ POB.Podlot\ of App 0 docu- 
It wilhhold (ref FOIA Exemption 6). 

IMSLEY.D.H. Division of Rules 4 Records (Post 870413). 06/01/21. CONNOR L 
:-Search Associates. 4pp. 44165:006-44165:026. 

1270202 Forwards unexpurgaiod repi from Olo of Inspector 4 Auditor re InvosL'na- 
of f^latary performance of Region II ofo concerning lacillties.W/o end 
AMEFtER.C. Olfice of Congressional Allairs (pro 670410). 85/10/28. DINQELUJ.D. 
ise of Rep , Energy 4 Commerce, ip. 44166.012-44165:012. 

1270433 Forwards SECV-es-304,par 0 CMafin request. Confldonilollty of document 
uid bo persorvad 

AMERER.C Otiico ot Congressional Allairs (pro 870413). 86/01/28. DINQELL,J.O. 
se ol Rep.. Energy & Commerce. Ip. 44165:026-44166.026. 

280074 Forwards Invesilgallve rspi ro NRC Investigation Into 060702 criticality 
'll al fac Illy, Including two inlornal memos preporod by EDO 4 Ole of General 
nsel.as pan ol review process 

4UERER,C. OKIco ol Congressional Affairs (pro 870413). 86/03/07. OINGELL.J.D. 
ss of Rap., Energy A Commerce, ip. 4416S:02e<44t65:026. 

260091 Forwards trenscrlpis ol Commission closed meeting on 661218 ro stntue 
-IRC inveeligaiions el TVA A internal NRC memo requesting Investigallon al 
.per request.w/o end 

(MERER, C. Oldco of Congressional Affairs (pro 870413). 67/01/21. OINGEll.J. 
30 ol Rep., Energy A Commerce. Ip. 44l65:027«44t65:027. 

80113 Responds to 071210 l(r ro NRC stalling levels 4 exlenslon of cleenup 
Kfula al TMI-2NRC 871204 pross release detailed permanent staffing 4 suppo/l 
s AdvIsory Panel on Oecontamlnotlon of TMl-2 will bo brielod at 660113 moolma 
H,L.W. Commissioners. 80/01/12. HEINZ.J. Senate. Ip. 44174:205-44174:207. 

280132 Expresses concern over recent NRC decision to reduce onslle sielf 
ig ongoing removal aclivillos.NRC tailed lo noiity author of signilicani changes in 
tup actrvitles Full explanallon requested. 

1Z,J. Senate. 87/12/10. 2ECH,L. Commissioners. 2pp. 44174:206-44174:207. 

*9178 Responds lo roeuesl for NRC views on H.R.3696, “Radioactive Mel's 
sportatlon Act of 1067.'' NRC does not boliovo acl would provide resources 
'ed by DOT to Implement proposed requiremonis.JJ Howard 871116 Hr 4 
3598 end. 

EflTS.T.M. Commiss’onors. 88/01/14. HOWARD, JJ. House ol Rep. 2pp. 
6:023-44176:036. 

780165 Requests views on end bill H.R.3598, “Radioactive Malls Transportalon 
.fi9a7.'' 

'ARO.J J House of flep. 67/11/16. ZECH.L.W. Corwnissloners. Sop. 44176:031- 
5:035. 

0438 Responds to concerns raised In 671202 Hr ro stainless stool mall dosignal- 
i E-Brile 26-t. Actions taken lo address allegation lhal E-Brilo 26-1 unsuitable for 
1 nudoar power plants listed. 

4,L.W. Commissioners. 86/01/20. GLENN, J. Senate, Governmental Alfairs. 6pp. 
3:227-44173 233. 


6801060354 Nolfication of confroct axacuton.Mod 3.1o “Eioonomte Cbalta lot Ccnsdl- 
datlon Into While Flint One 4 Two." CortlraclorHatler Corp 

PAGEM. Cortlracl Administration Branch, FIN B-2462. NRC-lO-e7-2l2 87/12/30 
MONTGOMERY, J M. Ole of Conselidalion (Post 870413). FOSTER S. NRC - No Oe- 
la-lod Arflilation Qtven. Ip. 43910.358-43810:359. 


-8801050265 Mod 3, adding Incremanial fund;ng,lo "Ergonomic Chaics for Consoiidaiion 
Into White Flint One & Two." 

• Harter Corp. EDGEWORTH, P.j DWs'on ol Contracts (Poet 870413). FIN 0-2462. 
NnC-10.07.212, 87/12/24. Ip. 43610 389-43910.350. 

U01080474 NolilicMton of conUatl wocution.McHJ 8,lo "HediBllon Mon-torfng Program 
Requlremonis " Cor)iiactor.8iata of TN, Dept of I loellh. 

pOR8EV,M. Contract Adm'nlsireHon Branch- FIN 0 0701. NRC-20-03*e22. 87/12/31. 
MALEY.R.J. Region 2, Ole of Ihe OIroclor. KAHLE,J.G. NRC • No Oaiailsd Affiliation 
Given, ip. 43930:320-43630:322. 


-6601060469 Mod 6.cleHfylng lurde prevlousVp/cvfdod to state w/roapoct (o coopera- 
tive agreement a-'nee Incoplion A providing CV 1660 funds to "Redlallon Monitoring 
Program Roqu'remenla." 

* Tennessee, Slate ol. WlQ0l.N6,E.J. Division of Contracts (Post 870413). PIN B- 
6401. NRC*2i83-622. 67/12/31. 2pp. 43930:321-43930 322. 


8601070367 Nolillcsilon of cooperative agreameni: "Maint 4 Operation ol LPOR," 
awarded to Riohlend Pub'lo Library. 

SMITH.P. Contract Nagoclatlon 8ranch-1. NRC-39-e8-206. 80/01/04. QRlMSLEY.O. 
Division of Rules A Records (Post 870413). 80UDER,J. NRC • No Datatled Alfl'iailon 
Given. Ip. 43052:229-43962:247. 


-8801070409 Cooporallvo agreameni: “Msinl A Operation of LPOH." awarded to Rich- 
land Public Library. 

FOLEY.K. Rfchland. WA. SMITH.P. Divislort of Conlracta (Post 870413). NRC-39-88- 
208.88/01/04. 16pp 43062:230-43952 247. 


8601070416 Nolilication ol contract execution, Mod 8,lo 'Telecommunications Network 
Analysis." Conlraclor.CHC Sys, Ino. 

LITTLE, M. Coftiraci Adm’a'siratlon Branch. FIN D-1889. NflC-10-80 246. 07/12/23. 
EYSVMONTT.G. Division of Computer A Tel&cammuntcaUons Services (Post 870413). 
WOODALL.K.NRC- No Detailed AIMmlion Given, ip. 43049.318 43949:319. 
t 

-8601070427 Mod 8, providing incremanial funcf'ng.to "Tefecommunicaltons Network 
Analysla" 

' CRC Systems, Inc. WIGGINS, EJ. Division of Coniraols (Post 870413). FIN 0 1669. 
NRC-10-ee-248. 67712/23. Ip 43949:319-43940:310. 


8801070443 Nolificatlon of contract oxecuHon.Mod 7,lo “Oevolopmanl of NRC Reactor 
Operator LIcansIng Exam Specs." Contractor: Prof Exam Svo. 

BAZIN.J. Contract Administration Branch. NRC-03-65-052. 88/01/04. BAJWA.S. Plan- 
ning, Program A Management Support Branch (Post 870411). PULSIPHER,K. NRC • 
NoDolallad Affiliation Given. 1p. 43949:323-43940:324. 


:80647 Expresses concern re stainless steel mail designated as E-Grlie 26- 
tis show lhal E-Brite 26-1 defective In nature A has boon used In critical parts of 
er reactors In commercial nudoar power plants. 

IN.J. Senate, Govotnmonlal Allairs. 67/(2/02. ZECH.L.W. Commissioners. 2pp. 
3231-44173:233. 

0042 Responds lo 871123 roquost lhal Commission clarify aspects of recently 
jigaled emergency planning rule.Ptesumpllon lhal stale A local officials woufa 
ally follow utir emergency plan la rebuttable presumption. 

I.L.W. Commissioners. 88/01/06. HUMPHnEy.Q.J. Senate. 2pp. 44176:226- 
V231. 


-8801070449 Mod T.exlondlng period ol performance at no addi cost.lo "Development 
of NRC Reactor Operator Ucens'ng Exam Specs." 

SCHOOLMAN, W.O. Professional lamination Service. WIOOIN8.E.J. Division of Con- 
trecls (Post 6704 1 3)- NRC-03-65-062. 88/01/04. Ip. 43949:324-43649:324. 

6801070466 Nolilication ol conlrecl execuHon.Mod 2.(o "Microcomputer." 
Contrac(or:Qovt Technology Svcsjno. 

VELEZ.P. Contract Administration Branch. FiN D-1356. NRC-33-67-252. 88/01/04. 
EYSYMONTT.Q.P. Division of Computer A Tolecommunlcatlons Services (Post 
070413). MACWILLIAMS.M. NRC • No Detailed Affiliation Given. Ip. 43952:305- 
43952:310. 


90046 Requests danflcallon re 871029 vote In favor of amend lo regulatiorrs 
'rr.'ng olfsiio emergency planning for nuclear power plants contained in 
R6i3.Prasumptlon that slate A local govts will follow util plan debatable. 
»HREY.G.J. Senate. 67/11/23. ZECH.L.W. Commissioners. 2pp. 44176:230- 
5;231. 


-8801070472 Mod 2,^modifvlng Sections G.1 A C.2.1 lo Include addI software programs, 
lo "Microcomputer.'' 

WILLIAMS, G, Qevernmert Tachrxology Saivtces. Ino. WIGGINS.64. Kvlslon ot Con- 
tracts (Post 670413). FIN 0-1356. NRC-33-e7-2S2. 88/01/04. 6pp. 43952:306- 
43952:310. 
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®' wntraci o*;acul'on,M(Kl 8, to "Technical Syapcrt Svcs to* 
Assm tot Co'’l'aciorSaA.Sut>coft^aciorPa;to»Ktorwson 

cvcvfi^A.'??o'o'^* W^ol8l(B»ion Biaivch. f»N 0-ie69. NflC-IO 8S-263. 88/01/04. 
aJn/nP r^ntwMcPi^n^'l.io/t A relocommunicalions Sentces (Poat 

°o‘0'-ocJ AtWalon aVan. \p 43953MJ8. 

®P' 0 v(cfing FYea funding In sialod amount.to "Technfcai Suppod 
Svc3 Iw Oa'.a Tolecommuricallon Egu'cmenl" 

Sma'f Du&rosa Admlnisttaiion. • Pafen-Johnscn Aaaoc'aias, Inc. WlGOmS.E J. OW 
409S3 1SoS'3*tl9‘^®^‘ NRC-l0a5-263. 88/01/04. ip. 

exoculion Mod 3,lo ••Hyd.ologk:^! (Coaafan «<wiowa 
pL^en? ^ Rov.’ows.'' ConiiactocOopI of Army,Woterwa)rs E*. 

0AZIN.J. CoJilraci Ac(f>i,'tiistfalica Branch. NRC-03-84-064, 88/0U04 8MWAS. Plan- 
ManMomoni Support Q/anch (Poal fi?04ll), QnENlEft.BL NRC 
0 Dots *ed Alliiial'on (Svoa ip. 439S2 2M-439S2-284 


No 


S.ojcl^di'nQ period of portormanea S dei'anafing now prolacl 
finficrrM.i^/o ® 08*®®’ (Coaslal) Rav'ews oJ Oaotaiing Roaciora^ A Case Reviews " 

Engineef Waiorweys Exparimenl Station. 
43952 2W 4395^294^ Conlracla (Post 670413). NHO<13-84-oe4. 68/01/04. tp. 

8901110018 Npilfjcatlon of coniteci execulCon,Mod 9, to •'Technical Aasistanco to Ooo- 
P CharacioA/al'on." ConiraetonWoaion Gaoolwsfcai Co*p 

Atfmlnlstratioti Branch fin □•1003.8, Nnc-02-84.00l 88/01/04 
moViiVi Dove'opmenl A Analysis Stall (Post 870413) 

lanAHIM.A 0. NRC • No Ostaifed All'lJaliOn Qivan. tp. 43988 24 l.d33W;243. 

“8801110021 9,oxlondton period of paAormance A providi/io lundslo 'TectinlcsJ 
Assislanco to Ooophys'cal f/aihada fo* ate CheractoriBUoa*’ 

WoatoA GeophvalcaJ Corp. WIGG.'NS.EJ, Division of Contrecia (Post 
870413). FIN 01003-8 NflC.02.e4-O0t. 88/0J/04.2pp 43968 242-43968.243 

8801120039 Corroded nollllcaUon of contraci a*ecuiion: "Po/chaso <jl EiacVon'o Tela- 
phono inslAjmenis," awarcfod lo Tele-Com Prodoc(8,(nc 

^ Naaotlaiion Branch-1. FIN 0-1883 NRC.39-88-177. 87/12/ 

s;a..9«?'^m 2.'1>7;9' Computor A Te(ecommur\<ai>ons Services (Post 

WOODALL, K. NRC • No Detaifed Affiliation Given 2pp 44008:134- 

-8801130239 CoWracl.- "Pufchaao of Elocl/onlo Tefepfionos," awarded to TolaCom 
ProducIS.irie. 

H^Q*N.T.F. Division cl Comrscifi (Post 870415). Fin O- 
1803 NRO-30 66.177. 87/13/23. 46pp 44008:138 44008.160 

8601130388 Notlllcnllon ol coniracl e.wuVon.Mod 4,to 'Translalton Svcs" 
Convaoio* Scitran 

MEEHAN.Q, Coftiract Admlnialrailon granch. NflC.lO-86.235 86/01/0? PHn.lPSjH 

?p 43 M 1 - 2 fl 8 ^ 43 lof-a^'’^*'^'’* Affi:w.=on CnW 


8801140382 NoWloalion Ol conliact oxeculion.Mod 8,lo "Lease/Purchese of Vfeslno- 
fuHise PWR Simulator." ContraclorWestinc^ouse. 

HAQEy,H. Contract Administration Branch. FIN 0-0778 NRC-05-S7.116 88/01/13 
JOROAN.E. Otflco for Analysis A Evaluation ol Operational Data, Director. SHOWEs' 
NRC - No OelBUed Affiliation Qlven. Ip. 44033.006-44033:009. 


—9801140314 Mod 6, correcting BAR number, to "Leaae/Purctiasa of Weafnahowa 
PV/fl Simulator." 


• General Electric Co. WIGGINS, E.J. OMsIon ot Conlracts (Post 670413). FIN 0 8)f8 
NnC.O5-97.fl0. 88/01/13 Ip. 44033.009-44033:009. 


880114C341 Noiiiioalion ol contract execution, Mod 3.to ‘'Telacommunwatloh Svcs." 
CoriVaetorGTE Tolocommunlcallons, Inc. 

VELEZ.P. Coniracl Administration Branch. FIN 0-1852. NflC-10-86-200. 88/01/19 
GVS\^ONn',Q. Division of Compoler A Telecommunications Services (Post 870413) 
RlCKeRT,H. NRC - No Deia'letJ Afimailon Given. Ip. 44031:191-44031:107. 

-9801140366 Mod S.extonding contract period of performance 1 yr aHectfve 871001- 
868630,10 "Tolecommunlcalions Svcs." 

MAXWEU.C.Q. GTE Telecomiwnlcallons, Inc. WiGGlNS.E.J. Division ol Conlracls 
(Post 870413}. FIN 0-1852. NRC.10-86.260. 88/01/13. 6pp. 44031-.192.4403t-.t97, 

8801140382 Notification of coniract execution.Mod 8, to "Oreaden A Parry Slmuialw" 
CQ(\tracto«;OE. 

MEEHAN.B. Coniract Administration Branch. NRC.0S.84.tS9. 08/01/18. JOROANE. 
<Wfice lor Analysis & Evaloadon of Operalionai Dala, Director. THURMOND.B.S NRC 

• NoDelahlM AHillailon Given. Ip. 44b3l;125.44031:l2e. 

■4801 140366 Mod S.dasignating new project officer to "Dtasden A Perry Slmutetor." 

• General Electric Co. WIGGINS, E.J. DNislon of Conlracls (Post 070413). NRC435.84- 
189.88/01/18 lp. 44O31;126-44D31;120. 


6901140364 NoWIcallon Of contract execuUon.Mod 7.lo "ConvenUonal Sye Oevalop 
mam." Coniractor.Ms1hiacn.lnc. 

^lEZP. CoMtacl AdmtolaifaBon Branch. FtN D-14D3. NRC.33-ee-203. 86/01/11, 
tVSYM^rr Q. DiviBlon of Computet A Telecommunlcallona Servlcea (Pest 676413) 
OOU.£CK,A. NRC . No Derailed Affiliation Given. Ip. 44O31;OS7.44O3l;O60. 

-9661140393 Mod 7,lntteeslf»Q lunda.lo "Conventional Sya Developmenl." 

• Maihtech. Ino. WIQGINSE.J. Olvialon ot ConUacla (Post 870413J, FiN 0.1463. 
NRC.33.0a-2«3.ae/O1/11. tp 44O31;06a-44031;0S8. 


9901146412 Noilftcaiion ol coMtaci execution, Mod 16, to "RadronucHde Midrei'cn 
Around U Ore Bodies • Analogue of Radwaate RepoBlleries." Conltactor;AA6C. 
OC«SBY,M. Coniracl Administration Branch, Nfl&04.81-l72. 88/01/13. GLfSrAV£.H. 



-9801140414 Med 56, extending period of performance lo 871231, lo "fladionucllde Mf- 

K abOft Around U Ore Bodies - Analogue ot Radwaate Repositories." 

ATCUFf.W.H. Ausltallari Atomic triemy Commlsaiof*. WlQGlNS.E.J. ONlalon at 
Conlracla (Post 870413). NRC.Cl4.8t-172.88/0t/l3. tp 4403t;t22'44031:f22. 


2' performance (o aaoilfl.io "T/ansfatfon Svca." 
FEiTlS.M. SClTRAN. WlQQlNS.g.J. Division ol (Dontracia (Post 870413). NRC-lOeO. 
238. 68/31/07. Ip. 43<]0l-28<)-43991.269. 


8801130438 Notiffcotion of contract cxoeutioaMod 0,io ■'lochnlcai Assisiertce in Oevef- 
aploa A ImptamorrUng QA iniilBltvos." CoiYractoi-Sclanco AppHcaUons toil Corp. 
SA2 JN.jp. Contract Adm-nfsiralfon Branch. Fin 0 8733 NROO5-80-t62 86/01/06 
SAJWA.S. Planning, Piogram A Manogement Support Branch (Post 0704111 
Y/EST.K 8 NRC - No Detailed Aittliation (3wen. »p. 44609.077-44009 078. 

*•8801(30442 Mod S.edding incromenial funding to "Techmcaf Assistance in Ooveippino 
A Implomanting QA toUiativda.'* 

• Sciaoco Apoltcabona Irttofnettortsl Coro, (formerly Science Applicaitone. liic) 
WIQGfNS.EJ. Division of Conlracts (Posi 870413). F(N 6-8733. NRC-05.86-162 88/ 
01/06. ip, 44009 078 44009.078. 


8801140103 NoiJflcallon of eoni/acf oxecutloaMod l.io "Wefdtog Tachnotogy A Codes 
Course." Contraclor Amerfcan Welding Inst. 

UMBEL, 0. Coniract Negoilal'on eranch'2. FIN 0.8788. NRQ26.88-3f 7. 88/01/00 
SPESSARO.R.L. Division ot OporaUooal Assessment (Posi 870413). anO£RSONB.i 
NRC* NoOalaifodArfilialJonOfvan. tp. 44033:185-44033:160. 

“8901 140109 Mod 1 incTessirsg funds for two eddf drall copies ot lesson ptan.io "Wefif- 
tog Technoldoy S (;odos Course." 

VANOEnVElDT.H. American Welding Jnstifule. THOMPSON, R O. Olvisk'n of Con- 
lracts (Post 670413). FIN 6-8769. NRC-Se-eS-SI?. 86/01/06. 3pp. 44030.166- 
44033:188. 


890)140164 Notihcalion ol contract axeculldn. "Local Tef^hone avp for Yankee 
Rowe.Vermoni Yankee, Matoe Yankee A Ptigtim A Seabrook Resident Sites," awattM 
to New England Bofi Telephone (To. 

DORSEY.M. Coniracl Administraiion Brar^ch. FIN C-1012. NflC.20.a0-288. 80/01/11. 
GODY.A.T. Region 1 , Oio of the Dractor, OtANOlS.C. NflC - No Oeiailed AffAetton 
Qfvon. 16pp- 44031.234.44031:249. 

“6801140174 Contraci: "Local Telephone Svo lor Yankee Rowe. Vermont YanXsa, Maine 
Yankee.Piigrim A Seabrook Resideni Sites," swarded to New England Bek Telephorte 
Co. 

OAMMON.S. New England GeU Tefephone Co. WIGGINS, E.J. Division of Cdn8acis 
JPosI 6704)3). FIN C-T012. NRC.28-b8-268. 86/01/11. 15pp. 4403t;235-44031r249. 

8801140277 Netilicalfon of oonireci execuUon,Mod 3.io "Steam Generator A Steam 
Une O^rflll Issues.'’ ConIraclori&BA. Subcontractor'Sclonlecn.Inc. 

VELEZ.P. Contract AtlmlnlslraiJon Bianch. FIN 0-1766. Nfl(i414.B7.396. 96/01/13. 
QUSTAVE.R.P. Program Management, Policy Davalopmenl A Analysis Sfaff (Post 
67041)1. SHAUKAT.S.K. NRC - No Delatrad Affiliation Given, ip. 44021 : 224 - 
44031.227. 


990))8009) NoMicaueA ot contract execution, Mod 8,lo "Dsia Entry Support Svcs lor 
Rea'on III” Comtscior.NORCOM itou Corp. 

8a2in,J. Contract Administration Branch. NflC-30'66-360. 68/Ot/lt. ROY.G. Regbn 
3. otc ol the Oireclor. BTAHULAK.M. NRC - No Detailed Afflliatlor) QNen tp- 
44049.093-44049:094. 


-8801 180028 Mod 6,lncfoasing funda.lo "Data Enlry Support Svca lor ReghM) I/I " 

’ Norcom fnleinaiionai Corp. (lormeriy Noriega CommunlcaOona Cofp).WIQGlNS.E J. 
OMston of ComiBcIS (Poal 670413). NRU4)0.86360. 88/01/1t. tp A4O49.094- 
44049:1)94, 

8901190079 NorificaDen oi contraci execution.Mod 12, lo "Flow of Groundwater A 
Tfsi'SPOtl ot Conlsmlnanta.'’ Conlracior to-Sllu,li>c. 

MEEHAN.B. Ctontracl Adminfsiratton Branch. FIN 0-1183. NflC.04.86.114. 88/01/13 
GUSTAVE, R. Program Management, Policy Developmenl A Analysis Slafi (Posi 
970413). MCCARllN.T. NRC - Mo Delalled AtirflaHon Qlven. Ip. 44062.347- 
44052:348. 

“9801190087 Mod 12,fncroaslng funding, to "Flow ol Groundwater A Transport of Con- 
lamlnatxa ’’ 

• to-Situ. Inc. WIQQINS.E.J. Olvlaton of ConUacla (Post 870413), RN O-ltaa. NRC- 
04-05.114. 86/0f/t3. ip. 44052:348.44052:340. 

990)200379 Notification ol contred execuUon.Mod 1,lo "Regional Admto Suwxto 
Heaiih Svca lor Region ill Employees." Contractor. Health Awareness Clr.Oood Sa- 
maifum Hosp. 

0A2IN,J. Conuaci Administration Branch. NRC.30.86.209. 80/01/16. ROY.G.W. 
flejlon 3, 0(0 ol the Olreotor. LlTTLE.l. NBC • No Oelattsd AWHatton Given. tP 
44(3«l:ll7.4408l;Me. 


—9901200397 Mod l^provtdlng Increment) funding, to "Regtonal Admin Support Health 
Svca tor Region fit Employees." 

' Good Samaritan Hosp., Downers Grove, IL. WIGGINS, E.J. DMaion ot Confracia 
fPoal 870413). NRC.30.88'28d. 08/01/16. ip. 44091:110-44091:116. 

8801200496 Nobffcalion ot contract executton.Mod 16,to "Support of Continuing AcSvi- 
iies of US Natl Commitlee for Rock Mechanics." ContraolonBuraau of Mines. 

Kn 0I(.E. Contraci Administraiion Branch. FIN 8-6932.8. NRC'<l2.e0.03e. 8e/0)/)9. 
OAVlS.E. Oftteo ol Nuctear MaterM Safety A ^eguarda, Director- GUPTA,D. NRC • 
No Detailed Arflflaifon Given. Ip. 44091:08M4091;C182. 

Support ot Con- 

DMaion of Con- 
tp. 440eiK362- 


-9901200447 Mod lA.exlendlng period of performance for one yr,to '' 
tJfwlng AclMtea of US National Cowitttoo tor Row ^ 

WHiTTLETON.T.R. Interior. Dept. of. Bureau o) Mines, WiQGIN$;g,J. 
tracts (Post 870413) FIN 8-6832-8. NRC42.80.03e. 08/01/19. 
44091:082. 


—980(140390 Mod O.rnodifytng delivery schedule of Tasks 1,3 A 4 urtoer Section C.t.to 
"Steam Generator & Steam Une Overtiil Issues.** 

BAKER, LJ. SmaH Businose Admirrlsltaiton. YBARRONOO.L J. Scienlecf'. tot. 
WlOQINS.E J. (TMston of Contracts (Post 870413). FIN 0-1766. NRQ04.87.3e6. 89/ 
Of/13. 3pp. 44031:225.44031:227. 


8001200437 NotJfioalton of contraot executteOiMod 8.lo ‘'Teohnical Assteience for. Emer- 
gency flesponae." ContraclonComex Corp, 

MEEHAN.B. DMeten ol Coniraots (Poet 970i4t3).. .86/0t/l5. 

SPESSARO.R.L, OMsIon of Oper^lonal Asaewtoent (Poat 870413). PRlEeE,R. NflG - 
No Oaialled Afflflalion Given, fp. 44066:350.44066:360. 
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-S6013Q0440 Mod 6.rovlslng somo loimbu'&eblo oio.'iicnis covorod under Paregreph 
0 ?.;o "Tochnical Assisianco for Emorgoncy flosponso " 

BEIHKE.G.W. Conne* Corf) WIGGINS, E J Dlv.sron ol Corjuscts iPosi B704I3)- NRC- 
05 ee-170. 08/01/16 2pp. 44066.360 -14066:360. 

0801210025 N'ol.ficei.’on of contract execution, Mod 3, to "Provision ol Se.smotgraph-c 
C 'cut^ Witr.ln Kansas " Coniraclot: Soulhwestorn Boll Telephone Co." 

VELEZ.P. Contract Atfmlnisirat.on Branch FIN 0-1051. NnC-33-a7-232 88/01/19 
EYSYMONTT.Q. Division of Computer & Tolocomniunlcaiions Services (Post 870413). 
R CHERT,H. NRC • No Dota-lod Affiliation Givon. ip. 44001:347.44091 3SO. 

•6801210035 Mod 3, extending period ol potfonnanco lor one addi yr. incorporaUtM 
option yr clause & increasing contract colling & obl-gaied amojnla,to "Provision 
Se smoarapwe Circutty Wrthin Konsas '' 

KC.OXI.N,C. Soulhwostorn Bell Telophone Co WIGGINS, EJ. Divlson of Cotiifncla 
(Post 870413). RN D-ieSt. NnC.33-87-232. 60/01/19. 3pp. 44091:346-44091:350. 

601210161 Nolilicel'on of contract exoculon.Mod 9, to "Ole Moving Sves." 
ConiroclorS8A.Subconiiactar:Allionco Moving & Storage, Inc. 

MAGEY.H Conirnct Adminislrniion Branch. NRC-10-66-265 OA/Ot/15. MATIIA.M J. 
Oivis'on ol Faclllt'os & Operations Support (Post 070413). ESTEP.O. NRC - Do- 
la od Affi. al.on Given, ip, 44002 105-4-1092.108. 

6601210160 Mod 9.lncroasing contract cenng amount. to "Otc Moving Sves.*' 

• Sma I Ousinoss Administration fliLEY.jA ASM. Inc WIGQINS.EJ Dtv.sion ol Cotv 
iracis (Post 870413). NHC-lO 86-266. 86/01/15 3pp. 44092.100 44092 108 

991210157 Notillcatlon ol contract oxecul-on.Mod 3, to "/Vud-ovtsual 
Eqj'pmeni.Pufchaso & Insia'Iation at Ono Whilo Flint North." Corlrator:MP SoutMl 
'n(Jjsi'ics.lrc. 

PAOE.M. Contact AOmintaliaiion Biantli. NnC-l0-87-2ll. 86/01/15. PHILUPS.J.O. 
Division of Pub'Icatiohs Sarvicos. LINDSAY, R. NRC • No Dotalled AHi'iallo/) Givon. ip 
44092:109 44092:111. 

9801210163 Mod 3,authoil2ing ooulpmeni aubslituUons.lo "Audiovisual 

Equ'prront.Purchaso & Installation at Ono Whilo Flint Nurili." 

' Marylard Sound Indusirios, Inc. WIGGINS.E. Division of Contracts (Post 070413). 
NRC-fO -07-21 1. 88/01/15. 2pp 44002: 1 10.44092:1 1 1 

101210292 Noilticallon of contract oxocullon.Mod 1 t.to "Technical Assisianco for Sup* 
port of Const Appraisal Team (CAT) inspa " Conlracior:Faremoior.lnc. 

WEEHAN.e. Contract Admlnlaltatian Branch. NnCQ5-W-152. 88/01/28. 

EQKEFER.S.D. OIc of Special Projocta. CORLEY, OJ. NRC ■ No Ooiaiod Afh'ielion 
OAan. Ip. 44093:326 44(r93:33t. 

.681210243 Mod li.exlending period ot poilormonce for work, to "Technical Assist- 
ancp lor Support ol const Appraisal Team (CAT) insps " 

LOr-Y,n.A. Poramotor, Inc WIGGINS, E.J. uivision ol Conuada (Poai 8704ID). NRC. 
35 Q4<t52. 68/01/20. 2pp. 44093:330 44093:331. 

01210889 Noliileatlon of contract oxocullon.Mod 6.io "Assosamoni of NMSS Fiimrt- 
;'al Aaauranco Rosu'ation Framework." Contractor ICF Inc 
.iTTlE.M. Contract Adminlalralion Bronch. FIN 0-1047-9. NRC 02-67.002 06/01/20. 
5URMEIER.JJ. Program Managomeni, Policy Oovotopmoni & Analysis Staff (Post 
)70413). BYKOSKI.L. NRC - No Ooialfod Affiliation Oivon. tp. 44092:160-44092.160 

301210908 Mod S, providing new B&R numbor.oxpandmg scope of work, incoasirg 
oniraci ee ling amount,providing funding 3 incorporaiing new indirect ralos.io "Aa- 
■esamant of NMSS Financial Aaautanco Rogulai'on Ftemcrwoik." 

)AVIS.K. ICP, rnc WIGGINS.E.J. Division of Conirecia (Post 070413). FIN 0-1847-8. 
/RC-02-e7-0CI2. 88/01/20. 6pp 44002:161-44002:160. 

H210299 Contract: "Review Ol RETRAN Compulor Code & Piani Spoofic info on 
-team Gonoraior Ovorliil far Comanche Peak Staam Electric Siaiion.uniia t fi 2." 
warded to SBA & irtil Technical Svcs.inc. 

iLQ.R.G. S-mall Business Adm'ashatton. THOMPSON, R.O Division of Coni'acis 
’ost 870413) FIN D-2110 NRC-35-8n.342. 00/01/04. 12(3pp 44004 I40-44004.276 

1228817 Notificalion of contract execution, Mod t,lo "Assoss NRC Policy S Proco- 
urea loc Work Performed by DOE Natl Uba." Comraicloc.SQA Subconuaclcr Irvlr^ 
urton Assoc, Inc 

MITH.P.A. Olv.S'on ol Coniracia (Post 070413] NRC 30-66-229 07/12/03. 
lASON.E. Pol'cy & Program Managomont Slatf (Post 070413). HALMAN.E.L. NRC • 
0 Ooiailed AlfillaliOn Qlvon. 1p. 44T01:034-4410(:036. 

01320021 Mod l.chenglng prol^ocl mennoor.lo "Aasosa NRC Policy & Proewturos 
t Work Pertormod by DOE Natl Labs " 

WAILES.MP. Smell Business Adminlalralion. BURTON.I. Irving Burton Assoc'aios. 
c. ThOMPSON.R.D. Divlelon of Conlracis (Poal 870413). NRC-30-0n-220. 87/12/03. 
>p. 44101:035.44101:036 

1220028 Noliileatlon of conuacl oxocullon.Mod 0,to "Slochasllc Analysis of SoMo 
enspo/t In Unsmuraied Soils." Can1ractor:MIT. 

HLL.S. Coniraci Administration Branch. FIN B-0969. NnC-04 fl3.174. 88/01/30 
JSTAVE.R. Program Managomonl. Policy Developmoni & Analysis Staff (Poal 
4)413]. NiChOLSON.T. NRC • No Oeiallod Aflillotlon Grvon Ip. 44tOl:037. 
101:042. 

11220038 Mod O.lr^croaslng contraci ceiling & obllgations.oxiendmg porfomiarKe 
riod & making within scope changos.to "Stochasl'o Analysis of Solute irenapori in 
■sftturaiod Solis." 

lRRICAN.O.J. MassechusoKS Inslitule ol Technology, Cambridge. MA. WIGGINS.E. 
vision of Contracta (Post 870413). FIN B-0956. NRC.04.03.174. 88/01/38. 6pp. 
101:038-44101:042. 

220042 Notification of contract execution, Mod 1 l,lo "Scienlilic 6 Engineering As- 
tanco & Sves." Coniractor:SGA. Subcontractor. Engineering & Economics 
scatch.lrvd 

LL.S. (Coniraci Administration Branch. FIN 0-1143. NRC-04-64-t20. 88/01/20. 
fSTAVE.R Program ManagemenI, Policy Developmoni & Analysis Staff (Post 
3413). Ip. 44101:050-44101:052. 


8901220122 Nobficalion of ccrrociod contract exoculio.'>:"Local Telephone sve for 
Yankee Rowo.Varmont Yankoo, Maine Yankee, Pi'orini & Seabrook Resident Si'es" 
Coniractw.Nsw Englar-id Bell Tololephone Co 

LX)nSEy.M Centiaci Adrrilnisiration Branch, FIN C. 1012 . NRC-Se 88-268 8B/01/11 
CODY>T. Region 1. Ofc ol the D rector, YA1C2IILA,S. NRC • No Dotailod Affi'iaiion 
Given tp 44101:161-44181 ISt 


M01220190 Nouftositon Ol corMract oxetu'.lrin.MM 20.10 "Tianspotl/ Fixed Sue Vu'ner- 
abCfiy Analysts " Contractor Dept ot Army. 

LnitE.M Contract Administration Branch FiN 0-1536 NflC 02-76 31l 68/01/20 
Pianninn, Program & Management Support Branch (Post 870411) 
HENOEnsCM4,J.Q. NRC - No Dolai'od All-lialion Given. Ip 44101:162 44 tout 53. 

-8601220188 Mod 23,Qutho'izlnp expend luro for consumablo malls & supplies to 
"Tfonspott/FiKod Site Vu'nerabiriy Analys s" 

WElNFUnTEn.R J. Army, Dept, ol WIGGINS.E J Division ol Contracts (Posi 870413) 
HN 0-1536. NnC 02. 76 31 1. 08/01/20. ip 44101:153-44101-153 


6681220321 Nolfccatlon ol co.niraci execution. ■ Rovtow ol HETRAN Compuior Code & 
Plant Spoofic Info." awarded to SBA/lnti Techn cal Svos Inc 
DEMARCO.O. Contract Admin sirailon Branch. FIN 0-2210. NRC-35 ae-342. 07/12/ 
30 GRIMES Cl , LYONS.J O-'c of Special Pro, ocis. Ip 44101-164-44101:155 

-6801228344 Conlrocl "Roviow ol RETRAN Com.oulof Code & Piani SpeciHc Into" 
awarded teSSA/lnii Tochrlcpi Sves Inc. 

* Smol' OusLioss Adminlslral-on • (n’ornaliona' Technical Services. Inc ZILQ R.G. Oi- 
vlSKWi ol Contracts (Post 870413) FlW 0-2210 NnC-35ea-34a 87/12/30 Id 
44101:155441011155. 


6601268336 NoUttcaUon ol contract oxoculon.W.od 2.lo "Security Sys Porlormanco 
Evaluation Through Socutiiy Force Training Exercises " Contiactor.SMl. 
EOOEWORTH.P. Conliacl Admin siiatlon Branch FIN D- 1055 6. NRC-02-e7 009. 88/ 
01/21. BURNETT, H.F. D.vislon ol Safonjards & Transporlallon (Post 870413). 
JAMGOCHIAN.K NRC • No Doiflilcd Afli'iaton Givon Ip 441 16:341-441 16:342 

-8901260347 Mod 2, adding incremonlsl lund'nglo "Security Sye Porloimanco Evalua- 
tion Through Socorlty Force Tm'ning Exercises. " 

* Oaliol'o Vomoilal insillulo. Columbus Laboratories. WlOGINS E-J Division ol Con- 
Itacis (Pesi 870413). fin D-IOSSO NRC-02-07-008. QD/01/21 ip 44116342- 

44110 342 


6601260458 NoiHIcalfon of contract axocut.pn.Mod O.io "Thormal Mxing" 
CoritieclOrrUriiv of Cal'fornia 

Eooewonritpj. Comrecl Adrnlnlsuailon Branch FIN 0-1834, NnC-04-80-1 1 1. 66/ 
01/21 ShERON.B.W D.vislon el Render & Piani Syeiems (Peel 870413) 
tOVMASSIAN.H. NRC - No Detailed Alli'laHon Given, ip 44 1 15:1 16-441 16.1 17. 

-9601260464 Mori O.edding iriciomonlai fundno let FYOO.to "Thermal Mixing " 

* CeMornia. UMv. ol. Santa Baibaia. Ca. wlGGiNS.EJ Oivis'on of Conirocia (Post 
870413). FIN 0-1534 NRC-04-QD-1 1 1. 56/01/21 . 2pp. 441 16’1 16-441 16:117 

6601260574 NeW-caiion Ol contfact oxoculionMod 3.lo "Erw.ion SuNellenco (ct Meaa- 
uiing Concenitef^s ol nod.o5Clivity 5 Radiaiion Uovols In Environ ol Commisalon LI 
conaed Ac(.v.8o6.. Coniiode/ Siaio ol NE.Oopioi Haalih. 

PAOE-M. Co-ntrocl AOrmnsiieHon Branch, NFfC-31-58-030. 50/01/20. MEYER.DM 
negldi4. Ofc oi ilio Ol/octer. NiChOlaS,J.O. NRC - No Oaiei'cd Aifl'olion Qlvon. ip. 
44118 137-441 te-t3B. 

-660 1250580 Mod 3,providing oddi nmo 10 submit annual ropt.io "Environ Surveillance 
lor Measuring Concenireiions ol Radoectiviiy & Radielion Lovafs in Environ of Co.m- 
m.’ss'on Licensod Aciviilos Located Within Sielo ol N£ & Saioctod by. ." 
wnKjHT.O.F. Nobrasko. Stale ot. WtOQlNS.E J. Divla'on of Conlracis (Pesi 670413). 
NnC-31-86-330 83/01/20 Ip. 441 16 138-441 15 138. 

6601260224 NobficaUbn ol contract exoculion.Mod 7,to ‘ Radiation Monitoring Program 
Ronitemonie" Coniioclor Slate ol KS 

PAQE.M. Cwitracf AdininslraHon Branch. NRC-31-84-502 88/01/22. MEYER.D.M 
Reg on 4. Ofc of the Director. NICHOLAS, J.B NRC • No DolQiied Aft Nation Givon. tp. 
44138:257-44138 258. 


-6691360233 Mod 7,rovoi8ing reporting requirements of cooperaiivo agreement to 
allow siato addi Umo to submit annual topMo "Radiation Mon loring Program Requ-to- 
monis " 

QnANT.S.C. Kansna. Slalo of- WIGGINS.E J. D.VIsion of Conlracis (Post 370413) 
NRC-3I-B4-S02 88/01/32. Ip. 44139:250-44139 256. 

8601260243 NocncaSan of contract oxecul.'on.Mod 12, to "Technical Assistance In NRC 
InspA Enforcemoni Opera! ona-" Conitacior Paramolor.lnc. 

BAZIN.J. Contraci Administration Branch. NRC-OS 65-167-02 89/01/21. BAJWA.S.S. 
Plftrvil^. Program 8 Managomonl Support Srench [Post 870411). GEHKSON.H. NRC 
- No Oelaiod AHil'allon Given Ip. 44139.269 44139 270 

-6601260250 Mod l2.exlondlnD period of porformonco for compleilcn of Task Orders 
3i A 33 at no addi cost.lo "roclinical Assisianco in NRC Insp & Eniorcomenl Opor- 
aaona." 

lOFY.n.A. Paramolor. Inc. WIGGINS.E J. Division of Coniracla (Post 870413). NRC- 
05-8S-1S7-02. 86/01/21. Ip. 44139:270-44139 270. 

6001260426 Nolrlicel'on ol contraci exoculion.Mod 6,Io "Radielion Monitoring Program 
ReqtAomomB W/Slate ot TX " Conlractor:Stale of TX. 

KNOX.E. Contract Administration Branch. NRC-ai-83 071. f)B/0l/22. MEYER.D.M. 
Region 4. Ofc ot iho DIroclor. NICHOLAS.J.B. NRC • No Detailed Alfil'atlon Given. Ip. 
44r30X>65-44l3B.086. 


-6901260429 Mod 6, revising reporting roquiremenie of cooperaiiva agreement to allow 
Siato of TX addi Ume to submit annual repi.lo "Radiation Monitoring Program Roqu're 
mania W/StaiQ ol TX " 

MA(XEAN.RA. Toxas, Slate ol- WIGGINS.E.J. Division ol Contracts (Post 670413). 
NnC-31-63671. 66/81/22. tp. 4413G:066*44139:066. 


133(>054 Mod 1 1. extending performance porfod of baste contract al no add) coei.fo 
cienbfic & Engineering Assistance & Sves " 

ILLONJT.S. bmaU Business Adm-nlslralion. ' Engineering & Economics Roaeercti. 
. WIGGINS.E. Division of Contracts (Post 870413). FIN 0-1143. NRC-04.04-120. 
'01/28. 2pp. 44101:051-44101:052. 


8601290107 Nolilicalion ol coniraci execution, Mod 8. to "Radiation Monitoring Program 
Raquifotnenls.'' ConVactor:Slaio of CO, Dept oi Heehh. 

PAGE.M. Contraci Administration Branch. NflC-3t.83-668. 88/01/26. MEYER.D.M. 
I^’on 4, Ofc ol the Director. NICHOLAS, J.B. NRC • No Detailed Afllllaiion Oivon. ip. 
44174-203 ^4174:204 



202 NONDOCKETED ITEMS 


-W0l2e012S Mod 8,revi5if>g reporting retwifemeolsofeooperflSveaafeflfl’flnlW "fladi- 
eboft Morrtonng Progfa-n Reqwementa’' _ ^ 

TH eLEN.L Cdora*. S'jte o( WJGGiNS.EJ. Ovisioo ol Coniracta (Poet 670413) 
NRC-3t-83-$60 88/01/25. Ip 44174 204-44174 204 


8801280144 Nolfcaton of contract «»«u*jon,Mod tO, to ' Review ol RETRANCompul- 
e( Code & Conrirma'ory uceri&ing Calculations." ConiiaclooSSA.Sobcon^tor.lnU 

CXWSEY.M Contract Adraimsfatwn B/aneti FIN D-I35a NnC4»-88^. 88/01/26. 
eAJWA,S- Planning, PfooraiTi & Managemani Support Orench (Post 870411). 
POSlUS-V/.C. NRC • No i&iailed AlfdaiiOft Given ip 44174 208^4174 210. 


-8801280158 Mod lO.providing addi lunds lor usk orders issued under Tasii VfiMo 
"Review of PH RAN Connpvter Code & Con0irri8ior/t.i»n«Utg Calculations" 

’ Srr^i'l Business At^mrutration * Interrtalior.^ Tedviicai SeMcee, Inc. 
WlGG'NS.EJ Oivtsioo of Coniracls (Post 070413) FIN O-1350- NflC4)3-86-053. 88/ 
0W25 2pp. 44l74.Ki9-44174r2t0 


8801280198 Notrficetion Of cortiact execution, Mod e.to "Aadabon Moniiorieg Ptogrant 
Requrerients." Contisctor.SU'.e o1 VA Health Dept 

CX7R8EY.M. Ovlson o' Contracts {Post 870413} F'N a-S40^ NRC-2843623. 86/ 
01/25 UALEV.RJ. Reoiori 2. Ofc o' the [Erector KAHLE.JB. NRC - No Oetai'edAf- 
fitia'xm Grveri tp 44i7&03&-44t75;a3a. 


-8607220330 Updates info lu fabrication of NlfPAC Model 12£.Q Cask i 
review irKticaled ttiat 7/10 inch linear Indication, previously loponod as zo' 
plate penetration, Is slag & moeia ASME rediographlc acceptance sids 
ORI.MtS.B.K. Div ol QA, Vendor & Tochnlcal Treining Corner Proa'ama 
6704t31. 86/07/10. CUNNINGHAM, R.E. Ocvision ol fuel Cycle & MateriBi 
8704135. 1p.43S92;112-43992:1l2. ® 


-8703100060 Ktlorms tt\ai Model CNS-t-13G vmdor Cortificato ot Comp'iani 
be roiurnod to svc.nepi re Model 1600 packaging (I-ISG) should mclud 
any defects w/sa(oly s grlticanco. 

WACfiONALO.C E. Trat^sportaiion CoiWicaliori Btat^ch. 87/02/2? HOUSI 
Nuclear Systems, Inc. Ip. 43082:ll7,43002:ll7. 


8712300088 Final responso to FOIA roquost tor documents to B8W Docun 
fed In App A available In PGR App Q documents being rnado avarable In 
warded 

GRIMSLEY.DH. Division ot Boloa & Rocorda (Post 8704131 
FREOEBICK.L L. Rosa, Schmidt. Hesloy & OiSalle. 3pp. 43010 266-43910. 

-B506210066 Insp Findings & Licensee Ack on 050631 ol License 37-20 
lindiMS no vlo'alfons observed. 

OBERG.C. Reg-on I, Ofc of Iho Director * Babcock & Wilcox Co an 
4391027l.439lO.27l 


-8801260206 Mod S.danfying luiyjs prevrousfy pravtdMl re state >e cooparailve 
aQia«rr«r.l'4> "Ratkaiion Mcr>.lPru>g Piogrem Req^rerryents " 

' Virginia. Commonweefth of WIGG'NS.E J Division of Cemrads (Post 670413). FIN 
B-6402 NRC.2983-623 88/01/25. 2pp 44175037-44175036 

880I38OS18 Nourication O' contract execution, Mod 8.lo 'Oocumenl Olsiftiuoaa Svcs * 
ContracliyGPO. 

VEi.E2,P. Contract Ailfnfi.stj»bcn Branch FIN 0-1872. HRC.i045.264 80/01/25. 
SCOTT, S. Ordain ol Inlormabon Support Services (Posi 870413) BLAMTON.J. NRC 
« No OeUiTed Af8i>ation GNen tp. 44174 006-44174 008 


>8707220279 Fonvards Special Insp 30-20683/07-01 on 070415-10 & not! 
don. 

MARTIN, T.T. Region f, Ofc of the Dlreclor 87/07/16. OAHLGRENAG 
Wilcox Co. 2pp. 43910:272-43910.282. 

-6707220282 Notice ol violation Irpm Insp on 670415.16. VIolni'ons noted- 
ua'nlng not pievldad lor assistant radiographers & physical invon'ory oi 
condjcted from Oct 1965 - Sopi 1088. 

■ Reg on 1, Ofc of lha Dirocior. 87/07/16. Ip. 43010 274-43910.274 


-8801280541 Mod 8, increasing obinatad hmds.lo "Ocicuneiil Oisidbudon Svca " 

' Government Pruiwig Office WiGOtNS.EJ Orvtsion of Cantrads (Post 870413). FiN 
0-1672. HRC-10-&S2V 88/01/25 2pp 44174 007-44174:008 

880128085$ Nob/icaiion o( contract execuOon.Mod 7.ia “Data Entry Support Svcs ter 
Re^oiy III.-' Contractoi-.NORCOM tntl Corp 

BA2in.J Contract Admirustratien erancA NflC-308S380 88/01/25. ROY 0 Region 
3. Ofc si the DaeclOf STANUUX.M NRC - No OeUk-'ed AlTAallori Given Ip 
<4\74.009*417401C. 


-8M1280564 Mod 7, providing (ncremantaf (uodfng.lo 'Data Ent/y Support Svcs for 

iu.' 

• Ncvcom IntemauonjJ Corp ((ormerly Nonooa Commwfcations Corp.). WIG6INS.E j 
Oviilon ot Conuacu (Post e704i;3) NftC-30-8S360 88/01/25. Ip. 44174.010- 
44174010. 

8MI2M58J Notiflcat-W of oontraci execuwaMod 4.fo "Sioam Oenerpior 8 Steam 
Urw Overfm (sages ConlrecLor.SaA S«jbcontiaeto(.Scieniech.tiK. 

Administraiion Branch. FI.N 0-1766 Mft&0467-398, 86/01/25 
Management Ppucy Development S Anai^ Stall (Ppsi 
NRC • No Oetaied AKiaaon Gtv^i^ 44i74toii- 

A.provkfng i(Kfe<r*r>‘8i tunfliftg.to '•Stea.T Oenersioi ft Steam Una 

cnrartiii Issues 

AdmintetraMn. * Sdemech. Inc WiGOlNS.e 3 OMston ol Convocia 
(Post 870413). FlNO-1766 NRC-0467-36e W/Ot/25. ip 4417«.Of2-44t74'[^2. 

8801280608 NPlfcabon ol contract execuiion.Mod 4.io 'Cooperative Hgn^n R^^-iiv 
EvaluatronProgram"Cw(factorNiJSC^ 

AdminisVatioo BraiKh. FIN 0-T6I2. NHC-04-8S104, 88/01/22 
Management, Pdrcy Ooveiopmonl 4 Analysis SteH (Post 
870413) RYAN, I. NRC • NoOoUiled AffUiaum GNen. 1p. 44173 240?44i73 24 ?. 

Wo^,provKhr>g incremental lunding.io "Cooperative Homan Re.'«b-iiiy 

Notfica^ cl wntracl execuUon.Mod e.io "Technical Assislartce In Sup- 
Rm ncTa Convaclor Science Appicaiions loll Corp. 

R ® NRC4».678?8. 88/01/25. 

Nuclear Reeclor Regulation. Director (Post 67(M1i) 
CORlEY,0. Ofcot Special Projects Ip 44t79.353-^793$7 * 

-880 1 29M32 Mod S.maklng adminisiratfve changes by addiiMi O Crufev an nrniM-i ntn 
f^lecis S NRC represeWe mSe 
T^rvcal AAs.slat«a In Swpwt d NRC Ucensing AcOrties > 

Lui?hSJe*e (formerV Sdeoce AppScsOoivs. Inc.1 

Saw nrSw-o?^.*^, 


FOIA FREEDOM OF tHFORMATlON ACT REQUESTS AHO RELEASES 
* A documenta enclj^ A 8 

jSr* 


w/Nucfear P«k8«r«CLlncJX)E,6Q«G KMyo 

P«30f^'^e6/07n5 TraWiffl Center 

«?®9 ^ QA.VerCT reclm^ 


-8707220291 Insp Ropl 30-20883/07-01 on 870416 & ieM{ 
insp6Cled.orQaniraliOA,liconsoo Intornal audils,rocolpi S trensloi pl ma 
I>rot{>ciion,eitiudnt eontioi & wasto dtsposal-noiiiicBiiona & rcpis & postina 
0QERG,C7, WHITE,J.R. Reg'on 1. Ofc of the Director, 07/07/10 Cpp 
-t'retn^as 


-8711130358 Ack reco'pl pf 870003 Hr Informing NRC of stops laken to « 
vena nolad In insp flopi 30-20683/07 01. Commonia on Vloralio/) B App A 
& dianen has been withdrawn. 

MAR7IN.T.T. Raoipn I, Ole of Ihp Diroclpr. 07/ 1 1/10. DAHLGREN,A.Q. 
Wilcox Co Ip. 433l0-?83-43010:2O3. 


-8711139370 Responds to NRC 070710 Hr ro viplatfone noted 'n Spocli 
20683/87-0l.Cpnaclive aci’oneicoriifiod racHographors & assistant railiog 
ira-ned & physical l.nvontoiy oiiegodly not token Ipr aoolod Co-OO sources a 
euRiCK.Q M. Babcock 8 Wiicpx Co. 07/08/03, WHITE,J, Rog'on 1, Ofc o 
lor. epp. 43910.204-43910.200. 


8801880526 Final responso to FOIA roflUOSI (or dOCumenls-Fonvarc 
deciimenis.App A documents o'so available In FOB- 
GfliMSlBY.O.H. Division ol Rules 6 Records (Post 070413). 07/12/29, C 
Doc-Search Associates. 2pp. 43906;031 -43606 046. 


-6891040541 Arr.ond 4 to utif oppl'colion (or CP.conslsllno of procoss data f 
temp rocorr'blner charcoal atiseiber eys lor procosslno main condenser 
AEC 720180 QuestlotrsO& to 

ST£IN.J,j, Wash-rgion Publ,c Pewor Supply Syetom, 72/03/10. M0nn/S,f 
Energy Com.-n.SSiOn. I2pp. 4380O.O34-43(r95.O46. 


8801050237 Partial response to FOIA roquost for docomonta re NUnEQ-126. 
^ D 6ocuiTionts.App C 4 D documonla avo'lnble in PDfl. 

CRiMSLEY.D.H. Drvls'ori Ot RuIdb a Rocorda IPost 07041D) 87/12/30. 
Pubke Owen's Critical Mass Energy Pro)ocl. 3pp. 430t0-074.43910265. 


-870T200578 Reouests CHQR roviow ol proposed NUnEO-1262, "Answen 
lions at PuWic Meei-nos re Implomontatlon of 10CFR65 on Oporalors Uco 
n 'il'®®' oners np oblpcllon 1o Issuance of documoni. 

2* Muc^oar Reactor Mogulalion, Diroolor (Post 070411). 
-JOf^DAN.E. Otf.'co (or Analysis & Evalufition of OporaUonal Dati 
IBOpp. 439I0:079-439IO-2e5. 


8801050283 Partial responso to FOIA request lor documonis re faci'iiy e 
"PP ^ documonis.App D 4 E documents avaiiablo In P( 
bHlM5LEY,D.H. D.VIs.'on of Rules & Records (Post 870413). 07/l2/3( 
Massachusetts. Commonwealth ol. 4pp. 439l0;063-439 10:073. 

-6801060292 Packages consisting of marked up Rev 0 to Safely Evalua 
s, Wes of fac ll.ty safety enharjcomeni mode. 

Boston Edison C<i. 07/12/30. 04po. 43910.000-43810:073. 

8601(^0269 Final rewnso to FOIA request for documenia re fire protodn 
rSuiel'^ « ''PP ° docments App C & D documents also in PD! 
UHlM5LEY,O.H. Division Of Rules & Records (Post 870413). 87/12/31 
massacnusetls, Commonwealth of. 4pp. 43929:240-43930:284. 

Requests FR publiceHon of notice ol Issuance ol Amend 84 
Slones' w?Helon Specs to roiloct replacement of carbon dioxide f 

f’oaciors Branch 2. 04/11/27. MILLER, J.R. Of 
actors Branch 3. 2pp. 43930:001-43930:034. 

29 to License DPR.3S.Amend revises Tec 
‘^O''‘!'!jon8 lor operation & eunrel.'lance requirements for 
WOlwHon equlpmonl & adm'nisifalfve controls for fire protection. 

Reactors Branch 3 Pre 700625). 78/03/03. ANOC 
Boston Ed.son Ckj. 3pp. 43920:246-43929:249. 

Licerisa DPR-aS, revising Tech Specs to provide i 
& aiMn Survoillarrco requiremertls for existing fire prolectlof 

''f® protection. ^ 

43920272^*’^” Reactors Branch 3 (Pre 791030). 70/03/03. 23pp- 


NoUco of l89uanco of Amond 29 to LIcenso OPR-GS Amond tncofporaies 
^^^rotociion Toch Specs on oxlstlnp tire piolecUon oquipmoni & adds adm'nielraiive 
”^fxols fo tire proiociion 

Operating Reactors Branch 3 (Pro 700026). 76/03/03 3pp. 43920 273- 

. iftAoaii Olacysses tleton ays inatallailon statua-Pteirninary plans a schoduloa hy 
1 fal'atlon currently being reviotved w/vondor seloclod to inslall sye Componssiofy 
wi continue until Installation completed. 

r'frttX/AflO.J E. Bo9lot\ Edison Co. BECQ 83-24. 03/01/10. STAPOSTECKl.R. Rog'oo 
I Ote of IhoPirectOf. Ip. 43029:203-43929:359. 

i^I 060 A®A Rev 2 lo Vo) 1 'o •'Pilgrim Wucleat Poyrst Stalton Uni) ) Flfo PtolacDon 

^edisrrfca‘’^7/64/30. 200pp. 43030.035-43930:204. 

ninfiOSf® ^OIA request for documents ro SECV-77-56t on topic llel for SEP 
3.r5^w inc-’udfng aif (ask force repte written botwoon 1078 & 1077. 

Doc-Search Associates 87/)0/27 QRIMSLEY.D.H. Oivl^on ol Rules & 
^ecortJs (Posi 070413). ip. 43925:164-43928:164. 

*iit>60337 Partial response lo FOIA roquosi for documents to pfani SEP 
iiCiramS-App A documents available In PDR. 

gyPH. Division of Rulos & Records (Post 070413). 87/12731. CONNOR.t. 
^.So 87 Ch Assoclaies. 2pp. 43020:155-43020:160. 

11060404 Partial response to FOIA roqusst (or poal-Sopt 1905 cost-benoirt or vaiuo- 
Tii^cl analyses of generic or sito-epeciflc backMe Documonis listed in App C wilhhoTtl 
’aieOIA Exemption 6). 

•nrMSLeV.O H OMslorx of Rulos 0 Records (Post 8704 13). 87/t2/3t. W6lSS.e.n. 
® WolSS 3pp. 43920r35l-43028:356. 


■ 1060409 FO)A request (or all documents lOceived tn Oct 1667 to proposal to 
hanas T'JRC emergency planning rules. 

/c|» E.R. Harmon & Weiss. 07/12/02. NRC • No Dotarlod Aftiitailon QlvOn ip. 
39S8;I67-40928:167. 


1060442 Partial rosponso to FOIA roquosi tor documonis, Including F Conool anomo 
> R Krimm re davaiopmeni ol uti) oflelte plan evaluation cntoiia.ForwataB App A 
scu'nonls. Documonis also available In PDR. 

RIMSLEY.OH. Division ol Rules & Records (Posi 070413). 07/12/31. WElSS.E. 
annon A V/o'sa. 2pp. 43920:160-43020-327. 


-8601070009 O.'seusses revised Policy & Quidence Direcilvo PC 64-tQ re Iran^ 
ol Irradiator units not meeting currant tOCPR7l roquIremenIs.Typical Info lor 
from Jiconsoo listed incomplete draft reg guide for comment end. 
CUNNiNOHAW.n E. Division o( Fuel Cycle & Matorlal Salety (Pro 870413). 8 
Ohrislon of Fuel Cycle & Materiel Safety (Pro 870413). 1 1pp. 43952 052-43 

-8801070217 Forwards ptoposed manual chaplet on lr«p of large Inadiaiota u< 
dreds of thousands of Cl of Co-80. Assieianco requested w/lnsp of LlbextyvH 
diatorfacilty during const phase re conloimsnce w/CP. 

HINOJ.A. Rm'op 3, Ole 0 ) Ihe Dkeclof. 05/06/ 16. SPESSARO.R.L. Bogion • 
Ihe Cfroclor. fp. 43952 063-43962.063. 

-8801070223 Concurs that piolimlnary Insp would provide add! assurance 0 
cons! of large trredialor facilities Proposed insp plan w/asslsiance of reglo' 
noedng porsonnsJ presents reasonable approach to licensing. 

AXEISCjN.'W.L. Roglon 3. Ole ol the OIroclor. 05/05/14. COBB,l..l. Satoguarc 
forlals Program Br.Div of Inspeci.'on Programs, IE (650212-0704)3). ip. 43l 
43932:064 

-8801070242 Usis Info for mcluslort In reviews for llconsing ol pool Irradiators 
than 10,000 Cl learnod from pjoUcensInn Insp/gilo v,6lt al Isomodia IS 
LAartyvilie.lL AnpPcetlon of techniques to all I censes suggesled. 
AXELSON.W.L. Roglon 3, Ofo ol Iho Duoclot. 65/11/26. WALLETT,B.S. Wal‘ 
canting Branciv 2pp. 43952.071 -43952 072. 

-8801070257 Forwards Insp guidance for use In conducting Insp of pool Irr 
groaisf than 10.000 CLNRC ehould bo nottlted ol program dettclencies dots 
rosull of now procoduros for development ol licensee coriecUvo act.on plan. 
AX£l.SON,W.L. Region 3, Ofo of the Diroctor. 85/12/18. SRENJAW-' 
llVIEOEMAN,O.Q. Region 3, Ofc of the Oltoouw- 6pp. 43952 073-43952.077. 

-8591070261 Fonvards insp ropis documenting program lor prelicensing Insp 
iicediator (acH'ty in Lidef^llle,l(, Ptoposod racommendaiiona (or fulute piei' 
leaps also oncl. 

AXELSON.W.L. Ro^on 3. Ole of Iho Director. 66/03/13. COBB.L I. Sefeguerdf 
letl^ Ptogiam OilDiv ol InspocHon Ptogiams.lE 1860212-870413). ip. 439 
43052065. 

~88b10?6372 Discusses &6I1D6,16,22 & 26 sile visits lo Isomodur.lnc lo ovaiur 
HODS of ^notamlo wst sourco-slorage irradiator during consi phase. 
MAlLErT.G.S- Rog'on 3, Ole ol tho Director. 65/t2/fe. Rog'on 3, Ofc of the C 
I8pp. 43962.008-43952:105 


11170134 Responds to 071020 Hr re assumpUons presented In 671021 momo from 
Co-iQel to R Krimrn for FEMA review of ollsito plana eubmittod by ulH Agroed dial 
isumplion Number 3 be reworded Throe eseumpiions listed 
TELLO.V. Ofc of tho ExecuHve OIroclor for Opoiationa. 87/tf/OO. MCLOUQltLIN.O. 
Kferal Emorgency Management Agency. Spp 43628 160-43020:161. 

31060460 Orelt "Eveiualion Crtletla (or UUl OKsue Plans." 

SRC • No Oeiailed Affiliation Given. 07/10/07. 30pp. 43928;l62-43920'18l. 

>1060464 Oiall "Copcopi of (Jill OHailo PlanninQ Evaiuailon Criioda." 

SRC • No Oolsired Affiliation Given. 07/10/20 34pp. 43920 102-43920225. 

>1060460 Oratt "Corcopl of Oli) Dlisite Planning Evaluation Critetia." 

SRC • NO OeiaiiedAKiiiaironOfven. 07/11/00. 34pp. 43920 220-43026260. 


» 1060479 Draft "Evaluation Criteria lor uiil OHslie Plans," lor commenL 
■/RC • NO OoiaiiodAffiiiailon Given. 07/11/(6 36pp. 43020:200-4302e'204. 


•1060477 Oralt "Criteria for (Jiil Olfailo Planning & Preparednosa." For 
‘nmani.FEMA/NRC 67fll9 nollco to iniotln-use documenl: cnldrla (or preporaiion 
rvatuaifon of radiological omorgency reaponse plana enci. 

IRC • No Deiailod Aldllallon Q^en. 07/11/10. S2pp. 43920:205 43926327. 


060547 Part-ial losponse to FOIA tequeat (oc documents to (ssuanco of emetHl to 
iJIty.App c document available In PDR 6 el LPOfl located In P;ynioum.M/V. 
IMS(.^,O.H. Drvlslon of Rules & Records (Post 070413) 67/12/30 SOfiOr.O. 
saachusoits. Commonwealth of. 2pp. 4302e;337-43g2e:3<.v. 


>70001 Final response lo FOIA requoal App F documents re NRC 870722.23 visll 
itonl one) & being made avaltabte )n POR. 

IMSLEY.O-H. Division ol Rules & Records (Posi 0704f3). 87/12/30. SORQI.O. 
ssachusotls, Commonwealth of. 2pp. 43944:165-43944: 109. 


'740 1 66 Requests support In Initial assessment ol util 870708 safety onbancoment 
gram efasedbing hardware changes voluntarily Implemontod at alanl.NRC oxpocta 
yjMnd addi review oflod & Region l plena addi insps of mod acUviifos. 

A. Associate OIreclor for Proects (Posi B7041I). TAG 65356- 87/07/21. 
'O.L. Division of Engineering & Sysioms Technology (Post 0704lt). KANE.W.F. 
•Ofv 1. O(o of fhe Director. 14pp. 43044:faO-43944:l8e. 


240108 Forwards list of plant enhancements being considered by util for 
omanlatlon.lor upcoming visit. Purpose of visit lo understand status of 6 schoAile 
onhancement 6 to Idenlify any significant polonilal downside. 

NRC • No OelaUed AfWtallQn Qivea 07/07/20 TINKLEH.C. SUJ.M.. 
Jf*nA,O.P. NRC • No Detailed Alfiliallon Given. 2pp. 43944:183-43844:106. 


*^109 Tflp rept ol 070722-23 visit to Bralflltee.MA lo discuW proposed ealoty 
•tjcen^ni program al plant. 

Reactor Systems Branch. 87/00/17. HODQES.M.W. Reactor Systems 
•cr». Gpp. 43944:187-43944;109. 


«^_P'nal response lo FOIA request for documenle.App B documents end 6 
fri POR App C documenia comptolely withheld (rel FOIA ExempDon 6). 

Division of Rules & Records (Post 870413). 87/12/31. DEVIC,M.M. 
auon Slonioers. Ino. 4pp. 43952.047-43952:120. 

Forwards proposed manual chapter re Insp of large liradfators prior to Is- 
ft 1 » f^Qnse.Commonls requested by 850515. 

Saroguards & Materials Program Br.DIv of Inspeclfon Progrems.lE (050212- 
35/04/26. CHAPELL.D.n. Division of Fuel Cycle 4 Malerlal Safety (Pro 
tit yil-LCR,VL. Materials Licensing Branch. NUSSBAUMER.D-A. Aetieianf Df- 
•or S|a(a Agreemenrs Programs. 6pp. 43962:065-43952:070. 


-8601070332 Summary of 070 1 27 mealing w/Rad.alJon Slotiliiers.lnc. re m 
safely ays lot iiradieior (ecl-'ilios. 

MALLEtT.B.S. RoQion 3, Ofc ol tho Olrecior. 07/02/03. Roglon 3, Ofc of the D 
2pp. 43952:ICI6-4:»52;107. 

-8801070346 Provides resu'is ol two water $amp.'os for Radiation Sionii7ora,i 
cense 04- 10844-0)) taken on 870120 & 0203. 

GOLCHERT.N.W. Argonno National Lsboratcry. 97/03/1). JANU8KA.A. Rei 
Ofo ol Iho Oiieeior. ip. 43B52;i09-439S2:lQa. 


-6001070363 Forwards noiiUcsHon ot significant oniorcemanl action against fla 
Stor•u^ors,lnc based on vidailons noted al gamma frrodfaiore In siatos ol 
OH-SimUsr l&ciMios opsiatod in Slates ol TX.CA & OA. 

UCKUS.R. flOQlOf* 3. Ofc ol Iho Oirecter. 87/03/10, WOODRUFF.fl. Region 2, 
tho (Sector. dDDA.R Region 4. Ofc of tho Director. HORNER, J. Region 6, Olo 
Olrecior. I7pp 43952.100-43952. 120. 

8001079037 FOIA request lor records re incidants.eccldonts.radlo 

contamination, iinoxpaciod ovon)B,oxcur8'o,'is & problems v 
oxporfmentatlon,tosling, production &/or deployment ol nuclear powered eircrr 
gmoa at OE lot engine laciory. 

C^P€NTER,T.E. Government Accouniabl'ity Prolecl. 87/12/0). NRG • No Di 
Afhkailon Given. 2pp. 43953 344 43953 345 

8601070047 Final response lo FOIA request for records ra IncI 

accidonis.iBdloiogical contB>T.inolion.unoxpectod ovonla. excursions 8/or other 
ferns w/nucloar powered aircrolt onglnos.No agency records healed. 
ORIMSIEY.DH. Division of Rulos 8 Records (Post 67040). 87/i 
CARPENTER.T.E. Qovernmeni Accountebi'lty Prolocl. Ip. 43953:346-43953:340. 

6601070167 FOIA requoal for NRC Inlornal correspondence did otter 061126 re ( 
Inspo^i & Auditor Invesifgation ol ptlegathns of m'seonduol by Region IV mg 
ceming p’ant. , 

CONh&R.L Doc-Ses'cb Associates. 07/12/23. Division of Rules & Records 
670413). Ip. 43953.340-43053 340. 

6601070171 Partial response to FOIA request tor documents re Region IV invoetk 
8 sFogelicns concerning l.'censco.lnlorms that requesiod documonis ava.leble in 
under ines FO)A-B7-5O0.FOlA-B7-b77 & F01A-87-A-14. 

OniMSLEV.O.H. Division of Rules 8 Records (Post 070413). 06/01/05. CONNi 
Oo(>5earCh Associates. Ip. 43953:349-43953 3 ’ \ 


6801970199 Final response lo FOIA request (or records re degredeilon of sve - 

M at faciliiy.No addi agency records locaied. 

SLEY.D.H. Division ol Rules 8 Records (Post 070413). 07/12/3). SOr 
M assachusaiis. CommonwoaHh of. ip. 43953:355-43953:357. 


6801970206 FOIA request hr documents re ends lo 6710)5 Hr to uM transmit! 
10 safely evaluation 8 environ assossmeni. 

QRABEhL. nub Goto. CD-U 3 - 07 -e 49 . 07/12/14. Division of Rules 8 Roco 
870413). Ip. 4394e:0$1-4394603l. 

880)070265 Paitlal respot^sd to FOIA raquesf (ot documerMs to 07)0)5 Ur U 
iransmiiling auppl to safety evaluation 8 environ assessmenl. 

QfliMSLE'f.D.H. Division of Rules & Records (Post 670413). 80/01/06. C 
NUSCorp. 2pp. 43946.032-43940.040. 

6601060020 FOIA request for NRC memos or documents showing cdcula 
studies which support denial of dovralions Iiom containment sump water 
tkm parameier In Heg Guide 1.97. 

CONNER.L. Doo-Search Associatea- 87/10/02. NRC • No Detailed Affi 
Ip. 43966:326-43966:326. 
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8801080039 Partsal fesponsa lo FOIA requesi fof docuTients App A dow'nents already 
evailabie in PDR Oocwmefiis filed m POR Foldei FO:A-8?-ai3 , 

GRiWSLEY.OH Omsw oI Rules & Records (Post 870413) 07/12/31. connoh.l 
Ooc-Sea/ch Assooeies. 2pp. 43968 337-43966 326. 

880111003a FOIA teqye^l fa all docomenls te aqreemenl of Caiun Erectrtc Pow« 
Cooperative.lric/Guil Stales Uiil tnlegreted transmission sys or any entlwsl review oi 

Gulf Stales or Rrrer Band etaaon from 680101 to . , _ . _ . . ^ 

RUDEBUSCH.T. Duncan. WeinOerg & Miller. RllOEBUSCH.T. Ca.un Ele^ Pow« 
Cooperaive. Inc. 07/11/12 BURNS.Al Justice, Oepl. ol, Attorney Generel. Olftce oi. 
3pp. 43972 284-43973 388. 

68011100$$ Responds to FOIA request lor documerts re Gulf Stales UBl8^.fltir& 
Bend Slaton.untte 1 4 2.Fofwards App A documents App A documenls 6*30 avaiF 
able in PDR One addi record undergoino review (or cTiSdosure daierrrlnaWift 
GfliMSLEVOH Dwsion of Rules 8 Records (Post 870413). 86/01/05 
PEMBROkIj 0. IXincan, Weinberg 4 M Her. 2pp 43972.287-43972:307. 


-8601110077 Expresses understanding ibal Gull Stales UWs Co intends i® WH 
CP.Forwanls listing ol smaller municipals 4 Inveslor-owned uHs that purchase bulk 

power t/om or may be atlecled by opera'jona of prospecLve applicant 

Rl/TBERQJ. Atomic Energy Commisson. 72/08/30. SAUNOEflSJ.J. Justce. Dept 
ol. 3pp. 43972 289 43972-291. 


-8801 1 1008$ Forwards application lor CP for R^er Bend Station, Uniie t 4 2 4 Into lor 
anitrusl re^ewjtpplicatiw submitted on 73060$ not accepted A under review per 
A£C rules to determine (t Mina cequlremen'.s met.W/q encts 
SHAPAR.HK. Alomtt Energy Commission 73/08/13 RlCHARDSON.E I . 
SAUNDERS, JJ Justice, Dept ol. Attorney General, Office ol. Ip. 43972-2d2- 
43972 292. 


8801120042 Final rosponso to FOIA requost lor documonis Documents re 
NRC-30-88-170 already avaHeb'o In PDR.App 0 document ro abstract of bids lor C<r 
trad NflC-36.80-l7D onci & plecod In POR 

CRIMSIEY.O.H Division ol Rulos 4 Records (Post 070413). NRC 39-88-170 
07. THC3MPSO?J,S. Tolos Carp. 4pp. 43092 120-43992:129. 

-8801120173 AbsUocl of b'ds lot Conliaci NRC-39-00-170. 

D£MAnCO.O. Division ol Contracts (Post 870413). NRC 30 00-170 87/10/28 eu 
43992:124-43902:120 

8801120045 Parlial response to FOIA icquost (or documorsls.Fopwaies App t 
doou.'nents.App D documenls being mado available m PDR.App E documents 
(ref FOIA Exemption 5) 

GHlMSLeY.D.H. Division of Rules & Records (Posi 870413) 08/01/07 ShOLLYsc 
M i<8 Tecfa'caf Associates 4pp 4399l:327-43992:t0i 

-8801120084 Advises that Subcommlloo cn Enoigy & Environ heard tesurnc.-r, cr 
860811 re HR 6102, "Nuclear Power Emergency Rosponso Data Sys Act of 1966 
Siaiemonts end 

KAVM£nER.C Oflico ol CongrosRlonal Affairs (pro 070413). 06/08/13. 2 £Ch ro^. 
ERTS.SEANrHAL Commissioners, ip. 43991:332-43091:364. 

-8801120171 Intorms that aulMor unablo'lo auund aubcomm uou hearing scheduieq 
870507 id vadous lagisiativo pioposaia. 

/tSSELSfINE.J.K. Commissioners B7/0S/06. UDALL.M K llouso ol Rep imenor 4 
Insular Affairs. 2M> 43991:356-43991 356 

-8881120188 lesUmony of LW Zocti before Houbo Subcommittoo cn Energy & Envucin 
on 670507 ro NRC lagisiativo proposols.Nucioar Power Emergency Respense Ca-j 
Sys Act el 1087 & western low-level radwasto disposal compact 
2ECH.LW Commissioners 87/05/07. 3Ppp. 43091:357.43092.027. 


-8601110100 Advises that i/'.il application for CP formally aueptedlnlo requesiad by 
any gerieral for ant-vusi review oncf.W/o end 

SlWPAfl H.J. Atomic Energy Commission A 73/09/27. RfCKAflOSON.EL. 
SAU-NOERSJJ. Justice. Dept ot. Attorney Geneial. Otfeo ol ip 43972203- 
43972 293. 


-8801120210 Discusses Rouse Subcommltloa on Energy & Envron 870507 hca.'.ngj 
on lour NRC legisisilvo proposals, Arlzono-Soulh Dakota compact & nuclea' emsrg«r'. 
cy response data sys bill. Witness lisi oncl. 

eRAroURNE.J. Congressional Alfaite. 87/05/11. ZGCH, ASSELSTINE, BERHTHAi 
C offlrrlsslonofa. Opp. 43902 028-43992:033 


-8801110164 Forwards CP for Unit 2 w/same anttrust conditions as lor Unt 1. 
RUTBERGJ Anbtmil Ohnsion 77/04/08. SAUNOERS.JJ. Justice. Dept of ip 
43972 296-43972;29$. 

-8101110170 CP for laplity.euthoming const of plant 
BOYO.R.S DMsIon of Project Management 77/03/2$. 9pp. 43972 298-43972:3(M. 

-8801110184 Notice el issuance of CPPfl 14$ & CPPR-146 to Guit Slates UMs Co (O' 
const ol two 6WR In West Paiidana Parish.lA 

VALQA.SA UghI Water Readers Brancna. 77/03/2$. 3pp. 43972305-43972307. 


-8801120307 "Repi Ol Special Commllloo Eslabtshod for Purpose ol Making Invesica 
Uon & Study to Pilgrim Nuclear Oonurafing Focil-ly as Plymeulh Unrlor Ptov.siors ;t 
Senate Order 2044 Adopted in 1086." 

* Massachusoils. Comrnonwoaim ol- 87/07/31. 23pp. 43902 034-43962064. 

-6801120345 Testimony ol LW Zoch boloro Ifouso Subcommilloo on Energy & Pomat 
on 871001 to Hfl.26(!3 (NRC Logisletivo Proposaiy, H R 1570 (Nuclear Power £,xe». 
gency Response Daia Sys Act oi 1087) 8 l-i.n.3025 (Appalachian Low Level Rj-} 
waste...} 

ZECH.LW. Commissioners. D7/10/01. lOpp. 43992.065-43092 002. 


-8801 f 1 0338 Forwards oirrent application lor CP lor flwer Bond Station. Uniis 18 2 8 
mio roqMsied by atty eanerai (o' antit/usi revfew.w/o encis. 

SnaP/(R.h.k. Aumic energy Commission. A. 73/12/28 80RK.R H. Justice. Oect. of. 
Attorney General, Office of. SAUNOERS.JJ Justice. Oepl of. ip 43971294- 
43672 294 

8801110447 FOIA reguesi for documents re (ormuiaoen ol 600 topics referred lo in 
SECY'77-561 8 documents that describe how original topics ra^uced lo SEP 137 
logics. 

CONNOR.L. Ooc-Search Associaies 87/12/07. GRiMStSY.OH. Division of Rules 8 
Records (Post 870413). ip. 43678 22S-43978.22S. 

8801110457 Final response 19 FOIA request lor documents ro SECy>77-$8l. No agency 
records subMO reguest located. 

GRIMSLEY.OH. Division of Rules 8 Records (Post 670413). 88/01/08 CONNOR L 
Doc-Sea/ch Assodaies. ip. 43678:22643978 228 

880 1 1 10468 FOIA request for documentation ol lechnicsl basis (or NRC denial ot devL 
ations from cenlainmeni sump water Instrumentation guidelines of Reg GiAde 1.97 
CONNOR.L Ooc-Search Aasoeiaies. 87/06/13. NRC - No Detailed Affinaiion Given 
tp. 43976 227 -43g7«.227. 


8801110475 Rnal response lo FOiA request (or documents No addI agency records 
have been located 

GRIMSLEY.DH Division Ol Rules 8 Records (Post 870413) 66/01/06 CONNORL 
Ooc-Search Assoctaies. Ip. 43976-22643976 228. 


6801110826 FOIA requesi for four caiegorles ol documenls re recent NRC nAa amend- 
ing i0CFfl5O.47 8 10CFR5O.APP £ concerning adequacy of ofisiie emergency ptan- 
idng when state 8/or loc^ govts decline lo parxicipele. 

BECAIR.R.R. Kirl^alnck 8 Lockhart 87/1 1/25. Federal Emergency Management 
Agency. 3pp. 43978 281-43978 263. ^ rnanoi^wmeni 

Responds to FOIA rer^sts lor documenls re recent NRC rule smendma 
10CFR50.47 8 lOCFRSOApp E. Forwards documents listed in App BApo A ilocu- 
ments alrea^ available in POR. 

GfliMSLEY.CJ.H. Division of Rules 8 Records (Post 6704131. 68/01/07 BELAIFLR R 
KtrVpatiicV a Lockhart 3pp. 43978 284-43978 305. ott/iiHM h, 

-8703190487 Requests FEMA review ol end final rule revising exercise tim‘nq prtoi in 
IcenslngOnty Iasi two sentences ol proposed niie revised lor clarity.Res^se re- 

:toR0AN,£.L Oly of Emawncy Preparedness 8 Engineering Response (£(850212- 
4397828743978'303'^^'*^^^ '^' &"®f90ncy MansgemenI Agenq^Spp 


-87120^7 Fcjwa/ds Rev 0 lo •'fea^ook Plan lor Massachuseils Communriles." 
consisting ol 10 vols,eflectJvs 870921 FEMA findings re wheitier end meets criteria nr 
^ 1 lo NUREQ-0654/FEMA flEP-1.Rev 1 requMl^ W/o enci 
CONGEL,F.J. ONialon ol Radiation Protection 8 Emeroenov Praoaradntws iPrui 


-8801130086 Discusses Subcommittoo on Energy 8 Powor 071091 heecnes on 
H.R.1S70 lo osisb’ish emergency response Ooia sys for nuclear reactors 8 H FT 2683 
re NRC legislative proposals NRC urged opprovai ol loglsiaiivu proposals 8 endorsed 
comped. 

SRAOeuRNEJ Congiossional AllelrS. 07/10/02 ZECH, nOQERTS. BERNTHA: 
Co.'nm-ss'onets. 19PP 43992 063-43992:101. 

8801130075 FuAher losponse to FOIA loquosi 1oi documenta ro Gull States UUs Co & 
leccity.App 8 decumonis evo’iabio in PDFi 

OfllMSl&a).H. Division ol Rules 8 Rocorils (Post 070413). 66/01/07 
PEMenOKEjO. Duncan. Weinberg 8 Miller. 2pp. 43002:133-43002.I37. 

8801120092 Final response lo FQlA roquosl lor documonts.Roquosied records re! rra: 
upon wiuch SECY-r7-58i lormulaied.Duo lo numerous reorganlaations 8 passage cl 
(Hnejxv 890106 lelCon.no oddi agency records sub] lo roquosl located 
GRIU5LEY.O.H. Division ol Rules 8 Rocqrds (Post 870413) 00/01/08 (^NNORl 
O oc-SearCh Associeios Ip 43992 130-43902:139- 

8801120203 Responds to FOIA requosl for documonisNo documenls sub] to request 
located 

GniMSLEY.O.H avision of Rules 8 Records (Post 070413). eO/Ot/06. OEVIC.MM 
Radiaiiofl Sterflizers. Inc. Ip 43992;I46-43002:146. 

8801120291 FOIA roriuosi for documonis ro all egoncy records 8 Inlo concerning Irsc 
Repi 906OO4O3/87-O3 on D7t020.noquOBt8 rosponso wilhin 10 working days. 
BAUMAN.L Government AccounloOlllty Projoef. 07/12/00. NRC - No Detailed A'^S- 
eUon Given. 2pp. 43092:143-43092:144. 


8801120309 PerWal rosponso 10 FOIA roquosl lor documonis re tnsp Repi 999004031 
97-03.App A documenls available In PDR. 

GfliMSLEY.O.H. Division of flu'ea 8 Records (Post 070413). 88/01/07. BAUMAN.L 
Oovemmenl Accounlabllity Project. 2pp. 43002:140-43992:142. 


8601130089 Thkieenlh partial rosponso lo FOIA roquosl for documents '( 

K lForwards App R documents Mp R & S documenta available In POR & LPDfi 
led in San Luis Obispo, CA App T documonis may be purcliasod from ANS* 
GRWSLEY.D H. Division ot RulOB & Records (Post 070413). 07/12/29. GAROE.B P 
Govemmoni AccounlaO'lity Ptojocl. 20pp. 44012:001-44027:270. 


-8801130102 Rev 2 lo "Procedure lor EalaONshlng Acceptance Criteria lor Anchor 
InslelaHvis.Oab’o Canyon Power Piani " 

NIEMI.T.E. Kellogg Co. >6/12/10. 16pp. 44012:023 44012-039. 


”W0H30111 Rev 1 lo Reg Guide 1.8, "Personnel Solocllon 8 Tre'ning." 

Othwol Standards Development, Director. 76/09/30. 2pp- 44072:040-44012041 


-8Wll30n7 Forwards guidel-nes wh'ch should serve lo support licensmg 
e^8o8.1eclinlcal positions 8 other actions requiring firm lochnical basis Stall expeci- 
«» toadapl guidelines lo nonl/cenaing work as appropriate. 

MARI1N.J.B. Region 5. Ole ol Iho Director. 83/07/16. Ren-'on 6. Ole ol the D-reeior 
3Spp. 44012:042-44012:076. 


*^•11**^*^ request (or name 8 phone number ql contreciinq oKlcat wlnric 


-8801130122 Rev 1 to Pfocodofo QAf-98, "Procedure for Inap of Existing Concrela ix- 
»n^ Anchois hi Hanger InsiaHallons^' 

PWfio Gas 8 Electric Co. 77/02/14. IBpp. 44012:077-14012:092. 

~®®®2130187 RevO to W-606, "Procedure lor Operating Nuclear Plant Mod." 
PerSncGBS&ElOclflC Co. 82/05/07. I3pp. 44012:005-44012.107. 
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-4(01130147 Procedure Change Noilces M3 lo Rev 1 lo OCP-17. “Ouel.ty’ Procedure 
lor (niUalioe ol Work.” 

• Howard P Foley Co. 63/11/09. <i0pp. 4-1012:lOO"l‘lOl2 165. 

•0(01 130169 Procedure Change Notice 1 to Rev i to HPr-E2, ''Procedure for fnsiara- 
lion 4 Oocumontatlon ol Fire Alarms, Cardox Sys. Deluge Sya & Smoko Ootoctota.” 
rav.slng cortdult insialletion.Relalod Into end. 

• Howard P. Foley Co. 83/04/08. 35pp. 44012:156-44012:lfl0. 

S801 130166 Rev 0 to Project Instruction PM 1. Plant Mod FoUowor.” 

• PdCiric Gas & Electric Co. 02/07/29. 9pp 440l2 191-44012 190. 

8(01130169 Rev 2 to Procedure lll-Q, "Procedure for Opotaling Nuclear Plant Med 
(QualiM.' 

' Pacific Gas & Electric Co. 03/11/02. 21pp. 44012 200 44012.220. 

880(130179 Rev 2 to Procedure 3 6 ON. ''Operating Nuclear Power Plant Oegiort 
Chanoos " 

• PacTfc GaaA Electric Co. 83/05/14. 3lpp. 44012 221-44012P51. 

8901 130191 Rev 3 to Oes‘gn Criteria Memo C-15. ''Design Crlleila lor Soism'c Roviow 
cl Class 1 E Elociricnl Raceway Supports at Diablo Canyon Power Plant.'' 

VAN M.K.. MCCALL, J.K., 0ErTlNGER,n.V. PocKic Gas & Electric Go. 03/03/23. 
37pp. 44012:285-44012 321. 

9901130210 Requests that Ole of Invostigailon followup on a'fogaiion ot latalhcatlon of 
welder c6rl.fical-ons at plonl.Arrangomenia lor siand'n alleged to bo mado through R 
Gerry .No details ova,labio tiom C N.Qborgor at prosunt. 

MENDONCA.M.M. NRC • No Dolailed Ariiliallon Given. 83/10/06. KIRSCH.D.F. NRC • 
No Oetalled Alfillailon Qlvon. 4pp. 44012:322-44012:33?. 

)90lf3l>322 Rov 1 lo Instruction 1-20, "Temporary Instructions lor Review of WoVa 
Associated w/P>pe AttachineiMs on PQ&E Code Class B,C,&,E' & Q.*' 

• Pacilic Gas & Electric Co. 83/00/14. 3pp. 44012:333-44012'335. 

^801I3I}227 Fp.'wards ulil responaa lo SSER 21, Horn 23 re qual flcallon of PtaimaA 
Power Products OC weld-ng inspnetora 

8CHUYLER.J.0. PqciIIc G^as & Electric Co. OCL-B4-002. 84/02/20. MARTlN,JO. 
Reg on 6, Ofe qI iho Oireclor. 4pp 44012 336-44012:339 

1801130232 Forwards drolls ol matt responding to SSER 21 a'Icgatians Ror)iilrod 
revlow process ccrriploto. 

HOCH.J B. Pacific Gas & Electric Co. 04/01/12. Region 5, Olo of the Ocfoclor. I8pp 
44012:340 44012:357, 

1(01130241 Requasta errata 10 enci SSER 2l.Paoo 2-l86.Aiiogatlon 82 Review Ol 
^ER 2 1 Indicated some lactural errors on markup o( Pago 2*l86. 

SCHOVIER.J.O Pocific Gas & Electric Co. DCL-04-022 84/01/20. WAR1IN.JD 
Regiort 5. Ofo b< the Otieetoi. 2pp. 44012:358-44012.359. 

601130967 Submits design & const siatus of Design Change Nonce DCO'EE-446 «o 
so-nfrot room ventilailon S prossurlraiion ays. Design 8 const comploin Ropair.iesiYto 
acLvItfos & roso'uilon scheduled to bo completed by 8402 15 
3CHUYl6R,J.O. Pac-fic Gas & Electtlo Co. xt-04.045. 64/02/07. MARTtM.J.8. 
Region 6. Ofc of Iba Director- fp- 44012 360-44012380 

601190303 Requests that util ovaiualo & rosolvo issues ro SSER 21. Al.'ogatK}rts 02 & 
>3 & welding symbology.Writion rosponso documonting ovafuacohs & 
Ind.ngB.tneludine rainsps or corraetlvo aciions.tocuirod as soon os poss-blo. 
<tRSCH.O.P. NRC • No Oeialiod Aflillaiion Qlvon. 84/02/06. HOCH.J.B. Pacific Gas & 
iiecIMC Co 16pp. 44013:001-44013:016. 

601130342 Forwards partial ro^onso lo quostions on SSER 21, Items 6t a t02 ro 
feslgo cortiroi process for plant. Ends 2 & 3 doseduo method lor closure ol cocnproiod 
vork 6 responds to quesiions ralsod at 6401 19 oxii Intervlew.respociivoiy. 
JCHUVLEH.J.O. Paollo Gas & ElOCirIC Co. DCL-04-068 04/02/17. WAniiN.J.fi. 
Region 6, Ofc of Ihe Dlroclor. 6pp. 44013:016 44013:039. 

801130364 Forwards suppi to 840215 response to SECY-84-81, (tems 71,73 & t03 ro 
-ate & too ot drugs a1 plant. 

>CHUYLER.J O. Raclflo Gae & Elecitic Co. DCL-84-074. 04/02/24 WARTINJ-O 
toglon 6. Ofc ol Iho Director. 7pp 44013:030-44013 042 

601130390 Forwards program doscripilon for HP Foloy Co qua'ity records ruviow & 
jrnovoc.tn resnenss lo quesllone raised by NRC a1 8401 19 owl (niorvlqw. 
;CHUYLEn.JO. Pacific Gas 4 Electric Co. DCL-84-000. 04/02/20 MARTIN.JB 
toglon 5. 0(c of the Dlroclor- f2pp. 44013:043-44013.054. 

SOI13041I Forwards Info re circumstances surrounding documenlohon of tr>sp of 
677 Nucloar Sves Corn audit ol Pullman Power Products Co.lncludmg droll map 
lepls 50-276/63-37 & 60-323/83-26.nelatod Info also end 

ilRCKS.W.J. Ofc of Iho Executive Director lor Operations. 84/03/01. Corrimfssiorfaro 
.eOOpp 44013:055-44027:278. 

101140136 Rev 2 lo Rog Guide 1.86, ‘'Collecllon.Storago & Maint of Nucloar Power 
fani OA Records." 

Office of Standards Dovelopmont. Dlroclor. 76/10/31. ?pp. 44012:093-44012.094. 

101140168 Rov TR-19 to Procoduro 3.6 ON. "Oporallng Nucloar Power PlnrH 
hanges." 

Psente Gas & Elecitic Co. 83/08/15. 33pp. 44012:262-44012.284. 

1130120 Rosponds lo 871117 appeal re don'al of Ihroo documonis In 87(108 lO- 
oonso lo FOIA request. Agency view lhal documonis sliould bo withheld 
jppoded Documents withheld (ref FOIA Exemption 5). 

HtLK.S J. Ofllce ol Iho Seerdtary ol \h© Commission. 00/01/08. 6AUMAN.L. Qowotrv 
eni Accountability Proiecl. Ip. 44005:321-44005:331. 

1130364 FOIA request lor documents re agroemont lor cooperallon bolwoon OS & 
puth Africa, Contract E 4914 3085 between EROA & South African Alonvc Ertorgy 
oard 8 trilaleral safeguard agreemoni between US, IAEA 8 South Africa. 

OKOENAJ<. Fund lor Peace (National Security Archive). 87-070S-NRC-002 67/(2/ 
). ROSINSON.L L Freedom ot Information 8 Privacy Acts Branch. 3pp. 44000:101' 
1098:153. 

1130369 Final response to FOIA request for documents. No agency records subj lo 
quest localed. Contact w/llsled agencies requeslod ra search for documonis. 
qiMSLEY.O.H. Division ol Rules 8 Records (Post 870413). 80/01/1 1. MOKOENA,K. 
ind for Peace (National Security Archive). Ip. 44008:184-44000:184. 


8801 130376 FOIA request lot documonis re iles'gn.insiat'ation & odm'nisuaiwa conuois 
for enatog trip sys installed at plant. 

SOnQl.O. Wassschusolts, Commonvrealih ol. fl7/09'28 GRiMSLEY.D.H Dtv:slon ol 
RiTes & Records (Post 070413) 2pp 44008:276-44008 277. 

8801 130365 Final response to FOIA roquoat.App o documanis.re proposfjd Tech Spec 
changes asaoclalod w/add iion ot analog tnp sys, onci & bo ng rnado available m 
POR. 

ORIM8LEY.O.H Division ol Rules & Records (Posi 8704(3) (8/01/11 SORQIO 
Massachusetts, Co'Tnr.enwoa'ih ol. 2pp. 44008 278-44008 283. 

— 669SIS0I61 Forwards SER on proposed Tech Spec changes associated w/addiilon ol 
analog trip sys.Proposod cha.'ioos lo Tech Specs accoplab’e.SALP mput also 
end.SER complelos action on TAC 60936. W/o ends. 

LAINAS.OC. Assistant Director for Technical Supporl (BWR). TAC 60938. 86/05/07. 
ZWOUNSKIJ. BWR Project D rocloralo 1. 4pp 44008:280-44008 203. 

6601130402 Partial response lo FOIA tequesl for documents ro matl false 
sielomanls App F documents wiihheld (ref FOIA Exemption 6). 

GfliMStEY.O.H D.v:slon of Roles & Records (Post 070413). 88/01/11. RADER.fl.M 
Oomor 8 Wsttorhahn. 7pp. 4400( 284-44008 291. 

(601 (30440 FOIA roauosi lor FEMA msUs re recently promulgaiod NRC rule amondir.a 
IOCFn5047(c) 8 l5CFn50.App E 

INQE0HETSON.C. Hunion 8 Wil'lams. 87/12/tS. KEENER.L. Federal Emergency 
Managomonl Agency 2pp. 44006:114-441)09:1 16 

6601130445 Partial rosponso to FOIA request lor documonis.Oocuments re NRC ni'e 
amending lOCFRSOA? 8 tOCFRSO.App E ava.labie in POR l.n Folder FOiA 87- 
(23.undor namo ol Bola'r W/o staled oncis. 

Gl)lMSLEY.OH Division of Rulos & Records (Post 070413] 88/01/11 

INOE6RETSON.C. Hunion 8 WiHlams ip 4400(:1l6-14Q08:lte. 

6601140053 FOIA roquost for two hearing Irenscilpls. 

WILllAMS,OQ JRA Associates OGW-07'(23-DQ 67/12/(1. CflIMSLEY.DH Oivl- 
eionolRutos 8 Rocords (Post 870413). 2pp. 44033:120-44033:121 

060I1400SO Panal response to FOIA roq-josi (or hearing irar.scrip!. App A Jocumonts 
enci 8 a.'so awaCahlo In PDR 

GniMSLEyj)H. Division of Rules & Records (Post (704(3) 83/01/(1. 

WILIIAMS.OQ JRA AssociatoB. 3pp 44033:122-44033.144. 

-6601140064 Transcript 01840321 hoBtIr.o In FortWoith.TX.Pp 11,318- 11,336. 

* AlOfflY: Sototy and Licensing Boaid Pane). 04/03/21- 20pp. 44033:125-44033:144. 

6601140069 PartiQl losponse lo FOlAioquosi lor documenls.'nciudi.ng evafuailon criteria 
(or uni ofWio Forwards App 0 documonis App D documents also available in 
POR App £ documcml loisily withheld Iroi FOiA tuompllon 5). 

ORIMSlEY.o.H. Division of Rulos & Recoide (Post 070413). 88/01/11. BELAIR.R.R. 
Kfikpaidck 8 Lockhart. 5pp. 44031:276.44032:1 10. 

-6711160420 Advises thsi NRR wou'd like to bifel CFIOR on end proposed «voluai>on 
cmeiia ic uU tased olfsiie smeioenty ^ans. Coniiirris uoposod meotinn on 87 1 1 1 2. 
MURLEYJE Oliico Of NuCoo' Rsscior Rqguieion, D.iocloi (Posi 670411). 87/11/ 
05. JOn0AN,E.L. Commliiee lo Review (jonoric Requiromenis. 2pp. 44031'283- 
44031:319- 

-871(100506 Svbmlie modified agenda for CRQR Meoilng 104 oa 87fUa In 
Oothosdo.MO re review ol proposed amends ic 10CFR2I 8 pronosod ovoluaiion cNie- 
Ik) lot review ol oils lo response organ-roiion emergency plons.W/o end. 

JOnOAN.E.L. Commiiioo IP Review Generic Requirements. 07/11/06. 
OEnNEnO.R.M Oif-'co el Nucioai Maional Salety 8 SafOQuards,Oirocler. 2pp 
69072 18260072 217. 

-671(110014 Fprwe'ds FEMA/NRC lask group Bub| ovaluoi'On criloita lor ulil Qlfsito 
ons & mforms of request lor pub'icoilon In FR lor commoni as proposed App e lo 
UREO0654/FEMA REM, RoV 1. 

CONOEL.FJ. Division ol Radiation Proloclion 8 Emergency Preparedness (Post 
070411) 07/ll/l>2. 5TELL0.V. Ofc of the ExocuHvo Cirecior lor Operations 
MURLEY.T.E.. SNIE2EK,J.H. Ofl'co of Nucloar Raaclor Roguiolion, Diroclor (Post 
(70411). Ip 44031 320 44031:354 

-6(9(140097 rwvBids NRR "Evaluation Cnlena (or UiH Otfsilo Plans'* a'ong w/con- 
cepl piece by FEMA/NRC task group. NoTca ol ava.iabiiily lor commoni 8 inlonm use 
should bo In TR by 071 l20 EOOdai.'y highlight 8 lask forcoinfo oncl.W/o pfoco 
CONGEt.FJ Division ol Radiation Prolecilon 8 Emergency Preparedness (Posi 
070411) 87/11/16. Rog'on |, Olc of Iho Diroclor. Epp. 44031 355-44032 033. 

-dBOHAOtm /Vdvises lhal diotl ''Concern ol Ul'it Olfsilo Plannlrg Evaluaiton Cfiiena," & 
"Evaluabon Cnlorle lor Ulil OffsTo Plans" reviewed Cominonis piovictad cn onci 
merkod-tn cqp.'e8.Cnlorla must aitdiess response organirallon. 

BORES, G NRC • Mo Dotalcd Alfiliai'on Qtvan. 67/11/17. BELLAMY, R. NRC • No Do- 
loi'od MKiabon Given Ip 44032 034-44032:118 

9601140074 FOIA request tor a'l reco'ds of corrospondenco botwoen Depi of Labor 8 
line ro (m/rtgmenllng.mod fylrtg or amending eeioemont In 821203 PR.Vol 47.Numbor 
233 cencemtig MOU bolwoon NRC 8 Dopt of Labor on empfoyoo proiccl'onFR end. 
BAUMAN, L- Oovetnmoni Accouniabi'ity fmojocl. 87/11/25. NRC - No UetailecI Alfi'l- 
ataon Qlvoa 3pp. 44Q32.2B2-44Q32 284. 

(6011400(4 Parllal rosponso lo FOIA requosl ro MOU bolwoon NRC 8 Oopi of 
U^r.Foryrards App 6 documents Anpa A 8 B documents available In POR App C 
doewnems foialiy withheld (ref FOIA Exempli on 6). 

ORIMSLEYAH. Division of Rules 8 Rocords (Posi 070413). 00/01/11. 0AUMAN.L 
Government Accouniabi'ity Project 5pp. 44032:205-44032:358. 

-62I>3I20370 Noliliea of status of (20222 rfraft memo of undsrslanding w/Oopt ol 
Labor re oowioyoe prelection. No problems aniicipaiod. 

OEYOUNO.H.C. Olc of Inspection 8 EnforcamenI, Diroclor (820201 (70413). 82/02/ 
25 OIRCKS.W.J. OlO of Iho Executive Director for Oporalions 2pp. 44032:290- 
44032:29). 

-860114(090 Fonvards MOU between Oopi of L^bor 8 NRC ro employee 
prolo^n Agreements becomes offecilve on date signod by both parlies. Documents 
should be iransmlitod loW Oiler ol Dopt ot Labor. 

LIEeEnMAN.J. Ofc ol Inspection 8 Enlorcemeni, Oireclor (820201-670413). 82/07/ 
30. DONOQHUE.C.S. Labor. Dept- ol. 3pp. 44032:292-44032.-294. 



-8601140104 Forvita'cls d’alt wotkit^O arreneeTonis l&r ■T.p'o.'nofitstKn ol MOU be- 
tween NflC & DepI ol Labor for slgnalora A comments. 

SNIE2EK,J H. Ofc of Inspeclon 8 En'orcofitent, Orecior (820201-870413). 83/03/31. 
OTTEft.W.M. UbOf. Oepl Of. t2pp 44032 296-44032;32l. 

-8801140119 Advises lhai meei ng ca'iod to d scuss Ofc of fnspecior & Audiior rev^ 
ol agency handling ot Parks alfegailons of discrimination at plant FR nol'coJtr u> ail 
licensees, perrittees.applica.n(a & venders encICoTmonts due B4081O. 

AXELnAD.J.A. F.nforcemont Sialf, IE (Pro 870413) B4/07/31. LlEBERMlAN.J. Office 
of the Executive Legal Oireclor (Pro 860701). LEVl.n. Offica ol the General Cournot 
HAYES.B. Office of InvostigallOns l7pp 44032 322-44032.338. 

-6801140130 Forwards memo dcrir'ng specific changes m Oepi ol Lebot wNsUebfowo* 
procodjre.Author believes mere will be no majcr elfocl epon rolotionship w/Oepi ol 
Labor a NRC. 

HAVES, O.B. Ofl'ce ol Invest gallons £9/06/06 Office of Invesligatlons ip 
44032:339 44032 339. 

-6801140124 Sammatv ol £70112 moef.ng w/Oopt of Labor re NRC moasuies to pre- 
vent unau'horised disclosures of info Irons OepI ot Labor repts.Relstod irilo«rcl 
HOLLER, E. Enlo/cemont Siall. IE (Pro 070413) 87/02/10. En'oicamenl Stall. IE (Pre 
870413). 19pp. 44032:340-44032.358. 

8801 140 104 FOlA request lor docomonis ro lOCFRSO App 6 requirements 
CONiS'OR.L. Ooc-Search Associates £7/10/23 GR'MSLEV.OH (Xvision ol Rules 8 
Records (Post 870413). GpP- 44091:319-44091 320. 

8801140118 Pemal response ic FOlA request lor documcnis.ForAerrts App E docurrent 
re Atchison l.nvesilgaron App E doctimoni placod n POR.Roco.'ds subj to requo&i re- 
torted to another Federal agancy.App F documer.fs wiihhald (icI FOM Exorrptiort S). 
GRIMSLEY.OH Oivfson ol Rules 8 Records (Posi £70413) 88/Ot/ll QAUMAN.L 
GcvornT.enl Accounlab.'iVy ProjStV 5pp. 44033018-44033 025. 

-8801140127 Responds to K Udali £30313 Hr roquosHng docurr.onis ro Atchison 
Investigaiio.n Forwards only avai'able rept result ng from Reg'on IV invosiigauan cen 
tiuclocTby O Orlskir 8 lire received for Oopl of Labor.W/o enc's 
HERR.RK. Otiico ol Investigei.or.s £3/09/21 HAYES.BQ. Office ol investigations 
ip. 44033.029 44033 029. 

8601141)163 Partial response to FOlA roquoai lor documenla ro lOCFRSO. App B 
raquiroments.App A 8 C docurrients avsrsb'Q iri PGR App B docurrent withtio'd (ref 
FOlA Exemption 7). 

GRIMSLEY.O H Division ol Rules & Records (Post £70413} 88/01/11 CONKOR.L 
Ooc-Search Assoclaies. SpO- 44C91 321-44091:326. 

-8fi0ll4Q41& Package cons -sting ol chronology ol TVA me<iiir.Qs& Itts to HRC. 

• Ooc-Search Assoc'alas, 88/01/11, Ip. 44091:326-44091 -aie. 

6601140169 FOlA lequasi for doeumonla ro RF Warmcli 870603 hr lo WG CounM re 
Counsll 070COS 8 0713 lira 8 reasons addt Into neadad on itams 6 8 C of oonco of 
doviefion from ln«p Repis 60'44S/80-26 8 59-446/86-22. 

BAUMAN, L Government Accountah-iity Pro;oci 87/09/id. NRC ■ No Ootaied Afh'i 
atiQn Given 2pp. 44033 216-44033 216 

8801140161 AfpeO'O (lenlat ql FOlArecuost (or dooumoma reRF Wam'cK 070003 IV to 
WG Couna:i,VvQ Counsil870805 & 0713 itrs 8 reasons addi inlo needed on lioma 8 8 
C of noi-ce of devfallon Irom Insp Ropis 90-449/66 28 8 90-446/88-22. 

BAuMAN.L. Govornmani Accouniabity P/oIool 87/12/tO. STELLO.V Ofc of (ha Ex- 
ecutive Oi'ractoi 10/ Operations, ip 44033:2i4-44033:2i4 

6601140172 Final response to FOlA roguosi & appeal for documonis ro iiams Irorn frtsp 
Rapis 90-446/68 2e 8 S0-446/8e-22.App A oocumonts avaHab'o m POR.N0 further 
eclioA being lavon on 871210 appeal Hr. 

QRIMSlEY. 0. Oivlsloii ol Rules 8 Records (Post 870413). d6/0>/M. BAUMAN.l 
O oweinmonl Accountability Prc|eci 2pp. 44033:217-44033 216 

-6801140180 Forwards appeal lor lack of response 10 FOlA'e7-933 due 10 FOlA 
Branch awating action oy ofc Response to roquosi should be provided wilh tt flvo 
days 

ROBINSON.L Freedom ol Information 8 Privacy Ads Branch 67/12/16. SIMMS.M. 
Ofc of Spec-al Projects Ip. 44033 219-44033 219 

6601140278 FQIA request lor documents re NRC senior mgi team S904I8 moolutg on 
TVA 

CONNOn.L Ooc-Saarch Assoc'aies. 87/11/12. GfliMSLEY.OH NRC • No OoieBod 
AflHlaifon Given. Ip. 44031:228-44031:228. 

6801140282 Final response Ic FOiA request for plant ATWS documents Forwoeds tops 
F 8 Q docurronls.Documsnls also available In POR 8 being placed m LPDR m 
Plymoulh.MA App Q documents pa/tlsHy wilhhe'd (ref FOlA Exempllon 6) 
GRIMSLEY.O.H. Division of Rules 8 Records (Post 670413). 68/01/11 SORGLO- 
Msssechusetls, Commonwealih of. 6pp. 44032:139-44032:279. 

-8801140290 416'4208-HKf ''Proposal ATY/S Recirculation Pump Trip (ATWS- 
RPTI.PlIcrim." 

’ General Electric Co. 70/03/31. 14pp 44032:146-44032:159. 

—8801140397 Revised Nuclear Operations Procedure Manual NOP6391, "Conduci of 
Operaifons." Related Info end. 

HOV/ARD.J.E., HARRINGTON.W O. Boston Edison Co. 03/06/17 23pp. 44032;l/5. 
44032:279. 

6801140265 Final response to FOlA request for docurr.enls Records re request behsg 
addressed in response to previous request under FOIA-67-744. 

QR/MSLEY.OH. Division of Rules & Records (Post £70413) 60/01/12 CONNOR.L 
Doc-Search Assoclaies. ip. 4403t:229 44031:229. 

6801140303 FOlA request for documenle le requests for componsailon from Delns/va 
Power 8 Light Co or other public utils In connection w/shuldcwn of Poach Boilom 

C ower plant. 

EWIS.O.B. Lewis, O.B. 87/12/18. NRC • No Oolailed Affi'leDon Onreti. Ip. 
44033.006-44033:006. 

8801140300 Final response (0 FOlA request for documents No agency recorefe subj to 
request located. 

GBIMSLEY,D.H. OWiston ot Rules & Records (Post £70413). 88/01/12. LEVilS.O.B. 
Lm^S. D.B. 1p. 44033:007-44033:007. 


8801140316 FOlA request tor documums ro NRC sonioi mgi loam 860416 rreetlnors 

TVA. 

(^NN^.L. Ooc-Search Associates £7/12/16 GRIMSLEY.O H. NRC - No O&iai'ad 
AHlaLenG.von ip 44031. 123-4403t:t2.1 

8601140327 Final response lo FOlA request for documents. Records ro request being 
addressed lo respenso lo previous request under rOiA-87-744. 

GRIMSLEY.D.H. O.vislon of Ru'os 8 Records (Post 070413) 86/01/12. CONNOR.L 
Ooc-Sosrch Associates. Ip 44031:124-44031:124. 

8601140394 FO'A request fo.' documents re M Myers UG0410 correspondence w/NRC 
Ofc ol Invosl gallon. 

CONNOR.L Ooc-Search Associo'es £7/12/16. CHIMSLEV.D.H. Orvis'en ol Rutest 
RoeotdsfPosI 070413) lp 44031050-44031:059. 

8601140398 r.na1 response to FOlA request for documents. No agency records subjoci 
lo requesl located. 

ORiMSLf.v,O.H. Division of Ru'os 8 Records (Posl 070413) 80/01/12 CONNOR L 
Ooc-Saarch Assoc'aies Ip 44031.060-44031.060 

8801 1S0047 Appeals don al ol FOlA ror-uosi for documents ro RF Warn ck £70302 Hr to 
V/G Counsll lofward-ng insp Ropis ?i 4flS/87-ii 8 SO-446/07-09 on B706&5 07Ci7. 
OADMAN.L. Governrroni Accounia..:i N Pro.oci 67/12/10. STELLO.V. Ofc of tha Ex 
ocuUvo Oirecio' (or Operations ip. 44(j40.007'44049.aQ7. 

6001160070 F.nei response 10 appeal of dorval ol FQiA request (or documonfs re 
p'ani.App A documonfs availoble In POR. No furtho.' acilon being taken on appeal Hr 
dtd87t2l0. 

GniMSLEY.O.H O.vWon ol Rules 8 Records (Posi 070413). 00/01/11 BAUMAN.L 
aovemmant Accountabi'ity Projoct 2pp 44040.01)0-44049.000. 

-8601160083 Forwards appoal lor lack of responso to FOlA 07-634 Rosponeo request 
ed within 5 days of memo receipt 

ROBlNSON.l.. Freedom of Information 8 Privacy Acis Branch. 87/12/16 SIMMS.M. 
Ole ol Special Pro|ocis. ip. 44040 090-44049 09(7. 

8801160094 FOlA roquasl loi ail agoncy records A inlo in connecticn w/RF We/nick 
870902 Ilf (0 WG couns i forwarding insp Rapts 50-445/07-11 8 50 446/07-09 0* 
870605 0707. 

BAUMAll.L Qovornmeni Accounlabil ty Pro;eci. 07/0D/16. NRC - No Detailed AiV- 
aiion Given 2pp. 44049.091-44049:092. 

6801160226 Fmoi losponse to FOlA roQuesiApp H documents re correction to Ofc cl 
uvspector & Aud,io( roai end 8 being mode available in PUR. 

GRIMSLEY.OH. O.visbn of Rules 8 Records (Post 0704(3). £8/01/13 BAUMAN.l. 
Ooverrmont AccOuniaU lity Projeci. 2pp. 44030.001-44030:00'/- 

-6601160239 Forwards coircclipns 10 Oic Of Inspectcr 8 Auditor rapt, “Aliagai'ens of 
M'seonouct by Regitin IV W/flospoci to Comanche Peak Steam Electric Slallon," *«• 
warded by Chairman Zoch 661210 Itr. Changes do not elfocl rept conclui'ons. 
KAMMERER.C. OHiceot Congressional Alla rs (P'O 070413). 87/01/09. MARKEY.EJ. 
House ef Rep. Enorgy i Ccmmoice. 3pp. 44038.005 44038.007. 

66011M0$2 Final response 10 FOlA requusi for documents ro SAFETEAM 
pr^ram.Forwards I 8 J documents App h 8 I documents aveileblo m PDR.Oihor 
records available in PDR.App j documents paniaily Withheld (rei POIA Exempllon 6). 
ORIVSIEY.O.H. Division of Ruius & Records (Post 670413). 88/01/12. MAXWELL.O 
Cosmos B/oadcaslIng Corp. 5pp. 44053:t08-440S3.272. 

-8601 190069 inlcrms that do unable to respond to 860505 request for invesl'gai.No as- 
elalafico w roview ol Comanche Peak SAPETEAM program due to losouroa liH'ia' 
LO«S 

HERR.RK. Region 4. (Die ol the Director. 06/05/06. MARTIN.R. Region 4, Ofc ol ibe 
Director. Ip 44093:115-44053:1 IS 

-8801190073 "SAFETEAM Program Instruction Manual." W/070120 Hr 8 relaiod in'o, 
OUTHRlE.ll- Houston Lighting & Power Co 07/01/20 l3lpp. 44053:1 16-44063 245. 

—8801190099 Rev 4 to "SAFETEAM Program Instruction Manual," including Rev 3 13 
Isbto of conlonie 8 Rev 1 to Paflos 2-5 of ST-1 1, "Preliminary Concern Review (PCfl) 
Progrem" W/&70223 Ur 8 lelaiod into 

GUTHfllE.I L. Houston Lighting 8 Power Co. 07/02/2.3. 12pp. 44053:2-'1B-44053:257. 

—8801190107 Markod'up roviow of plant SAFETEAM Insp activities Region IV expects 
(0 oxeojla at Comanche Peak-Relatod inlo to Hope Creek SAFETEAM pragtam end. 
OENiSE.RP Region 4, Ofc of the Director. 80/01/12. TAYLOfl.J.M., NOO.NAM.V. 
NRC • No Doiailod Allil'ation Given. I6pp. 44053:258-44053:272. 

8801190170 FOlA request lor documents ro US supply ol enriched U lo South African 
Salen l nuclear research reactor betwoon 1670 8 1902. 

MOKOENA.K. Fund for Peace (National Security Archive). 07-t069-NRC-003 07/12/ 
14 n^tNSON.LL. Freedom of Information 8 Privacy Acts Branch. 3pp. 44006 296- 
44066:260. 

6601190171 Partial response lo FOlA request tor documents. App B documents enci & 
avaiable ki PDR.App A documoiils already available in POR. 

GRIMSIEY.O-H. OivlBloh of Rules 8 Records (Post 870413). 80/01/12. MOKOENAK- 
Fund for Peace (National Security Archive). 3pp. 44066 261-44066:265. 

—8601 100296 Package consisting of handwrillon note re conversailon w/ S Weaver & 
handwritten note ro application on file from S Weaver. 

* AfMetlon Not Assigned. 79/12/20. 2pp. 44066:264-44066:265. 

9801190176 FOlA request (or documonfs ro Impact ol nitrate in groundwater near pie'll 
as i^scussod In NUnEQ-ti57, "Environ Assessmont," for renewal of License SUB- 
1010 did Aug 1965. 

OCERINWATER Native Americans lor a Clean Environment. 07/ f 1/29 ROBINSON.L. 
NRC - No Oeta'ied Affi-'iaiion Given, tp. 44055:321-44095:321. 

BBOI190190 Partial response lo FQIA requesl for documents re facility. Foiwards AppB 
documenls App A & B documents available In POR. 

GRtMSLEY.DM Hivlsion ol Ruiea & Recotda (Posl 870413) 68/01/13. GEER IM 
WATER Native Amoncans .... ' ''man Environment. 4pp. 44055:322-44055:362. 
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190213 Forwaids asses^rr.om o1 NHC topi, “Grounilwalet tot Soquoyati 

I Faci' ty " per Amend 15 to License oUQ-lOlO. Cuireni monltodng proBrany 
• f.Ameno lo URC progrom unnoceasary.Flguro i fo ralLnale Iortili 2 or piogram 

JTER.J C. Sequoyah Fuels Corp (subs of Korr-McCeo Nuclear Corp ). 678A. 67/ 
3. BOUSE, LC Olllce of Nucloar Meleiial Safety & SalagunrOs.Orbclo/. 27pp. 
5-32d-'14055:352 

0195 FOIA request for all documenie ro plant, including Items/ moth discovorud 
ileved from Coffey County.KS fandfdl. 

‘ffENS.S NVc-oar Awo'onoss Network. 07/12/09 GniMSLeY,0. NRC • No Do- 
Aff,' afion Given 2pp •14055 292-44055:293. 

0200 Partial response to FOIA roquosi for documonia re p'ani Forwards App B 
Tionh Apps A & □ documonia available in POP 

ISLF.V.D.H. Division Of Rules & Records (Post 070413). 08/01/14. STEPHENS.S 
lar Awareness Network. 3pp. 44055:294-44055:300. 

9021 1 Press release d scussing discovery of approx 0.41 uD of radioactivo mall 
hs.nia smoke detector at Coffey County.KS landfill Roloasn of trash matt stopped 
ng Tvesi gation Rolalod articios enci 

H.R. Wolf Creek Nuclear Operating Corp. 07/11/16. 4pp. 44055;207-44055:300. 


— 8601200088 Advises that SECY QO-iA, "Status of Staff Act ona on TVA," forwarded lo 
H Myera of Houso Interior Cen.TCteo Slaff. 

KAMMEREB.C. Office of Congiessional Affa.re (pro 870413). 80/02/06. PALLAD.'NO. 
nOBEBTS, ASSELSTINE Cemmisslonera ip. 44081 137-44081:137. 


-8601200091 Forwards SECY 80-1A on NRC actions re TVA.pei Interior ComT.iitea 
staff roquest.Withholdieg of document fro.*!! publ’C ro'oaso requosted W/o onci 
KAMMERER,C. Office of Congressional Aflairs (pr© 070413). 66/02/08. UDALL.W K. 
Rouse of Rop.. lniat<o/& Insu'ar Affairs Ip. 44031:138-44831:138 


-8801208095 Adv.sos lhai Ofe of Confirosslonol Affa ra p'ans to forward Uanscr-pt of 
060307 ctosod Comm'sslon meeting on IVA to Interior Commilleo cn 860213 per If 
Myer rciua3l.i)f4e9S ofhotwiso advised by Co.mmfsslori. 

KAMMEnEn.C. OI/.C0 of Congressional Affairs toco 370413) 88/02/10. PALLAOiNO. 
ROBEBTS. ASSELSTiNE Comrrlsslor.ors. ip. 44081:139-44681:139. 


—8801200009 Advises lhal Ofc o! Congressional Affairs p'ans to forward Irenscrpt of 
660606 dosed Commission rooting on TVA to intorior Comm.lltoe sialf on 
66C6l0.por H MyOrs reqtast. 

KAMMEnEn.C. Office of Congressio-nsl Affara (pro 370413) 86/06/09. PALLADNO, 
ROBERTS. ASSECSTtNE Commlsslonaia lg 44081.140 44061:140. 


0339 FOIA request lor ell documents ro S McNelly.O Wooiherford. J Rog'sior.ST 
ter & L Price. 

NEY.C.W. Troutman, Senders. Lockormnn & Ashmore. 36/02/14 

SlEY.O.H NRC • No Ooiellad Allillallon Given, tp 44055:170-44055:170. 

3260 Final losponso to FOIA reuuOSl.Addl tecorda sub] to requost tdonlifiod ti 
.nses to FO)A 86-43 & FOIA 86 A-14Q under name of Fowler. Forwoids Ajip A 
nortsApp A also available In POR.App Q documanta wllhhofd (rol FOIA Exomp- 

klEY.OH. Division of Rulos & Rocoida (Post 070413) 06/01/12. 
NEY.C.W. Troutman, Sanders, Lockorman 6 Ashmore. 4pp. 4405&.18l>- 
i 160. 

90285 Forwards index Oi documonU >0 FOtA-86-43. 

lE.J Y. RoQion 2, Ofc of Iho O.reclor 86/04/03 SCHOFIELD, P. Office of tnvosil- 
>3. 7pp. 44055:104-44055:190. 


-6801206106 FcMwo/ds TVA ompinyeo concorna apodal program ropl. "Heat Code as 
Ro Mall Coning " Info provided by Houso (nierior Commilleo stall 
KAMMEREB.C. OllfCO Of Congross.onal Affairs (pre 870413) 86/09/23. 2ECH. ROB- 
ERTS. ASSELSTINE Cornm s^onors. 27pp. 4408 1:141*44061:107. 

—8801206316 Requosia end H Ihorpson B6092G memo to Asseisl'ne, ccnsisiing of 
NRC proposed response lo Dingoll 660708 Hr, bo transmitted lo H Moyor as soon es 
possiMo.per 060029 lo’con W/o encI 

AUSTIN.J. Crwimlssonors 86/09/29. CO.MDS.F. Commissonora. ip. 44081:106- 
44001:168 


-6801200122 Advisos ihat end TVA memo provided by tfojse Interior Ccmmllloo ma- 
lonty aiall for NRC con8lderat>onW/ochcL 

KAMMERER.C Office of Congrossonal Aflairs (pro 870413) 03/06/30. 2ECH, ROB- 
ERTS. ASSELSTINE Commsslono/s. Ip. 44031.169-44061:139. 


1274 Pmiial response lo FOIA roquosi lor documents ro Ofc of inspocior i 
If 861203 ropl rovlow Forwards App A document. Oocumoni also ova table m 

SLEV.O.H. Division ol Rules & Records (Post 070413). OOfOW14 COHHOR.L. 
earch Associates. 3pp. 440S3.354-44053 350. 

>0262 Forwards Ofc ol Inapector & Auditor ropl.noclpioni stiou'd review & con* 
/V SlaHo whan proparod to diousa conclusions & avaiusHon of need for corfoc- 
:i'OrS.W/oancl. 

I,T.A. Ofc ol the Exoculivo OIroclor far Oporailons. 86/12/03 MARTfN.R. 
-14,0(0 01 the Oicoclor tp. 44053.358-44053:350. 

iOI7 FOIA roquosi for documonis lo NRC Sorlor Mgi Team rof In Commission 
2 meeting briofing on TVA In Washington, DC info includes all documents load- 
< lo formation ol Team & documonis rocolvod or proparod up to & inciu^ng 

OR.L. Ooc-Soarch Associates. 37/10/23. ORlMSLEY.O.H. NRC • No UotaKod 
I0.1 Qlvon. Ip. 44001:290-44031'200. 

021 Partial rosponso lo FOIA roquosi for documonis Forwards App A & D 
lanis.App A documonis also availobto in PDR App B documonis naiusTy wiiii- 
ol FOiA Exemption 6) & App C documents comptoioly wliiihofd ^ol FOIA Ek- 
ms 6 S 7). 

3LEY.O.H. Division of Ru'os & Records (Post 070413). 80/01/13 CONNOn.L. 
sarch Associates. 7pp. 44001:291-44031:321. 

•0027 Rocommonds ossosslng NRC ociivllloa ro TVA lessons learned tlirougb 
oration of Ofc ol Inspocior & Auditor eudHs, Son'or Mgl Team Input S C<^ 
'•an OingefI Invosllgation by 06l03l .Ro)aled Info enci- 

L W- Commissioners. 66/09/04. STELLO.V. Ofc of fhe Exocuiive OIroclor for 
ions. 4pp. 4400I;290-440B1:30I. 

6033 Partially doloted momo ro summary ol Sonior Mgl Toam meetings on 
) & 22 addeo on 660912 & 1003,raspoctlvoly, lo TVA brioling book liohlnd Tab 

R.M.A. NRC • No Dota-lod AllilioHon Glvon. 06/10/03. 2ECH Commlssionors. 
)ai:302-44081:302. 

0036 Partially deletod momo ro summary ol 661006 & 10 Senior Mgl Team 
gs addod toTi/A status nolebooK bohlnd Tab A. Propcisod agenda tor 090106 
□.eadlally withheld viewgrophs & 030410,0522 & 0906 tnaollng adondae oncl. 
4.MA. NRC • No Dote led Affiliation Given. 06/l(}/2l. 2ECI-I Commlss/onors 
14031:303 44001:321. 

)S1 FOIA roquosi tor documonis explolnlng.clanlylng or Inlorprotlng pluaso *'un* 
id selety quostfon," particularly guloanco prepared by NRC.EDO or Ofc of Oon- 
unsel. 

:RSKI.J. Troutman, Sandois, Lockorman & Ashmoro. 07/11/18. 
LEY.OH. Division ol Rules S Records (Post 070413). 2pp, 44081:322- 


165 Penial response to FOIA roquosi lor dociimenis re Inlerprotellon of 
50.69{c]. Forwards /^p B document. App A & B documents available In 
(Qcis aUentlociio tQCFR50.53. 

I.EY,D.H. Division of Rules & Records (Post 070413). 88/01/14. 
RSKI.J- Troutman, Senders. Lockorman & AStimoro. 3pp. 44081:324* 
)33. 

)056 Package consisting ol draft 10CFR60.60, "Changes fo 
s.Procedures & Tests (or Expsrimonta)." 

• No Detailed Affiliation Given. 76/06/Ot. 7pp. 44001:327-44061:333. 


-6601206126 AdwMs lhal H Oenlpn & J Toylor wl I meet w/H Myers (fniorior Commit- 
tee) & 0 Cnspm 8 P Stockton (Energy & Commerce Commliloo) on 061104 le hoa' 
Commiieo slefi views on TVA compLenco w/l0CFR60.App B cri(oris. 

K/VMMERER.C. Offico Of ConnressionBi Alloire (pro 870413). 60/10/91. ZECH, ROB- 
EATS. ASSELSTINE Comm ssionots ip. 44031:178-44831:170 

-6661268131 Si/mmery of 081104 moeing w/maioMy sieifs ol Commilleo on Interior & 
Insular Affairs £ Subcommiitoo on Ovcsighi & invost-oationa of Com.miiiee on Energy 
SCommorco re Congrossionol sleii views on TVA compliance w/ 1 OCFRSO, App B. 
KAMMERER.C OfPeo of Congross'oral Allotts (mo 070413) 09/11/12. ZEC^H, RQQ- 
EATS, ASSELSTINE Comn-Jssioneis ip 44081; 17 l-4400l:(71. 

-6601200140 Noiif-CQFon of 061216 incoing w/TVA,H Myer of Houso Inlorlor Co.'nmlP 
tee sieli 6 mombers of Subcommiltee on Oveielghi & Invostigaiions ol 00.411/111190 on 
Energy & Commerco re TVA Issues es coniinuahon ol 301 104 mooiing. 
KAMMERER.C. Olfico Of Connressiono’ Affairs (pro 670413). 66/12/12. ZECH. ROQ- 
ERTS. ASSELSTINE Cotwr.lssionots. tp. 44081 .r72-440Qt:{?2. 

-6601200164 Foiwa'dsCongroBSionel staff repi ro TVA OA program at plant. 
KAMMERER.C. Ofnee of Congrosslonsl Alla ra (pro 670413). 83/12/i6. ZECH, ROB- 
ERTS. ASSELSTLNE Commlsslonors. Sepp. 44831:173-44081:200. 

-86612(>0f61 Roqueals Commission cons doral on of Houso fnioilor Comm ttoo requosl 
for Ofc 0* Invosfigallons (Ol) ropl ro invosFgation of stelomanls mado by Sanger of 
TVA on 36031 1 Ropl reconlly rocolvod & not rovlowod by Ol mgt. 

ORAOeURNEJ. Cong'oasional Affairs. 87/05/03. ZF.CH. ROBERTS. ASSELSTINE 
Commissioners. Ip. 44861:206 44061:289. 

-8661280166 Adv.sos Ihol House Inloifor Committee & SubcommlKoo on Ovorslghl 6 
Invosligatlons of Energy & Ccmrrorce Commliloo staffs requosled brloflna by Ole ol 
invosUgslions on slalus of Investigation of TVA Brlefing will bo hold on 870/1 /. 
QRAOBURNE-I.C Congress onof AKans. 87/07/01. 7ECH, ROBERTS, BERNTHAL 
Commfsslonots. Ip. 44081:210-44001:210. 

-6661260171 Summiryof 870717 meoing w/Houso Inierlor Commliloo & Subcommil- 
loo on Overslghl & InvdSligallons ol House Energy & Commorco Commiciee staffs ro 
stauis pi Ofc of Investigations Invosllastlon of TVA. 

ORAOOUBNE.J. Congrossionol Alfeirs. 67/07/20. ZECH. HOBERTS. BERNTHAL 
Commlsslonors. 2pp. 4406 1:2 1 1 -44031 :2I2. 

-6601306183 Summarizes 071020 mooi nn w/H Myors 8 House Energy & Commorco 
Commilleo Stbcornmliloe on (Bversigbl S Invasiigation slafis to brief part'clpanls on 
etalos of reslari plans tor faciliiy. 

BRAO0URNE.J.C, Confltesslcnal Wfats. 87/tt/02- ZECH. ROBERTS. BERNTHAL 
Commissioners. 2pp. 44081:213-44081:214. 

-9601200186 Rart^lly withheld momo advising that Ofc of Congressional AffaTs pisns 
to forward Uanscripl of 661216 c'osed Commission meeting re siaius ol TVA on 
061224 -w/oncl cover, par House Inierlor Commiltee roquosi. W/o oncl. 

KAMMERER.C. Olllce of Cking/esslonal Affairs (pro e7(>4l3). 86/12/22. ZECH. ROB- 
ERTS. ASSELSTINE Commisaloneis. tp. 44881:21 5-440at;2t5. 

-6601200196 Partially withheld memo re plan lo transmit request for Invosllgation to 
Ovsrsfghi Suheommiltee w/6ei2l6 trenscripis of closed Commission meetings on 
stales of NRC Invosllgation al TVA.LIr of Uansmillal ond-W/o Itr. 

KAMMERER.C. Office of Congressional Affairs (pro 670413). 37/01/21. ZECH, ROB- 
ERTS. ASSELSTINE Commissioners. Ip. 44081 :2 1 6-4409 1 :2 1 8. 


•64 Partial response to FOIA requosl for documents.Foiwards App f S J 
inis App H & I documents available in PDR App J documonis partially wilhltekf 
'A Exemption 6). 

LEY.D.H. Division of Rulos & Records (Posi 870413). 80/01/14. W/LNN,U 
’riming Co. 6pp. 44081:130-44001:217. 


-6601200307 Partia'Iy withhold memo advising Ihat Ofc of Congressional Affairs plans 
to IraneraT transcript ol 870312 Commission meeling,re pending Ofc of Investigation 
6ivesl/aaton.to Houss Intarlor Ctomm ltoeone703l9,pei roquost. 
aRADSijlRNE,J. OIPco of Congressional Affairs (pro 878413). 87/03/17. ZECH, ROB- 
ERTS. ASSELSTINE Commisslonofs Ip. 44081:217-44081:217. 
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M01200079 Partial response to FOIA request for cfocumenis. Forwards App O 
documenls App 0 & E documanls available in POP App F documenl completely with* 
held (ref FOIA Exemption 7).App Q document partially withheld (ref POtA Exemption 
&) 

GRIWSLEY.OH. OivCsIon of Reloe A Records (Post B70413) 89701/14. WANN.L 
Times Pfln^ Co. 8pp. 4408v.2t8‘4400V.28S. 

-«e02t9O«73 Surtmartioa NRC actwltles Involwlna TVA from 860203-07. 

OENTON.h(.R. Office of Nuclear Reactor Redulatlon. Director (8S112S-87P4tl). lE8- 
85-002. 69/02/12. STELLO.V. Ofo Of the Executive Director for Opetsttons. 3pp. 
44081;27S.440af:2et. 

•^803030169 Forwards 660131 memo describing 860203 lelcort w/TVAFtarAlin Inst 

K fnioul on Myers concerns not avaifablejn response lo 66021 1 request for Irtfo for 
ouse oi Represenialrves Interiot Committee. 

REHM.T. Ofo ot the Exaculive Director for Operations. 66/02/24. COMBS.F. Office of 
CongresslonaJ Atfalrs (ore 670413). tp. 4408t:273-4408l:276. 

*-8801200116 Discusses F Combs 8601 tO memo addressing H Myers Inqulty as to 
status of UniosoNed Items 3eo/64-07-0f,391/e4*a7-Ot. 436/84 O^Ot & 439/84-02- 
01 . 

OLSHINSKl,J.A. Heoton 2. Ofo ol the Director. 85/03/13 REHM.T.A. Region 2. Oteot 
the Director. Ip. 4408l:226-440at;250. 

-8601200126 Forwards documents re 850613 meeting between Ragion N & TVA re 
Nonconformance RepU WSN CEB e$-0f & WBN-SWP ea-aOjier 86f03l request. 
ZECH.0.0 Region 2. Ofo of the Director. 86/11/10. COMBS.F. Office of Congres- 
sional Affairs (pre 670413). fp. 44091:289-44081:269. 

-8601200138 Forwards drall Ofo of Investigations (OI) rept ol Investigation NumtKir 2* 
89-01S enblied, "Aneged Mall False Statement by Two Sanlot TVA Mansgeta'’ Rept 
does not contain resuns ol OI headquarters review. W/o end 
SINCLAIR, J Office ol tnvealigatlOAS. 97/05/tl. COMBS.F. Offico ol GovemrtteMat A 
Public Afralrs(Poaie704l3). fp. 44081:280-44081:260. 

-8801200143 Responds to 870127 note to H Denton re Cnterlon 3 o| Saquoyah Restart 
Chtena.Anewers Id quastiona and. 

K£PPLER,J.O. ore ol Special Prolecia. 67/05/28. MYERS, H. House ol Rep., imetior 
A Insular Aflalra. 6pp. 44081:281-44081:285 


—9601200233 Partially deleted InvesUgallon Rapt 1-84-02i.No mail false statements 
wsifiaiy mads w/lnlani to decelve.MaJor areas Inve8llgaled.e30520 A 6402t0 mall 
tolse slalamenis submitted re lacillly environ qualification program. 

MA7AKAS.fl A., CHRISTOPHER, R. Region 1, Ole ol the Drector. HAVES, B.S, Olf-co 
of Inveslfgations. IEB-7e-01B. 85/09/28. 46pp. 440d7:023-440e7;068. 

-8801210042 Audit on 610326,27,30,31 A 0401 lo assess technical function home olo 
acUvib'ea for compliance lo requlramenta of lE Bulletin 79-01B. Nonconformance repis 
A related Info also end. 

DUIMOND,R.J. Generaf Public Utilities Corp. • QPU Service Corp. lEB-TS-OlB 81/06/ 
26. 122pp. 44067:069-44087:200. 

—8801210046 Rev 7 to Procedure 7-18-01 . "OA Audits.'' Related Info end. 
STROMBERQ.M.J. General Public UUflUes Corp. • GPU Service Corp. 61/11/30. 43pp. 
440a7.20t-440e7;243. 

-8801210057 Rev 0 to Procedure EP-031, "Equipment Environ OuallOcation " 
SOUCHEaP.E., MAUS.F.O. General Public UtlliUes Corp. • GPU Service Corp. 61/11/ 
02. 12pp. 44087:244-44087:255. 

-8901210079 1-84-021 Rept of interview w/RG Lagrange to discuss GPU 830520 8 
840210 Ivs (« environ queUllcallDn equIpmenlMatKed-up 6504(19 stateinent (torn H 
HtAili also end 

MATAKAS.RA. Region I.Ofc of the Director. 88/01/08. tOpp. 44067:306-44067-.323. 

-8001210102 0-1-84-021 Rept Of Interview w/RG Lagrange on 841206 A 14 lo discuss 
Info contained lri 6 Hayes 841017 memo Identifying series of submittals received from 
(rfri between 1960 A t984. 

MATAKAS.RA. Reg'ion 1, Otc oi the Director. 88/01/06. 5pp. 44087:324-44087 328. 

•4801210108 1-64-021 Rept ol Interview w/PA Levine on 650610 Levlne advised that 
he reviewed util 840210 submittal A had no knowledge ihat documenl contained raise 
statements 

MATAKAS.R.A. Region 1. Ofo ol the Director. 65/06/20. tp. 44087:329-44087:329. 

-8801210116 t-64'021 RopI Of Interview w/CW Smyth on 850510.Smyth advised of un- 
famiianty w/enyl'on qualiticailon program In lachnlcal sense A w/documentalicn 
needed (o quality Individual components. Marked-up LW hatdlng slalemeni end. 
MATAKAS.RA. Region t, Ofc ol Ihe Drector. 8^06/20. 7pp. 44087:330-44087.339. 


-68012(0010 Responds to fnquirlea contained In 870127 note lo H Denton re Cniadon 
3 ol Sequoyah realart crflerla.Answers to quesiksns idanfafied fn review of Inlo encl.W/ 
related documentation. 

KEPPLERJ.O. Ofc ot Special Prolecfs. 87/04/22. MVERS.H. House of Rep., (nierlor 
A InaularAffalrs 6pp. 44081:268-44081:272. 

-8801210021 Responds to NRC 670305 Hr re Sequoyah design calciAalloA 
rev(flw.ACilons required to respond to map And-ndS identified A being Implemented 
M/HITE.6A Ter\n«S««« VsHey Authority. 67/C3/t3. KEPPLER.J.G 6fc Ol Sp«Ci«l 
Prolecia. 6pp. 44081:282-4406l;288 

-66012]0(338 Forwards 860319 memo re NRC staff review of TVA files concemirtg har- 
assment A lntlntldetlon.Requesi8 presarveUon of conOdentfeluv' of document A restric- 
tion of use of document to members A sieft ot Committeo.EncI withheld. 
KAMMERER.C Office qf Congressional Affaire (pre 870413). 89/06/30. UOALlXK. 
House of Rep . Ifrtehot A Irisuiai Atlsirs. ip. 44081:287-A4081'.287. 

-8891210034 Forwetos note sunvnsrtzing steff recQUectiqn re (tem noted by Udell sUtI 
concerning Info on TVA. 

REHM.T A. Oio of the Executive Director lor Operations. 88/92/14. KAMMEREn.C 
Office of Congroeslonal Affairs (pre 670413). Ip. 44061:288-44081:288. 

-6601210037 Discusses congrosaional request lor info on TVA re recent anegsllons In- 
volving harassment A Intimidation at Sequoyah noted in Region ti 660106 lir to uoi.uiil 
response to Hr expected In mid-Fet>. 

QLSHINSKt.j A Region 2, Ofc of Ihe Director 89/02/13. REHM.T. Qfc ol the Execu- 
tive Director lor OgeraUons. tp. 44081:289-44061:289 


—8901210142 Trarucript ol 850502 invsstlgalive Intenrlew of BW Alaiary In 
Perft'pp»ny,NJ.Pp 1-l6.Matked-up 641107 A 19 press releases also end. 

* Commissioners. 85/05/02. 22 pp. 44087:337-44087:359. 

-9901210147 Transcript of 650424 InvesiigstNe Inierviaw ol TO Broughton 'n 
Persippany.NJ.Pp 1-8. 

* Comrnissibnets. i£B-79-0lB. 85/04/24. 10 pp. 44087:359-44088:008. 

-8601210150 Transcript cl 850508 Investigative ktiecvlew ol FR Clark In 

Persippany.NJ.Pp 1-26. 

' Commissioners. 85/05/06. 26pp. 44096.009-44066.038. 

-9801210156 Trsnscripl of 650425 Investigailva interview of J6 Walmore In 

ParsIppeny.NJ.Pp 1-17. 

* Commissioners. 85/04/25. 19pp. 44066:037-44066.055. 

-9801210172 Ttanscitol ol 850502 Investigellve Interview ol PB Magitz in 

Pats^aity.NJ.Pp t-4(3. 

* Commissioners. 65/05/02. 42pp. 44066:056-44086:097, 

—9801210179 Transcript oi 850506 Investigative interview of RL Long In 

Parsippsny,NJ.Pp 1-20. 

* Commisstonars. 65/05/06. 22pp. 440e6;098-4406e:n8. 

-8801310188 TranserM of 850424 tnvestlgaltve Interview ol P Boucher its 

Persippany.NJ.Pp \-BZ 

* DmrTrlssiorwrs. 85/04/24. 54pp, 44Q86'.t20-440B8;t?3. 


—8901210116 Forwards Info re mlsslrrg A fncomplele vendor records noted In 50-390/ 
84-07-01. 

* NRC • No Detailed Affiliation Given. 98/03/19. NRC • No Oeiaifed AfliHsCion Givea 
Ip. 44081:225-44081:225. 

8901200172 Final lespor^se to 670628 FQIA request (or rept entitled. “Visit to Moheve 
Generating Station to Review Siaam Une Ruplure." Forwards Af^ B 
documontlPort/ons of App B document withheld (ref FOIA Exemption 4). 

QRIMSLEY.O H. Division ol Rules A Records (Post 670413). 88/01/14. SEPE.L.K 
HaFght, Dickson, Brown A Sonesteel. 2pp. 44091:334-44081:336. 

-8801200216 Parlialfy deJeted memo forwarding replacement lo 8S0709 memo re vIsH 
to Mohave Generating Station lo review steam hne rupture.Replacement rrtemo 
changes designation from "Offlclal Use Only ' to 'Proprteiary Info." 

SHAOX.. VQLLMER,R. (Hpitvg Review Gomntidee. 86/09/15. NRC - No OelsUed Affili- 
eilon Given. Ip. 44061:338-44081:338. 

9801200162 Partial response lo FOIA request for documents.Forwards App B 
documents Documenta also available In PDR.Portlons of App B documents wfetiboid 
(ref FOtA Exemptions 6 A 7). 

QRIMSLEY.O.K Division of Rules A Records (Post 870413). 68/01/09. WEISS.E.R. 
Union ol Concerned Sclenlisis. 5pp. 44087.013-44089293. 

-9404ttQ320Rev0 to IOQO-AOM-73t7/31 (EP-Q31), ’’Equloment Erwlrott Qustificallon.’' 

* General Public UbI'lles C^rp. • GPU Mrvice Corp. 64/01/20. 62pp. 44097:259- 
44087:307. 

-8801200190 Confirms 850124 telcon A approves investigation re UC5 aupplemenial 
2.206 petinon on TMI-t emergency leedwaler sys. 

OlRCKSJAfJ. Ofo of the Executive Director for Operations. 2 206. 69/01/24. 
HAYES,8.B. Ofliceol Investigatkms. 1p. 44087.019-44087.019 


-8901210190 Paniaily deleted transcript o( 650S02 Invesitgallva Interview ol BA 
BaOer.Pp 1-45. 

' Commissioners. 95/05/02 49pp. 44088:1 74-44089:221. 

-6601210195 Pertially deleted transcripl of 850501 Investigativa Intenrlew ol RF Wifson 
InPatslppBtw.NJPp 1-44. 

* Commissioners 86/06/01. 46pp. 44086:222-44066:268. 

-9901210203 Partially delated iranscdpl of 850404 investigative interview of RJ Gul- 
inmvdlr> Paralppany.NJ.Pp 1-46. 

* (Commissioners. d5/04/24. 4Qpp. 44068:269'4408e:317. 

-9901210205 PartlBlIV delated transcript ot 850608 investigative Interview of MJ Strom- 
beig in Par8lppeny,NJ.Pp 1-23. 

* CommIselOTVBiS H/05/OB. 25pp. 44086:3(8-44068.342. 

-6801210209 Partially deleted transcript of 950508 InvesUgallve Interview ot NC Ka- 
zanealtt PsraIppany.NJ.Pp f-46. 

* Commissioners. 85/05/06. 4Bpp, 44068:343-44089:030. 

-69012102(3 Partially deleted iranscrlpl of 650426 Investigative Interview of FQ 
Mavs.Fp 1-81. 

* Convnlsstorwrs. 65/04/26. 84pp. 44089:031-44069:114. 

-B6012 10226 Partially deleted Iranscrlpl of 850426 Investigative Interview of RJ CMsolm 
tn ParsIppany.NJ-Pp 1-46. 

' Cornr^slondrs. 65/04/25. 45pp. 44089:1 15-44089:169. 

-8901210229 Partially deleted transcript ot 650601 Investigative Interview of OK Crone- 
berger In Par8lppany,NJ.Pp f-44. 

' Comml&sibqare. 86/05/01 48pp. 440&9:160-44086;228. 


-8801200206 Provtdea Into IdentlfylciQ electrical eqdpment Importard to safety already 
qudifled within scope ol 10CFR50.49(o). Schedules for qualification of post-accident 
Lnstrumenlatlon encl. 

HUKILL.H.O. General Public Utilities Corp. - opu Service Corp. iES-79-0t8. 83/05/ 
12. DENTON, H.A. Office ol Nuclear Reactor Regulation, Drector (pre-85tl25) 3pp. 
44087:020-44087.-022. r 


890(200231 Partial teaponsa to FOIA request (ot documents re worker tr^nffig pro- 
grams A INPO iralnInS accrddltetlon Forwards App F documenfs.App B A F 
menls also available In POR.AddI records also available In PDR under Bossong FOIA- 

GfllMS'LEY,O.H, DMIelon ol Roles A Records (Pdaf 870413). 88/01/12- BOLEY.K, 
Pubile CWsen's Critical Mass Energy Pro)eot. epp. 44118:00144119:171. 



•69 Submits ob]SCtives lor INPO accrediieHon toam 831 107-11 sito visll. 

,LS. LIcensoe Qualificatior^s Qrench 83/10/28 PSnSENSKY.J.j. Licsnsao 
jora Braacb. 2 pP 44 1 10,04 1-4411 8 042. 

SO Submlis results of accrodiloiion loam viSit lollowup.Four util poor loom 
aro slrona bol overs in accrodilation progiam. 

,L bconsee Oualitications Brancb 04/02/21. PEFISENSKY.J. Liconsos 
Iona Branch, ip. 441 16;040'441 io 040. 

17 Advlsoa that INPO accioditatlon process oilers uUls mechart-sm (o moot 
proposed trelang rule w/o aoparelo sot of ropotUng rogulrerr-.enls. Final ac- 
I ropi to dotall observations required 

OnTh.L. Division ol Human Factors Saloty (000420-051124). 04/03/01. 
.X. tnslitulo ol Nuclear Power Operations. 2pp 44118 046-441 10.088. 

34 Trip rept of 040323 visit to INPO to respond to INPO concerns ro italnTg 
Simona ruloinaMng package (SECY-04-76) Accrod-latlon team ropt on McOulra 
ad & queslione answered. 

AH., P£PSENSKY,J J. LIcensoe Qualifications Branch. B4/03/20. 
Hfi. Licansoo Qualifications Branch. 2pp. 441 to OSI-441 10:052 

71 Responds to 040020 Itr ro NRC poriiclpation In INPO ecctediiallon 
w'l bo discussed el noxt coord'neilon moeling achodulod lot 040917. 
QN.H.L. Division of Human Faclora Saloty (8C0420 651124) 84/0B/3O. 
K A. Institute ol Nuclear Power Operations, tp. 441 10.076 441 1 0.076. 


>0601310160 Forwards results ol post-scciedltaHon reviews at Susquahan.na on 
65l02l.23.0/osdon on 051118-21 & Oconee o.n 85l2l6-iO.Sign licant progress ob- 
served in IntMovirvi Uoi rung 

DENTON.hr. OfHca ol Nue'ear Reactor Rogulaiion. Director (85t12S-0704ll). 06/ 
01/28. PATE.Z. Inatitule of Nuclear Power (jporalions. 3Qpp. 44118:267-44110.315. 

—0602030451 Submils oDservatlo.ns of INPO 851216 accred-faton board mooting & ac- 
credilalion pfocess NRC activity in board reviews 5 participation in INPO loam vl$>l & 
posl-acc(odfailonv.sits roquesfod. 

GOOER.B.A. Operator Licensing Branch. 66/01/14 RUSSELL, W.T Division ol Human 
Factors Technology (051126-670411) 4pp 441 18:244-441 18:247. 

‘•8604IS0639 Forworrfs final repts Irom stall post-eccrodiiatlon audits & comparison of 
rovisod NRC rsv.ow questions w/iNPO occreditatiorr eb;ocl<vos & 
aito-da Recommends INPO consider add'na appropriate accreditation crltePa. 
0£NTON>1.R. Office ol Nuclear Reactor Heguiaflon, Oiroclor (651125 6704111. 66/ 
04/03. PATE.Z. msMuto Ol NoclDSt Power Opetaltons. 32pp. 44l183V8-4411Qr357. 

-6606100178 Provides update of past & current status ol NRC Involvomant In faclliiy 
requaldicallon program ovoluaiians to Feb 1965 rev to NiJREQ-102t.Std ES-60t con- 
ceinlrv NRC procedures lor requs'iflcaiion prog rams. FYQ4 & FY65 results end. 
OENTON.H.R. Office of Nucloar Reader Regu'aiion, Director (851125 070411). 86/ 
04/04. STELLO.V. Olc of l-ha Exoct'Jve Dkocior for Operations 3pp 44110 117- 
4411S119. 


12 Summery of 840617 INPO/NRC Coordination moel.'ng in Atlanta. 

prpeoduro guidance program, human performance ovakraUon 
iitaOen program & training ays manual discussed Agendo. attendees list & 
alls encL 

B Division of Human Factors Safely (000420 051124). 04/00/26 
3N,H.L. Division of Humon Factors Saloty 1^00420-051124). N0RBER6.JA 
.ciora& Safeguards Oronch. 24pp. 441 l&077-44t 10:100. 

f Forwards B Ducks 64)001 memo establishing policy that only NRC wit 
I evaluate INPO programs, tor review & Idonllficallon ol programs p.'anning to 
llenis Rosponse requoatod by 04 1020. W/o oncl. 

)NJ4L Division of Human Factors Saloty (000420-061 124). 04/10/16 
f-l. LIcensoe Qualifications Branch. ZIEMANN.O. Procodures 0 Systeme 
ranch. WEISS.S. Human Faclora Enginuoring Branch, tp 44110 109- 


0 Forwards OJ Shea 850100 Itr ro adequacy of INPO {ob lasK 
RO plana to compera, change or valldato existing generic |ob leak enolysla 
-k anelya s data gonoralod for Suppi l to NUREQ-0/37 aciiviiioa. 

IN.HC Division ol Human Factors Saloty (000420 OS1 124) 65/01/24. 
C. instllutQ of Nuclear Power Operations, tp. 441 10:1 17-44110 I33. 

3 Olscuosos RFP ro licensing oxom Oovoiopmoni Task oola should bo Oi* 
irated by review of power plant design in various feiiuro modes w/ompbasie 
0 operational roquiremonts 

Human Englneoring Associates, inc FiN 0-i3tS. OS/Oi/OO- 
N.H.L. Division of Human Factors Saloty (000420 051124) tp. 44lto.iia- 


S Roeponds to Solicitation nS-NHB-S5-052 w/ "No Bid at This Tlmo." Ro- 
task anafylio epproach not amenable to iniogratlon w/oihor saiety-'elatotf 
0/8 objocllves 01 NUnEG-0737,Suppi l. 

Human Engineering Aesodatos. Ine. OS/Oi/07. HAOEY,H. Tocimicai /)»- 
tntracis Branch (Pre 060421). tp 441 tO:i 19 441 10 1.13. 

> Trip repl of visit to (NPO eccrodlfotlon boord 050924-26 mootlngs.Boord 
pianl Visits well conccivad & oxoculed.Nnc partic'-paiion in aii occrodiiaiion 
Inaa unnecessary. 

I. FT. Licensee Qualifications Branch. 05/t0/i7. RUSSELL.W.T. Division o> 
(ors Safely (600420-851 124). 3pp. 441 10:197-441 18;190. 

I Summary ol INPO Accrodilation Boord 051023-24 meetings in Alianla.QA 
programs for listed lacllllles. performance Indicalote.NRC exam loluro rate 
quaiilic&lions. 

J. L Division of Human Faclors Safety (000420-051124) 85/11/04 
V.T. Division ol Human Faclors Safely (000420-651124). 4pp. 44118.200- 


Rosponds to roquosi to review INPO 651016 Itr re concern that NRC ac- 
J bo counterproductive to Industry training & accroditatron.NUREO/CR on 
iailftcailon should be nubllshod.Oolelled comments encl. 

R. Office of Nuclear hoaclor Regulation, OIrocior (prO'051l2M. 85/11/05. 
J. Ofc ol the Exocullve Director for Operallons. 8pp. 441 10 217-44116:224. 

Provides status of training data evaluation actlvIHOS & revised scope lor 
lust bo reviewed & summarized. Summary & reporting format may require 
nodale type of info available.Traln'ng ovciuallon plan end. 

BLDMEm.A. Mainiet^anco & Ttaln'-ng Branch. 66/12/23. PEflSENSKYJ.J. 
3 & Training Branch. 16pp. 44110:220-44118:243. 

Summarizoa 8511 16 meeting w/INPO In Atlanla.OA ro Dresden accredrta- 
31 & NRC training review crllorla & procodures.INPO unclear on oblecUve 
ivlows. 

y.JJ. Maintenance & Training Branch. 05/12/23. RUSSELL, W.T. Division 
actors Technology (651 125-67041 1). 3pp. 441 10-.225-441 18.227. 

Submits observations of INPO accredltallon board 06tM4 meeting w/ 
: training programs. Salem electrical & mechanical maini Irainlng programs 
r review A should not have boen accrodllod- 

R. Mainlonance & Training Branch. 2WOLINSKI.J.A. BWH Prolect Otrec- 
/I2/30. RUSSELL,W.T. Division of Human Factors Technology (851125- 
-lOMPSON,H.L. Division of Bolling Water Reactor (BWR) Licensing 
411). 13pp. 44116;204-44116:216. 


-8607M0569 Qscussos allondanco at 860520 A 29 INPO Accreditation Board 
meetings Board ettec^duos listed & malor lecl'.ity-specific issues & uhl rospnnsos 
d-scuss«d.Evaluedoh molhod appears offoctivo ovoia'I.NRC involvement should bo 
truUniained 

BOOER.8 A Operator Licensing Branch. 66/06/20. RUSSELL.W.T. Division cl Human 
Faclora Technology (051 125'0704n} 7pp 44116 358-44110.010. 

—8608190210 Forwards final ropt cn post-eccrodiiatlon audi of training programs con- 
ducted on 000624-26 SiTPng mgl comm'.tir«nt to train no In'.provomenT ox'sts ai 
lAcMtes Issuance of INPO guidance will help to frnprove lob Incumbonl iro ning. 
RU3SELL.W.T. Ofileo cl Nuc'oar Reactor Roaulalion. D.roclor (851 125-67041 11. 86/ 
00/06 STRAHM.K fnsliiuio ol Nuclear Power Cperat'ons. 10pp. 44116045- 
44110.054 


-8606^462 Discusses INPO Accred.laLon Toam 860726-0601 visit to p'eni teova'u- 
ale lour lisIMi liam.na picgrams.Pjogranns ovaiuaiod oga nst Rev l to INPO Crltenon 
86 002 inie ehoet ena. 

MORISSEAU.O.S Melnlonanco & Trninhg Drench. 86/08/06. CWAHNA.O.C. Ma’nio- 
nance A Train ng Branch 5pp 441l0.011-44tl9.0l£. 

-8610070186 Forws’ds final ropt from Aug 1986 NRC post acc/ed lakon audit Plant has 
not performed (ask onaiysla to identify knowiedge.sln Is & abLifles for all job 
tasks. Red.'oiOffCAi p'oloclion ueininn warrants specific aliontlon. 
nuSSELLVY.T. Division of Human Factors Technology (861125-070411). 60/09/10. 
STRAHM^k insuiuiaoi Nuclear Pewot Dperarons lepp 441 18.026-441 IS 040. 


-8611040020 Corrocis error m 680808 repi on posl-eccrodiialion audit ol training pro- 
grams at piani. 

nUSSEU.VV.T. O-vlsion ol Human Factoia Technology (651126-870411). 80/10/24. 
STRAHM.K. fnsiiluloof Nuc'oor Pov>ar Operations, ip. 44110 044-44110.044. 


-8611170042 Summery ol INPO training accreditation board 060723 6 24 mootings re 

K ams ior nonlicensod bpbtaiai.teecioi opaialot & ssr4bi taactor cpot&tor posh 
tor tacff’kos. Agonda.r)0ios on issues 6 ethor related documonieiion encl. 
noWSOME.F.H H-jman Factors issues Branch 66/1 1/07. RUSSELL.W.T. Division of 
Homsn FociOfS Technology (06i 125 0704 1 1). PERSENSKY,J.J Maintenance 4 Tram- 
mg Branch 22pp. 441 IB 0^5-441 19.076. 

-0912088547 Trip lemi Of 601020-30 visit to Nsil Nuclear Accrediting Board meeting to 
review selocior) b-ainlng lor plants Board reviewed lour sites & 24 programs. 
MCI^E.PF- Oporsling Reeclor Program Br.DIv ol tnapsclion Programs, IE (650212- 
870413). 08/(2/02. PERSENSKY.J.J Mainlonance & Tro-ning Branch. 2pp. 
44110 077-44119 070. 


-6012090030 Summary ol INPO Accredltallon Board 661016 & 16 meetings ro encl list 
ol lecanyproorams 

OIDSON.AF. Region 2. Olc ol ihs Director 80/10/17 RUSSELL.W.T. Division of 
Human Factors Technology (051 125 87041 1] 3pp. 441 10.041-441 16:043. 


-66)3096057 Trip lupl ot INPO Accrodilation Baaid 050523 meeting to ptsf^t valr^ltig 

^^SENSKY.g.J. LIcensoe QuaTllcations Branch. 85/06/10 BOOHER.H.R. Ltcervsee 
OuaHicabone Oran^. 3pp. 441 16:136-44118:165. 

-8913100113 Forwards final ropia from NRC posl-accroditetion audits using Training & 
Review C^eria & Procedures published as NUREQ-1220 In Jul l9Bd.Botn |eb S task 
analyses necessary tor )u)l Implomeniailon ol porlormance-based iia'>nirie. 
HUSSEIL,W.T- Division ol Human Faclora Technology (8S1 125-870411). 66/12/03. 
8TAAHM.K. Inatitule ol Nuclear Power Operations. 33pp. 44119:070-44119:1 1 1. 


-9912230330 Submits obsatvalions on INPO Accrodilallon Team 680908-12 evalualion 
of six liSl^ plant training programs against Rev 1 ol INPO Crilaria 85-002. Team eval- 
uators appropriately qualifled.List of toam members encl. 

ROE.M.C Maintenance & Training Branch. 86/12/18 PERSENSKY.J.J. Maintenance 
& Trab^tg Branch. 6pp. 44110:112-441 19.116. 


-670326Q5T6 Trip lept of ailendanco 81 670225 20 Nall Nuc'oar Accrediting Beard 
moeling In AHanie.QA re util training programs.Meeling agenda and. 

EIOOER.BA. OlvlBlon of Human Factors Technology (851126-670411). 07/03/17. 
RUSSELL.W.T. Division of Human Factors Technology (851126-870411). 0pp. 
44110:120-44119:128. 


Responds lo 651110 Ur re 650612 trip repl on observations made during 
'owup of 650221 high startup rate & aubsequeni power range 
iVon team observation visit protocol for use by NRC encl. 

R. Office ol Nuclear Reactor Regu'ailon, DlroclOf (851125-070411). 86/ 
'N.O.W. South Carolina Electric & Gas Co. tOpp. 44tl6;24a-441l0-.2Q8. 


-6704080019 Summary of INPO Accreditation Board 670326 & 26 meetings in 
Ailani«,OA re progiams considered tor accreditation. AUondeos fist & mealing agimda 

HAfWON,jN. Operator Licensing Branch. 07/04/01. RUSSELL.W.T. Division of 
HumenFsclors Technology (051 125-870411). 7pp. 441 19:1 29-441 19:135. 



ve'i^od fro^n (ask analysis fdenbf.cd skli's & lot lasting obi’acilves. 

RUSSELL, W.T. Oi-rfsion oJ Human faciws TechniMofly (B6((25 a?04U). 87/04/06. 
STRAHU.k. Jnstitifio 0 / Njc.'ear Powqi Oparations 18pp. 44 f 10.136-441 19.1S3. 

-8709010052 Reqaaals cartidcailon prior (o FSAR rav that /oscicr operate/ iraiiVng pro- 

K ram accroPi^oO & based upon s/s approach lo uelning.por Gone/io Ltr 87-07. 

000,0. Proleci Diioctoiale 11-3. CL-87.07. 8r/OB/2&. TUCKEH.H B OuW Peswer Co. 
Ip 44119.164-4411d.154. 

-8711020491 Oicusses altenda/Kie at INRO Axcrediiatlon Board mootina on 871022 i 
23 In Atlenia.OA ro accrodilab'cn ot licansee (raining programs on msmt & Isctwlcal 
Support areas Future MRC observers snould be g'ven imo piloi to mGetinQ. 
LAlNAS.G.C Ass.'slant Diroclor ior Region II Reactors 67/10/28 ROE.J.W. Division 
of Liconaoe Porformar>co & Quality EwaluaOon (Post 870411). 4pp 44119:167- 
44tt9 t7t. 

-S801200289 Forwards oiAliro o1 tMPO 630619 Arkansas accredilstion team italatiQ 
workshop lor preparing inousiry peer loams (o conduct eccredilatio.'i (oam vis.'lslnfo 
will aid NRC (n lormulslmg posilion on INPO program W/reiatod encta 
QENDER.L. LIcatiseo Quakllcatt^s Branch. B3/O0/22. THOMPSON.Ht. DMsIonof 
Human Factors Sefety (800428 8Sl 124). 24pp. 44118 011-44118.039. 

-6801200428 Forwards draft plan lor NRC acirvifea to mooilot otroctivaness of acctedi- 
talori ol Indosiry ira,ning programs a'mad at nuciaa' powor plant persoonolflRC ac- 
iNiVua W.1 to'low schedule lor itiPO uVii accrotitaiion. 

0OOHER,H.R LIconsoe Ouaiiflcatlons Branch. FiN D-1301. 64/10/17. 

THOMPSON, H L. Division ol Human Factors Salaty (e00426-85i 124} 8pp 

441 18 101-441 13:106. 

-9801200488 Responds to 04101S memo le uso of coniieclois to ovaluate INPO pro- 
grams £ advises that Licenses OjaHlicailons Granclt has no conhacis tor such 
evaluat.'ons. Contract C8700 can bo used lo develop review protocols for urti training 
pcoQratre- 

BOOHER.H.R. Licenses Oual'flcai,ons Branch FIN 0-8700. 04/10/24 

THOMPSON.H.I. Oivlslbn of Human Factors Saloiy t8004S&-eStt24). Ip. 44110112- 
44118:112 

-0901200403 Trip tepl ot 050920-1004 obsorvalioo of INPO Btcred-tatlon loam evaiua- 
I'prt pi plant l/a'n'ng programs.lncludmg iiconsod reactor cperatoruiorrl'censotf opera- 
tor & 6h<M tochrvical advrser.IN^ evaluai-on laam momber iisl end. 

GOODMAN,C NRC • No Oeiaifod AIM-abon Given. 85/01/10 BCOHER.HR NRC - 
No Delai'ed AtRial'on Given. 4pp. 44118:113-44116:118. 

-6801210048 Trip rept of 850420-22 visit lo PdA G bson.Ms.lo participate in fie-'d test el 
draft ire'ning review cnieria 8 proceduras at planl.NRC lea/ns ebsorved licenaed oper- 
ator S nonlicenaed operator (ralnlna 

□LUMER.AH Licensee OuaiitlcaUons Branch. 8S/06/03. PERSENSKY.J.J. Licenseo 
QosMIeei-ons Branch. 2pp. 441 10.134-441 10.135 

-6601210066 Forwards Demon 6S08I4 memo re NRC approach lo ovafuaie o/iecWo 
naas oi iNPQ acetaditalion program on improvod tre'n'ng In rwjciear powor Induouy-V// 
0 end. 

PERSENSKY,J.J. Ucenaee OuaWrcatlons Branch 66/08/23. COAKlEY.w. insUWieot 
Nuclear Powor Oparei'ona. ip. 44113:196 44116 i86 

-6901210836 Trip lept Ol 660721-2$ visit to plant to observe INPO accrediatron team 
eveiuaiien of six (raining proo/ama. including insirumomailon & conirol 
technidan.ineehanica) maim & elecin^cai ma^nrUst ol Team membera ertci. 
FAlCONER.D P. Region 2, Ofo Ol the Director. 88/08/20. GiSSONA F. fteaion 2. Ofc 
of Ihe Director- 4pp. 44 1 1 9:0 1 6-44 1 1 9.034 . 

-8801320097 Trip rept of 670309-13 vis't (o Observe iNPO accredciason learn conduct 

K ent alia visit to evalueie fiVe (raining progrema.hciu<ring r.on-iicen$ed operator travr- 
g & Ucenaed reactor ogeraior (reia'ng Aecred'tai-on (cam rosier or^d. 

CREW6.J L. Region 6. Ofc of me Director. 67/09/06. FAULKENBERRY.a. Reg<on $. 
Ole 01 me OIrecior. 4pp. 441 19.166-441 19:169 

-8801230136 Advisoa of eltendance af 870929 NaU Nuclear Accredit.^ Soard meeting 
at INPO olcs In Atier(a.GA re (ralnlna oroatama at two plants Encis tc^iude Vsi ol 
Board member names 6 attendees 8 SriiOs plant slalus accrodilelion table 
OiBSON,A.F. Region 2, Ole ol Ihe Director. 87/11/02 ROE.O. OivUion et ticonsee 
Performance £ (£ality kvaluailon (Post 870411). 6pp. 44 n9;f 69-441 19:166 

6801200248 Final response to FOIA request (or documents re platrl.App 6 documet\is 
complotely wilhheld (ref FOIA Exempllon 7). 

ORiMSLEY.O.H. Division of Rules A Records (Post B70413) es/Ot/U. (^NOR.L. 
Ooc-Search Aseoclalee- Spp 44086:275-44068:278. 

89012100S3 Partial response to FOIA request tor documettis le erwlron qwtrttcaOon at 
facility.Forwards documents listed In App C.Documenis also available In pDR. 
GRIMSLEY.D.H. OMdon ot Rules & Records (Post 870413). 88/01/15. WEISS.ER 
Uh'on of Concerned Sdentlsls. Spp. 44091:147-44091:248. 

-9801210252 TER-CS267A92 V01 Sanhhed proptloiary “Review of Uconsee Resolu- 
lion of Outstanding Issues From NRC EquIpmenI Environ Ouai-'fieation SERs (F-ll £ 
6-60),'' technical evaluation repl8,Vol t. 

PANOEY.S. FrankUn Instilwie. NRC-03-79-118 TAC 42513. 82/11/05. SHEMAMSKI.P. 
NRC • No Daial'ed Afnilalfon Given. BSpp. 44091:159-44091:248. 

8801310174 FOfA request lor documents thal provide info on levels of education at- 
tained by persons holding position ol unlicensed operator lor each £ every commer- 
cial /Mjcieac oeneratlng lacUity. 

BOLEY.K. Public Citizen's Cntical Mass Energy Projeci. 87/t2/3t. GRlMSLEY.D. Ohil- 
slori ol Rules & Records (Post B70413}. 2pp. 44094:332-44094:333. 

6601210175 Ffnal response lo FOIA request for documenis.No agency records to re- 
queal located. 

GHIMSlEY,O.H. Drvisien of Rules £ Records (Post 870413). 88/0f/l9. BOLEY.K. 
Public Citizen's CriVcal Mass Energy ProjecL tp. 44094:334-44094:334. 

8801310164 FOIA request for documents re design.lesling £ ce/dficallon of pMon-'ian 
all transport or PAT-3 container. 

RESNiKOFF.M- Hadioactn'e Waste Management Associates. 87/10/24. NRC • No 
Decailed Alfiliallon Given. 1p. 44092:114-44092:114. 


GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 88/01/20. 
RESNtKOFF.M. Radioactive Waste Manaoemet^i Associates. 2pp. 44092.115- 
44092:121- 

-9601310198 Usts chronology summarizing principal evente,corfespo(\dence & NRC l<v 
volvemsnl re transport packaging Issuesper US-Japan bilateral agreement lor coop- 
eraUon which eppeared In Nudear Fuel 870616 Issua.Rolatod Into end. 
8URNETT.R.F. Division of Saleguards £ Transporiatlon (Post 870413). 87/00/05. 
ThOMPSON.H.L. NRC -No Oeiailed Affiliation Given. 3pp. 44092:117-44092:119. 

-^801310210 Proposes informal meeting w/Japanese regulatory members durl-M 
87(}6(^'t2 visit to Sandia to exchange views on regulatory criteria lor packaging oi 
pluCofltum fttr transport 

OMORI.K. Japan, Govt of. 87/05/14. BURNETT, fl.F. Office of Nuclear Material 
Safety & Ssfeguards,Director. ip. 44092:120-44062:120. 

-8801320116 DIscusaos Ofc ot Inti Programs dally Item of Interest re air shipments ol 
ekdenlum through Slalo ot AK. 

PETERSON.M. Office of Inlernatlorral Programs. Director (Pre 870413). 67/03/19. 
0ECKER.J.. MACDONALD.C.. KENT.S. NRC • No Detailed Alfiliallon Given. Ip. 
44082 121-44092:121. 


8801210164 Parlial response to FOIA request App Q documents already avsHablo Irr 
fCMt.App H documents.ra INPO accreditation iralt^lng.encl & available in POR 
ORIMSLEV.D.H. Division ol Rules £ Records (Post 870413). 88/01/19. BOLEY.K. 
Put^c DiUen'a Crillcal Mass Energy Project. 4pp. 44095:001-44095:086. 

-6410130(31 Advises (hat NRC should evalualo INPO programs £ nol contracto-'s lr> 
cases where special expertise nol avaHabte within NRC.speciriC8 should be reviewed 
w/J Sniezek. 

(3(RCKS,WJ. Ote ol the Execullvo Director lor Operations. 64/tO/Ol. NRC • No De 
twled Atib’laHon Given. Spp. 44096-.023-4409S.02S. 

-8S07030046 Summary ot branch attartdanca at INFO accreditation Irainhg on 
860522.Thie» phases In accredKatlon method discussed. Indudino development ol 
obleciives £ crtiorfa for performance-based training programs by INPO. 
PERSENSKY.J.J. Ucensee Ouaiiflcatlons Branch. 66/06/25. RUSSELL.W.J. OMs/on 
Of Human Paclots Safety (600428 861124). 40pp. 44095:037-44096:076. 

-8812040916 Summarv ol aliendance at INPO Accrodilatton Board 661119 & 20 meet- 
IrvM In Aliants.GA re training programs.Agenda end. 

2ER8E.J.E. Regional Operallons £ Qenerfo Requiremonis, EDO (Pre 8704 13). 88/(1/ 
24. SNIE2 EK.J!h. ReglpriBl Operallons & Generic Requiiemenla, EDO (Pie 870413). 
4p^. 44095.077-44091060. 

-8801310198 Fcirwaids comments on uill Indualry proposals In response lo pulsed 
rulamekirvg on training £ cuaKtiCBUons, discussed In recent NRC lelcon. 

R£MICK,F.J. Affliiailon Not Assigned. 84/04/27. THOMPSON.H.L. Division of Human 
Faclora Stdeiy (600428-851124). 3pp. 44095-J309-44005J311. 

-8801310314 Forwards “INPO AccreditsHomBoard Members Perspective,'' presented 
at ANS 1984 annuel rneating in New Otleana.Proposed rule should contain min re* 
gufrementa to avoid discouraging INFO inlllstives. 

REMlCK,F.j. Altillailon Noi Assigned. B4/09/24. THOMPSON.H.L. Division ot Human 
Fectore seleiy (600428-851 (24). t tpp. 44095:012-44096:022. 

-8801310337 Rapis on NRC 851 118-22 observation o> INPO Accrediiailon Team aval- 
uauon of uill training programs lor reactor op«rators,8anlor reactor 
i^rstora.nonlicensed operators £ shift technical advisors. 

MORi$SEAUp.S. Oitica ot Nuclear Reactor Regulatiort, Direcior (pre-astiaS). 
CREW8,J.L. Region 6, Olcoi the Oireeior. 65/01/06. BOOHER.H.R. Olflee ot Nuclear 
Reactor Reguiabon, Direcior (pre-85l128). FAULKENBERRY.B. Region 6, Otoot Ihe 
(%eClor. 4pp. 44095:026-44095.029 

-8801310247 Nominates L Clark & F Fogerty as candidates lor consideration as addi 
INFO Accredlling Board members. 

DIRCK5.W.J. Om of Ihe Executive Director for Operations. 66/03/07. PATE.Z T. Insti- 
tute o< Nucleei Power Operetlorw. ip. 44095:030-44006:030. 

-8601210284 Expresses thanks ior nomination oi L Clark & F Fogerty for conakJerstlon 
as sddi iNPO Accredltltrg Board members. Valuable contrlbuiiorrs lo proceedings by F 
Ren^k £ 0 Robinson eck 

PATE.Z.T. InsWule of Nuclear Power Operations. 65/03/29. OIRCKS.'W.J. Olo ol the 
ExecuDve Direcior (or Operations. 4pp. 44095.031-44095:034. 

-8801210283 Provides Hal ol partlcipanls for INPO 650622 training session. 
PERSENSKY.J.J. Ucensee OualKfcatlona Branch. 66/05/20. f^SSELL.W.T. OMsIon 
ol Human Factors Safely (600428-851 124). 2pp. 44095:035-44095:036. 

-9801210326 Informs of util decision to substitute accredited training prrrgram for prevf- 
wsty approved programs for reactor £ senior reactor operator ceniflcaUon & Ucenaed 
ofweior receniricailon tratrrfng oourees. 

PAPANIC.G. Yankee Alomlo Electric Co. FYR 07-76. 66/07/23. Records Services 
Branch (Document Control Branch) (Pre 670120). Ip. 44095:078-44085:076. 

-8801210349 Forwards comments on licensee training performance during period ol 
INFO accreditation effort.CerTtlica)lon ol Ticanaed operator training progrem end. 
OflACE,J N. Region 2, Ofo of the Director. 87/02/26. PENTON.fl.R. Office of Nuctear 
Reactor Regulalton, Direcior (851126-670411). 4pp. 44096;08t-4409S:Oe4. 

-8801210371 Discusses INPO Accreditation Board 670429 meeting £ observation ol 
INFO evaluation of utif training programs during wk of 87050l.Aulhor favorably Im- 
nessed vi/bolh Board & Accredllaiton Team. 

GAGLIAROO.J.E, Region 4. Ofo of the Director. 87/07/26. PERSENSKY.J.J. Region 
4. Otoot Ihe Direcior. 2pp. 44095:086-44096:086. 

8801310202 Partial response to FOIA request for documenl8.Forward8 App K 
docun>enl8.Docunienls also avallebte In PDR. 

GHIM3LEY.D.H. Division of Rules 4, Records (Post 870413). 88/01/19. WANN,L 
Times Printing Co. 44092: 122-44692i 162. 
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•^603050396 Idoniltles acilons boing taken to atJdross H Myora 960128 concsins on 
NRC Inisnl to answer congrosslonal slalt qunslions. 

OENTON.H.n- Office of Nuclear Hoactor Regulation. O.'rector (861126 870411). 86/ 
0?/24. STELlO.V. Ofc of the Exocutrvo Direclor for Operations, tp. 4<I092129- 
4»92tl29. 

-0601210208 Forwards explanation of how staff Intends to address Issue laisotf In H 
W^s 860123 memo W/o end. 

RbHM.T.A. Ofc of the Executive Direclor (or Operations. 96/02/26. KAMMERER.CC. 
Office of Congressional Affairs (pro 670413). ip. 44092:125-44092:125. 

—8901210212 Forwards Youngblood 860716 & 24 Krs to SA While roguostinQ addi Info 

K 'eci met plan for OOt weld oveluadon project for plani.fn responsole inquiiy. 

.S. NRC • No Delated Afflliallon Qiven. 06/07/25. MYERS, H. House of Rep. 
tnierl0'& insular Allara. Ip. 44092.127-44092:147. 

•-8S01210216 Forwards flsi'ng of fOCFRSO.SSo repts submitted by <jtil re plant for 
6^i0<-04i8.Rept re MVAC seismic doficiencios wH bo forwarded upon rocoUl 
WE.'SE.SP, noglon 2. Ofc of the Dlroctor 66/06/12. REHM.T.A Ofc ol Iho Execollv® 
Director lor Operal.'ons. 5pp 44092:140-44002:162. 

8801210215 FOIA roquosi tor tiocumonis to senior oxecutlvo sve rank awards an- 
nouncements througn 1967. 

CON-VOR.L. Dec-Soorch Associates. 67/12/29. NRC • No Oetal'od AfMietkin Given 
2pf». 44094 335-44004.336. 


—8801210307 Notifies ifialpn 670701, Commillee orx Invertor & frv&uler Afteks maiked & 
ropoNed NRC legislative proposals on safeguards 4 on repon'ng defects.H.fl.2663 re- 
ported w/o amond.lnfo re technical amends lo H.R.t670 end. 

BRAOaURNEpJ. Congressfonal Affairs. 97/07/01. 2ECH, ROBERTS. 8ERNTHAL 
Comtnisslortars- 12 pp. 44094:033-44094:044. 


-6601220166 Advises dial House Interfor Committee ordered reported H.R.5192, “Nu- 
cfcar Power Emergancy Response Data SyS Act of 1986." on 85091 7.Three emends 
offerod ^ Huckaby agreed la during markup sosslon.W/o staled ends. 

KAMMERER.C Ofi.ee ol Congressional Affairs (pro 870413). 66/09/17. ZECH ROB- 
GRTS. ASSELSTINE Commissioners Ip. 44064:045-44094:147 


060I2102M FOIA reguasl for l.'slings of all largo opert poof IrradiaHon facil-tles 100.00 
O or moro.ol all Agreement Slaiss & all largo open pool Irradiaiion lacll.lios In Aoroo- 
m<M)l States. 

PETERSEN, T.C. Kline & Co.. Inc. 87/12/22. ROBINSON.L. Freedom ol Information A 
PrwacyActs Branch Ip. 44093349-44003 346. 


88012103 16 Final rsspo-iso lo FOIA roquoal (or computer listing of acirve NRC Irradiator 
fiCQaseas gieator than t0/)00 Ct, ksting pi ABteomeni States & listing el ApiooiTiani 
StaioB pool type IrradiSlora Forwards fisled documents. 

OniMSLEY,0.>f. Dfvlaion of Rufos S Records (Post 070413) 88/01/19 

PETERSEN, T.C. Kline & Co . Ino. Ip 44093-360-44093-.360. 


8801210217 FOIA tequosi lor documonis to ovaluoUon of bldg products conlaining ae- 
beslos lor bldgs construclod botwaon 1040-76 List of mlgsa products & rotpiod Info 
onef. 

ENQEl.O Q. Crowell & Moring. 87/12/11. GRIMSLEY.O. NRC • No Oolaifod Alf4lailon 
oven. SOpp. 44094:277-44094:320. 

8801210221 Final response to FOIA roquost for documents Forwards App A 
doouTents Dosurnents also avellablo in POR. 

QR'MSLEY.O.H. Oivision ol Rules & Records (Post 870413). 88/01/18. CONNOOi 
Doc-Search Assoclalas. 2pp. 44094:337-44094:360. 

—8601210226 Announcomenl 102 llsilng senior oxocullva Sve rank 3 bonus awards 
nonV-iaas AddJ announcomanis did 841221, 851220,861210 3 080112 ksUng noml- 
oees end. 

NORnY.P.O. NRC • No Oolallod AKIllollon Qlvon 83/01/04 12pp. 44094:330- 
4 4 094 350. 

8601219222 FOIA requoat lor smsil purchaso coniraci Ihal was oxacuiod w/Appalacfi- 
fsoComauter Svea tor keylno^ol exposuro dale. 

STEVENSON, P. Information coniroi Systems Corp 87/12/00. WEARSG.S. Division ol 
Contiacis (Post 070413). tp. 44137:265-44137.205 

6801210223 Flnfll roaponso lo FOlA roquoal for documams.No agoncy rocords subl lo 
rogussi located. 

ORiMSLEY.o.H. Division of Rufos & Rocords (Post 870413). 86/Of/IO. ENQEL.O.O. 
Orowel & Moring tp. 44004:327-44094-327. 

6801610230 Final rosponso lo FOIA request lot documanis.Oocumoms available In 
PDRRnsi tesponse Vo KiiHpslitek & Lockhart, filed under Qelait67'823,8l»o ond.W/o 
onei 

QRIMSlEYJI.H. Division of Rules i Records (Post 670413). 66/01/18. 

iNOEeRETSON.C. Hunlon A WiUlams. ip. 44004-a28'44Q94-;330. 

8801210231 Final response to FOIA request lor purchase order issued to Appolachittn 
Computer Sves for keying of exposure dale. Forwards App a document Dement 
also Avel'et'e In PDR. 

OfTIMSlEY.D.H. Division of Rules & Records (Post 620413). 66/01/19. 

GTEVENSON.P. Information Control Systems Corp. 3pp. 44137:279-44137:284. 

—8801210251 NRC Purchaso Order DR87-0479 for data entry sves ^ Appe'achlan 
Conrpu’sr Sves Siatemont of work, “Keying of Occupational Radiation Exposure hdo." 
orKl. 

HAQEY.H. Adminisirallve Coniracis Branch (Pro 860421). FIN 0-r?35. 87/01/19 3pp. 
44137:262-44137:284. 

8801210334 Partial response lo FOIA request lor documents re Emergenev Response 
Data Sys.Forwards App 0 documents App F & Q documenis available In PDR. 
QRIMSLEY.DH. Olvfsionof Rulos & Rocords (Posi 870413) 66/01/19. SHOUY.aC 
Mils Technicel AssoclaVes. 3pp. 44094.001-44094:147. 

—8801210241 Forwards H R. 5652 ro Sialo Nuclear Safety Pertlclpalion Act ol I9664>er 
E Markey 661006 Iniroducilon.BIII provided for stale regulation of redlofogicaJ hazards 
of production & utilization (acliiUes. 

KAMMERER.C. Office of Congressional Affairs (pte 670413). 86/10/08. ZECH. ROB- 
ERTS, ASSELSTINE Commissioners. 7pp. 44094:005-44094:011. 

-8801 219360 Discusses Emergancy Response Data Sys (EROS) concept.EHOS con- 
sists ol olscironlo data line to olocironlo dale sys ol nuclear power facUhies for use 
during otneroenclcs. 

HICKMAN.J. NRC • No Detailed Affiliation Given. 87/01/28. MARTIN.T. Region I.Ofo 
of Iho Direclor. 2pp. 44094:012-44094:013. 

•>8801210276 Nobiles that Subcommillee on Nuclear Regulalion of Commlilee on Envi- 
ron A Public Wo/KS will conduct hearing on 870606 re Commission authonzefton re- 
quest for FY6e A FYB8. Usied Issues should bo addressed In prepared tsstlmotty. 
BREAUX, J.. SIMPSON, A.K. Senate, Environment A Publio Works. 67/1^/28. 
ZECH.L.VV. Commissioners. 4pp. 44094:014-44094:017. 

—8801219216 Forwarda atalus lept on NRC ptoQtam to establish Nucleai Data Unk/ 
E'morgency Response Dels Sys for FY66-69 buaget hearing. per request. 
PERKINS,K.E. Incident Response Branch. 87/06/04. REHM.T.A. Ofc of the Executive 
OtcdCtor for Oporabons 7pp 44094;0t6-44094 024 


—6801310334 LlsUngs of active NRC Irradiator Mconseos groaler (ban lO.OOO 
Ci.^ioomeni Stales A Aoreomont States poof type mogacuiie icradiatofs 

• NRC • No DeisHed Afflliallon Given. 68/01/19. 10pp. 44093 351-44093:360. 

6601229109 Partial rosponso lo FOIA requosi for documeals/ncluding Myers 870721 
obfecNon lo Olc of fnspactor A Auditor uso of word ’7(rs'' in brlelmg on TVA.Foiwatds 
A^ L documonis. Oocurr.enis also ava labia In PDR. 

QRIMSLEYDH Division of Rules A Records (Post 670413). 88/01/20. WANNL. 
Tunes Printing Co. 2pp. 44114:046-441 14:122 

-6706040364 Requosis that Commisalon state position ra validly of end O Hicks 
870326 concerns on TVA nuclear prolocl.llems presonled by Hifiks have potentia'ly 
e^HIcanl imp‘'catlons w/raspaci (o whelher facilfly compFos w/NRC regulations 
uDall,m.k. House ol Rep^ Iniarlor A Insular Affairs. DiNQELL J.D. House of Rep 
Enwgy A Commeito. 97/04/00. ZECH.L Commlss'Dnafs. 27pp. 441l4:Ci92- 
44114:122. 

-8901230124 Discusses H Myeis objection to Ofc ol Inspector A Auolior use of word 
“Mrs" in brfe/ing on TVA Myers eskod lhal Commission be notified Lhai "lire’' Inappro- 
pdaie term lor expressing concerns re regulation of TVA. 

^NEL(.Y.S.R. Olflca of lAspectot A Auditor- 87/02/2$. ZECH. ROBERTS, A8SEL- 
STINE Commissioners. 2pp. 441 14.049-44114:050. 

-6181320146 Advises that All queslions In attsehed memo lo M Denton re Insp Rept 
60-390/e5-57 relevant lo llcens'ng dscisfOins alfeeling TVA nuclear 
facKitieB.CominlssJon A NRC should require ihsi bulk of queallons be answared. 

* Affilieiion Not Assigned. 86/01/26. NRC - No Detailed Affiliation Given, tp. 
44114051-44114:051. 

-6601326164 Submile commenis A questions le insp Rept 56-3e0/85-57. Inap ropi 
cor>iaJn8 no summary sielemenis Indicating lind'ngs ol areas ol 
noncomplianco, deviations or unresolved iiemi. 

MYERS, H. Affiliation Not Assigned. 65/01/26. DENTON, H., KAMMERER.C. NRC - No 
Deialed AlMiaDon Oven. 4pp. 44 1 )4:052-44i 1 4:095. 

-8601220 172 Discusses NRC problems In regu'sling TVA. 

HtCKS.D.R. AltHlalbn No) Assigned. 99/03/20. PAILADINO, ASSELSTINE, 
BERNTHAL Cijmmlssfcnere. 4pp. 4<tl4:0a6-44n4;089. 

-9601230162 Subm'ils list ol quositons Which should be adOressod prior lo A afler re- 
start of plant. 

KING.R., MYERS, H AIIHIeUon Nol Assigned. 87/04/68. KEPPLER.J. NRC • No Da- 
latled AlWiionoUn. 2pp. 44114.090-44114.091. 

6601230134 Final response lo FOIA request lor documents re recent NRC rule amend- 
kia 10CFR50.47 A lOCFRAO.App E.FofWSids App C docucnenie Oocuments also avail- 
oth in PDR. 

ORIMSLEY.O.H. Division of Rules A Rocords (Post 670413). 68/01/19. 8ELAIR.R.R. 
Kkkpatrick A Lockhart. 2pp. 44101:043 44101-044. 

-6702370369 Informs ol Inaccuracies In minutes of CRGR Meeting 107 re emergency 
(Aennlng rule ohanges FEMA Inlarma'Iy advfsed lhal change less desirable from emer- 
gency fanning standpomi A mlghl diminish incentives lo slate A focal coope/nllon. 
MAL&jH,M.Q. Deputy General Counsel for Licensing A Rogulailon. 87/02/16. 
SNIGZEK,J.H. Committee to Review Generic Requirements. 3pp. 44101:046- 
44101:049. 

6601360113 FOIA request for all documepis provided A lo be provided In responso to 
KtricpBldck A Lockhart request for mails re rule amending l0CFR5O.47(c) A 
lOC^R50.App E. 

INO£BRETSON,C. Hunlon A Wll-'iams 87/12/16. GRIMSLEY.O. OMsfon of Rules A 
Records (Post 970413). 2pp. 44139:130-44139.131. 

6601260116 Partial response to FOIA request-Partial responses lo Kiifcpairlck A Lock- 
hwt request for records re recent rule on oftetle emergoncy planting tor nudear 
power plants end A available In PDR In Folder FOIA87v794 under name ol Belalr. 
QRIMSLEYJp.H. Division of Rules A Records (PosI 670413). 88/81/22. 
INGEBBETSON.O. Huftlon A W«ll<aRW. tp. 44139:132-44130:132. 


—8801810263 Forwards aulhor 870522 dfreclivs lo Ofc ol Admin A Resources Mgt A 
ACOD In response lo 870526 memo re Emergency Response Dale Sys 
irrpf«rrienlation.W/o end. 

STEI-LO.V. Ofc ol Iho Executive Director for Operations. 87/06/11. ZECH Corn'me- 
ftfon«4S. Ip. 44094:026-44094:025 

-8801210264 Notifies thal Udall Subcommittee on Enemy A Environ marked- up NRC 
hsciafeth/e proposals A emergency monitoring bill. H.R.1670, “Nuclear Power Emer- 
oenev Ftesponse Data Sys Act ol 1987,'' enci. 

BRA6bURNE,J.C. NRC • No Detailed Afltllatlon Given. 87/06/18. ZECH. ROBERTS, 
A^CLSTINE (Commissioners. 7pp. 44094:026-44094:032. 


6601360120 FOIA request for documents re plant.including all Info within Ofc of investl- 
uttone cases concern^ invesggaUons which have occuned A/oi closed on 860608. 
5TEPHENS.S. Nuclear Awareness Network. 67/10/01. ORIMSLEY.O.H. NRC - No 
Detailed Affilietlon Given. 2pp. 44139:133-44139.134. 

6601260133 Final response to FOIA request lor info re facility ailMatJops.Forwa/da App 
B documenls-App A,B A C documents available In POR.App C documents partially 
vrithhofd (ral FOIA Exemptions 6 A in. 

QRIM3LEY.0. Olvl&lofl of Rules A Records (Peel 870413). 86/01/21. STEPHEN8,S. 
Nuclear Awareness Network. 5pp. 44139:135-44139:164. 
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-8801260147 Requesis (ospofise W listeo cuea'iona <e e’leflatof's mstlo by V rtl In 
encl 860516 llf.W/o and. 

AS£ELSTIN£,J.K. Comm'sslojtare. oe/OS/SO. HAYES 8 G. Olflco of (nvosioaHona fp. 
44139;140-44139.140. 

-8801260177 RosMnds to 660530 mamo ro facility aMooai'ons rratfe by fotmer uLl 
employaa.V Hill.Ofc of Investlgailoni coiopfai^ tnvostigetion but rapt Mtirftew from 

K uo'ie (jiaclosura for tisled reaMna. 

AYES.B.B. Office cl Investigations. 66/06/10. ASSEUSTiNE Commisaloners tp 
44139141-44139.141. 

-8601260186 Ack receipt ct 860313 iti ce concems ptesenieb (o Otc ol 
Inv&sUgaifons.Ragion lY on 6501 14. Review of mails Imiiaiod. 

CONNELLY.S.R Office of Inspeciov 8 Ai/cl'lor. 66/06/16. HILL.V. AffLiaiion Net As- 
signed. tp. 44139:143-44138:142. 


-8801260220 Rertiatly wiibhefd lechn'cal & Cosi Proposals 07-NRC-01, "Supporl lo/ 
nMa'ato.'v Negotiation l/ncfei Nuclear Waste Po'icy Act " 

• (^nse/vQUori Foundation. 87-NRC-ot. 87/01/22. 33 pp, 44139:177-44139.209. 

-8801280228 Part/a'ly w.tfiheld Techricat « Cost Proposels Q7-NnC-01 "S’oppotl tor 
R^u'eto/y Negoliaticin under Nuclear Waste Poky Act." 

• Cfenservalio/i Poundatiori. 87.NRC0I 66/12/23. 30pp 44139 2T0-44139 23Q. 

-8801200262 Portia ly witnnold rtiemo d scussmg various allornaiivee lor procu/lna ooc- 
es»a^ contractor support !cr negotiated rufemakina on h.gfi level wflsie 
CAMERON.C Office of the Genoiol Counsel. KACMAN.K Off.ce of Nuclear Material 
Safety A SateoiiB/as.Dirocior PHILLIPS.J, Olfice of Admln.'slrai.'on (Pre 670413) 88/ 
07/03. OUNTInG.J. Office of Nuclear Malerial Safety A Safeouarda Oiraclor lt> 
441M240-44136241 u • ■ i 


-8601260194 Forwards Allegation 4-&4-A-0t9/O.'4-84'026 as FOIA request, per scMce 
of rag^bnel counsel. 

EMERSON.M. Region 4. Otc of Die Director. 87/01/06 N'RC - No Detar'ed Allklaaon 
Given. Ip. 44139.143-44139:143. 

-8801260209 Advises that on 670131.8ynopsis portion of fnvestlgaHona 4-65-011.4-B5 
012 A 4-65-013 A narrative portion of 0(c o( Inveat gatlons assist to Insp A4-8SG0S 
forwarded to VJ Hfi| in response to request 

ORISKILLD.D. Olfice of rnvestioalions. 07/01/23. SMITH, L Offico of Inapector A 
Auditor. Ip. 44139:f44-44139;14r 

-8601260216 Discusses nonresponsiverisss by Ofc of fnveeilgaliana.Reg'on fV re V ttn 
Info concerning alleged wroa^olng by uiif mgl at pianl.Ofc of Invesfigeiiona respond- 
ed to request on 860610 Recommends that Inqu tybe c'osart. 

SMITH.L.B. Office of Inspector A Audtor. 67/03/13 CONNElLY.S.n Olfioa of In- 
apeclof A Auditor. Ip. 44130.1<$-44139.14S. 

-6801260227 Respotuls to 860313 Itr (rvloa'ins that aileQationa provided to NRC on 
6501 f4 were t>ol handled approprlalaly.On 870132. Ofo oi invesligailons inlormed Ofc 
of Inspecio/ A Auditor that fistea repla have bean sent in response lo reeuesi 
CONNElLY.S.fl. Office of Inspeeior A Auditor. 87/03/30. MILl.V. AlNiedon Mol As- 
signed. 3pp. 44139:140-44130:140. 

-6801260239 Ranis'ly wflhfield response to 660613 lir.Aiiagalions ra'sed have boen In- 
vestigaied by Ole of InvesUgadons A documenled Package of documents preparod 
but not sent due (o lack of authoriza'ion forpuO'ic reloeso 

WARD.W. Office o1 tnvesU^lions. 66/06/10. HIU.V. Affiliation Not Assoned tp 
44138:149-44139 149. <x»3 ir 

-8801260258 Panially wlltiheW It/ foquealing irivesUgaio/y documanla to clicni concerns 
lor lawsuit agalnsi Daniel Inil. 

WDL2,0.L. Sivan, Lyklns, Herimanak A Wula. 66/12/13. Region 4. Ofc of tne O/ector. 
8pp. 44t39;iro 44139:fSl. 

-8801360279 Pa/Ualiy wlihhaid FOiA request for a'l lecords re Invesi'galo/t of tfeficien- 
dea In const A procedures el leclDty. 

WUL2.0.L Bnan, lykina, Hejimsnak A Wult. 87/01/06. NRC • No Oouufed Affi'ioHon 
ONen. 8pp. 44139:1S2-44139:183. 

-08OI28Q288 Partially wttliheld tu addressicg concerns re plaf>t A Oanieis Const Co.pec 
A'legeiion 4.84.A-0f6.NflC continuing efforts re concerns.Resuiiani find>nas wM be 
forwarded upon compietfort 

EMERSON, M Region 4, Ofo of the Ofrecior. 87/0)/i3. AffiicSlion Nol Assigned Id 
44I39;164-44139:TS4. ^ 

8801280166 Appeals dsniel of FOIA request for documents lislod In end App 
B.Rasponsa lo appeal expected wlihin 20 working days of I'-f rece-'pi. 

BAUMAN.l. Government AccouniabiiiN Proecl. 87/11/06. CHllKS. Olfice of itw 
Secietary of the Commission. 1p. 44139:174-44130:174. 

8801280173 FOIA request for documents re vendoi Hals tor iack<ty as compTed by ubi 
or arw conlrscfora between 1975 A 1978, including documanfailon re use of "E- 
BnlTfe/* 

PALAST.G-A Union Associaies. 87/13/14. ORfMSLEY.D.H. NRC - No Detailed Afftii- 
ation Qfveri. 3pp. 44t39:263-44139:254. 


-88Q126C2BD PaRiaVy Wilhhe'd momo discuss ng implemeniation status lor high level 
wasle rrsoottaled rulamakirig 

CAW.eflON.C. Olltco of the Executive Legal Dirocioi tPie 880701) 88/01/28 
f<ALMAN.K. OHiOo of Nuctoar Material Safely A Safeguards, Director PHiLIPSJ 
BEfeSON.N. Oflica of Aar.lntsliation (Pre Q70413). 3pp. 44139 242-44139 344. 

-8601280294 Partially withheld aummarv of 89i 125 meolmg w/Federel Ttsde Corr-nts- 
s>on re negolialert rulemak'ng on .'nformal dispute seMlomenl procoduros A use of 
ConseAiaiion Foundal-‘on as prime coniiacior In rulemaking 

KALMAN.KL NRC • No DoteHod Aliniaion Given 06/l2/f0 BUNTING JO N.RC • 
No Oetaifed Atfi'mtion Given 3pp. 44139 24S-44 139 253. 

9601260268 FOIA request for documonis ro Iniornal A/or external corrrrspondonca/ 
commorieaiiotis lo & from NRC A H Myers during 1984 I087.neclploni A author of 
documents shou'rf bo l.sted 

CONNOR.L OoC'Sesreb Assoc'otos 87/10/23. QRiMSLEY.DH NRC • No Oolsi'ed 
Affsiafon Given Ip 44139;20S-44l3d386 


8801280287 FOIA request for docurrenia re tmernal A/or oxiornal correspordence/ 
cammunicawirts lo A from NRC A H M/era dut.ng t9B4.i067.noci^erii & adhor o1 
documents should he llsied. Request uprfatas FOlA Roquost 87.738 
CONNOR.t. Doc-Soarch Asso&ates. 47/12/07. GRlMSLEV.OH NRC • No Doia'ed 
Alf^kalidn GVori. ip 44139389 44139:269. 


8601360276 Partial response to FOIA requssis.Forwards App A documenis Documents 
bo-no placed in POR Only Mos fn NRC Ofc of Gp-vernmenial A Pubhe AHoIrs sasrefed 
for oocumenis roaponsivo to requost,par 871028 loicon 

GRfMSlEY.D.H Divis'orr of Rules A Records (Post 870413) OS/Ol/32, CONNOR L 
Doc-Seoren Assoclataa 3pp. 44 139.290-44140 009. 


*8507240198 Forwards corrrr.onia on NRC 850510 Hr to Congressman Uda'l cn pros- 
su-'e iransmiirere used ei laci-'ities. 

COM0S.F NRC - No Delated Alf,l,Btlon Given. 65/05/15, REH.M.T. NRC • No Do- 
lel’OdAtlifiai'on Given, ip 44139.035-44139.335. 


-8506070143 Requosis rosponso lo iisiod iiams.in support Of NRC 860710 responso lo 
ConcHoaeman Udsil 850426 iw to HPCl lai'u'os at plant. 

KAMMEnER.C. Oflico of Connrcasionol Affairs (pre 870410). 85/07/18. n£HM,T. Ofo 
«l thpExocutive Otroctor lor Opo/oUona. ip. 44139.339-44139.336. 

-8801260280 Forwards i/sted >'risp repis re ciant.pet taquaBl.Copy o( results o< C-E 
reinsp dffon A ASlO decision wii? bo lorwaroed.W/o end 
KENT.S. NRC • No Deiolied AiMiailon Given. 84/01/17. MYERS, H, AH;liat;on Not As- 
signed ip. 44139 293-44139 203. 


-8601260295 Forwards momo lecoived from Region lit provld.ng chronology of ovonfs 
re devplopmani of relnop program at plam.Repi on results of teinsp did 6401 18 being 
pfoducod A will pe lo/watdad!w/o onci. 

KENT.S Office of CcuTOfOsslonal Affairs (pre 870413). 64/01/23. MYERS.H, Alfi..a!i0n 
Nol Assigned Ip. 44109 294-44135:294. 

-8801360300 Forwaids list o1 llema listed IP chronology oi events ro reinsp oi plant. 
KENT.S Olfice ol Congressional Affairs (pre 070413). 64/01/23. MYERS.H. Aflillalion 
Not Assigned ip 44139:295-44139 295. 


8801360184 Partial response lo FOIA reciresi lor docu/nenis App A documenis re 
equipment quaDficanen package avaitaDle tn POR. 

GRIMSLEY.O.H. Ofvtston of Rules A Records (Post 870413). 88/01/32. PALAST.G A 
Union Aaaociatefi. 2pp. 44139.255-44I39'250. 

8801280195 flespohda l« appeal re denial of fOIA requesi for 14 documome Hsled In 
App B.Portions of enef Documenis B1.B4, 08,89.811 A B14 withheld (ret FOfA Ek- 
amoibn Sl.Oocument 86 In POR under Conuect NRC-02-87-003. 

CHItK.SJ. Office of the Secreia/y of the Commission Nnc-03-87-003. 86/01/20 
BAUMAN.L. Govem/nent Accounlab'llty Pio|acL 3pp. 44139-179-44139:253. 

-8001280220 Partially withheld Technical A Cost Proposals 87-NRC-ot. "Support for 
RMUIatory Negotiefion Under Nuclear Waste Policy Act '' 

•Conservation Foundation. 67-NRC-Ol. 87/01/22. 33pp 44139:177-44139.209. 

-8801280228 PartlalfY withheld Technical A (3osl Proposals B7-NflC-Ot, "Support for 
Aeoulatoiy Negotiation Undat Nudeai Waste Pohey Act." 

' uinservstlon Four>datfon. 67-NROOI. 86/12/33. 30f>p 44t39:3l0-44l39-.339. 

-0801260262 Partlslly withheld memo discussing various alternaiNes for proctrnng nee- 
essaiy contractor support for oeoptlaied rulemaking on high level waste 
CAMERON, 0. Office ol the General Counsel. KALMAN.i?. Office of Nuc/esr Maienal 
Safety A Sa(esuarde,0lreoior. PHILLIPS, J. Office ol Admlrilstraiibn (Pre 870413). 66/ 
07/0j. BUNTlNOrti. Office of Nuclear Material Safa^ A Safeguards Director Ip. 


-8801280280 Parlfally withheld memo diacusslrtg Irrtplemenlatlon status lor hioli level 
waste DM^ted ruemaklng. 

(>M£RON.C. Office of the Executive Legal Oirsetor (Pre 6607011. 68/01/28. 
KALMAN.K. Office o( Nuclear Malerial Safety & ^leQuards,Oireclor PHIUPSJ 
BEESON, N. Office of Adnti^traUon (Pre 6704 13). 3pp 44139 342-44130244 


-8801280308 Submits listed questlona te findings on TMl-2 desfwp 
al.’^i'O'vs Chronology ol crane statemei^ts, contentions A a'logaUons end 
MYERS.H. Affiliaiion Not Assigned. 84/02/16 kAMMERER.C. NRC • No Oaiel'ed Al- 
ftlallon Oivo.'). Spp 44139:390-44139 398. 

-8801280327 Commonls on mall false staiemsnt associated w/staied person requaMi- 
calfort uxam.por NRC reguGst.Llat of TMl fnlegrity Issues (1) provideaAothor 830301 
memo 8 comments ra Ofc of invosligsifons on mail false stalemenis at plant enci 
MYERS.H Affiliation Not Assignod. 84/03/20. KAMMERER.C. NRC • No Ootailsd Af- 
aksUory Given. 1 lpp 44139:299 44139:309. 

—88012803*0 Cornments on Hst ot TMl Integrity Issues (il) re Hem f)l-E ol Koaten 
replMt NRC request 

MYERS.H. Affillaiton Nol Assigned. 84/03/21. KAMMERER.C. NRC • No Deiei'od At- 
filralion G-Von. 6pp. 44139:310-44139 315. 

-0601260348 Providea lisi pf questions re NRC comments on Commiseion 840120 Hsl 
of IrytOQifty (syjos (n TMl-t fastert proceedino. 

MYERS.H., SIMPSON, J. Affi.'iation Not Assigned. 04/03/21. KAMMERER.C. NRC - No 
Ootali'ed Airiilatlon Olvor. 2pp. 44130:316-44139-/317. 

-08O1S6O3S4 Forwards AKachmanla 6-0 lo R Wischow affidavit submitted by util on 
640931 A Wischow aflldavil giving approprfaie rols W/o oncis. 

KENT.S. NRC - No Oeiellod Affi.'laiio/t GIvea 84/03/30. MYERS.H. Alfiliaf-'on Nol As- 
signed tp. 44IS6:316-44139:3|6. 

-8601260978 Forwards listed documenis on PuUman Power Products, per H Myers 
tequesi.W/o oncis. 

COMBaF. Office of Congressional Affairs (pro 870413). 64/04/06. ANKRUM.G- Die 
of Inspection A Enforcement, Q'recior (620201-670413). Ip. 44139:319-44139:319. 


-0801260294 Partially wflhheld summary of 661125 meeting w/Fedeial Trade Comrm 
Sion re negotiated rulemaking on Informal dispute seltiemenc procedures A use o 
Conservation Foundation as mme contracior in rulemaking. 

KALMAN, K.L NRO - No Oewied AfflUallort Given. 86/12/10. BUNTING JO NRC 
Ma rw'aned Affiliation Given. 3pp. 44139:245-44139 252. 


-8001260466 Requests documeni obtained from Ofc of Inveslfgatlons which sppeairs lo 
be "punch list" ret to by W Marsha'f during 6305i2 discus^on.Pages 33-35 of ban- 
script of 630512 interview end 

MYERS.H. House of Rep . inlerlof 6 Insular Affairs. 84/06/26. KAMMERER.C. NRG • 
No Detailed Affiliation Given. 6pp. 44139.320-44 139 334. 
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Forwards d’ati brtetlr^o notes tttat Elsont-.ut & O'Ratty {>tan '.o uao M 
640724 naarfng W/o oncl. 

Oiclco of ConQressionsl Affalis (pre 070413). 04/07/^3 MYEnS.H House 
orRop.Intorlora tnsularAriaira. tp 44130.32&'44l3g.32e 

-66012(0481 Forwards i.'pdaio ot status o1 ptonl projocUnto auppts Oon:rrtse)on 
840631 lir <0 Udall. 

COVBS,F.O«ica o1 Congrossionel AHaits (ore 070413). 04/00/21. MYEOS.H. House 
OlPep. Iniorlor 8 Insular Affairs 3pp. 44130 327-44130 320 

-8801200491 Forwards transcript of Commission 040G01 rr.eoilng ro ptani (hal Flame 
pronised Sleborl ng.W/o end. 

COM3S.F. OHice o1 Congressional Alla'rs (pie 070413). 04/00/20. MY£f\S.H House 
a Hap, Interior & Insular Affairs, tp. 44139:330-44130:331. 

-860(2(0501 Forwards I Cation droll momo to A Igno ro Basdohes iranslonl for 
PTSper raquosl-Oocument should bo proloclod from public disclosuro.W/o end. 
KAV^REB.C. Olfico of Congtoss'onel Afta ra (pro 070413) 86/03713 MVEns.H 
House of Bop., Intohor & Insu'ar Affairs, ip. 44139 332-44 130.332. 

-88012(0516 Iniprpreis Sn/dor stoiemont dunng 0S0307 maaling ihal causa oi cliongo 
l/i K'RC position ro adfioronco lo procoduros rluo lo now Info provided by Ole of 
Inves'Jgalions.Airilior requests lo bo Intoiinud If iniorproiotion orronoous 
MYEBS.H Affi'iatlon Not Assigned 05/03/16 KAMMEBEM.C. NRC • No Ooimfod A4- 
ftiaHOn even ip. fl4139333-44l3oa33 

—88012(0524 Forwards TVA ropl.por Subcommllloa on Energy & Erwiion rorviosl.W/o 
encl. 

KAMMERER.C Olfico of Congroasional Allaira (pro 870413) 05/03/27. 

DENTON.Iin. Office of Nuciaar naector noguletion, Olrocioi (p(e-05ll2S). 
TAYlOR.JM. Ofc of Inspeotfon & Enforcomonl, Qlroeior (820^1-870413) 
HAYES,B.B. Olllcool InvosiiQsl'oris. ip. 44l39.3a4-44l30.334. 


-8001260408 noQuesis docu.iiont obta nod from Ofc ot Invesfigalions which appears to 
be "pari^ 1.S1” ref lo by W Marshall during 830512 discussro.n.Pagos 33 35 of Iran- 
4CRM of 830512 'nierviOw end. 

MVEnS.H. Hnuso of nea. Inlorlor 4 (nsular Allafrs. 84/06/25. KAMMEflEB.C NRC • 
No OoiaKod Alfillalon Grvsn. 5pp. 44130.320 44139 324 

-8601260470 Forwards d,-ail brio'ng notes Ifiai Eiserhut A O'Ro’lV o.'an to use at 
840724 haarIng.'W/O one). 

COMBS, F. Offree ol Congress onai Adairs (pro 070413). 84/07/23. MYEHS.H. House 
ol Rt-p .Iniouor 4 itwjiai Adoiis ip. 41139--325 44139 320 

-8801260461 Forwards updaln pi stolus ol olaai prolacUnlo BjOPIs Corntrlsslcn 
B4053I Hr lo UdaL 

I30«0S,F. Olllco of Congro5S.onal Affairs (pro 870413). 84/08/21 MYEflS H House 
OIRop., tnlor'or A Insu'ar Alfa'rs. 3pp. 44139 327.44139.329. 

-089I26O4S1 Forwards trarsct<pl ol Ccmmisslon Q40601 mooimg ro plan! lhai Woino 
prondsad Scbei'mg.VV/o onci 

COWOS.F Office of Congtesslonal AHalrs (pro 87<M13). C4/09/2C. WYERS,H. House 
of Hop, Iniprlot A InsLla/ Affaira Ip. 44139.330 44139:331. 

-88012(0501 Forwards I Cailon draff memo to A Igno ro Basdokaa tionsioni lor 
PfS.po.' focuPSl.Docuineni sfiou'd be proicdod from public disclosure.w/o enci 
KAMvEHEn.C. OHiCo pi Cong'essipnat Atfars Ipre 870413). 05/03/13. MYERS.H. 
Housool Rpp, Inipflpr 8 Insu'ar Adflirs Ip. 44 1 39.332-44 139.332. 

-8801280510 Irvtotprols Snydar slaiomont during 650307 meetmo that cause o! change 
In ARC posll'on lo adhorenca Ip procedures due lo new info ptQv'doil by Ofo of 
Invosfipalions AuHior roquosls lo be InfPrn-ed if Intorpreiallon orionooua. 

MVERS.H Airil'afion No! Assigpprl. 85/03/16. KAMMEnERC. NHC - No Deiai'od Af- 
l.*iation Civon tp. 44139 333.44139 333. 


-86012(0540 Commonla on Pal'adina 650510 Hr lo Uda'I re plant pressure naAemilioi 
.•rMrier. 

MYEBS,H. AlliilaUon Nol Ass.'gnad. 65/05/14. KAMMEBER.C NRC - No Ooiafad Al- 
HiabonO.ven. 3pp. 44139:336 44130.330. 

-88012(054? Forwards Ofc of (nspedet & Auditor Inquiry 06 29 <e aUugatioos 8 <MerY)- 
<lc4r>g by neg'on fl poraonnol following OA Insp o( TVA A roquesie ifmi o.ncl docu- 
menrs be resirlclod lo Inlorfor Comrrilloo mombora A slaff.W/o one). 

KAMVEnEB,C Office of Congressional Afla'rs (pro 670413) 05/07/26 MYERS.H. 
House of nap., Inlorfor A Insular Allai/a. ip. 44 139:340. 44 130 345 

—8801260531 Advises tbai Commltloo on Interior A Insular Affairs has provKlud end 
info CO TVA wold Issues 

KAWMERERC. Office of Congressional Affairs (pro 07O4i3i. OS/iO/i7 OIRCKS.W 
Ofc of (he ExocuUvo Oirecter for Operations. 23pp. 44 139:340-44 140:000. 

—88(11260(58 Roquoata list ol current eslimaies of values of n l <fuci>i-iy transiiron ip<rm 
fo( aif PV/Rs based on method roquirod by PTS rule A mothod rocommofttfot) l^y HRr. 
as tfoscfibed in proposed rev (o Reg Quide 1.09 

MY6nS,H. AffUialion Noi Assigned. 05/ 1 2/04. KAMMERER.C NRC • No Oouii'vtf Al- 
rtAaUon QNai Ip. 44 t40:009-44140 009. 

-68O7S40189 Forwards comments on NHC 050510 Hr to Congressmen Udoil on pfos- 
suro t/ansTfilors used at laciliiies. 

COMeS.F. NRC • No OotarlQd Adillallon Qlvon. 65/05/16. REKM.T. NitC • No Oe- 
UFod A'f.'iaiicn CIven. ip. 44139.335-44 139.335. 

-8SO8O70143 Rsgueais (oaponse lo Hated lioms.in support of NRC 05O7tO /osponsu i» 
Coagrossman Udail 850426 Hr re HPCI failures at planl. 

KAMVEfltfl.C. OfHce Ol C^toss'onai AHalrs (pro 070413). 05/07/12. TCHM.!. CXe 
ef IR« Eiecutfve Director for Oporallons. ip. 44l30.339-44l39.330. 

-8801288288 Forwards lisled Insp rep(s ro planl, per roquesi Copy of results Of C-E 
reinsp el'ort & ASl.6 decision will bo lorwaraod.VV/o end. 

KENT,S. NRO- No Detailed Allli'iQllcn Given. 64/01/17. MVERS.H AlliLstfon Nol As- 
ftlgnod. Ip. 44130:293-44139:293. 

-4801280295 Forwards memo receivod from Region III providing chronology ol ovonis 
re development of relnsp progrom at planl Repi on results ol rolnsfi did 840112 being 
Moduced A win bo forwarded!W/o onci. 

KENT.S. Office of Congressional Affairs (pro 870413) 64/01/23. MYERS.H /Vlhiabon 
No) Aa^ned. ip. 44139 284-44139:204. 

-8601260300 Forwards (is) of Hems listed in chronology of events re rolnsp of pfeni 
KENT.S. Offico ol Congroasional Affairs (pro 870413). 64/01/23. MYERS.H AfMlat-on 
Mol Aesigrted. Ip. 44139 296-44139:296. 

-8801260300 Submits fisted questions ro findings on TMI-2 cloRnup 
pHobaUonS-CIVOivology Ol crane slalemonls.conlenlions A allogallons onci. 
hlYERS.H. Affilialion No) Assigned. 84/02/16. KAMMERER.C. NRC - No Defoilod M- 
(ilUiUorx Given. 3pp. 44139:296 44130:298. 


-8801280327 Commenla on mail falao sfetemoni assodaled w/aiaied person ronuaMi- 
caDon axsm.par HRO requostDsl of TMl Inlegrily Issues (I) providoo/tuttior 930S01 
momo S comments re Ofc of invesugotlons on mail false slatomonls al pfont orx^. 
)AYEnS.H. AH/tellon Nol Assigned. 84/02/20. KAMMEBER.C. NRC No OoleHod Al- 
fHatfon Ohren. 11pp. 44139:299-44139:309 

-8801280340 Comments on list oi TMl Integrity issues (II) ro Item lll-E of Xooion 
repl.per NRC raquosl. 

MY^S.H. AtfHaiton Not Assigned. 84/02/21. KAMMEREll.C. NHC • No DeieHod At- 
Wiatfon Ofven. dpp 44139:310-44130.316. 

n Commission 640120 list 
KAMMERER.C. NRC • No 


•(801200'246 Provides list of queallons rO NRC commenO o 
ol khlearitv Issues in TMM restart proceeding. 

MVERs.H.i SIMPSON, J. Alhltallon Nol Aasignad. 84/03/21. 
OetaiiM Affi/ietion Given. 2pp. 44t39;3l6-44l3g:3l7. 


-4801260364 Forwards Attachments 6-9 lo R WIschow affidavll submlitod by uHl on 
040821 8. Wisohow effidavil giving appropriate refs. W/o oncis. 

)rcfJ7' S NRC • No Detelled Affilmtion Given. 84/03/30 MYERS.H. Affilialion Mol As* 
slgn^. fp.44139;3ia-44f39;318. 

(801280376 Forwards llslod documents on Pullman Power Products, per H Myers 

^lJmg'*F^oSco ol Congressional Affairs (pre 870413). 84/04/06. ANKnuM,G. Olo 
^fnspei^n A Enlorcemanl. Director (820201-B704t3). Ip. 44139:319-44139.310. 


-(801306524 Forwaids TVA topl.pai Subcoinm.Mte on Eneiffy A Environ joquosI.W/o 
enci 

KAMMEREH.C. OHco Oi Congross'onal Ailalra (pra 670413). 65/03/27. 
DEN10 N.hr. Otiloa of N-Jcloar Roscior Rogu'aCion, Director (pre-65ll25) 
TAYLOn.J.M Ofc of Inspedon 8 Enicicemani, Director (02O2O1-O7O413). 
HAVES.D8. Oh.co of tnvusiigailons. Ip. 44 139 334 44 139.334. 

-6601200540 Catr-iTieais oh PaTaoino OSOBIO Hi to Udall ro plan) prossuie Hans.m''iior 
matte.'. 

MYERS.H AflU iUion Not Assigned 65/05/14. KAMMERER.C NRC - No □o'.oCed A(- 
Matien O'ven Dpp 4413I):336.44I30'338 

-66013(0547 Forwards Ofc of Inspocioi 8 Auditor inquiry 65*20 re a'logations S wrong- 
domo by Roglen |i pcaonrcl loliowing OA Insp ol TVA & roquasis lhai end docu- 
monUtoetCisTilciod (blnioripr Comm-iieo motr’bors& smii.W/o end. 

KAMMEREaC Office Ol C^rigresslonsl Aftoirs (pre 870413). 65/07/26. MYERS.H. 
Houso oi Rep , Inieroi & insular Afiaiia. ip. 44t3g.340-44t39‘34S. 

-80012606(1 Advises that Commuted on inio/ior & insular Alfeira has prov-dod and 
Irvfo on TVA wa-’O issues. 

KAMMERER.C. OHIce of Cor.giesslonsi Allans (p/o 670413). 95/10/17. 0.RCKS,W. 
Ofc o' iho Exocuivo Drocior Ipr OpCieHcns. 23pp. 44)30:340-44)40:900. 

••((01300650 Requasis hst of cvueni ostimates ol values o( pH ductility ttanslllon temp 
lor an PWRe based on method required by PTS rule & molhocf recommended by NRC 
as<fescdbcd m proposed lov to Reg Guide 1.99. 

MYERS.H. Aliiliaiion Noi Ass'gnod. 05/12/04. KAMMERER.C. NRC • No Deioiied Al- 
nhoHorsOlven. Ip. 44140;OOM4I40 009. 

8001260296 Pathai ro^nso l» FOIA roquost.App B documems corrplaieV w.thheid 
(roi FOlA Evomption 5) 

ORIMSLEY.O.H. Division Ol Rules 8 Records (Post 670413). 60/01/22. AlROZO.D. 
McQraw lii Publ’caiiOna Co. 3pp. 44I3Q 255-44 138250. 

88013(0302 FOIA request IhQl e'l documents re NRC Senior Mgt Team, Includl.ng decu. 
monts foading up io loam formation Ihrough 1087 bo placed In PDR. 

CONNOn.1. Doc-Search Associoles. 07^2/07. QRIMSLEY,DH. NRC • No Doie.lod 
Alf.1i8hC>n Given Ip. 44136205-44)36:205. 


6^1300306 Final loeponso to FQiA ioqusst.No aoency locorda sub| to cequosi located. 
ORI»45tEY.O. O-vIsion of Mules 8 Records (Ffosi 670413). 06/01/21. CONNOR, 1. 
Doc-Search Associales. Ip 44f30.296-44l3B.296 

8801260318 Final response lo FOIA requestNRC net in possession ol Item I ol 
roquo»i.Reouesl submftled 10 Comm Eaisort lor sub) e/iCi.Rocord wiil bo placed In 
PDR upon receipt. 

GF«MSl.eY,0. OMttlen of Rules 8 Records (Post 870413). 6a/0t/2t. QRABER.L. 
NUSCorp Ip 44136:298 44138:299. 

8801260317 FOIA roquost lor Ole ol InvostigalionS Repl 1-8S-019, fnc'uding all axhibll-s. 
STAFFORD, T A. Allil.allon Not Aasionod. 07/12/31. GRIMSLEY.D.H. NRC - No Da- 
laded Aiariatton Given. Ip. 44136 300-44130:800. 


8801H0320 FInel losponso lo FOtA lequest te alleged thioats to emptoyee at 
plani.DocumonI Idenilied in App A avai'ab'o In PDR. 

GniMSlEY.O. Owslonol Rules & Records CPoat 670413). 00/01/21. 8TAFFORD.T.A. 
Afldlavon Not Assigned. 2pp. 44136:301-44136 392. 

8601260363 FOIA request for any & ell documents associated w/Jen 1967 memo (lom 
V Sieffo lo a Hayes.rel in 071 toO issue of Inside NRC.for placement fn PDR. 
COWOR.I.. Dec-Search Associates. 67/12/16. GRlMSlEY.OH. CMs'erv ol Rules & 
Ftoccxds [Post 870413} Ip. 44130 365-44138 355. 


8801260363 Final roaponso to FOIA request (or documanls re US supply of enriched U 
(o South Atrica/i Safari I nuclear research reactor between 1979 A 16e2.Forwards 

a C documents. Documanls also fn POR. 

MSt-EY.D. Dhrlslon of Rules 8 Records (Posi 670413). 68/01/21. MOKOENA.K. 
Fund (or Peace (Nallonal Socunly Archive). 2pp. 44139.O55-441D9;O0O. 


-0001200410 Summary ol 670923 meatlrig w/Embessy ol South Africa, pot-tlcsl courv 
sailor re sialus of South African mrefear exporia & overall nuclear cooperation be- 
twoen US & South Alrtce Status ol pending evporl applications also reviewed. 
SHEA.J.R. NRC - No Oela.ied Allll.ation Given. 88/01/21. AHEAHNE, GILINSKY. 
HENORlE Comrnlasioners. Ip. 44139:060-44139:060. 
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QAUMANL GSn^mrn,"*®' ,* «««0«d« (Pcsi 870413). 2?Q6. m0U22 
UMAN.L Go/afflmQni A^counlaljity pjovoci 3w) 44139 077^8133 1 10 


Cor;5^..>S 08/01/23. RAOHO.flM 


TI?LrSS'fy 

GR'VS' a partiaiy wtWia'd (»of fOiA £)ia<i«!on 0) 

fii-'lQ6 8 Recofrfi (Post 070813} AA/niipp CAnncRC 

Governmoni Accoamab.'iry Pro,frcl 4fp 44130.^-44130 W GAfiOE.BP 
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O0C-S08fchAss0Ci8!08. 4pp 44l55.008-44l55;02a vatnnoh.V. 
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-8801270227 (nlorms lhal SubcomtiiJiloo ot Qvots'aht & Itv/oei (»HrA« m Mn..aa r- 
Efl R°fnSn ? Commofco rdouegtoo 041013® ,opi ol^'^ro^p^iOT * 

KAMl5pnJn ?P oH^ el plani Oocymenis w;il be lonS!" * 

R 0 ra«si’SNl& 1 sX^ 
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Dotai'od Af/i.'iailon GNen 06/01/09 REirM.T Nnc nn 
Ootailad Affilialion Given, ip 44165.024.44166:024. 


i’oS bViSSS" S “•«" ™R»s.<'n,nM«n6.w ., nocnn,,., 
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^uns^l^s ^0“ 0* levlow process. 


Ur. ,n.« n„" <r' • ”■' °/ gong/asatonal Aflairs (pro 0704131. 00/03/07 DINGfLi jo 

House o1 Rep., Energy & Corrune/ce Ip. 44]5S028-4415S<>2a ' '4- 


Commission closed moeiv 
81 TvA & iniornal NRC momo requ 


ol NRC ifivesiigalions „. 

TVA, par rofipest W/o ond, 

n ^ S’ Cono.'oss:onal AHaifs (pro 8704131 
House of Rep . enorgy & Commerce ip, 44155 027.44155027, 


-8801280109 Paniady withheld momo.inlorminn ihai ofc recolvc 
Subcomninea on Oveiaohi & liwo3l.9ol,or.8 & Subcomm.iioe 0 
KAVMPn?H r® nm'’" Commisaion rlTooNng 

HUBtHTS, ASSELSTINE Comm.ss: 0 nef 8 Ip, 44155020-44155 


unexpuigaico repl trom Ofc ol inspoctor 
kAlUA PHPn r °' concerning laollti 

o?Rn;P °i ^'^Q'ess.'ongi Alfai-s (pro 070413), 85 
House Di Hop . Energy 8 Co.-nmofco ip 44l550l2-44i550i2. 


-680127022T irjlonns that Subcorrmltioo on Ovorslohl & Investio 
rnillee p.n Energy £ Commerce roquosted 04l0l9®fept ol Ofc®i 
KAWl3pflPn?31^'°’V 0«wr1ormar,cc ai plant Occimo'^is wlii bo 

nOBER rs Asqpi iT%®i^ Alln'rs (pra 070413). B‘ 

HULjtM (b, ASSELSTINE Commiss'onors Ip. 44155 013-44 155 


, "n *"1* "’®’ mombors ol Subcomni'iteo on Over- 
KAlviUPRFH r^rSf®^ ''<®r lo inlorvlow NRC omployeo 

ncK^S^ A^iin ir^wi^ ^°'’9'sss'0'^a' ''"n'fs (P'o 070413). 85 
HUtStHio, ASSELSTINE Comrn.ss’onors tp 44l55014.d4l55:< 


-8801270400 tJiscussos inicrviows of floqion II corsrnnni Iw «! 
>'9h & invcsijflaiions toTVA lacl'iiios ® ^ scmelbyS 

OINO^nODERTS AsSfri ^7041 

uinu, HUUtH IS, ASSELSTINE Conwassionets. 2pp 4416501 


-8001270830 Advises lhal B Chafin ol Dincoll SubcommiiiHa r, 

noin'r^Pi^M"^; DoiRilecI AHiMalmn Given 86/ol/0‘ 

DoioLorfAflil,aliOn Givon ip 44155;024.441SS:024 


■■"K'b™ «ECy.85.30R„., D Chaw ,.qu..,c.n„ 

HoiV^ n?nn^ eJl''? °i ^®''9’9»8'0n8l Alfa'rs (pro 0704 131. 80- 
House of Rop, Eno,'gy & Commerce, ip. 44156 026-44 155 025 


'’■"'esi-’Oative ropi re Nnc inveatinahon 
S.r«a«i«?«''5'’ 'J^ ''9''0 iniornai motnps proparod®by EC 
Wuft40l.68 pert of TOvlew p/OCOSS- ' ' W| cu 

Confifess'o-nal Aiiairs fpro 870413)- 06/ 
House el Rop., energy & Commerco. ip. 44155,026-44165 026. 


lianscripis of Cemm:68ioii closod mooir 


TVA.psf reouostAV/ei end. 

JWMMERER.C pfhco Of CongroRs'onai Alla'ia ipie 070413) 
House of npp., KnergyA Commerce, ip, 44153:()27-44186;02' 


"^nhy??i^ Po-’tiQliy wilhhotd momo,ififOfminQ thal ofc recoiveu 
Ihvosiigaiions a Subcommiiteo oii 
KAMMCnen M ctpseo Comm;88ion meeiing.Ti 

ROaFfif^^ ABBCI e^Mc Congress-’onBl AHaira (pro 8704 i3).“b 6, 
HUBERTS. ASSELSTINE Commissioners, ip. 44155 028-44i59,c 


®®06 TS X®®’’'”’®® '? ’O' "ocumoni: 


* J..t??cumeni 9 pBrtraily a rola'ly wii[iKoTd"roiToVA°E»ornpi‘i'on9*i 
.17.M. Divis'on ol Rules 4 Records (Post 0/0413) 

jCtr n A ^ ■ . m ki 1 . n. '^L' 


4 Hecofds (Posl 070413) 
DlXO,N Governmont AccouniabMity Projoct. 7pp. 44154 001-4415 


••6601270287 Forwards descripiion ©1 conlractor record 
(fr^Hi documenis end. 

bC.HUYLtR,J.O. Pac.f'c Qea & Elociiic Co OCL-84-221 84/1 
Refl'on 6, Ofc ol the Director. 250pp. 44I5-1.O40-44 154-301 


-8801270338 Summorlaoa 840319 meoting ro Allegailon nv-84- 
4^15?3bl4W4'302°'‘' 8‘'/03/21. Region 5. ( 


'"■ '« Allogatlon flV-a4-A-0043 con 
Ol CJL ptoceduros.lnquiry Iniilaled 

44^54 03/03/21. All, Hail 


'Q Al'ogaiion RV-84.A-0043 conc« 

44154:304 44154-304. 


^ iho Difocior. 03/03/21. Affilialior 


ParOally wiihheW Hr re 840308 meeting concernin 
larred?oOfc"oNnv«Slgabon°° procedures. Inqu.-ry Im.iaiedln. 

44?6?&544iSoS.^‘ Affiliall 


'® meeting concerning Allogal 
sri.R®A^^o^ o ®"1®' aiplanl. Partially withhold roll 

44IS4^^.'44t6?3?o"’ ° Ol/ocior. 84/03/23. AHillaliC 


i,''°T6i’''?, «’®scr'P‘'0'> of coniraclor record tun 
S^ui ?.>? ca® rolaled documonis end 

* Electric Co. DCL-64.221- 84/0 
Region 6, Ofo of the 0,-reclor. 250pp. 44164-040-44164 301 
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-M0 1270338 Summarizes 840319 meoifng ro Allogallon F1V-84-A'0043 concernirm cir. 
Currvonl.cn ol OC procedures & Inlirnidatlon & threats. Ltr to ailogote cHscirssbiQ ofln^ 
aciicr>8 recommended. 

OOOQS.Q Region 5. 0(c o( tite OUeclor. 84/03/21 Rooion &. Ole ol UioOiiBdor to 
44154:302-44f54:3O2. 


-0801280684 Discusses Intenriewe w/JC H8.ynos 4 others durlna 850326 attest 
suioofAtn-241. 

AXELSON.W.L. Region 3. Ole of the DJreclor. 05/04/08. Region 3 Ofc of «ho 
1IW. Spp. 44174:028-44174:032. 


-6801270432 Partially withhold Itr re Allegation RV-84-A-0043 concern ng circurtivonllon 
ol OC procedures. Inquiry Initialed 

Bishop, T.W. Rei^n S, Olo ol the Ditoctot. 83/03/2t. AIHliailon Not Aestanod Ip. 
44164;364-44164:304. 

-8801270436 Partialfy wiinhold Hr re 840308 mooling concern'ng AliogsL’on RV-84>A- 
0043 on circumvention ol QC procedures. Inquiry initiaiod.lnirm>clat& concoin re> 
(snadloOlc o( invealigaiton. 

e'SHOP.T.W. Region 6, Ofc ol the Director. 83/03/21. Affi.'iaifon Not Assroned Ip 
44154 305-44164:306. 

-8801370439 Partially withhold Itr to meotlno concerning Ailoganon RV-84-A-0037 re 
discharge tioin Bechlel work lores at plenl. Partially wHItheld folaled documonu end 
SCARAN0,R.A. Region 6, Ofc ol the Director. 84/03/23. Allillai'en Not Assuned 6ap 
44154:300-44164:3TO. 


"Phaso II Oocomam’nallon flept ol JC Haynes Sile.Newark.OH, 

MGRPHy.G.L. Oak R.dgo Associated Unlvs. 85/i0/3t. ?7pp. 44t?4.033.4417 

-8801280678 Partially deleted Invesligailon Ropi 3-85 005 re alleged unauthorlzei 
session ol Atn.241 m amouni exceeding l.ntll of License 34-13V4-01.all9aed i 
eregod mail false slaiemenls made to NRC. 
3.01C Ol the Director. HAYES, B.S. OHice 
vosilgalions. 68/00/04. 24pp. 44174:1(^9-44174 132. 

-8601280678 Partially deleted momosutiinilling final NflC oslimalion ol Am-241 c 
eaied ai JC Haynes Co silo ol Newark,OH. Deconiamlnatton activit'es v'oldod f 1 
Arn-241 Inaddiiion to 10.58 Cl conliscalodon a603?8 

AXELSON,W.L Region 3, Ofc ol Hia D.roctor. 85/07/05. Federal Bureau of Inve 
600. Ip. 44I74-.I33-44I74;133. 


6 601261)048 FOIA request for list of eppUcallona that have boon made to AEC/NRC lo 
txiild r^kcels mrclsar power plants, list of plant names & l-si ot roplicellon & standard- 
ized p'snl pol'cles orocodures 6 guidelines issued by AEC/NRC. 

FREEMAM.QW. Freeman. Freeman & Saizmen, P C. 87/11/30 NRG • Mo Oeia.tod 
Alfblslion Divan tp. 44173:001-44173:001. 

68 01360064 Final response lo FOIA lequeai lor documents to Dsllng ol sitodOc inlo 
concerning slandardized/replicate nuclear power pienla.I.lsl oncl. 

QRlM&LEY.OH. OMa-'on o( Rules & Records (Post 070413) 60/01/28 

FRECMAN.O.W. Froeman, Freeman & Saizman. P C. Ip. 44173.002 44173003. 

—8601380076 UsI Ol siandardlzed/repDcalo nudear powor plants A MRC potfelos A 
guidance. 

NRG - No Qeiailed AKillation Given. 00/01/36. Ip 44|73;<103.441 73:003. 

8 801380361 Patllal re^nae to FOIA request lor documonia to tOCFRSOSO 
rovlews.Forvrards 0 dOcuments.App CAD documonis aveiidbio In ROR 
ORIMSLEY.O.H. Division ol Rules A Records (Post 870413). 06/01/20. 

LAMBERSKI.J. Treulinsn, Sendote, Lockoiman & Ashmoie 3pp. 44173.000- 

44173064 


-0706160118 Expresses staff concern re improvornonis In 10CFR50.60 rovlowsiackof 
spec'to aids for llcgnsee performed reviews reaponai&lo for mlainKTrpfoiatlons con- 
eorn'no chsngos.leals & expetlments that can be accomniiahed w/o MRC epiiroval. 
MURiEy.T.E. Office ol Nuclear Reactor Regulaiion, Oi/ocior (Post 8704111. ^7/00/ 
08. RUSSELI.V1/.T. Region I, Ofo of the Oireclor CRACE.J.N Raaion 2. Ole of the 
Ouecior. OAVid.A 8. Region 3. Ofc ol the Oireclor. 2pp. 44173:013-44173.-014. 


-8708100147 Requests regional aasislence lor improving iicensoe 10CFR80.S9 
reviews NRC IOCFRSO.69 Working Group (WO) mal on 870)^0 lo bertki work towards 
acMevngbetter roviewa Each region should identlly rRombor to interact w/\VG. 
SfARO^ECKl.R. Associaie Oireclor lor Intpociion A Tochnioal Assossmoni (Post 
670411). 07/08/06. RUSSELL.W.T. Region 1. Ofc ol Iho Olreotot. GRACE. J.N. 
RMon 3. Ofc of Ihe Oireclor. DAVIS, A.8. Reg'on 3. Ofc of iho Direeiot. 0pp. 
44173.015-44173:064. 


8M12Soe0S FOIA request for NRC looisvaton A satety Svsluaiion lor AECL Gb 
Cell 1000 lrredia!or,NR-169-D-160-S,dld 030722 A JL Shepard A Assoc 143 serl 
mdato/ CA-598-D-103-U,did 800228 A Mark I Serfea CA-6e8-O-l04-S,dld 850306 
MAl^UD H. C1S-yS. Inc. (formoriy CIS Pharmacoulicals, Inc). 08/01/07. NRC 
Doiahed AIMiaUon Qivart Ip, 44179:212-44173:212. 

8801280506 Response lo FOIA raquoat lor documanta ro NRC registrailon A s. 

frradlalora Forwards App A decumoots.Encl also avellable Irt » 
XoMI > Division ol Ru'as A Records (Poal 870413) 88/01/28. MALAMU 
CIS-US, Inc. (fptmorly CIS PharmacauUcals, Inc.). 2pp. 4417'3,213.44 173:226. 

-8M1260613 Package conaialing ol NRC rogislraifon A saloty ovaluelion lor A 
Qemrna Co-l 1000 Itiadialot NR-169-D-160-S A Ju Shophaid A Assoc Mark 1 ar 
frractator CA'690-D-104-S. 

* NRC • No Deiailed Affiliation Given. 60/01/26. t2pp. 441 73-.2t5.44 173:226. 


MOf260053 Partial rosponse lo FOIA roqueat for records re NRC rule ameni 
i<)CFk5d.47(c)|1) a lOCFRSO.App E re offsite omargancy planning w/p slate A li 
^1 participation. Forwards Mp Q documonls.App F documenCa avafiabla In PDR 
anfMSLEYjp.H. Ovition oi Rates A flecoids (Post 670413) 86/01/26. BELAIfl.l 
KirkpairlCk A Lockhart. 5pp. 44177:014-44177:272. 

-6706100203 Forwards tasponsas to quasilons listod in quoau'onnalro end In 87051: 
re communiCBiion w/poWie during nuclear emergency.FkMA eppropriala agency to 
spend to msiprlly ol quoailonnsiie.Flnai response 10 quesiionnsire requested. 
S7ELLO.V. Olo PI the Executive Dtecier lot Operations. 57/06/02, VAUGHAN, J 
Energy. Dept. el. t2pp. 44177:253-44177 264. 


-6707250106 Fcrworde response lo Question 7 of 670515 Hr pertaining to Subcomt 
tee on Energy A Environ 070426 hearing on emergoncy planning for nuclear pov 
dante.Reaponse to other questions in lu forwarded on 870619. 
cECH.l.V/. Ccmmiasionera. 67/07/15. UDali.M.k. House ol Rep., Interior A Insu 
Aflslrs. 7pp 44177:236-44177:262. 


-A7I026C406 Provides update on status of NRC/induairy effort le develop gufdoHnos 
for iOCFRSO 59 reviews Working group met on 670923 w/Nudaar ^leiy Anaiy^ Cir 
A NUMARC Working Group to d'seuss NRC commonls on Inillnl drell of guklollAes. 
BF1YAN,8.E. Technical Spacfficaiions Branch, 87/10/20. MURlCY.T.E., SNiETEKaI H. 
Office of Nuclear Roactoi Rogulation, Oireclor (Post 870411). STAno$T£CKi.n Ae- 
scKfaie Director for inspection A Technical Assessment (Posi 870411) 2m> 
44173.011-44173:012. ^ 

eAOf280420 FOIA request for CRC Sys ConIracI NRC 10-Q8-24e.lncludfng all mods A 
doltveiYorders. 

ff£Win,r.L. Federal Sources, (no. NRC-ia-8e-24e. 8O/OI/I8 NRC - No Oelellod AI- 
ruialfO-n Given, f p. 44 1 73.004-441 73.004. 

6601260481 Final response lo FOIA request lor Contrecl NnC-IO-ee-246 A 
rrods-Documonts available In PDR. 

ORIMSLEY.D.H. Division of Rules A Records fPosI 870413). NRG-I0'00-24A 80/01/ 
as. HEWITT ,T. FodersU Sources, Itw. Ip. 44l73;006-44l73.005. 

6601360443 FOIA request for documents re Impact of groundwalor nitrate near Se- 
quq/ah Fuels Coro Sequoyah Facility at Qore.Ok. 

OEcRINWATER.J. Native Americana lor a Clean Envlrontnont. 07/11/26. 
ROBfNSDN.L. Freedom of ir^lotrnaUon A PrNacy Acts Branch. Ip. 4417306&- 
44 1 73.085. 


-6707260131 Responds 10 870430 toques! lor opinion on two especta of LILCO 
quest for NRC aulhorizaiion lo operate plant ai 26 is cap8criy.ui.'l claims rs Immod-’i 
power needs A continuing need (0 reduce depondsneo on foreign o^l assessed 
R^6lN,A.D. Enwgy, Dept. of. 87/05/29. VARQA.5.A. Division of Reacior Projech 
1/11 fPoBl 670411) Spp. 44177.248-44177:250. 

-6707250131 RequsMs that applicable pomons ol enci qussHonna'to le communlcalii 
ays A pubk'o Into arrangements in event of mNor nuefear emergency involving F^ei 
uovt rosponse be completed A returned by 67080 1 . 

VAUQHAN,J,W Energy. Dept. of. 87/06/12. STELLO.V. Ofo Ol Ihe Execulwe DirecI 
(or Opetallone. 2pp. 44177:261-44177:262. 

-8601290072 Forwards responses to quasifona lor record ol SuDcommHtee on Ener( 
A Water Development 87Q31B hestlr^.Commia^nec AesNsUm did noi participate 
review of responses due to official travel. 

eRADBURNE,J.C Office of Congraaslonal Affairs (ore 670413). 87/03/25. 8EVILL.' 
House of Rep.. Appropriations 3lpp. 44177.035-44177:066. 

—8601250096 Testimony* ol LW Zech on 870428 lo Subcommittee on Energy . 
Envlrcr>, Committee on Interior A Insular Aflaira.Housa of Repreaontelrvea re emarger 
n preparedness rule change. 

2ECKL.W. Commlaaloners. 87/04/26. 101pp. 441 77:1 10-441 77:214. 


660 1SAO$06 Final response to FOIA requesl.App C documanis available fn POR. 
GRiMSLEY.O.H. Division of Rules A Records (Post 870413). 86/01/26. 
CE£niMWATER,J. Native Americana for a Clean Environment. 2pp. 44173.096- 
44 ( 73:067. 

860(260579 FOlA requeat tor all doumenta re JC Haynes case, including case ropt.lrt8p 
repla,Ofc of Invostigatlona Invealigstive rapt A witness statements. 

EPSTEIN, K.C. Plain Dealer, Cleveland, OH. 67711/12. ROBINSON, L. NRC • No Oe- 
(Oir<Kf Affiliation Qlvon. 4pp. 44174:013-44174:017. 

8601260596 Responds to FOIA request for documenta re JC Haynoa case. AppA A 6 
<yc^menl8 available In POR. Releasable portions ol App C documanis end A avsiteble 
In POR-App C dooumenia partially A completely withheld (FOlA Exemption 7). 
OIRlMSLE'i'.O.H. Oivlaion of Rules A Records (Post 670413). 88/01/27. EraT£lN.lca 
Pfal/Y Oealet, Cleveland, OH. 6pp. 44174;016-44174:I33. 

— 66012BM2S Amend 7 to License 34-13774-01 for John C Haynes Co,amendfng IF 
censa In enifrety.Record of 61 1 1 19 lalcon end 

BASSIN.N. Radioisotopes Licensing Branch (Pre 790501). 78/04/25. 6pp. 44174:022- 
44174:029. 

—660(260634 Forwards memos re FBI seizure ol unauthorized quantities of Am-24l4>er 
reouobt'AHachments describe Interviews w/Haynes on 850326 Memo to Haynes Ale 
re rlndi’nge concerning Shoiwell Svos,lno allegallon also encl.W/o ailegatfon memo. 
AXELSCW.W.L. Region 3, Oto of the Director. 85/04/06. WALKER, H. Ottlce d Invee- 
UoaOonS. Ip. 44 1 74:027.44 174:027, 


-8001200124 Forwards reaponsea lo preheadng quesifona requested In 87041- 
itr.Commlaaloner Asselsllne did net partlcipaie In preparaHon ol responses due to oifl 
clal tiffvel. 

2ECH,L-W. Commisslenera. 97/04/27. U0ALL,M.K. House of Rep., Inlerlo; A Insula 
Affairs. 36pp. 44I77;060-44177:109. 

-8801280144 Teatimony of JK Asselsllne on 870428 to Subcommittee on Energy S 
Environ, House Commlllee on Inlerlor A Inauiar AKefra re proposed emergency plan 
ning lule. 

ASSel 8TINE,J.K. ComiTilsstoriets. 97/04/28. 7pp. 44177:21544177,227. 

-8801290166 Testftnony o( JK Aeselstine on 870506 to Subcommitiae on Muctaar 
Regulaiion, Senale Committee on Environ A Public Works re proposed change lo 
emergency pfannlng rule. 

ASS^STINE.J.K. ComnUasloners. 67/06/06. 9pp. 44177:228-44177:236. 

-9801280203 Forwards (tueattona A anaweis aubmihed for record ot 870S09 Subcom- 
mittee on Nuclear Regulaiion hearing. 

aRADBURNE,J.C. Congreub^ Allaka. 67/06/07. ZECH, RQ8ERTS, AASEL3TINE 
Commlssfonera. Ip. 44177:237-44177:237. 

-6601290241 Forwards analysis of comroenta reaulting from publication of proposed 
rule re emergertey planning 

HOUSTON, RW. DIvlaton of Reactor Accldem Analyshi (Post 870413). 87/09/31. 
MALSCKM.Q. Office of the General Counsel. 7pp 44177:265-44177:271. 
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~860129026S Advises of Incorrect ref on SECY-87-2S7 to 870^22 fteadno before Sub- 
eommittee on Energy R&O oi Senate Committee on Enerm & Naibtel 
Fesources.Corracl rot sneuid be to 870506 bearing before Subcommittee on Nuclear 
FegulaUon. 

OELMEOICOrJ. 'Congre8Slor\al Affairs 68f0t/07. Congressional Atre»a Ip 
44177:272.44I77;272. 

8581290140 Ftrtal lesponsa to EOIA request lor tlocumenls.Fomatda Am O & E 
decuinenls.App 0 documenis available Irr PORApp E documents partially upheld (lef 
f OIA EKSmptron 8). 

ORfMSl.EY.O.H. Division of Rules & Records (Post 670413). 66/OW26 QAUMAN.L 
Oovernmertt Accounlebllity Prolect. 4pp. 44176:291-44179 327. 

-6901290147 Discusses actions taken In response to Ahearne 820721 memo making 
suggestions re MOlI between NRC 8 Dept of Labor (OOL). Author stgnod MOU on 
620729 & forwarded document to OOL on 620730 for a'gnaiuro. 

DfRCKS.W.j. Ofo 0 l me Execui.Vo Director for Oparailons. 92/09/08. AHEARNE 
Commisslonors. 4pp. 44179:298-44179:305. 

-8801290156 SECY-e3-2S1 Provides Status rcpt on Uevelopmeni ot workSig arrange- 
menla Implemening 621025 MOU w/Oepi of Labor tor Into. 

OiRCKS.W.J. Ofc of Ibe E»ecut)ra 0.(octot for Opara'-'ors. 63f06/24. t4pp. 
44176.306-14179:316. 

-9901290171 Requests Dept of leboi (OOL) contact other OOL leg'orie ovenappinevr/ 
Region IV to Inform of egreemani |o be po'nt of contecf overseeing eclrvnie9.per MOU 
eftecllva 8S1025. 

COLL INS. J.T Region 4, Ole ol Ihe Director 83/00/13. RAMSEY, A A. Labor. Dept ot. 
3pp. 44176:320-44176:322. 

-8801290174 Part'elly wimheld memo foivrarding MOU w/Oept of Labor devefopod as 
companion piece to SECyai-618/82-133 on ernployee protection Author proposes to 
sign MOU on 820607 aub) to any comment recefvad by Commission 
OiRCKS.W.J. Ofc of tbs Executive Oiroclor for Operations. 82/08/Ot. PALlAOinO 
Commissioners. 4pp. 44179.323-44f7S:326. 

-6601290182 Forwards MOU w/Oept of Labor (OOL) re employee protection MOU ac- 
ceptable to DOL 8 ready for signature. OovelopmenI of Imptemeniing procedures will 
be nacasaaty vrlll^ 10 deys of slgriing,MOU by both parties 
DEYOUNG, R.C. Ofo Ol Inspection & Enforcemenl. D.reclor {820201-870413). 62/05/ 
21. OIRCKS.W.J. Ofo of me Executive DiVeclor for Operations, ip. 44176.327- 
44f78:327. 

8801290271 FOtA request for records of Info on scores received by reactor oporaiora 8 
senior reactor operaiore on ricense quslificeiion & regusiificaiion exam ai every com- 
mercial nuclear ganaraUng facility. 

eolEY.K Public CItlaan'a CrfUcal Maas Energy Project 67/12/ to. ORtMSLEY.O.OM- 
s>on of Rules & Records (Post 870413). 2pp 441 79.001-44 179 002. 

6601290289 Final tesMrkse to FOIA reouest (or exem results of reactor opesetoia & 
senior reactor eperalors-Fonvardi App A printout Prfnioui svaiiable in POR. 
GRIMSLEV.O.H. OMston of flutes 4 flecorda (Foal 670413). 88/01/14. eOLEY.K. 
Pubhc CiHien'e Crfficai Mass Energy Pio)eof. 2pp. 44179.003 -44179;290. 

-6602010044 “Operaior Licensing TracKfng 8y« Exem flesuits es Performance ind^eior 
lor 1684-87.'' 

* NflC - NO Oeialled Affiliation Given. 87/12/23. 23dpp. 44179:008-44176.290. 


GEN TEC IS GENERIC TECHNICAL ISSUES 

6712290361 Forwards Insp flepi 60-27l/a7-l4 on 871005-07 4 06-09 No vkiiolions 
noted. 

JOHNSTON, W.V. Region 1. Ole of the Director. 87/12/18. MURPHY.W.P. VormonI 
Yankee Nuclear Power Corp. 2pp. 43886.027-43886:056. 

-9712390359 Insp RepI &0-27I/87-I4 on 87|005-09.No violaiiona noted. Maior areas 
Inspeoted licensee response to USI A-7 rs Mark I Conlalnmonf Program.bichi^ 
rewew ot design analyses 4 work plans (or mods to torus auppresalon chamber. 
VARELA, A.A., CHAUOHARY.S.K.. STROSNIOER.J fl. Region 1 . Ok of Ihe Otrodor 
67/12/18. 30pp. 43666:029-43666.058. 

8801110291 Forwards Insp Rept 99900403/87-05 on e710?a-2i.No faSures lo meet 
NRC requirements Identified. 

STONE.J.C. Vendor fnspecllon atench. 67/12/24. FELMUS.N.L. General Electric Co 
4pp. 43966:313-43965:326. 

99&ia70197 Summary of ACRS Subcomm'ltee on Generic Items 87 1216 meeting w/u6i 
(n Washington, OC re effectiveness ol NflC process that deals w/genedo issues 4 
USla.Vlewgrapna A presentation schedule encl. 

* ACRS • Advisor tomminee on Reactor Safeguards IEIN-87-035. 86/01/22. ACRS 
- Advisory Comminee on Reactor Safeguards. 42pp. 44149:249-44149:280. 

6601270222 Minutes ol 33fst ACRS 671105-07 meetings in Waahlngton.fX). (isi ol 
attendees, future agenda, subcommittee activities 4 relalm documenlawn end 

* ACRS • Advisory Committee on Aeacioc Safeguards 88/01/22. ACRS - Advisory 
Committee on Reactor Safeguards. SOpp. 44146;261-44149.3i9. 

-8709020420 Submtls descripllon ol spectOc technical safety issues appitcabiB to B4W 
planti 4 ongoing reassessment by NRC A SAW Owners Group, per Zech 670603 
request. UsVrm not necessaniv complete. 

8ASDEKAS.D.L. Reactor A fhant ^ely Issues Branch 87/08/14. KERR.W. ACRS - 
Advisory Commfllee on Reactor Safeguards. 20pp. 44 146:320-44 149.339. 


t8E INSPECTION AND ENFORCEMENT 

6712010271 Undated memo forwardirtg documenis to be placed In PDA A Cenbel Ries 
re Reguiaiory History AC65-1 of proposed rule 10CFfl3S, ''Basic QA in fladieiion 
Theiam." 

MCELROY, N.L Medical, Academic A Commercial Use Safety Branch. AC65-1 Ol. 67/ 
12/01. Document Control Branch (Document Control Desk). 3pp 43663:226- 
43864:094, 

8712160969 NRC Info Notice 87-064, "Corr^lfon for Falslflcetlon of Security Trainirtg 
Records." Svo Hat ericl- 

R03Si,C.E. Division of Operabonel Events Assessment (Post 870411). IEtN'e5-097. 
87/12/22. Consolidated Edison Co. of New York. Irv:. tecpp. 44163001-44153:124 


8712170119 NRC Info Notice 87-065, "Plant Oporallon Beyond Analyred Conditions." 
Sve INI end. 

ROSSI, C.E. Owlslon ol Operational Evonia Asaossmeni (Posi 870411). 87/12/23. 
Consobdated Edison Co of New York, inc- 120pp. 44056:008-44056:127. 

8712230003 Suppi I lo NRC Info Notice 07-028. "Air Sys Problems at US LWRs" Sve 
1st encl. 

RL^Sl.C.E. Division ot Operational Events Assessment (Post 670411) AE00/C70I 
87/12/26. Consolldatod Edison Co. of New York, Inc. t24pp 43965:136-43995:257 

6712290165 NRC info NoUce 67-066, "Inappropdale Application of Commerdai-Brade 
Componenis " Sve list end. 

ROSSt.C.E. Division ol Operational Events Asseesmant (Post 970411) 97/12/3) 
Coruolfdaled Edison Co. of New York, Inc. 120pp. 43995:256-43096.016. 

9712300064 PNO-l-67-1 16:00 67l22l.roactar inppod due to loss of load Caused by 
tuning ol generator output breaker due to ground fault on pormanoni magnoi gener- 
ator (PM(^ stator winding. Replacement PGM will bo procured. 

TRIPP.L. Region 1, Ofo of lha Dirocior. 67/12/22. ip. 43898 250-43090:256. 

9712300091 NRC Info No'Ica 97-067, "Lessons Learned Fiom Rog'onal Insps of Lt- 
emsse Actions In Response to lE Bullotin 60- It." Sve list end. 

ROSSI, CE. Division of Oporailonal Events Assessment (Post 670411). IES-80-11. 97/ 
12/31. Consoildaled Edison Co. ol New York, Inc- 123pp. 44036:164-44036:266. 

6712310021 PNO-l-87-1 1 0:on 87 1223, reactor scrammed due to leak from intermediate 
waieibox manway C.Caused by failure of manway gaskol Waterbox C Isolated A spil 
lemtinaled. Water In condsnaer bay area measured 43 Inches 
BLOUOH.R. Region 1. Ofcol the Ouector. 67/ 12/24. Ip. 43696.229-43699229. 

8601050341 PNO-lll-87-l66:on 67120S,ihrea conialners of radwasto opened by licensee 
8 contiscior .Caused by Illegibly labeled or unmarked conlolnera.Raawasle & cherries.' 
w&ste shipped from li cens ee on 871221 Surveys show area now deconiamlnated 
SrtENlAWSKi, MALLETT. HIND Region 3, Old of iho D-'roctor. 87/12/21, 2pp 
43962.076 43982.077. 

8901050394 SupBl 1 10 NRC Info NoUce 96 061, "Broken External Closute Spnnni on 
Atwood & Merrill MSIVs." Sve list end. 

flOSSl.C.E Division ol Operational Events Assassmoni (Post 870411). 68/01/11. 
Consolidated Edison Co. pi New Yor)(, Inc. 123pp. 44036:041 -44030:163. 

9801060160 PNO IV-67-064:on 871220, Oil dniling platform (Ire endangered Cs-137 
sealed sourcoa.Reeniry procedure purportedly In place.Llcenseo personnel tv/sv-'Vey 
Instruments siandlna by to assist in reentry. 

SflTZeERQ.O e. Region 4, Olo of the Okecloi. 97/12/29. 2pp. 43960,306- 
43960:309. 

9801090199 PNO-)I)'97-I59:dlscovered ihai badge worn by radiographer during Oct 
1967 showed whole body radlailon dose oi 6.p rems-NRC whole body limit equsis 
1.25 tems/caiendsr quarter. Supplier re examining badge. 

SBENIAWSKI.D.J , MALLETT, IS. Region 3, Ole el the Di/ecior. 07/12/30. Ip. 
43982.019-43962.018. 

6801060360 PNO i-87-120:on e71226,reaotor Scram occurred from approx 86% power 
due to turbine trip on lew condenser vacuum caused by crack in condenser pipe 
peneiraiioh.peniraiipn seal wold lopeuad 

COOK.W., JOHNSON.J. Region (. Ole of me Director. 87/12/29. Ip. 43891;247- 
43991:247. 

6801060487 PNS V-67-009A on 671209, Region V reported licensee Invesligalmg repi ol 
card playli'g In security alarm slation.Dl6<^lt\a(y ecHon.three supervisors (etrnmsied & 
nine security ohicers suspended. 

SCHAEFER.D., 5CHUSTER.M. Region 6, Ofo ol tho Direclor. 67/12/26. Ip. 
43979^^016-43979.04e. 

6601110203 EN-67-iOB;on 660104, notice of proposed Imposition of civil penally in 
amount oi $100,000 will be Issued lo licensee. Action based on inadequacies In the 
liceneee OA program. 

WONQ.H , LfCBtflMANJ. Ofo ol Entorcement (Post 870413). EA-87-2lt. 07/12/29. 
Ip. 44000 043-44000:043. 

9801110210 PNO-lV-8B-OOt:on 8B0102,two Tc-99m generators reported stolen irem 
werehouse in Houston, TX.Texas Bureau of Radiation Control(6RC) & Region ill 
notified BRC Insp of Mercury Delivery Svo warehouse A vicinity verified theft. 
OCK7A.R.J. Region 4, Ofcol the Director. 96/01/04. Ip. 43999.360-43999:360. 

8601110216 PNO-lV-87-084A.ofI dtfiUng platlorm (Ire strdangseing Cs-137 sealed 
sources Fire extIngulshed.Sources found intact A placed In disaster boxes for stv'p- 
ment to mfo for exam. Personnel exposures minimal. 

SPlTZBERO.O.B, Region 4, Ofc oi ihe Director. 97/12/28. Ip. 43999 . 338 - 43 a 99 . 339 . 

8691110221) PNO-l-88 00t:on 680104, reeilonment of nuclear mgt updated. Action pro- 
vides lor corporate officer at each plant to elevate level of plant In corporate mgl 
structure. 

LINVILLE.J., WENZINGER.E, Region 1. Olo ol the Oitecior. 88/01/04. ip. 43999337- 
43909337. 

9901110400 PNO-1i-99-001:on 890)02, primary containment Isolation valves drywell 
equipment A floor drains failed to close automatically after receipt of valid Group 2 
Iscfaiion signal. Cause urvder lnve8tlgallon.lnsp team dispatched. 

FREDRICKSON, P. Region 2. Ofc of the Director. 86/01/04. tp. 439/1:150- 
43971:160. 

8601120292 PNO-lll-87-l57A:oh 660105, licensee reported missing Mo-96/ Tc-96m gan- 
erelor found.Generalor mixed w/used generators returned to licensee facility in Stale 
oi I^O.Qeneratoi dismantled on 97)221 

CANIANO.R.. MALLETT, B. Region 3, Ofc of the Director. 88/01/05. ip. 43996.055- 
43996:055. 

8801160003 PNO-l-S8-003:on 68010t.8leam generator (SO) 23 boiled dry during plant 
heatup-Cause not slaled.On eeoiOA.station mgt started evaluatic\g sate^ signiricaru;e 
of event A best method to refill generator.SG 23 refilled on 660105. 

SWETLAND.P., SUMMERS, R. Region 1, Ofc of the Director. 66/01/07. Ip. 
44029.301-44029:301. 
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MOtiJOCIl PNO-l-86'004:on 680107, Roglon I loarnod fram radio nows rapt that 41 ol 
42 4>)1 contalniOQ IriHum missing trom parking garage tn Slate 

ColiMe PA Hamainlng sign aamagod. No radioactlvo coniemfnaQon deioclod. 
COSTELlO.P . KINNEMAN.J. Region 1, Ofo of ino Director. 88/01/07. Ip. 44040.003' 
< 40 ^ 0002 . ' 

0001134016 PNO IV-88-002: On BBOIOS.Iransportallon accident Involving Asaoelatod 
uuck/lrailof carrying 84 spent molybdonum-tachnlclum genoratota 
occtirredCeirsed b/ car crossing median. uenoralors undemagod Shipment continued. 
FlSH£fl,W.L. Reg’on 4, Ofc of Iho Director. 08/01/06. Ip. 44039;167-44030;167. 


6601130039 PNO-V 87-005A-on 600104, Slate of WA reportod that contamlnatian 
cet^by vah’cla accident cleaned up & Stevens Highway reopened on 87 1 331. Con- 
UunnslM debris & irradiated hardware being repackaged by US Scology.Inc. 
IHOWAS.R.O. Rog on 6, Ole ot ihe OliocVoi. 60/01 /05. Ip. 44030.166 44039:166. 

6601130054 PNO-l-8S-00?;on 080106,damago to shielding of Irradiator resulting In smal 
ratfisHon beam 16 m/h) occwtod.Cauaed by potsennel erret.RadrallQn beam btockad 

JOHANS^. GLENN fieg'on 1, Ofc of the Oirocler. 68/01/07. Ip. 44039;16l- 
44039:<61. 

6601130301 PNO-llf-87'l30C:on 67l200,llconaeo authorliod lo begin lifting susponeien 
of ncensed ectivlllaa suspended on 67 11 25. Suspension duo to coniarTtlnalion o( dia- 
blatos research labs Personnel trained In radiation saiety. 

WUIUUEH J.. WIEDEMAN.D.. MALLETT.Q. Region 3, Olo ol the Director. eS/OI/Oa 
Ip. 41330 001-44030:001. 

6601140010 PNO-IV-8a-003.on 860l09,dQrallment of railroad car ceiryino empty spent 
f jd jWpp'ng cask occurred.Ceusod by track switch In wrong poa.llan.HoBtoed cat re- 
r«a^«d in watit position No peraonnol Inlurlos reported. 

HOLIER.E J. flegfon 4. Ofo oFtha Director. 88/01/11. Ip. 44030 047-44030.04?. 

66O11S0249 PNO'lll-G8-002;on 8001 1 l.reador tripped & HPCI & RCiC aya Iriggoted 
aulon'alica'Iy dua to trip of one toaclor feodwalor pump.Caused by (eedwaler control 
sve Dcwer supply fa-lure. Power supply replaced. 

PElkEP. QnEENMAN.E. Region 3. Ofc of the Diroctof. 88/01/11. Ip. 44064:169. 
44664:159. 


6601190120 PNO'V-68-001:on 880108, roacter Irlp/tuiblne trip occurred 6 plant shut* 
down loi gieator than 46 h.CausQ<l by dirty contact in cable corviaction to pte- 
•mpi‘''er.Contelnnient leakage also diacovoroa.Manway cover bails lorguod. 
MEN0ONCA,M. Region 6, Ofc of the Diraclor. 86/01/12. Ip. 4406S:)42'4406S:I42. 

9601200019 PNO>l-08-005:on 8001 13,conlraclor wlihin radiological waste btdg 
Murel.Caused when contracior elippad A hydro lose cut leg Centraolor iranwortod to 
hocc i ikfiht comarnination found near area of injury. Worker docaniemlnaieci at hoap. 
YOUNG, F, eiOUOH.R. Region l. Olo of the D-rooior 88/01/13. ip 44062:29b- 
4 4 052:200. 


6601900102 PNO-l-86-006:on 860114,nogion i rocoVvod noiitlcation ol nioioei lo bo 
hoW SI facii-iy in ApoHo.PA.Kiskl Valley Coaiiiion lo Save Our Children wHi bo proiest* 
^ pianred operation of euporcompacior el faciiiiy. 

nOTHJ, PA9CIAK.W. Region t. Q(Q ot the OkoeWf. 80/01/14. tp 44O50:2O7' 
44056207. 


860ia20}08 EN-00-002:on 880l20.or<ior modifying liconse Issued roqUrtng Itcensoo lo 
eesp^ i.caneod ecHvlifea until aeeoesmont of mgl controls 6 poreonnol OKposures 
from Aug 1067 Incideni & review of listed procedures comploiod. 

FLACK, E., UEeERMAN.J. Ofc of Enlorcemenl (Post 8704(3). 09/01/20. Ip. 
4416807644160:075. 


6601229416 EN 80 001 :On 6601 lO.noUce of violation & proposed Impeellion of cMI pon- 
aJttos m amount of 375,000 issued. Action basod on keied vioiadons inckxfirig faDtuto 
to lock doers to high fadlollon areas & lo follow listed procedures. 

FLACK, E. UE8EHMANJ. Ofc of Enforcement (Post 870413). EA 87.200. 06/01/13. 
Ip. 44160:074-44108.074, 

690 1 250667 PNO-IV-86-004;on 671116 two radiographers received radiation burn to 
sUn el one anklo.Caused by careless use of radlallan survey Instrument during Mm 
sxjMst-re run.Texas Bureau of RedlaUon Control conllnuing oniorcemeni eciioa 
O^A.RJ. Region 4. Olo of Ihe DIreclor. 86/01/20. tp. 441 10:321-441 lO:32l. 

69012e<f4S6 PNO-l-66'009:on 600l20,unu6uai event declared as result of worker in)urod 
after stepping through hole in qraiing between reactor vessel flange & rofuonitg cavity 
Dc^ Ns contamination Involvod. 

COOKW., JOHNSON, J. Region 1, Ofo of the Okoefor. 80/01/21. Ip. 44125:325- 
44125:326. 

6601270910 PNO-l-87-l08A:on 87t tIB.FBI erresfod lour licensee & Iwo contractor om- 
ptoyees acevsad ol drug distribution al plant & surrounding area One ubi 6 contractor 
^ployoas found guilty & remaining Iwo ulll dofendsnls suspended. 

WrLllAyS.H., WENZINQER.E. Region 1. Ofo of Iho Director. 80/01/20. Ip. 
44137:360-44137:360. 


6661270C73 PNO-l-88-010:on 880120, reactor scrammed from 42% power based on few 
reactor vessel vraler levei.Caused by equipment oporalor error. NRC dispatched Aug- 
menled fnsp Team to slle to review generio safety Implications of event. 

COOKpW.. JOHNSON.J. Region 1, Ofo ol the Oiroefor. 88/01/21. 2pp. 44141:046- 
4444194?. 


8601270130 PNO-lll-68'004:on ee0120.packego containing Iwo vlafs of llqiSd P-32 d«- 
appoa-ed after purchasing dept staff member placed package In hosp purchasing & 
rooefvfng area.Region 111 Inveshgating incldonLLlcenaoe wifi submit lose repl. 
WIEDEMAN.D., MALLETT.8. Region 3, Ole of Ihe Director. 88/01/21. Ip. 44I60<I2O- 
44166:020. 


6601270136 PNO'IV'88-006:on aeOtOS.IIcensoo dotermlned that reactor vessel flange 
(rxW/ O-ring leaking. Inner feakoff monitor lube Isolated to contain leakago.Oulsgo of 
approx 21 aaya expected in order lo ropiaco O-rlng soais. 

TAFIAJ.I. Roglan 4, Ofc ol ihe Director. 88/01/22. 2pp. 44168:366-44166:356. 

6691170U5 PNO-lV ee-OOS-.ort 880120, Wrlght-Pattereon Air Force Qaao received nottli. 
cation from Chem-Nucleer Sys that Am-241 found in samples of trout taken from Bass 
L£X« In Dm 1687. Base closed access to lake as precaution. 

Region 4. Ofc of the Director 86/01/22. 2pp. 44169:026-44169.026. 


6601270246 PNO-l-B8-007:on 6601 16, present unplanned outage lo Inspect & repair 
ioedwaler sya components & supports extended lor approx 3 wks to perform insp ol 
bushings In reactor vessel flange which hold 6-inch diameter reactor vessel head 
studs. 

COOK.Vi,, JOHNSON.J. Reglor 1, Ofc ol the OiecVor. 88/01/19. Ip. 4414S-.308- 

44145:308. 

8601270376 PNO-I-SS 0O6:on oeOllS.KIski Valley CoellUon lo Save Our CtOldtan held 
peaceful damonslratlon in front ol B6W Apollo,RA ofes to express concam re redioaC' 
bve omiaslona doclasslllcaiion of claasiOeo info & uso of supercompacior. 

ROTH.J., PASCIAK.W, Region 1, Ofc of the Director. 68/01/15. Ip. 44146:195- 
44145:195. 

6601270561 PNO-V-88-002.on 6601 fO.reaclor shutdown commenced for more than 48 
h due to slarRia on main generaloi hydrogen delialnlng unlt.Caused by h^rogen leak 
Into eialor cooling water ays in main generator. Visual & sonlo insps performed. 
JOHNSON,?. Regions, CHcof the Direcicf. 66/01/19. Ip. 44f46:l0744146:107. 

8601260164 PNO-l-B8-003A:on QSOlIZ.Reglon I conducted augmented Insp team insp 
to review circumslances surrounding licensee bolMng ol steam generator 23 dry on 
8M>l03.Correcilva action plan dovelopod.Crillcallty acnievod on 6801 10. 
8WETLAND.P., SUMMERS, R. Region 1, Olo of the Director. CAL-8801. 88/01/20. 
Ip. 44156:273-44156:273. 

6601)60193 EN-&7-044C.on 66t>12e,order imposing clvA penalty in amount cl $26,000 
Issued. Undei term of order, llcansee msy w:ih'n 30 days of dale ol order,pay penalty 
or (oqueat hoerIng.Action based on violailori InvoMng inoperable pressurtzer valve. 
UlEHMANJ., UtBERMANJ. Ofc of Eniotcement (Post 870413). EA-67-062. 68/01/ 
2a Ip. 44167:243-44167:243. 


MI8C PUBLIC DOCUMENT ROOM MISCELLANEOUS 

6801076243 Responds to 671030 Invitation to present paper at 661114-17 Third Inti 
T^>lcal Meeting on Nuclear Power Plant Thermal Hyarauilca & Operations. Invitation 
decimed due lo budgetary coneirainis. 

R08EnTS,JP. Fuel Cycle Saiety Sraneh. 87/12/23. CHUN,M.H. Korea, Republic ol 
tSMih Korea). 2pp. 43946349-43945 350. 

6601070307 Responds lo 671 1 16 Hr ra iranaportatlon & sioraga caslr flcensing Answers 
prevloueiy provided In dooumentalicn (orwaided on 67 1023. 

ROBERTS, J P. Puol Cycle Safety Branch. 87/12/28. ALBfSU.F. Spain, Govl. ol. 2pp 
43946:049-43046 OSO. 


NUREQ NUPEQ REPORTS AND RELATED CORRESPONDENCE 


1712830003 Suppi 1 Ip NRC Inip Notice 87-028, “Air Sya Problems at US LWRa." 8ve 
list enel. 

n0SSi,C.E- Division of Operational Events Aasesamani (Post 670411). AEOD/C7Q1. 
87/12/28 Cohso-'idatad Edison Co. ol New York, Ino. 124pp. 43996:138-43065:267. 


1712300107 Forwards results ol addi studies ra NUREO-0737,ilsm I.D.I. concerning 
CROR & stheduios lot compielion ol rsmsindsi ol sludiss,pw 861229 comifiUmenT. 
MCD0NALD,R.P. Aisbame Power Co. 67/12/23. Docutneni Control Branch <0ocu- 
morn Control Desk) Opp 43964:127-43964:132. 

6712300113 Forwards application lor arnsnd lo License DPR-Ss.revlsmg Tech Spao 
Mellon 3.13 re salsty-relaied snubbers altecl^ by mod lo pressurirer safety & relief 
vr^ea discharge piping 6 steam genereior blowdown sys upgrade-Foo paid. 

BROt^.J C. New York Power Aulhorlty qormeffy Power Autlwrliy ol the Slate ol New 
York) IPN-e7-90. 87/12/21. Document Control Branch (Document Control Desk). 2pp 
43B20:269'4302l>:2ei. 


B901040I50 Motion' Requests that operator licensing procesa be revised lo liKfude 
professional review A vsHdailon of exam quosVons A Implemenlallon of OA tech- 
niques Acritsrfe specllM In NUREG 1821. , 

MOBABtTO.AJ, Morabllo. A.J. ^188 6169. SP. 07/07/20. BECHHOEFER.C. Atomlo 
Saiety end Licensing Board Penal. 2pp. 43087:046-43607:049. 

6601058000 Forwards portion ol NUREQ-0695, "FES re Operation of Soabrook Slallon 
Units 1 A 2.” addressing rsciplent 071208 request for idenitilealion ol NRC requira- 
menia tor evaluating impact ot potential exposure lo eiacirro fields. 

MWIEY.T.E. OHice of Nuclear Reactor Regutalion. Oireclor fPosl 670411). 87/12/ 
20. WOJTALIK.T.A. Tennessee Valley AuthonV t2pp. 43910:296-43010:310. 


6901060307 ParilBl lesponssto FOIA roqussl tor documenls re NUREG-f262.Forwardt 
Add D documenis.App CAD documents avsiisble In POR. 

OTM8LEY.D.H. Division ot Rules A Records (Post 870413). 67/12/30. BOLEY.K. 
Publlo CIlizSn'B Crttlcal Maas Energy Projeot. 3pp. 43910;074-43010:266. 


-9707200679 Requests CROR review of proposed NUREQ-1262. "Answers lo Ques- 
tions St Pubilo Meeiinoa re ImplemenUillon ol 10CFR65 on Operators Licenses." Ofc 
ol Oenetal Counsel oirera no objection to issuance of documenl. 

MURLEY.T.E. Ofllce Ol Nuclear Reactor Regulation, DIreetor (Post 87041 1). QL-87-07. 
87/07/14. JORDAN, E. Office for Analysis A Evaluation of Operational Data. Director. 
18^. 439tD.079-43910:2«5. 


6601000340 Notifies that util reevaluated position re Qenerlo Ltr 83-02, "NUREG-0737 
T«n Bpeos.Henvs ll.K.3.13 A ll.K.3.22," concerning RCIC realart A suoHon Utll posi- 
tion re Items LAI, 3 A H.K.3.3 unchanged. 

MURPHY,W.P. Vermont Yankee Nuclear Power Coip. FVY 87-122. 87/12/28. 
ROONEY, V.L. Pf0|«l OIreotorate 1-3. 2pp. 43960 363-43060:364. 


SS01090120 Requests that program be revised to correct two listed Items re delay of 
design verlffcallon A coridlVonal release ol unqualified items.Revl8ed operalnns OA 
manual shoo'd be submitted loi levtew. „„ n 

MiLLBR,H J. Region 3, Olo of Ihe Diteclof. 07/12/30. 0ERSTNER.W.C. liilnoia Power 
Co 2pp. 43960:132-43960:133. 


6001090291 Forwards nonproprieiary A proprlelary accepiod verstons ol Rev I A supple 
10 CEN-203 re TMI /Lotion Plan Ifem II.K.3.00 concerning justification ol small break 
LOCA melhoda.Repis close out lieni.ProprleiarY repta withheld (ref li>CFn2.790) 
QASPEH,d.K. 0-B Operating Plants Owners Group. C,EOO-07-76a, 87/12/16. 
NORBeRO,J.A. Division ol Bngirieering A Syslems Technology (Post 070411). 7pp. 
43924;2e0-43926;325. 



—{1801060293 CEN-203-NP ROl-NP-A No.ipfoprieia^y Rev l-NP-A lo "Response lo 
NRC Aciion Plan Hem tl K.3.30.Juse(icsUon ot Sma'i B.-aak LOCA Methotts." 

’ Combus«.On Engneenng, Ire 92/03/31. I39pp- «13924:276-'139a5 052. 


-8901060320 CErJ-2f)0-NP S01NPA R1 Nonpfopnolafy Suppl 1 NP-A to Rev I NP-A lo 
"Response lo NRC Request N-j.-rber 1 for A(J<JI Into on c E Repl CEN-203-Pn^ l-P 
(Response to NRC AcCen Plan Item ff.K.3 30. Justification of SmW Bioat. tOCA 
Methods)." 

• Combustion EnginePring. Inc. 64/02/29 33epp. 43925,053.43926:027. 

—8601060931 CEN.203-NP S02NPA fli Nonptoprtetary Suppl 2.NP.A to Rev 1*NP to 
' Futthei Response to NflC Rsxiuesi Numbei 1 tof AoOt into onC-E ReptCEH-aoS P 
Rev l-P (Response to NRC Action P.'an Iter* NK330. Justification ol Smal Biaait 
lOCA MeihoOsj." 

• Combustion Engineering, Inc 84/tf/30 99pp. 43926028 43926325. 


880)660264 MUREG.085? S03 SAFETY EVALUATION REPORT RELATED TO THE 
FINAL DES-'GN OF THE STANDARD NUCLEAR STEAM SUPPLY REFERENCE 
SYSTEM CESSAF System eooockei No 50-470 ^sNiuaOon 
Eng necnng.'ncorporaiod) 

• Divis.on of Reaciof Pro, -eels • III, IV, V & Special Projecta (Post 670411). 67/12/31 
7epp- 43940:294-43941:011. 


8601060291 fotviarda fieloo documents wr/Certificate ol Sve lot w;no In pibcoorlina 
OlGNAN.T.G. Ropes & Gray. #188 5290. OL-1. 68/01/04. OocJieafM 8 Services 
Branch. 2pp. 43900:085-43908-283. 


-8801060348 Aff'davit of WB Le.'and," Discusses iLncilon ol chcnnlsiry dept to Insp cl/* 
cutating S sve water ays.mon tor alleclNoness ol b'olouhno control 6 ertsura cooidi-- 
ance w/ NPOES resirlctions.Ro.'a'ed info enci 

LELANO.WB Public Service Co of Ne* Ha.tjaah.re. OL-1 87/t2/3i taeoo 
43906:111*43908:247. ‘ AP 


8801070604 Forwards descnpilon of overo-' ve'idatron & vonfeawn proert' a 
schedule tot complalon ot SPDS piooram, in tesponso to NRC 651C»'. ’ - - 

SEfl(KUflEG-0?37.SuppM) ' 

mUTZ.DC Wisconsin Public Service Corp TAC 51250 67/12/30 Doc--’'-«s. 

Sianch (Documanl Control Desk). 9pp. 43999:205 43999 293 ' 

8801060028 Informs lhat acousi.'c monitoring & conia'.'i.T'cni fr/drogen 
moments for comploiion ol equ'pmeni quai.f.caiicn program s-m.lar lo cor — * - 

oinet Reg Gu da 1.97 mods. ' 

JOHNSON, I.M Commonwealth Edison Co. 3134K. 87/05/29 MufiLEYfF 
Nudea/Roaclor negu'Otion, O.rector (Post 870411) 2po 43965 284 43'^<; ^ ^ 

8801110268 NUREG/Cfl 5080 AN APPROACH TO THE MAThEMAT-CAL . 

OF THE URANIUM SERIES REDISTRIBUTION WITHIN ORE BOD’ES ' '^ * - *.» 
AlflEY^.t , GOLIAN.C., LEVER.O.A. Australian Alon-.c Energy Corrr.sv;^ 

6681. AAEC/C49 87/12/31. Diviftlon of Engmeer-ng (Posl 87C4'‘- ' 

43fl75:041-43975;156. ^ * • -r .. J 


8801110207 NUflEC/CR-4744 V02 Nl LONG-TERM EMefliniEMENT r,*,- 
DUPLEX STAINLESS STEELS IN LWR SYSTEMS Serr. annual RepwL^ia;^,, 
Merch 1667. 

CHOPflA.O.K., Chung, HM. Argonna National Laboratory Fi.N A.2243 As 
87/11/30. Division of Engineering (Post 070413) 52pp. 43975 157-43975 2C*i *■ 




8901110217 NURGG-1002 SOS SAFETY EVALUATION REPORT REUTED - - 
OPERATION OF BRAIDWOOD STATlON.UNITS 1 AND PDockel Acs 5: ^ .Lj 

50-457 .iCommonwBfltlh Edison Company) 

• Oivi^ ol Heacior Projects • Ill.tV.V & Special Projecis (Posl 8704in g r, . . 
21p(> 43675 207-43975 229 ' ' ' - 


80O1C6O431 NUnEG-125B EVALUATION PROCEDURE FOR SIMULATION FACILITIES 
CERTIFIED LfNOEfl 10 CFR 65 Rnal Report 

WACHTEl.J.. PLQTT.C . LAUQHERY.K R. Division ol Ltoenseo Pertomiaftce & Oua'itv 
Ev0luailOh<P«3ai87O4lO. 87/12/31. 141pp. 439a9;Q9a-43929.2.3e. 


I.IC-CN6CC tVCNl htPUM* 


SiWIItOZZI NUHtlj/CR-20Q0 VOL.,., w. 

COMPJLATlON:For Monih Of Novembor 1007 
• Oak fl,dge National Leboraiory. FIN A-9135 ORNL/NS.C-200 87/12/31 ^ 

Analysis 8 Evalualion of Operational Data, Director 86pp 43975 230-43975 31*’’ 


8801060466 Commenis on SSERs i-4 (NUfl£a-1002).for mio.ilomsdiscuesedprevlous. 
ly w/NRC. 

UUNSAOER.se Cornirionwoalth Edteon Oo. GflMX. fi7/12;28 MURlEYTE OH.ee 
of Nuclear Roacio/ Regulation. Droctor {Post 67041 1), 2pp. 43979 067-43979.068. 

PROBABILISTIC RISK ASSESSMENT (PHA) INSIGHTS. 
» T'EICh.MANN.T, Orookhawon Naiionai Laboratory, fin 

A*3798 0NL.NLIRGG-5193). 87/12/31. Olfice of Nue'ear Reacto/ Reouiailoa 6roc* 
tor (Post 8704 11). 142op. 43944 018-43944;188. ^ 

OEVELOPMENT and application of a COMPUTER 
WOOEL FOR LARGE-SCALE FLAME ACCELERATION EXPERIMENTS 
MARX K 0. Sandia National Laboratories. FiN A-1248. SAN087.6203. 87/97/31 DM- 
son of Heaeior Accident Anatj-sls (Post 670413) eopp. 43943.297-43044;0i6. 

OPERATING EXPERIENCE FEGOEACK REPORT . A'R 
SYSTEMS PROBLEMS Oommerciaf Power Reactors. 

31 1220(1^43943^164*4^394^^2^1*'* ^ «* Operational Data. CLtecior. 87/12/ 

NLJR6Q/CR-S041 V01 RECOMMENDATIONS TO THE NRC FOR REVIEW 

n^«Dn?ai LOW-LEVEL RAOfOACTWE WASTE 

DISPOSAL- Task 2a Beipw Ground Vau-'is 

D£NSON,R.H.. HENNCrr.fl.O,. WAMSl.E^R M. Army, Oept. Ol, Army Enoweer Wa- 
iBfways fcapenmeni Stai,'ort FIN 0*1071. 8^/12/31. Oivla'on of Lo* Level Waste Man- 
agement 6 Oecornm'SSlonlng (Posl 870413). I62pp- 43944:190-43944-350. 

B691070I69 App.'ioaUon for amend lo License OPfl-3,modity(ng Tech Speo re control 
rod position mdicailon In accordance w/Rev 4 to NUREG-0452 & to otovido needed 
operel'onai ffexibl.'iY 

HElDEfl.LH. Yankeo Alom.c Elociric Co. FYR 87-124 87/12/23. Oflico oJ Nuclear 
Heactoi Rogutallon, Director (Ppsl 87041 J). 6pp. 44040:249-44CI40268 

-8801071)174 Proposed Tech Specs, modityiny control tod posl), on Indication in atcoid- 
anco w/Rev 4 lo NUREG 0452. 

• Yai^kee Alomlo Eloclric Co. 87/12/23. 4pp. 44040r255-44040.2Se. 

680I0702S4 Rerjuesls listed addi Into re meleoro.'oglcal rfala tape & evacuat'on L'me 
teceipl flev 2 lo SeciTon 2 3.3 ol SRP end 

f?^2pp. 439i6.019.4394k® Tennessee Valley Aulhor- 

®®,‘ii'?/i*??Sn'i45^,?'Cfl-34gS CALCULATION OF FAILURE IMPORTANCE MEAS* 

SYSTEMS IN NUCLEAR POWER PLANTS. 
§PULAK,R.G. Sandia Nallonai Laboralorles. FiN A-1260 SANOe3- 
43941^2^^43943^3® Roaclor Regulation, Dreclor (Posl 070411). 450pp 

ENVIRONMENTALLY ASSISTED CRACKING IN 
!; REACTORS. Somiannual Reporl,Apri!*Seplembe/ 1986. 

^^‘TA,P.S. AiQonne Nallonai Leboraiory. FIN A-2212. 

. 87/10/31. Division of Engineering (Posl 070413). 89pp. 43B4436I. 

NUREG-OOgO VIO N02 REPORT TO CONGRESS ON ABNORMAL 
-.S Apn)*0una 1987. 

jalysis & Evaluation ol Operalional Data. Oi/eclor. 07/11/30. 53pp 


6801110224 NUnEG.0S40 V09 NIO TITLE LIST OF DOCUMENTS MADE P- fe. . 
AVAILABLE. October 1.31,1087. ’ 

• OMstoft Ot Pub'lcaUon^ Servitea. 07/12/31. 434pp. 43975315-43977 C23 

8861110333 NUREG-0020 VII Nil LICENSED OPERATING REACTORS • 

SUMMARY nEPORT.Daift As Ol October 31. ie87.(Gray Book I) ‘ ' 

• NRC • Me Detailed AHiiisilon Given. • Energy, Depl. ol. * Biectnc Power Reo^ar “ 
inaliiule 87/12/31 400pp 43977:121-43977:342, 

8801110264 Forwards rept avaluaiing rrsk signll.'eance of loss ol HVAC sys scenftrrc.-s r" 
conir^ ioom,8witchg9at room & eurillafy leedwaiei pump cubicles pet 
fPii'jalmoni Less ol room cooling noi slpmiicanl core damage ireouericy rssue 
^:22S» Nerthoasi Nuclear Energy Co. (subs el Northeaai 

Mn0C2KA.E.J. Nennoaei Utihiies 812776. ee/Ol/O?. Documeni Control &J4k.'>e." 
(Oocwnenl Conirpl Desk). 7pp. 43970.195-43970 201. 

8801110286 NUflEQ O037 V07 N03 NRC TLD DIRECT RADIATION MONi'C-P* 
NETWOHK.Pi0Dte»» Repo • ilySepiember 1987. 

STRl^XME¥£n,R . MCNAMAnA.N., COHEN, L. Region 1. Ofc el the Direcior 6-* • t J* 

31 229pp 43977:343-43970 209. 

''06 eNFORCEMENT ACTIONS SiGNiF)CAR'» 

JfONS RESOLVEDOuariorly Progress Reporl.July-September 1987 
•Olool Enforcomeni (Post 870413). 07/12/31. 2l8pp, 43972308-43973 166 

*8pni0534 Responds lo FOIA requests for documonis ra recent NRC rule 
10CFR5O47 4 )0CFR50,App E. Forwards documents Itsiod m Add BAdo A ace> 
ntertls atrea^ available In PDR. 

GRIMSIEY.O.H. Orvrslon ol Rules 6 Rocoide (Post 070413) 88/01/07 BELAlR ** ^ 
Kirhpalrick & Lockhart. 3pp. 43970 2e4.43978:2S6 

-8712030207 FonwHtda Rev 0 to "Soabrooli Plan lor Massachusetts Communm’Sk®- , 
consisting ql 10 vols.alfocliva 870921. FEMA lindmgs re wheiher artef rtwets enter!** ^ 
Suppl I toNUflEG-0654/FEMA*REP-1.Rev 1 requesied W/o end . 

CONGeL.FJ. Division of Radlafion ProlecHon 6 Emergency Proparednew 

Federal Emergency Managemeni Agency 23^®- 

439/0.3P4 *40 9 r 8* 305. 

8801120191 Forwards FEMA B71207 III discussing evalualion ol alen & oodficasor 
Sf rSS’* ^''^''^*'•'5" detormlnod ihal alert & notification sys tabsfies entena ^ 
NUHGG-0654/FEMA- HEP-1, Rev 1 & FBMA-REP-10 

SHAFER, W.O. Region 3, Ole ol the D.raclor, 88/01/05. HINT2 0C Wsconsm Pul^ 
SerwcoCorp. 2pp. 43997:304-43998:167. 

9801 lK)a23 Forwards response lo NRC 870708 request lor addi mfo needed for 
pleWin ol NRC lovjew of pariormance testing ol relief & safety valves per 
0737 .hem W 0.1. 

MGOFORD.M.O. Soelhern CalHornla Edison Co. 88/01/07. Oocument Controi 
(Document Control Desk). 29pp. 43990:306-43990-334 


post-accident trips ol reactor coolant pumpsjyei 
1 Itf Afi-nn Response roquealed within 60 days of 

»7/12/30 MROCZKA.E.J. Norlbeasi 
•pp. 43946:266-43046.-270. 


8901130960 Forwards FEMA B71207 Hr discussing evaluaUon ol alert 4 notiAcatiVi 
*w ^hl AlM 6 nolillcatton sys satisfies criteria of NUfl£G-0654/F£MA-R£P-l.R9v 
® rcMA* nEP»IO. 

SHAFER.W.D. Region 3, Ole ol the Director, 88/01/05. FAYCW Wlsccrwm Elec*^ 
Power Ca2pp 44001:016*4400l;0l7. 


•jtion 3.6.3, "leak-aefore-Break EvaJ- 
t. 

ormeriy Texas Uiildles Oenerat/ng Co ). 
Buies 4 Procedures Branch. 3pp. 


8e0113M89 Thirteenth partial response to FOIA request lor document* “S 
ant Forwards App R ctocuments /^p R & S documents available m PDR 4 \.K^ 
- r®'' Obispo, CA App T documenis may be purchased from ANSI. ^ 

OfliMSLEY.D.H, Drvision of Rules 4 Records (Post 570413). 87/12/29 QAROEJ ^ 
Goveiruneni Accountability Project. 20pp. 440l2:00t-44012 26l 


M01t303l7 nelsrales fundamenlel des'gn phitosophy of SPOS.in roaponsa to NRC 
$71003 MrOesIgo oh.losophy has bean foundation lor compHanco to NUREG* 
O^S/.Suf^l 1 for SPDS.Orophlc display ays not sumo as SPOS & rtavor Intended to 
be. 

SOPENSEN.Q.C. Wash'ngton Public Power Supply Syaiem. G02-a8-003. 88/01/07. 
Ooctmanl Conliol Branch (Documeni Control OasM. 6pp. 44000:1 t&-4400a:l 10. 

8401130334 Forwards SSER 5 lo NUREQ-IOOS. 

MJUER.D.R. Pro)act Dirocioraio III-2. 00/01/05. BUTTERFIELD, L. Commonwoniih 
EtfiSCriCO. 24pp. 44a05-.297-44005.320. 

8301140069 Parlial response to FQIA raquesi lor documants.tnclud.ng evaluation emoria 
(04 uM cllsHo.FofNatds App 0 documonta.App 0 dootmenla e'eo Rv&leblo in 
POR.App £ document lolaily withhold (ref FOIA ExompHon 6). 

CRlM^EV.Oil Division of Rulos & Mecords (Post 870413). 80/01/11. QELAIR.R.R- 
ICtiipeWcK & Lockhart. 6pp. 44031:270-44032:118. 

>3711110014 Forwards FEMA/NRC task group sub] evaluation cniarlQ lor ul-l oHsllo 
plans & informs of roouasi for publlcalion in FR (or commenl as pro()Osed App 6 to 
WUREQ 0854/FEMA-REP-1. Rov 1. 

CO‘43EL.F.J. Division of Radioiion Proloctlon & Emargency Proparodness (Post 
070411) B7/M/02. STELLO.V. Olc of Iho Exaculiva OIroctor lor Opoiatlons 
WUfllEY.T.E., SNiEZEK.J.H. OKlca of Nucloar naactor flogulailon, Oiroctor (Post 
$7C4i 1). Ip. 44031:320-44031:354. 

8801140094 Fot^vards aetoty ovaluation accopling uil) 870417 proposal to Imptemonl 
SuTiOil.ando procoduras ro automatic bua transfer ioalure of auxibary foodwator 
sys^UREQ-0737. Open item H E. 12. 

tCClESTCN.K T. Piolecl Diraclotaio 11-1 TAG 64898. 88/01/08. UTLEY.e.E. Caioti- 
na Power 8 L<ght Co. 6pp 44033 1 77-44033:102. 

BBOIISOOAO ForWiaids rovtsad Pages 8,14,31 & 48 to ulil 870928 corrimonia on dtait 
MUREQ-1 160.coiTOCting^edilorial errors. 

BRONSJC. Now York Tower Authority (foimarly Power Authority ol tho Sialo ol Now 
YortJ. 52FR7950 00031. 80/01/12. uocumem Control Qrancn (Docutnoni Control 
OeskJ 7cp. 44036:163-44038:169 

4801150248 Forwards linal seismic analysis ropt, "Crane Seismic Ropi. Cask ilandSng 
Qono. 160/20 Ton Capacity, S/N 12115," VQla I & II Analysis for now auwkary bldg 
crano lo moot sinnlo- failuro-piool raqulremanls ol NUREG-0SS4. 

AlEXICH M.P. Inolane Michigan Power Co. (formorly Indiana & Michigan Elocliic Co-l- 
AEP NRC:090OH. 08/01/12. MURLEV.T.E. Oocumont Control Branch (Oocnmoni 
Conlroi Oosk). 2pp 44036.109-44037 224. 

6801 190030 Contmonl on NLIREQ'0762 to rov lo aid formal 4 contont lor omorgor>cv 
pia-is (or fLal-cydo & mans laciii>lca.Approacb being taken fn proparing for radfologicai 
ernaraanclos el mati ifconaao feCillUaa Inapproprlaie Lir did 070716 oncl. 

WlS^NKRQ. M<nnesoia, Mining & Monulacluring Co., 3M Co. 82FR45035 OOOOl. 
07/12/18. CUNNiNGHAM,R.E. Divls'on ol induslr'ai 4 Modicel Nuclear Safety (Poai 
873729). 3pp. 44051:168-44051:176. 


8001200213 Forwards Insp flopts 60 52a/07-4O,6O-529/e7-3O & 6O-530/87-4I on 
071116-20 & notice of violation. 

SCARANO/1.A. Region 6. Ofo of the D rocior. 07/12/31. VAN BRUNT E.E Arizona 
Nuclear Power PrOiOcl (loiinerly ArJrono Public Serv.co Co). 2op 44052:140- 
44052:153 

-8801200220 tnsp Ropia 60-526/07-40.50-520/07-39 & 60-530/07-41 on 671116- 
20.Vri>:at‘on r.otod Major aroaa inspeciod low (oval radwaste siorago laci'iHes, accident 
mcNlorlng insimmon’elion & NUREG'0737,lta.-ns ll 6 3 & if-F.l. 

NORTH^f.S. Ragon 5. Olc ol iho Dhetlor. 50-530/87-41. 87/12/31. lOpp 
44052:144-44052 153. 

080(200381 Patlisl lesponse to fOiA loquasl lor decumari's ro workei tr&hng pio- 
grems & INFO training accrodilaiion Forwards App F documents App E & F docu- 
ments also Bva labia In PDR.AddI records tilso availeblo in POR under Oossono FO.'A- 
67-204 

GfllMSUEY.D.U. Divis-on ol Rules 0 Records (Post 070413) 08/01/12. BOlEY.K 
PubloCiluon'sCnical Mess Energy Projeoi. 0pp. 441 16:001-441 10 039. 

-0502060010 Foiwards DJ SNa 850100 Hr ro adequacy of INPO job task 
analysis. INPO plans lo con-paro.ci'ango or va' daio oxisiing gonorie |ob (ask analysis 

« l task analysis data gancralaU lor SuppI 1 to NUnEQ-0737 aclivriies 

PSON H.L Division of Hu.man Factors Safety (800426 661124). 85/01/24. 
STRAHU.K. Inailluto ol Nuclear Power Oporalions Ip. 441 16:1 17-441 18:i33. 

-8502060013 Discussos RFP ro Hcensrg oxam dovolopmani Taek data should bo ai- 
rocUy ganoraiod by review el power p'ani design In varWs failure iTiOdos w/errphasls 
on reaf-Urro opoiai.onal roquiromenls. 

SIIEA.OJ Human Englnoa/ing Associates. Inc. FIN 0-1318. B5/01/06. 
THOMPSON.I1.L. Division Of Humats Faclora Saloty (6C0428-651 124). ip. 44I16;1I8- 
44116:133. 

-6602060016 Raspenda 10 Solicitation RS NnR-8S-052 w/"NP Bid at This Timo." Re- 
qukod Job iBsk enalytie approach nol amenablo lo intog'sHon w/oihor sefoly related 
human lactois chlecltvae o( 8;UREQ-0737,Suppl 1. 

SHfA.D.J. Human Engineering Aasociatoa. (pc. 85/01/07. HAOEY.H. Technical As- 
sIsiancoConiractS BrorohlPro 660421). Ip. 44116:1 19 441 16:133. 

“6606100175 Provides updalo of past & current eiatus of NRC invoivcmoni in locnliy 
roquaiiflcanon program ovaliratlons ro Feb 1065 rev (o NUREQ-102l.Sld ES-601 con- 
cetpInQ NRC procedures for roqua'IflcoTon prog'ains.FV64 & FY65 results end. 
OENTON^n OlCce of Nuclear Reactor Rogulaifon, Director (651125-670411) 86/ 
04/04 SlELLO.V. Ofc of the ExocuHvo Dirocicr lor Operations 3pp. 441 19-1 17- 
44119:110. 

-661(X)70166 Fprwaids final lopi from Aug 1986 NRC post-accred lai’eri audit Pianl has 
not potlormod lask anaiyss lo idonlify knowledge, ski'ls & ebilltlaa for an Job 
laake nadibiooicai proiccbon irni/ting warrants spacHtc attention. 
nuSSELL.W.f D-vIsion ol Human Factors Technology (651125-070411). eo/OD/tO. 
STRAHM.K. InaiHule Of NuclOBr Power Oporationa. 16pp. 441 10.026-441 10.040. 


0001190131 Forwards roguoat for addi info re safety injacHon Pump 0 aulo irnnaler 
aeSano Response roquealod wllhln 30 days Of Hr recelptConcorn expressed Ihei Ok- 
isis/KO ol conflguravtcn may compromtso indopendoneo of po-wet sources. 
ECCLESTON.KX Project 0.roclaraio ll-i. 6f}/0i/14. UTLEV.E.E. Carokna Power A 
UghiCo 4pp. 44053.001-14053 004. 

90O11M170 FOIA rOQuest (or Uocumonis re impaci of niiraio 'n graunrfwaier rtear piani 
69 tfscuassd In NURE(3-1157. "Ersviron Aesossmant." (or renowal ol Liconso bUB- 
10l0(l‘4/Wa 1605. 

OEERISWATER Naiivo Americana for a Clean Environmoni. 87/11/25. RODINSON.L 
NflC • No Ooialfod AfflKaHon Given, tp. 44055:321-44056:321. 

6001100100 Cornmenl opposing SRP Section 3.6.3 of NUREG-0600.Uiila endocso com- 
menia by Nucloar ui i Group on Equipment Qualrlicaiion. 

MnOC2kA,E.J Northoaal NuCleor Energy Co. (subs ol Northoesl UUbL'ea). 
MROC2KA,EJ. ConnecIfeuI Yankee AtomlcTowor Co. MROCZKA.E.J. Nc'thoasI Ubl- 
Idea. 52FR3202e 00026. 8G/0l/0a Oocumont Control Branch (Oocumorti Control 
Oosk). epp. 44062.001-44052:005. 

0901 190214 Forwards NUn£Q-0652,Supp) 3,SER ro final design of NSSS lor CESSAR 
Sys 80 W/o end. 

Vf^lNO.G S Siandardtzailon & Non-Power Reactor Pro|ecl Direclotaio. BB/OI/ii. 
^HERER.A.E Combustion Engineering, Inc. 3pp. 4406e;2S3'44oee26S- 


-6612100113 Forwards fmol lopts liorn NRC posl-accrediialion auo48 using Training 0 
Crite/ia 0 Procedures pubiishod as NUREQ-1220 In Jul I936.6cln job & task 
analyMS n»cas»a<Y lot luH imN«<nari(aiion ol potloimanco-bssod lieining. 

RUSSELL, W.T. DMsIcn of Humary Fado.'S Technology (051126-670411). 66/12/03. 
STR^IM.k. InsHlulo Ol Nucloar Power Oporailons. 33pp. 441 10:070-441 19:1 1 1. 

-6704060296 Forwards (mal ropi re posl-acotediielion audit of iramlng progroma al 
p.'arri conducted rn Mor i967.NorMieonsod & licor^aod oporaior traning programs de- 
volQood from task eraiyais looniiliod skills 0 lor leern ng oblooHvoa. 

AV^EILW.T. D.vision of Human Fsdors Toclmology (661125-870411). 67/04/06. 
STRMlM.K Insliiule of Nuclear Power Cparolions. I8pp. 441 19- 136-44 1 19:163. 

6901SP0309 Forwards "XRDR Supp'ornonial Repi," par NRC 670410 requeal. Rspt 
provkioa responsos 10 all of NRC eoncorns noiod in technical ovo'uBiion repi Sutveya 
noted In Socilon 2 4 of ropt wl’l bo compioiod altar aixth rotuelmg ouiaga. 

SIEOGR.JD Duqueana Light Co. GL-B2-33. 06/01/05. DocumonI Control Branch 
(Oocumenl Control Desk). 2pp 44060.000-44061:01 1. 

00OI2IOO0I Appita'ion lor emonda to Uconaoa DPR-3B,DPFI-47 & DPR-5S. revising 
Tech Spoce 3.15 r« control room prosauriaal'O-'i 0 (illCrfng ays 6 4.12 cn tesHng ol 
eya.por Oonotic Lir 03-37 to NUREQ-0737.Foo paid. 

■FIK5<ER,H.0 . DuVo Powof Co. 01-83-37. 68/01/08. Oocumcrni Conhol Branch (Oocu- 
mont Control Dosk). 3pp. 44060 266-44060264 


0601100330 Cemmenls on NUREO-i160 ro recaicuiailon of hoaUh oifocta upon which 
rtoefeor regulation deponds. New oal'mato of radiation offocis predici that radiation 
causes 16 limes moro laialllles man previously used in calculations- 
l.EW»S,Mt. Lowls, M. 52FRr950 00051. 87/12/30. RYOER.G. NRC • No OetaHad Al- 
fiftatlOO Qivon. Ip. 44046:013-44045:019. 


B0O12C0O3? Respor.ds lo NRC 671221 lit ta violations noled In Insp Ropt 70-0887/67- 
04 Corroctivo actions new procedure for use of raschig rings as nuefeor crlifcakly 

K >isoo (or U solutions written & combusilblo storage In exhaust fen room removeu. 

OQOVEFIN-JJ. Clnllcham, (no. 87/12/21. MARTIN.T.T. Region l, Olc ol Iho OJiec- 
tor. epp. 44060:001-44060:006. 


1001200102 Partlol response lo FOIA reouesl for documenis.Forwards App 0 
(iocumenis Documents also available In PDR.Ponions of App B documenie withheld 

J rd( FOIA Exampdons 6 & 71. 

in.MSLEY.O.H. Division ol Rulos & Records (Posl 870413). 88/01/06. WEISS.E.R. 
Uriioo of Coi^cernod SciQntisIs. 6pp. 44067:013-44067:265. 


ft0Ol2OO233 Pari/ally deleted Invesilgation Rapt 1-84-021. No mail false sialemenie 
^^Ifully made w/infont lo decelve.Major areas invo8ilgal0d:83O52O 0 840210 moll 
ralM aieiemonis submkiod re facility environ quallficallon program. 
aJATAKASaA., CHRISTOPHER, fl. Region 1, Olc of Iho Director. HAYES.BB OfUco 
^l/nveslgalions. IE8-79 01B 85/09/28. 48pp. 44O87;O23-44O87-.O60. 

•iiO1SOO2O0 Provides Info Identifying elociricel equipment Important lo safely atro0dy 
Qual-fto/l Wlhin sco^e of lXFflS0.49(Q). ScheduW lot quallficallon ol posl-acdiJenl 

i^KIU.*H'D^°Q9na/al Public Ullllllos Corp. - GPU Service Corp. IEB-78-Oia 03/05/ 
i2 OENTONH.A. Olfleo o( Nuclear Reactor Regulation, Director (pte-85ll261- 3pp. 
44007.020-44087:022. 


-6601210003 PfCpo&Od Tech Spacs.iovls-r^ SecUon 315-1 re limiting conditions lor op- 
orati'ons (w control room prussurfrehon S filierlng ays & Soclion 4.12-1, providing lor 
addI lesling of aya 6 claillicetion ot Tech Spoca 
* Ouk.O Power Co. aS/Qt f06. 16pp. 44086.kg-44068-.204. 

0601220933 Forwards response lo 071123 raguosl for addi Into ro ul.l 671027 submlHel 
on NUREQ-07:37,ltem II D.l concerning safety & relief valvos Oes'gn dilferancos lhal 
could expla n diltoronces In requ'rod closing torque discovered 
P/IPANIC.Q. Yankee Atomic Electric Co. FYR 60-07. 08/01/08. FAIRTILE.WB. 
Prr^l OIrectoralo 1-3. 5pp. 44097 007-44007:101. 

0001220619 Clanlles 671113 & 1224 Hrs le posl-LOCA cooling variables & hydrogen 
conception for SPDS license condition. 

MROC2KA,E.J . SEARS, C.F. Northoaat Nuclear Energy Co. (subs, ol Northeast Uti3- 
U8a).MROCZKA,E.J. Northoesl UiHtiles. 612789. 86/01/14. Document Control Branch 
(Doevtnent Control Dosk). 3pp. 44159:116-44169:118. 

6601220540 Forwards response to NUREQ-127S, "Operating Experlenca Feedback 
Rapt - New Plants." NUREG-1276 rocommendatlona have been tovlswed (or rel- 
evance lo plant teaian & posl-resien edNiiies. 

FIRLIT.JF. Sacramento Municipal UiHiN DIalrict. AGW/NPP 86-037. 86/01/19. 
MIRAOLIA.F.J. Assoctele DTectw lor Prolocifl (Post 870411)- 21pp- 44169:138- 
44(60,168. 

S801260223 NUflEQ/CR-504e REVIEW OF THE NATURAL CIRCULATION EFFECT IN 
THE VERMONT YANKEE SPENT-FUEL POQLOockal No. 60-27 (.(Vermont Yankee 
Nuclear Power Ctorp) 

VWtEELER.C-L. Baltalle Memorial Institute, Pacific Northwesi Laboratories. FiN 1-2003. 
PNL^SOB. 86/01/31. Division ol Engineering 0 Systema Toohnology (Post 870411). 
148pp. 44113:166-44113:301. 


6801250344 NUnEO-0750 V25 N'05 NUCLEAR REGULATORY CaMMlSS!ON IS- 
SUANCES FOR MAY I987.p8ee3 417 073. 

• Division o1 Pubrcailons Services 07/12731. 463pp. 44114; 163-44 t1S;255- 

6601250394 Responds (o 671207 rv fowsrdmg conosponclonce from 0 Goismar urging 
Lhai reactor vessel level Indxeior be insla'ied al raohly-Matter rx>t yet resolved bo- 
cause ol dlttlcuity ol adapting Instrument to older rooctor design. 

STELLO.V. Ole of the Executive Director lor OporaUons. 80/01/15. CRANSTON, A 
Sor>el6. 0pp 44U6;056-44tl6.06e. 

-6801250461 Responds to 080616 Itr concetrXru sgtno ol leclity.Forwards NUflEG- 
1 144. ' Nuclear Plant Aging Research (NPARj Program Plan." UM Intends lo submit 
roqueat from from requYemont to Install reactor vessel lovol measurement sys.W/o 
end. 

ASSELSriNEJ K commlss'oners. 86/05/29 GEISWAR.B. Aff.llalkxt Not Assigned 
ip 44tt60?e'44tt6Q76. 

8801260510 Advises that llconsee allornaHvoa lo goals in NUREO-0654/FEMA-REP- 
l.Rev 1, Table 6-1 re stairing ougmentai'an goals tor emergencies foundeccoptableln 

e rovlding adequate shift alall agbimentai-on 
lARTIN.n E.Ptoloct OuoctocBle 12. TAG 66782. 88/01/15. GAUER-EG. PNladeIpWa 
Electric Co. 4pp. 44110:124-44116:127. 

0601260028 FoPivards safety aveluatlng accepting uin S60604 8 070200 & 1006 rove to 

E lanl spodal senior llconsorl operator luol banoler Iniiisi & tequalKicaiion progtams.per 
iUREG-1320. Meeting loioaoVre luol handling 1ta>r8ng issue requosted. 
HEITNER.K.L. Pro.ect OIroclorato IV TAC 64747. 88/01/13. WILLIAMS.R.O. Public 
Service Co. ol Colorado. 2pp. 44t30;07e-44t30.07d. 


6801290096 Forwards SAl review of util 001230 summary ropi on 
visit schodulod for 600222-26 lo discuss repi & audit control root 
end. 

2ECH.Q.G. Ofc ol Special Projecis TAC 56105. 00/01/25. WH 
Valley Aulhorlty. tipp. 44176:012-441 78 022. 


8601290162 Forwards Amend 136 to License OPR-SO & ealeiy eva 
vidos limiting conditions ol operation for chlorine delecting sys I 
NUREG-0737.liem Ul.D.a.4, "Control Room Hebilab'iltty Roqulromo 
EDISON, Q.E. Project Diroctoralo 1-4. TAC 64800. B0/O1/I4. H 
PubHc Utilities Cotp. • GPU Service Coep. 2pp 44t76:337-44t7e.3- 

—6601290167 Amend 136 to Uconso OPR-S0,ptovid'nQ llmtltno cor 
tor cWorino detecting sys lo comply.ln pan, w/NUHEG-0737.llei 
Room Habitability Roquiroments ’’ 

ST0L2.J F. Project D.roctorato 1-4. 88/01/14. 6pp. 44176:339-441 

-8601200163 Safety ova'uatlon simport.ng Amond 136 to License 0 
* Olilco of Nucloar Roactor Regulation, Director (Post 87041 
44170;345-4417O-340. 


8601290166 Forwards RNWL technical oveiuaHon topi based on n 
procedures generation package, submitiod pnr NUREO-0737,lien 
uactor will visit sUo on 680222-28 to review concotns 6 open liem 
ZECH.GG, Ofc of Special Projects TAC 44285. 88/01/26. WH 
Valley AulhonlY. 3pp. 44178-349-441 78:36 1 . 


-6601360036 Safety evaluation accepting plant special $00*01 licensed fuel tiando/ Inl- 
tia) & requalticalion oporalor t/a'n-ng p.-ogram.por NUREG-1330. "Training RovtowCd- 
toria & Procedofoa." 

• NRG • No Oolailod Afl, Ha-ton Given TAC 84747 69/01/13- 44130078- 

44130079 


-8601290169 "Procedures Generallon Packago Review Operotirig I 
evaluation tepl. 

MYERS, L.B. Ballelle Momorlal Institute, Pacllic Northwest Labe 
lOpp 44170:353'44170;361 


6801260122 NUREG-03e6 D04 n07 UNITED STATES NI/CLEAR REGULATORY COM- 
MISSION STAFF PRACTICE AND PROCEDURE OlCEST July 1972 - March 1087. 

* Otllco of lha General Counsot 97/12131. 432pp 44129 0Oi-44i3(y;O53. 

690126QSQ7 Forwards resuim repls.ccnslsi ng oi Rev I 10 Issue SpocHio Aci‘00 Plans 
Id t, "OC Inspocior Quallllcal.'ons" & Vil.bS. "Pipe Support Insps." F.los conto-'nng 
supporting documents will bo ava'lab'e. Revised tabio ol comonis also oncl. 
c 6 unSIL,WQ. TU Electric (formerly Texoe uiilties Ganorai.ng Co.). TXX-86IOI. 60/ 
01/10. Oocumeht Control Branch (Oocumoni Control Desk). 4pp 44i2l:302- 
441221148. 

-B801260SS4 Rov 1 10 Comanche Peak response loom lesuiia repLIssuo Spoctiic 
Action Plan Id t, "OC Inspector Qualifications." 

VOUNO.J E, BECK, J.W. TU Electric (toimeily Texas ULkUes Gonoraiino Co ). 67/12/ 
02. UOpp. 44121:386-44123.083 

-6601260987 Rev I CO Comanche Peak rosponso Coam rosuHs tepMsaue Speciiic 
Action Plan Vll.b 3, "Pipa Support insps." 

aECK,JW. TU Electric (formerly Toxoa uatias Genoieimg Co). 87/12/23 83pp 
44122.084-44122.146 

6901290641 Forwetds eddi into re Cenetc Lit 63-37 & NUREO-8737 rtoms. per NRC 
871119 request Tech Specs re insirvmoniai.ton for doioct'on oi inadoquaie cote cool- 
ing will be submiilej by 630216. 

ruCKEA.H 6. Ouko Power Co. 01-63-37. 83/01/16. Oocvmeni Control Branch (Oocu- 
moni Control Desk). lOpp. 44i27:24S'44l27:2$4. 


3601200363 Forwards addendum to NUREG-t290, "Differing Pre 
BPOnse to 870713 ltr.Addoi>dum r^rosonis consonsus views of al 
IfigPr^ Opinions Special Review Penol. 

QIHD.P.E NRC • No Dolailod Alli.'iallon Given. 87/12/30. STELLC 
utivo 0-rocior lor Operations. 3pp. 44246 092-44240 106. 

-8801290362 Commonda reciplom altorts in rievoloping 6 preaant 
prol opin'on re sonsitirailon pI OWR atalnlnss steel weldmenis.OpI 
STELLO.V. Ole ol tho Execullva Oirsclor for Operat'ons 68/Ot/l 
lilialion Not Assigned 3pp. 44240:101-44248:1(}3. 

-6601290363 Commends recpioni olforls in developing & present 
piol opin'on re exclusive use of BWR-6 technology in DWR rose 
series Opinion supponod. 

STELLO.V. Ole of the Exocuiivo Director tor Operailons. 80/01/11 
au’oh Not Assigned 3pp. 44246 104-44246 106. 


ORO CORRESPONDENCE WITH OTHER ORGANIZATIONS 


6712160369 NRC Info Nonce 37-064, "Conviction lor Felsillcaiign 
Records " Sve llal end 

ROSSI, C E. Division of Opsialional Events Aesossmem {Post 07 
37/12/22. Consolidated Edison Co. ol Now York, Inc. 120pp. 44 


6601270176 Ninih partial responae to FOlA request for documonis re SSER T^UREO- 
6675 Forwards App R documents App U S App R docwrnsnia evaiiebfo to PORAf^ S 
A T documenia partially & lota'Iy wnhnofd (roi FOIA Exemplioos 6 6 7). 

QRIMSLEY.O H. Orvision Of Rules 6 Records (Post 37(>4i3) oe/Oi/22 OEVINE Gov- 
ernment Aceountabilily Project. 7pp. 44154001 44154 310. 


6712170119 NRC Into Notice 67.035, "Plant Oporailon Boyond Ar 
Sve list end. 

ROSSI, C.E Division of Oporatfonal Events Aasessmont (Posi 1 
Consoiloaied Edison Co. of New Yotk, inc, i20pp 44056,003-440! 


6601270161 Forwaids revised "Response 10 NUBCG-0737.ltom <19.2. Insiruinenteiton 
lor Oeieclion ol Inadequate Coro Cooing." re/iocitng discrepancies w/as bum 
configuration Design basis documonl to roltoct eny addi changes tosys. 
COUNSfL.W.Q., VVOOOLAN.D R TU Eleciric (lormeily Toxes Ubiiiies Gonoraiing Co.}. 
TXX-Q6096. 80/01/2? Document Conl/o) Branch (Oocinnent Control Oe^. Ip 
44145:312-44145 352. 

-6601270164 “ReMonse to NURCG 0737.lioni UF2.Instfutnenta1ton tor Detociton of 
Inedequata Core tooling " 

' TU Electric (lormeily Toxas Utililios Generating Co ). 80/01/22. 40pp. 44t4S'3t3- 
44146:352. 

6601270206 NUREO/CR 8063 OEVELOPMEI-tT OF A MECHANISTIC UNDERSTAND- 
ING OF RADIATION EMBRITTLEMENT IN REACTOR PRESSURE VESSEL 
STEELS. Final Report 

EaRAHIMI.F.. HOELZER.DT, VENABLES, 0. Materials Enginoorlng Aeaodaies, Inc 
FIN 8-8900. MEA-22e8 86^l/31. DMston ol Enginoering (Posi 870413) 9?pp. 
44149.040-44149:130 

6601270460 Summaw ol NUREQ-1160 Revtovr Panel B709i&-t7 meelings In Los 
Angsles.CA re IDCOR & EPRI programs 

CATTON.f. ACRS • Advisory Ckimrnitleo on Reactor Saleguards. 67/1 1/10. 
HOLfSTON.O. ACRS - Advisory Commliiee on Reactor SaleguaKto- 4pp. 44165216- 
44155:221. 

6801260148 Transcript ol 080120 briefing on NRC Technical Training Pn^ram In 
Westvngton.DC.Pp t-S6.SuppOtt>ng docucnenialionencl- 
‘ Commissioners. 63/01/20. f76pp. 44174:21 1•44176;026. 


8712230003 Suppl 1 lo NRC Into Notice 07.02&. "Alt Sys Problems 
list oncl. 

ROSSI, C E. Division ol Opetational Events Aaaoasmanl (Post 97' 
37/12/26. Consolidated Edison Co. of Now York, Inc 124pp. 43 

6712290166 NRC fnfo Notico 67-068. "Inepproprieto Application 0: 
Compononls." Sve Hal end. 

noSSI.C.E Divlaion of Operational Evunis Assessment (Post 1 
Conoolidnted Edison Co of New York, Inc. l20pp. 43805'268-439i 

6801040107 FEMA petition tor loavo lo fl'e ms.-norandum fn support 
immediate corlificallon lo Cammisalon ol issues presented by LBf 
dried briefing, argument & dudslon by Appeal ■ Coitlflcaie of Sv' 
CUMMINQ.W.B. Fedaifil Emorgency Management Agency. #188 
22. Atomic Safely and Licensing Appeal Ponol. 6pp. 43363:123-43 

8601050394 Suppl 1 lo NRC fnfo Notico 86-031, "Broken External 
Atwood & Morrill MSIVa." Sve list end. 

ROSSI. C.E. Division of Oporatfonal Events Assessment (Post 1 
Consolidnled Edison Co. of New York. Inc. I23pp. 44036:041-440! 

6601060330 Ack reoelpl of 871125 Itr lo R Re. Response lo request 
sates ol mem & connocting rod bearings mig by vendor being 
available soon. soon. 

FLECKENSTElN.M. General Motors Corp. 67/12/16. STONE.J.C 
Branch. Ip. 43916:356-43916:356. 


6801360210 Forwards response lo Requesis 5-12 re NUREG-0737,llem fl.O.I, "Per- 
formsnee Testing oi Relief & Safety Vslvas,*’ per NRC 870422 requesi.Response wl.1 
be piovlded by 980310 lot Request 1. 

TUCKER.H.Q. Duke Power Co- 68/01/15. Documonl Conirol Branch (Oocumoni Con- 
trol Od^). 20pp 44<5e;041.44l5e 060. 

6831290094 Forwards preilm'nary safety ovakrailon on TVA responso <0 NRC 
I0CFR50.54(I) 850917 Hr re slle-speciric Issuee Surnmary Rslmg ol Incomptete sec- 
tions of safety evaluation also end NRC concludes ihai TVA resolvod concerns ol 
95091 7 lU. 

EBNETER.S.O. Oto of Special Projects. 36/01/21. WHIT£,SA. Tonneasaa Vaney Au- 
thority, 300pp. 44173:023-44178.338. 


6601060442 Partial response to FOIA request lor documents, Includ 
to R Krimm re development of util ollslie plan evaluation crftoi 
documenis.Oocuments also available In POR. 

QRIMSLEY.O.H. Division ol Rulos & Records (Posi 870413). 3 
Harmon 6 Wolss. 2pp. 43920:158-43028:327. 

-8711170134 Responds to 871026 Itr ro assumptions presented in 
F Congo! lo R Krimm tor FEMA review of ollslie plans submitiec 
assumption Number 3 bo leworded.Threo assumpiloris ksiod. 
STELLO.V. Ole ol the Executive Director for Operations. 87/11/0 
Federal Emergoncy Management Agency. 2pp. 43928:160-43928:1 


NONDOCKETED ITEMS 221 


8401070164 forwards NRF) Olc LIr 001 ro proceduros & responsibilitlaa for aafeguards 
to onsuio lhat Nnn ovetaU raaponalblUtfoa acQ carded oul ellocUvaty & con- 

MOOLEl'.T E 01IICO of Nuclear Reactor Roeulallon, Director (Post 870411) 67/12/ 
79 OfOca of Nuclear Reactor Regulollort, Diioclor (Post 670411). Ilpo. 439S2;280- 
4395?:290. 

4901070400 NRH Ofo Lir 600 discussing procedures (or handling lociuests under 
10CPR?.7O6.per director's decisions. 

VUnLEV.T.E. Office of Nuclear Reactor Regulation, Dirocior (Post 8704 tl). 2 206. 
68/01/04. DIfico oi Nuclear Reactor Rogulallon. Director (Post 870411) Sod 
4)95? 246-40952 276. 


660H10S40 fnfotms that DM Collins designated os NRC topresonlatfve to Reelotttl 
innsganCiy Sloeiittg Commtlloo ior EarlhquaVea & will bo attending 8801 12 rrteei^ 
QRACE.J.N. Region 2. Olc of the Director. 87/12/30. MAY.M P. Kerferal EmefoopS 
WaiagemontAgoncy. Ip. 43966:053 43988:063. ’ 

6661138191 Focwaids FEMA 671207 IK dlscuas'r^g ovaluailon ol alorl & noWteaUon aye 
far piani.Evaiuallon determined that alert & notification ays aoiisfloe oitoiia of 
NdnEQ-0654/FEMA- REP-I.Rev 1 & FEMA-REP-IO. 

SWAFefl.W.D Region 3. Ofc of the Director. 66/01/05. HINT2.D.C Wisconah PuDio 
SarvIcaCoip. 2pp 43097;304-43908;t67. 

6M1t300tO Forwards FGMA 871207 Hr discussing evaluation of alert & nolHIcalien sys 
lor pianlAlert & noOricalion sys satisfies criteria ol NUREQ-0664/FEMA-REP-1 Rav 1 
iFEMA-nEP-lO. 

SHAFER.WO. Region 3, Ofc of the Oirootor. 66/01/05. FAY.C.W. Wisconsin Eledrki 
PenverCo 2pp. 44001:016-44001:017. 

—9712310262 Forwards FEMA 871207 Hr re ovaluallon of alert & noilticallon ays to be 
usnsrr.lied to licensee. 

MATTHEWS, DQ. Emergency Preparedness Branch. 87/t2/22. HiNO.J.A Roolon 3 
Ofc of Ihe Director. Ip 44001:016-44001;242. 

M01140M1 Commonta on Public Law 97-415 amended SlOtlon 109 ot Alom.'o Enorgy 
Act el 1954 auihorl/lng NRC to Issue & make Immediately ellactive eny amorxJ te Ol 
ss delerininod by Iho Comml8sion.FR notice encl.W/o end. 

MURLEV.T.E. Ollice Of Nuclear Reactor Regulation, Director (Post 070411). 67/l2/ 
30. 0R£AUX,J.a. Senate, Environment & PuoHo Works. UOALl.M K. House ol Rop.. 
Irieitor & Insular Affairs. SHARP.P.fl. House of Rop., Energy 8 Commerce. 2oo 
44033 112-44 033:113. k ar tv 


•601140366 Summory of Operating Reactors Events Meeting 60-9t on 87<IIQS ro 
events (hat occurred since e7t22^Llal of atiendaes 8 viewgraphe end 
lANMNQ.W. Evenis Aaseasment Branch. OREM 66-01. 68/01/07. ROSSICE OM- 
elon ol Cparedonal Evonia Assessmont (Poal 670411). 24pp. 44031:033-44031-^ 


B60 1200231 Partial response to FOIA request for documonis re worker irafnl/M pro* 
grs.-n» & iKPO training aecrediiation.Forwarda App P documenta.A(» E 8 P docw* 
nents also svallobla in PDR Addi records also available in POR under Boaaorta FOIA- 
87-204 

OR'VSlEY,D.H. Division ol flutes & Records (Post 870413). 80/01/12. BOIEYK- 
Put)"C Ol'ien's Crnical Msss Energy Project, epp. 44116:001-44110:036. 


—9403160117 Advises that INPO accreditation process offers ulHs mechanlam lo meot 
Intent d proposed tisming rule w/o separaio set ol lopotllng reoutremonta Final ec* 
credaiion rapt lo detail obsorvatlona required. 

Tt(0MF$OK,H.L. Division of Human Factors Safety (600426-66ff24}. 04/03/01. 
$TRAmM.K InsMuia of Nuclear Power Operations. lp. 441 t6;049-44l 18.-050. 


-8499079271 Responds lo 640820 Hr re NRC perllclpailon In fNPO accredHelion 
visits.lisinwlll be discussed at next coordination mealing scheduled for 040917. 
THOMPSON.)! L. Division of Human Factors Safely (800426-651124) 84/08/30 
STflAHM,K A Insilluie o( Nuclear Power Oporallons. Ip. 44118 076-441 18,07« 

-•502090010 Forwards OJ Snea 850108 Hr re adequacy of INPO job taek 
ar>atysis.lNPO plana to compBro,change or validate existing genorio fob task anaiyela 
agoinsi task analysis data generated lor SuppI t to NUREQ-0737 acUviHes 
THOMPSON.H.L. Division ol Human Factors Safety (600426-651124) 85/01/24. 
STflAHM.K. Insilluie of Nuclear Power Operations, tp. 44 1 16:117-44118:133. 

—••01310160 Forwards results of post-accreditation reviews at SusqueHenns on 
851<>21-23,Diesden on 8511i8-2t & Oconee on 6512te-)8.Slgnincant progress ob- 
served (n Improving training. 

OENTON,HR. Office of Nuclear Reactor Regulation, Director (8St 126-870411). 66/ 
01/29. PAT6.2. InaIHute of Nuclear Power CJperetiona. 98pp. 44 1 18:2e7-441ia-3l6, 

— 8OO4I50629 Forwards final repta from alall posi-accredllation audits 8 comparison o» 
revised NRC review questions w/iNPO accrediiaiion oblectives • 
ccHeila.Recommends iNPO consider adding appropriate accroditalfon crlierie. 
OENTONKR. Oflico ol Nuclear Reactor Regulation, Director (e51125-67041t>. 60/ 
04/03. PATE.Z. Inslilute of Nuclear Power Operations. 32pp. 44116:316-44118.357. 

— 86061902f0 Forwards final rapt on post-accredHatlon audit ol training progrants con- 
ducted on 66O624'20Sirong mgl commlimenl to training Improvemertt exists at 
fact^iiss.issusnce of INPO guidance will help to Improve job Incumbenl Ireinlng. 
RLf>SELL,W.T. Office ol Nuclear Reactor Regulation, Director (851 126-87041 1). 66/ 
06/03. STRAHM.K. Insilluie of Nuclear power Operallona. lOpp. 44119046- 
44119.054. 


-•8 10070166 Fonwards linel reel from Aug 1966 NRC post-accredllallon audtl Plant haa 
nol performed task analysis to idenfify knowledge.8k]lls 8 ebilillea for all M 
taakafladioiogical protection training warrants speclflo attention. 

BUSSELL, W.'T. Dhrision ol Human Factors Technology (651126-670411). 60/09/10. 
STFIANM,k. Insilluie ol Nuclear Power Operallona. 16pp. 44110.025-44119:040. 

—•8 1 1040020 Corrects error In 660806 rept on post-accredllallon audit of training pro- 
w&ms at pisnt. 

RUSSELLW.T. Division of Human Factors Technology (861126-870411). 80/10/24. 
STRANM.K. Institute of Nuclear Power Operations. Ip. 44119:044-44119:044. 

-^12100113 Forwards final repts Irom NRC post-accreditation audits using Trafnina & 
Review Criierfa 8 Procedures published ss NUREQ-1220 in Jul 19e6.8olh job • lasK 
erxah^s necessary for full Implementation of performance-based (reining. 
RUSSEILW.T- Ofvfslon of Human Factors Technology (851125-670411). 66/12/03. 
STRAMM.K. Insilluie of Nuclear Power Operations. 33pp 44116.079-441)9:111. 


'® Posi-accrsdiatkin audH of irain'ng programs at 
pteniMnduci^ in Mar lOd/.Nonlicensed 8 f'censed operator ireJnlng promams da- 
Wsntifiod skills & for leanrlng oblocUvos. 

.Homan Factors Technology (651125 670411). 67/04/06. 
STRAHM,K. Institute of Nuclear Power OfWratlons. f8pp. 441 19:136-44119:163. 

650814 memo re NRC approach to evaluate offective- 
0 accreditation program on Improved training In nuclear power industry.w/ 

PERSENSKY,4 Uesnsea Qust'ficalloris Bianch. 55/03/23. COAKlEY W Inslilute ot 
Nuclear Power Operafons. Ip. 441ie;I96-44110:l9e. *^«^'-CT.vy. rnsinuie oi 

W requeat App Q docamonls already available In 
®cotedrt^aUoft iraiiMng.etKi & available in POR. 
e*'®® n Hocords (Post 670413). 00/01/19. OOLEY.K 
Public CtUzon 6 Critical Mass Energy Project. 4pp. 44095:001-44095.022. 

^ Fogarty ss csnd.datos lor consideration as addI 

INFO Accradltrno Board fnombors. 

'^5 Executive Ofrector for OperaLtons. 66/03/07. PATE 2 T Insti- 
tute ol Nuclear Power Operations. Ip. 44095:030-44095.030- 

“’“b " fi"’ f'®'""' O' L 4 P Pogerty for consideration 
88 addi INPO Accrediting Board members. Valuable contributions lo^procoedinos bv F 
Hem'ck A Q Robinson ack. ■> » 

PATE.Z.T. IMtlluto ol Nuclear Power Operations. 66/03/26. OIRCKS.W.J. Ofc of the 
EKecutne Olteeio! tor (ipersitens. 4pp, 44095:031-44085.034. 

mansgar summary re Wullplant Actions MPA 0- 
ATWipOf 871630 requasi.Qosure ol 
4 Wa ft-93 BkFiosI complete. 

AOENSAM.E. Projwi Oiiecierale ll-l. NEWBERRY.S.. USHER.D. Inatrumeniatlort & 

W/CH/M. VARGA.SA. Division of Hescior 
Pro)aciS - I/ll (Post 670411). 6pp. 44 139; 159-44 139:167. 

6801260521 Forwards 870420 llnal exercise rapt for sxerdse ol oKsIle fadiolOQtal 
omergenw Dteparsdness plans site-specific lo fsc;iity.No deficiencies 
deficiency WanUfied at lest exercise correcied. 

KRIMM.R W. Federal Emergency Management Agency. 87/12/29. CONQEL FJ ONi- 
^ Emergency Preparedness (Post 670411). fp 

44ioi* 1 ot*44 j 01.^7. 


"FEMA 8 Regional Assistance Committee Exercise Evaluation Rept." ol 
670429 exercise. 

• Federal Emergency Management Agency. 67/09/14, lOIpp, 44iei:t67.44f61;267, 

6601270097 NRR Ofc lu 602 re procedures lor revlswlng FSAR amends prior lo OL 
tssvanoe. 


MURLEY.T.e. 
20. Otrtco ol 
44149004. 


pifice of Nuclear Reactor Reoviat/on, Director (Poet 8704111. 60/01/ 
Nuclear Reactor Regulation. Director [Pest 870411). 4pp. 44149;001- 


6601276276 Summary of Operating Reactors Events Meeiing 86-02 on 660112 re 
evenis which occvjied since Iasi mesling on 660i05.Llsl of atlsndeeisignlfieanl ale- 
menta of^avenla 4 tabulation ot ler^-larm loiiowup assignmenis to be completed end. 
LANNINO.W. Events Assessment Branch. ORei*66-0O2. 66/0UI6. ROSSI, C.B. OM- 
sion of Operational Evenis AaBSSamenl (Poal 670411). I6pp. 44i6S:136-44f6£:t6i. 


6601270344 Motion lor leave to file aupplemenlat testimony out ot time.* FEMA re- 
sponse lo ASLP 6601 13 order re tiling of proposed supplemental testimony submiliad 
00 060126 rather than 660122 as onmed. 

FLYNN.H.J. Federal Emargency Management Agenn. ipieS 5431. OL. 66/01/25. 
Atcmio Safety and Ucenalng Board Panef. ip. 44tM;l64-44t26:i7l. 


-W1270372 Swptemenlai leatimeny of D McLoughlln.EA Thomas 8 WR Gumming on 
behalf of FEMA on shefledng/baech population Issues.* Addi Into on 0 
McLoughlln.EA Thomas 4 withdrawal ol appeatatKe of WR Gumming encl.W/Cortl(|- 
cale of Svo. 

MCLOUQHLIN,D. Federal Emergency Management Agency. OL. 88/01/25. I7pp. 
44120:165-44I20.171. ^ 


8601260596 Forwards FEMA 671231 memo re plsnl-specilic oflslle medical svo cepa- 
btktles lor aisle 4 teed govt, rovtavrsd by FEMA on 67t203.Requiieinent3 ol QuWance 
Memo MS-1 . "Medical oves,” saiislied by Slate of IL 

KRiMM R.W. Federsl Emergency Management Agency 86/01/21. CONQEL, F.j. Divi- 
sion of RadiBtlor) Protaclion & Emergency Aeparedness (Post 670411). 3pp. 
44100.243-44160:246. « » k / »'»' 

^601200319 Summary ot Operating Reaoiore Events Meeting 68-03 on 6601 19.LISI ol 
events A avmmaxles of preaenteo evenis A 1986 scrams oikI. 

LANNINQ.W. Events Assessment Branch. OREM-e8-003. 88/01/21. ROSSl.C.E. Divi- 
sion of Operational Evenis Aasossment (Post 670411). 16pp. 44160:269-44160 266. 


PR PROPOSED RUU 


07)2010271 Undated memo lorwardlng documents to ba placed in POR & Central Files 
re Regulatory History AC05-1 of proposed rule lOCFRSS, "Sasio OA in Radlellon 
Theram." 

MC£inOY,N.L. Medical, Academlo A Commercial Use Safety Branch. AC6S-1 01. 67/ 
12/01. Oc^ment Control Branch (Oocumertl Control beak). 3pp. 43663:229- 
43664:084. 

6601040267 Comment opposltta proposed rule 10CFR6D re imple mentation ol Integrat- 
ed ichsdulea ot plant mods. NRC should be corlcem^ w/enforcing safety regvIaiTons 
of licertsees Instead ot flnericial affairs. 

HIOTT.S L Ohio CItfzens lor Responsible Energy. 62FR45344 00001. 67/12/15 NRC 
- Mo Detailed AIMatlon Qtven. 1p. 43894.091'43M4ti»1. 

8601040376 Comment on proposed rules 10CFR4. 11,26,30,31, 32.34,35.40, 60, 
00,61,70,71.73,74,76,96 4 110 re retention iMrlod for rec^a.Formal Tech Spec 
amends ettovki not b« required to in^ment onsnges A n« toCFRiTO tees shouki be 
Incurred. 

SIMP60N,E,C. Flodda Power Com. (subs, ot Florida Progress Cotp). S2FR41442 
00007. 07/12/22. CRILK.AJ. Office of (ha S^eiaiy of ihe Commission. 2pp. 
43694.Q92-43694;O03. 
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860104029S Comtneni on pioposed rules <0CFR4,i 1,25.30, 31, 3?.34,SS,‘t0.50, 

60.61.70.71.73.74.75.95 A 110 r« reie.'ii.on period for reco'ds.neienpon not ad- 
dressed Iri proposed rule. 

ruCKER,H.B OuKe Power Co. 52FP4I442 00005. 87/12/16. Oockelirg A Services 
Branch. Ip. 43894 094-43894 004 

6601040356 Co.r.msnt on proposed ru’es 10CFR4,11,26.30,31,32,34.35.40,50. 

60.61.70.71 .73.74.75.95 A 110 le retenton period lor records Longer reiention periods 
needed. 

tHWiS.W.f. Lewis. M. 52Ffl4l442 00006. 07/12/20. OHice of tho Socreiary of the 
Commission. Ip. 43a92.30a-436S2-302. 

6601040436 Commeni on proposed rules ti3CFR4.ii, 26. 30,31.32,34.35.40.50. 

60.61.70.71.73.74.75.96 A 110 re telention peilod lot leoofOsRocordhoeplna irj elec- 
(ronic media should be perm lied. 

WETTERHAHN.M J. Conner A Wetto/tiahn. 52rR41442 00000. 87/12/28. CHILK.S J 
Oifice oflho Secrsiary ot Ihe Cornrr.lssJon 2pp 43992.311-43892 312 

6601040469 Comment supporling proposed ru'es I0CFR4, it, 25,30,31. 32.34. 
35.40,50.60.61,70,71,73,74,^,95 A 110 re rotenion penods tor records 
EDWAROS.D.W. Yanicoe Alomic Electrrc Co. 62Fn4 1442 00004. 87/12/23. Oockel'ng 
A Services Branch, ip. 43692:313-43692:313- 

08010406 12 Commenis on N'RC notice of intonl to osiabllsh LPOR tor records ro poion- 
t'at high level was'^e geo'ogic reposWry site located m Oaal Smith County, TX, 
NIED4IELSKI-EIC VVaste Deposit lnpact Commlilee, Deal Smith County, TX 
52FR4i63a 00001. 67/12/10. UEYER.OL. Rules A Procedures Branch. 4pp. 
43697.213-43e97 216 

6801060106 Com.menI on proposed rules 10CFR4,1 1.25,30,31,32,34,35,40.60, 

6O.61. 70,71, 73.74, 75.95 A 110 le telention period lor records Lisiod items suggesieii 
lor f'nel rule 

BERRY.K W Consumers PowQi Co 52FR41442 00009 87/12/22. Docketing A Serv- 
ices Branch. 2pp 43926 351-43926.352. 

8601060126 Comme.n on proposed rules lOCFR4.il,25.30,3t,32,34.35.40,60, 

60,61.70,71.73.74,75.05 A 110 to ratention period for records Rnal rule should contain 
language clanlying that use of eleclronic storage for records w-ll meat requ'remoni 
REYNOuOS.N.S. Bishop, Cook, Purcell A Reynolds. REYNOLDS.N.S. Arkansas Power 
a Light Co. neYNOLDS.N.S. Commonwealth Edison Co. 62FR41442 OOOtO. 87/1?/ 
26. CHILK.S J. Off'ca of Hie Secralory cf the Commission. 3pp 43926:353-43926.355 

8001060170 Commant opposing proposed rule 10CFR35 re basic OA In rad'alion 
ihorapy.W/excoplion of wedge factor rncAsuramenis. variety A Infreoufincy of errors 
does not tysiily <efiuiBt-on o1 such msgmtuds. 

GOLDBERG, I. Monieflore Hosp Assoc, ol Western PA, Pitlsburgh, PA. S2FR3e942 
00067. 87/12/21- Oockeing ASaivicea Branch- Spp. 43927:026-43927 030. 

8801060197 Commanl oppesl-ng proposed ru'e toCFnSA re NRC involvement In 
QA.Nnc should Immediately disconiinue elforte that involve OA 
HENRY.L W. Altil'etien Not Assignod 82FR36&42 OOOQ8. 07/12/15. MCELROY, N.L 
NRC-NoOotailadAMillallonQivan Ip 43626:300-43926:360. 

9901060207 Comment euppcrting proposed rules 10CFH4, 11,25,30,31,32,34, 

35.40.60.60(61,70,71,73.74,75,65 A 1 10 re letontion period lor records 
8ALLt'NGER.V.W. Air Transport Aeaoe'adon. S2PR4t442 OOOii. 67/12/29. Oockol- 
Ing A Services Rrench. fp. 43927:128-4S927;I26 

6801060264 Comment opposing pto^ssO m's 10CFR36 ro report ng on mls&dinn'sita- 
llon of breehyihsrapy treatments suggesla criteria for rop{)n,ng misadmin'sirelion pi 
brechyihersPy be different from that tor lolotherapy. 

RuSTOl.SN. Mtillation Not Assighed. 52Fn36949 OObll. 67n2f26. CHILK.S J 
Ofiiceof the Secielaryol the Commiss'on. Ip. 43St9:t 22-43916.122. 

8601060270 Comment opposing proposed rule 10CFR35 re addi comprehensive OA 
program ropulrements f-or medical uso of byproduci mail in radiation therapy A dlag- 
nosl'c uso Involving large radiation doses. Nuclear modicino sves stda A Inspectors 
manual end 

WOODBURY.D.H, American Collage ol Nuclear Physicians. W00D8URY.0.H . 
H0LMAN.8.L. Society of Nuclear Med-cine 52Ffl38949 00014. 87/12/29. Docketing 
A Services Branch. 75pp. 43927:144-43927:219. 

6601060436 Commeni opposing proposed rule 1QCFR35 to basic A comprohenstvo OA 
In rod-ailon Iherapy Costs should tie kepi consistent w/potential benelite.Rule vr.ll 
result in increasoo documeniation A administrative costs. 

WU.RK. Eestorn Virgnia Medical Sc-hool. Notlolk, VA. 52Fn36949 00010. 67/12/24. 
Dockehng A Services Branch. 3pp. 43928:130-43928;133. 

8601070021 CoromsM opposing proposed rule 10CFR35 te OA programs to liconsoro 
requirements for medical uses of byproduct matls. NRC urged against attempting 10 
regulate perfection as Incidence of tiumen error A ays lai-’ure cannol bo reduced. 
LINTON, O.W. American College ol flsOiology. 52Fn3694B 00013. 87/12/31. Drjckel- 
fng A Services Branch. 15pp. 43038:331-43936:345 

6601070067 Commeni opposing proposed rule 10CFR3S ro comprehensive QA. Be- 
lieves NRC should not be associaiod w/clinical care.NRC shou-'i} adopt e'ready rec- 
ommended side for radiation oncology OA set fonh by American Col'oge of Radiolo- 

S^AWFORO.J.S. Olympia Rad'ological Associates. Ltd, Olympia, WA 62FR3694g 
00012. 87/12/14. MCELROY, N.L NRC • No Oeiailed Alti'lalfon Given, ip. 43938:359- 
43038:359. 

6601070365 PNL-5397 "Hanford Wella " Reloled documents end. 

MCGHAN.V.L , MITCHELL. P.J.. ARGO.R S. Battelle Memorial Institute. Pacific North- 
west Laborelorfos. UC-lf. 85/02/26. 316pp. 43946:051-43949:171. 

-6Q07060427 Draft "Variablo Thickness Transient Groundwater Flow Model, Vol 1, For- 
mulaiion." Related documenlai’on end. 

REISENAUER.A.E. Bettella Memorial insiituta, Pscilic Norlhwesi Leboratones. 11-556 
70/12/91. 100pp. •I3649:064-43949:|71. 

6601070466 Comment on NRC technical posiUon paper. "Environ Monitoring of Low 
Level Rsdwasle Disposal Facilities." 

ADAMS.SR, U.8 Ecology. Inc. (tormorly Nuc'oar Engineering, Inc), 52FR424Q6 
00001, 87/12/16. MyERS,0. NRC - No Oeiailed AifiKatlon Given, 9pp. 43938 264- 
43938:272. 


6801280310 Comment supporting NRC branch technical position papor for env.'on mon- 
Horing of low level radwasto disposal lacilitios Papor needs to adaress potential appli 
caHon of Resource Conservalion A Recovery Act 

SANDERSDN.R E. Environmental Protection Agency. 52FR42406 00002 88/01/11 
Rules A Procedures Branch 4pp. 44157:256-44157:250. 
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6601040031 Advises that dole of 071030 DOE operational readiness review beard 
meeting rescheduled Icr Jen 1900 dua lo delay in comploHon of I sled koy 
prereqdsiie.Furthcr Jnlo re maoting dale will bo proviaed 

MACSTAS.E. Energy, OepI of. 28785. 87/11/10. CLARK.O., DAVISON.N , 
SHADLEY.D. Energy. Dept ol. 2pp. 43096:151-43095:152. 

8801040611 Inloime ihoi Piojod Number 077 assigned to Arkansas Teen Unlv research 
roador project acquisition. Projoct numbor shouTd bo usod on a'l coirespondenco lo 
NRC until docket numbor Issued. 

ADAMS.A. Division ot Reactor Projeds • IH.IV.V A Special Projocis (Post 07041 1) 87/ 
12/29. KEflSH.K. Arkansas Tech Univ.. nussoilviile, AR. 2pp. 43000.051-43698 05? 

6801060049 Forwards revised Calculations 17/5 A 1 7/5a which are pa.'t ol prop'lelary 
App A4.6.0 10 Rev 1 to Sopi 1906 Topical flepi 00-27164 for modular vau l dry 
slore.Calculetlons withhold. 

AGARWAL.B.K, FW Energy Applications, Inc. 27164 07-26. 07/11/30. ROSERTSJP 
Olllce ol Nuclear Malarial Salo^ A Saloguatds.Oirocior Ip. 43930:305-43930.305 

8801120031 Rav 1 to "Topical Ropt for Foster Whedor Modular Vault Dry Store 
IMVDS) for Irradialod Nuclear Fuel.’' 

FW Energy Applications, Inc. 28770. 87/10/31. 450pp 43994:038-43095 137. 

6601120168 06-27164 ROl Rev l to fionpiopitetaty Vd ", "Topicn' Ropl lor Foa'ei 
Wheeler Modular Vault Dry Store (MVOS) for irradiated Nuclear Fuel," Chapter 5 
through 11 Included. 

• FW Energy Appitcatlons, Inc. 20770. 07/11/12. 500pp. 43992.147-43994 037. 

6601130357 Notifies ol 870527 A 20 moolinqs w/OOE A contractors to d'seuss NRC 
comments on conceptual design lor moduW MTGR. Reviewers fo' I’siod chapters 
shou'd plan to moot 'n author ole on 070526 lo discuss planned comments Agonda 
end 

KINQ,T.L Advanced Reactors Generic Issues Branch, 87/05/20. eECK-JORDE. 
SPEIS,T.. MORRIS, B. NRC • No Ooleiled AHiliation Given, epp. 44006:116-44009 120 

6801140229 Notification of B00119 moeling w/ERRl in Boiho6da,MD 10 d-scusa Ad- 
vanced LWR Rsqulromohls Oocumont Chapter 6, "Eng'noerod Safety Sys." 
LEECII,RH. Standerdizellon A Non-Powor Reactor Proiect Diroclorale. O8/O1/O6. 
RUBGNSTEIN,LS. StanJardirallon A Non-Power Roeclor Project Oirociorate Spp. 
44033:107-44033:109. 

8901 160066 Forwards latest schodu'e for C-E Bya 0O'« Proiecl 675 A identi'ccatlcn 0' 
numbers v> be used (or into request Merw tevidwore ol B70ei6 Amend i2,Cl*,sp‘.at 1 
have noi submitted requests lor oddi fnlo by 07l2i6 due date. 

VISSINO.O.S. Siantiardlsollon A Non-Powof Rooctor Project Directorate. 08/Ol/M, 
MAnSH,T., CHENG,C.Y, HUM.M. NRC ■ No Oeiallod AHiliation Qlven. Spp. 
44053 275-44053:204. 

0801100214 Forv/ards NUREQ-0052,Suppl 3.SER re (Inal design ol NSSS lor CESSAR 
Sys OO.W/0 and. 

VISSING.G.S. Slondordizailon A Non Power Reactor Project Oirocioralo. 66/01/11. 
SCHERERA E. Combustion Engineering, Ino. 3pp. 44066:2S3-44066‘2SS. 

8601190233 Athrises that whether Sys 80 -t- consldoiud oyiensloh to FDA-2 or approved 
as separate FOA tor design cerlilication.sus subj to lull cost recovery poyab'a l.n 29% 
increments no later than fO yrs from certification issuance dale. 

HOLLOWAY .C.J. Liconso Fee Management Branch. 88/01/13. SCHERER, A, E. Cem- 
busi-'on Engineering, Inc, 2pp. 44055:171-44055:172. 

8801200454 Informs of 600202-03 lochnical exchange mootings In West Vailay.NY (0 
d-sr^uss progress In West Valley Uemcnalrallon Project high-level waste viirilceiion 

ra alT^.Pfolmlna<v soot^da erwl. 

Y.W.W. Energy. Dept of 26641. 87/12/10. HURT.D NRC • No Dolai'ed Al'ili- 
allon Given. 5pp. 4^4001:356-44061:360. 

6801210002 Forwards revised Chapter 11, "OA" lor Rev 1 to "Topical Rep! lor Modu'e 
Vault Dry Store." 

AGARW'AL.B.K. FW Energy Appilcallona, Inc. 27164-87-27. 67/12/14. ROBERTS.J.P. 
Office of Nuclear Mateiiar Safety A Safeguards.Direcior. l6pp. 44092.00t'44092.0l0 

8601210039 Lists Changes that will bo made lo Rev 2 to SAR on uso ot Nuclear Assur- 
ance cask at iSFISl.per M Schwartz of LLL 871123 question re criterion 10 dateimno 
it Inleiseal ptessute ot cask dropped enough to loqutfo changing 
weLLS.A.H. Nuclear Assurance Corp. 20046. 67/11/25. RCJBERTS.J. NRC - No Oe- 
tailed Alfilialion Given. 3pp. 44091:359-44091:361. 

8801210117 Lists responses lo W Lloyd of LLL 071208 quosllons ra Rev 2 lo SAR (or 
use ol Nuclear Assurance Corp stoiago/tronsport cask al ISFSI. 

WELLS.A.H. Nuclear Assurance Corp. 28057. 07/12/17. ROBERTS.J. NRC • No Oe- 
iailed Altillation Qlven. 4pp. 44092:101-44092:104. 

88012S0272 NotiHcallon ol 800126 meeting w/C-E In Oothosda.MO in discuss baso-ihe 
PRA (or Sys 80-1- dosIgn.CESSAR-DC.Portions Of mooting will be proprfeiary. 
VlSSlNG.Q.S. Slandardirailon A Non-Powor Reactor Projocl Di/oclorate. 88/01/13 
RUflENSTBIN.L S. Slandardizatlon A Non-Power Reactor Project D.rectoraie 3pp 
44119:172-44119:174. 

6801260289 Forwards status rept on std plant design technical reviews Id Jan 
1088 Problems w/meeling nslea input deles requested wlibin 1 wk ot memo tece’pl 
RUBENSTElN.L.S. Slandardizatlon A Non-Power Reactor Project Directorate. 89/01/ 
19. SHAO.L. Division of Engineering A Systems Technology (Post 67041 tj 
PARTLOW.J. Division ol Reactor inspectton A Safeguards jPoat 87041 1) C0N66L.F 
Division of Radiation Protection A Emeioency Preparedness (Post 870411). I4pp 
44118:326-44116:338. 
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0$O12M161 Summary oi 67t2t6 mooting w/inti Technology Coro In Bethesda.MD re 
OOE edvanced reocio/ sovero Occident program. Attendance list & ro'aled documen* 
tBWft end. 

ViSS'NO.OS. SlandardIZQllon & Non-Power Reactor Project Direciorate. OB/OI/IS. 
Standardizairon & Non-Powor Roaclor Project Oirectorate. 72pp. 44180:129* 
44160.198. 


PT2t NONCOMPLIANCE REPORTS AND RELATED CORRESPONDENCE 

6801040462 Part 31 & Interim dotlclency ropi re potontial failure of oporalor-to valve on* 

a emeni on Xomox supplied valves, initially reported on 071204. Finnl copt wHt bo 
iraifed on or about 661318. 

OR DIET ,R. Tenriesseo Valloy Aulhortly. 87/12/39. Documenl Control Brandt (Oocu* 
rrenlCcnirol Elesk). 3pp. 43963:267-43963:269. 

8801080070 Part 21 & Interim deliclency topt re failure to consider reactor coro docey 
heal fn determining most sovero time dopondont accident temp protito Initially roport* 
edon 87130I.Eva^ation being porformed.Nezt reel In 880030. 

QRICLET.R. Tennessee VallOy Authority. 60/01/06. Oocumoni Control Branch (Oocu- 
nerl Control Oesk). 3pp 43065'2Q8-43563:288. 

8601110232 Pan 31 ropt re defect In charcoal filler elocitical hoalor panel stppiied by 
NUTHERM Inll.lnc.lnllfalfy ropodod on 670606.No coneciivo action Irsiod. 

OcOOSNS.J C Quli Slates OllM'os Co. 080-37199 87/12/23. MURLEY.T 0«Jco ot 
Nuclea' Roactor neguiallon, Diraclor (Post 87041 f). 4pp. 44006:221-44006223. 

8601120164 Amervded Pen 21 rapt re addi damage to Div III dlosol goneraior dlscov* 
erod during Implementation ot corrective acilona.tnitjal damage roportod on 
870728.Roworklng of diasol generator compleio Damaged oxcllor leads teplacod. 
IfALLOP. illinols Power Co. U-OOtlOO. B7/I2/16. OaVIS,A.O. Region 3. Ofe of th« 
(XeclOt. 4pp. 43996 216 43098 221. 

8881130073 Part 31 ropt re reactor protective eya breaker trip, fnlllaliy roponod Ir) uLI 
(.ER 87-023. Caused by misoporallon of 27N imdervollogo lofay when conliol undor- 
vohege reapplied allor having boon otf. 

KA'SER.A P. Brown Bovorl Corp. (subs, of Qrown Qovorl & Co.. LIcU. 87/12/32. 
OERL'NOER.C. Generio Communications Branch. 3pp. 44001-244 44001-246. 

8601140106 Inlorim Ooficlency & Part 21 Repi CAQR BLF670201 re diaoegagod XomOM 
Corp operelore for 90 degree TuNine plug volvos.InlilQlly roporiod on 87ri27.Mod kite 
will be provided by Xomox for valve repair. 

ORIOLEY.R. Tennassoe Valley Aullwniy. GAQR aLF07O2Ql 88/01/00. Oocumoot 
Cor^l/^ Branch (Document Conirol Desk). 4pp. 44038:340 44036 3S2. 

6801I60201 Pan 2t ropt le Bololl Power Sya HPCS Olv III dieaol goneialor rear boanng 
A rotor shah damage.Shali rcpslied & bearings teplacod. 

HALL,D.P. Ill'noia Power Co. 0-6011 13- 66/01/04. OAVlS.A.Q. Region 3. Ofc of the 
Oiieclor. 3pp. 44064; M6*44064:147. 


*•6801130391 ANF-lA RIO Rev 10 to "OA Program for Nuefear Fuels " 

MCCULLUGH R.W., PERRY, DR. Advanced Nuclear Fuels Corp. (formerly Exxon Nu- 
Ctoar Co.. Im.). 86/01 /06. 62pp. 44026 168*44028 239. 

6601110261 Forwards Insp Rept 99900403/87 05 on e71020-21.No failures lo meet 
NRC requirements Identified. 

STONe.J.C. Vendor Inspection Branch. 87/13/24. FELMUS.N.L. General Electric Co. 
4pp. 43985:3l3-43985;338. 

-8801110266 Insp RepI 99900403/87*05 on e71020-21.No violations, nonconlor* 
mericos or unresolved Hems i)Oted.Ma|or areas inspectedise.'smic gualiiicahcn data for 
safeW-rofaled parts & components supplied by GE & purchase ordor process. 
l-iAASS.W.P , POTAPOVS, U. Vewlot tnspeclfoiv BrarKh, 67/12/24. lOpp. 43965-.317- 
43965-326, 

6601 110302 Confirms 800104 lelcon between JJ Peiroslno & C MeVicker re Insp sched- 
uled lof 860125-29 concerning Implementation of OA program & invertor problems w/ 
^ar supplied hardware at PaTo Verde Nuclear Plant. 

STONE.J.C. Vendor Inspection Sranch. 88/01/05. ZECOS.P.A Elgar Corp 3pp. 
43Q85-.l44-4396fi;l46 . v i* kk 

8601 120201 FOIA redyesi for documents re all agency records 8 Inlo concerning insp 
Rept 99900403/67-03 on 07l020.ROQue8ls response within 10 working days 
BAUMAN.L. Government Accounlabllily Projecl. 07/12/06. NRC • No Detailed Affi'i- 
alion Given. 2pp. 43992:143-43962:144. 

8M>11203M Partial response to FOlA req^uest lor documents ro Insp Rapt 99900403/ 
87-03 Apn A documents available In POR. 

QRiMSlEY.D.H. Division of Rules & Records (Post 870413). 86/01/07. BAUMAN.L. 
Qoyejnment Accountability Projoct. ?pp. 43992:140-43992:142. 

8601130235 Forwards revised inlerofo memo por agreement & NRC 671204 Itr Memo 
rMlaces orlo'nal engineering response Itr dCd 071021. 

SWANSON,NE. Namco Conlroia. 68/01/04. STONE.J.C. Vendor inspection Branch. 
Spp 44000.100-44000:111. 

8861130355 Ack toc^ of 671118 hi tnleimlnji NRC ed slaps taken lo correct noncon- 
format^ce noled In OA Program Insp Repi 9d^900403/87-03.implGmenialion of correc* 
Uve action reviewed durfiwlnsp conducled in Aug 1907. 

STONE.J.C. Division of Reactor Inspecilon & Safeguards (Pest 870411). 88/01/11 
FELMUS.nl. Genaral EIocMo Co 3pp. 44000:121*44000:133. 

6601150067 Provides Info re organiralion changes within nuclaer power div to be Incor- 
porated Into Rev 4 to BAW 19066A. 

aRMONTROUT.Ca. Babcock & Wilcox Co. 68/01/04. Oua'Hy Assurer.ee Branch. 
2pp. 44062.261*44062:282. 


6601220646 Part 21 ropt re deficiency identified in design of interface between Limiter* 
gu-e BCtuaiors 8 bullerfly vaivoa Initially reported on 07i026.PotenliaUy effected velvoe 
have been closed 8 legged oui-oi-svo. 

MANQAN.C.V. Ntegare Mohawk Power Corp NMPit 0106. 67/11/02. Retfoft 1. Ole 
of Ifie Oiieclor. 3pp. 44169:077*44169:079. 

68<lt26l}|38 Part 21 ropt ro design deficiency In Interlocking arrengemeni for ornergcncy 
power suppi'oe lo 4160 volt salaguarOs swrlchgoar.Appllcailon o' colt swtlbches exam- 
ined In raaponee to IE info Notice 07-061. 

FAY.C.W. Wisconsin Sieclrlc Power Co VPNPO-oa 026. 60/01/13. OAVISAB. 
Region 3.01c ol the Oirocior. 4pp. 44 150:123-44 160;12O. 

6801290004 Final Part 21 deficiency rept ro potential proofom w/ silicone rubber-insuiel* 
ed cables Based on onci Ihroe tesi repls.TVA concludes ihal mfg.shipp{n6.ioooipt & 
tnatailtficivjwecttces did not reduce cable (nsuiehon Drickrvess. 
aR'OLEY.R Tonnaaseo Volley Aulhorllv. 06/01/25. OcCumoni Conitol Branch (Oecu- 
meni Control Desk). 7pp. 44i7i:227-44l7l;300. 


QA990 QUALITY ASSURANCE INSPECTIONS 

87 12020008 Final losponso to FOlA tequeel for records App A documents ettcl App A & 
8 i^umenis available In POR. 

ORIMSLEY.O. Division of Rules & Records (PosI 070413). 07/11/25. AUOIN.l. Aim- 
e'Jon Nel Assigned 6pp. 43902:102*43092:106. 

-8807160020 Summary of 660012 meollng w/Nucleer Packeglng.lnc,DOE.EG8Q Idaho 
A TMI D'oanup Project OIrecioralo In Be1hGsda.MO re cfarfircanon of cotKoms klenll* 
Redlnltun Rept 99991047/66-01 on 660S0S-0B ro NOT ol Model i2S-B. 
AdGATE.C.M. Vendor Program Gr.Olv of OA.Vondor A Technical Training Onler 
Programs, l£. 06/07/16. CRAIG, J.W. Vendor Program Dr.DIv ol OA.Vondor 4 Techni- 
cal Training Canter Programs.lE. 4pp. 43992: 1 13-43982:116. 

6801040060 Confirms 871223 lelcon w/JT Conway re OA Insp on 800104-06- Insp ro 
Irr^omontah’ori of QA program & E-Brile 26*1 tubing for ehuleown cooffrra HXs. 
STONE.J.C. Vendor Inspecilon Branch. 07/12/30. PEPIN.J. Allegheny ludlum Corp. 
3pp- 43962:276*43982:276. 

A601 040108 Ack receipt ol 871218 Hr Informing NRC of stops taken lo correct violalions 
noted in Insp Rapt 99900064/87*01. 

STONE, J.C. Vendor Inspection Branch. 87/12/30- COTE.D.M. IngersoH-Rand Co. 3pp 
43923.047-43923:049. 

A8O1O40151 ConDrms 871220 letconio Insp 09001075/88*01 on 880111*15. In» being 
performed per request of Australian govt re Implemontallon of OA program during feb* 
rfcaUon of LHRL*120 spent fuel Iransporfation cask. 

STONE.J.C. Vendor Inspection Branch 87/12/30. RIODLEBARQER.J. Circlovile 
Mefal Works. 3pp. 43963:224*43963-226. 

A601040I52 Responds lo notices of violallon 4 nonconformance noted In Insp Rept 
g990()064/B7-01 on 87O014-ie.Correctlve actions-, procedures revised to ensure ttott- 
r-callen of officer re defoefs in safely-related cornponenis 

YOHJNG.Q. Irwersoll-Rand Co. 8Wt2/18. MERSChOFF.E.W. Vendor Inspection 
Branch. 4pp. 43963:146-43963:149. 

0601070169 Advises that proposed Rev 10 to ANF-1A, "OA Program for Nuclear Fuele" 
eohl.'nues to meet criteria of fOCFRSO.App B 4 acceptable. Repi end. 

WEISB.S.H Ouality Assurance Branch. 67/12/20. VOLMER.C.J Advanced Nucleer 
Fuels Corp. (formerly Exxon Nuclear Co.. Inc ). 2pp. 44026:164*44028:209. 


8601250212 inlorm) ihsi ASME Subeommiifea on BoHor 4 Pressure Vessel Acerediia- 
bpn reviewed previous acuon re WH Stewart Co si 671267-06 meeting. WH Slewah 
conlinulng lo locsie U stamped UP6 shipping containers mfg during use of A308 GR 
70 mail. 

MANCfNi.O P. Amohcsn Society of Mechanical Engineers. 86/01/12. QRIMES.Q. Olvl* 
siMi ol Reactor inspection 4 Safeguards (Posi 870411). ip. 44109:355-44 109.356. 

6601260216 Ack recelpi of 6709 10 Hr Informing NRC of stops laken to corrael violations 
noted In Insp Rapt 99901094/07*01. 

STONE.J.C. Vendor Inspection Branch. 88/01/22. SATIN.J. 3ai.n American Corp. 
2pp 44155366-441563$0. 

6601270637 Advises inai B4W 860104 proposed organization changes accoplable.pei 
comrr.nmeni that B&Vf Fuel Co wk) opaiaie In compkance -w/Rev 4 lo QA Top'cal 
Repi OAW 1 0096A.ISBUBnce Of changes to holders ol OA ropt requested. 

WEI53.6.H Duality Assurance Btonch. 88/01/25. ARMONTROUT.C.A. Babcock 4 
IMICOXCo 2pp. 44140161-44145:152. 

8601260329 Forwards Insp Pepi 99800779/87 0 1 on 671116-20 4 notice of nonconlor- 
matKe- 

STOHE,J.C Vendor Inspacton Branch. 88/01/26. HINSON.L Nulherm lntennallor«&l. 
Me 6pp 44167:260-44167:294. 

-56012B0357 Notice of noiKonloimsftce Irom Insp art 671116*20. Ncncoplormarvce 
rtofed-rtadequale translation of App B Into OA program & inQdoquate uanalailon of 
desfgrr requirements Into teatmo parsmelor requirements. 

* oTfi>’0 of Nuclei Reactor Regulailon. Director (Post 870411). 08/01/25. 8pp. 
44167.265-44167:270. 

-6601260346 Inap Rept 99900779/07-01 on 8711 16-20.Noncpnlormancas noted. Ma.'cir 
areas InspecieoiApp B to 10CFR5D & 10CFR21 & followup to ailegaiiona re vendor 
disiogaid ot NRC OA program raqulrerr.anta In execution of quality acirvities. 
PETn03lN0,J.J. OMslon of Roactor Inspection 4 Safeguards (Posi 870411). 
BAKER.E.T. Vendor Irvspectlon Branch. 88/01/06. 24pp. 44167:271-44157:294. 

6601260345 Requests lulorlal prasentadon by Allegheny Ludlum technical ataff on alloy 
E-Bnie 20-1,por 060126 4 27 lelcona.NRC mgl requests info on 

cha/aciehsVca, potential probtama 4 performance elinbuiea ol ahoy m aU potential 
forms. 

P/WTlOW,J.Q. Division of Reactor inspection 4 Safeguards (Post 8704tt). 86/01/ 
27. BOSCO.J, Allegheny Ludlum Industries, Ino. 3pp. 44160:028-44160:030. 


REOOD REQULATORY CIUIOE8 


6601060227 Re()ue8ts completion ol review ol author 670901 Itr lo T£ Murlev re Reg 
Guide 1.97 eompliancfl final repi. ^ 

HUNSAOER,8.C. Cofiimonwoa«h Edison Co. 87/12(28. MURLEY.T.E. Olltce ol Nu- 
clear fleaclor Regulation, Director (Posi 87(M1 1). 2pp. 43962:O79.4300?.O8O. 


5010S0658 Responds to 871029 regueel to telocato three eetemte mopllo(a.Rat!ona(a 
presented (or relocation 4 propoaed new locations reasonable & comply w/Reg Guide 
1.12 requlrementa. Tech Spec Tables 3.3.7 4 4.3.4 changed lo rellaol locations. 
NERSeav. Projecl Directorate 1-3. TAC 66037, 87/12/28 HARRISON, fl.J. Publlo 
Service Co. of New Hampshire. Ip. 4391 1:020-4301 1:020. 
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M0107009S Application for amood to License DPR-72.consi9tind of Tech Spec Chanpe 
Bepucai t69,iav<sing surveUiance & opetabilUty requite^^er^(8 lot po^-ac^ant otani- 
topnc Insinjmenlaiiort. por util cotnmltmenls to Rog Gu.^e 1.87 Tee paU. 
WlLGUS.lVS- Florida Power Cofp. (subs ot Florfoa Progress Co/p.) 3Fl£87-27- 877 
12/31. Owumeni Control Btaoch (Oocumanl Canirol Oask). 2ipp. 43038-30I* 
43936330 

-8801070106 Piopoaed Tech Spec Change Regijest l69,ret^slnQ surveillance & oper- 
ability requirements for post-accident nrioniloring Insirumeniallon.par uM commilmente 
to Reg Guide 1.97. 

* Floiida Power Corp. (subs ol Florida Progress Corp) 87/12/31. 9pp, 43938:322* 
43938.330. 

8801070318 Informs of necessary changes to OCROR & Reg Guide 1.97 programs die- 
cussed In 841231 & 660923 submitiele. respeclrvsiy. 

RICHEY, R.B. CaioKna Power & Ltahl Co. NLS-87*2a2. 87/12/29. Oocwnant ConUol 
Branch (Document Control Desk). ?pp. 43699:109'43999:190. 

8891080028 Inlotms Ihst acoustic monllortno & conielrwneni hydrogen enalyiora com- 
milmsnis for completion of equlpmeni qualification progrern simitar 1o commitnema ol 
oibor Reg Guide 1.97 mods. 

JOHNSON, I.M. Commoftwealih Edison Co 3134K. 87/05/29. MURLEY.T E. OMice ol 
Nucisar Reactor Regulation, D'reclor (Post 67041 1). 2pp. 43965.284-43965-265. 

6801080029 FOIA roquesi for NRC memos or documents showing eolculaiioAS or other 
studies which support denial of deviations Irom containment sump water insirutnenie- 
bon patameiei in Reg Guide 1.97. 

CONNER.L Doc-Search Associates 87/10/02 NRC • No Oeiailed AHSiaiion Qfven 
Ip. 43666:328<436e8:326. 

8801110252 Responds to 870616 Hr re conformance to Reg Ou'da 1.97, Rev 3 A.1 Hems 
scheduled to be completed on or before Retuel VI complei4.Refflainino opert Items 
listed. Utds plarts to submit revised eel at varfebla sheets on 660228. 

SIIVPSON.E.C. Florida Power Corp {suba. of Ptorids Progress Corp.). 3FOie6 03. 66/ 
01/06. Documenl Conirol Brench (Documeni ConUo' Oeak). 2pp. 43986:260- 
43665:261. 

8801110370 Forwards "Startup Test Resuks Final Summary Repi.” Iw peflcvl horn 
860320-671118 par Reg Guide 1.16 & plant Tech Spec Section 6.9. 

KAPLAN, A. Cleveland Electric iflum.'naling Co Py.CEI/NRR-0764 68/01/06. Docu- 
ment Control Branch (Oocumanl Contiol Cieek). ip. *3902'.1O3-43982:347. 

6891110898 Dlacussea util 870219 Hr to NRC re Wyle Lab Teat Rept 53576 Menirfylno 
numerous eiecitlcai wiiwa & cable cerir>gu(«Uons lesied Uhi Imande to (ncorpoteie 
I'Sted srrangsmenis into pTsni deslgri criteria lor insteiiatiori. 

WISENBUhG M R. Houston Ligntmg 5 Power Co. ST-HL-AE-2426. 67/12/21. Docv- 
menl Control Brenoh (Oocutneni Control OeeK). 3pp. 43989.0a5-43«e9:O67. 

8801120010 Responds to NRC 871126 requests lor uilt conlirmeuon Ihei certain oui- 
aisnding mods re Reg Guide l 97 would be (mplementod during Fifth S eixih leiuofing 
Outages Current schedule lor outstanding mods listed. 

SHgUON.O C. Toledo Edison Co. TAC 51084. 87/12/31. Oocutnenl Conuol Sianch 
(Oocurnent Control Desk). 2po. 43987:291-43967:292. 

8801130089 Thirteenth penial response lo FOIA request lot <locumams re 
piant.Forwsrtfs App R documsnis Mp R 6 S documents available in FOR 5 LPOR 
located In Sen Luis Obispo, CA App T documents may be purchased from ANSI. 
QRiWSLEY.O.H. Divlsloh ol Rulea & Rocorda (Poet 670413). 67/12/29. OAROE.d.f. 
Oovemmant Aecovnlsbi'iity Profacl. TOpp. 44012:001-44012.251. 

-8801180111 Rev 1 to Reg Guide 1.8. "Pe(eot\t\«l Selodiortd Trekilra." 

* Olfica ol Sfandsrds Oevetopment. Director. 76/09/30- 2pp. 440f2.040-440i2<)4i. 

-8901140136 Rev 2 to Reg Guide 1.68, 'CallecUon.Slorege & Malcdof Nudaer Power 
Plant OA Records." 

‘ Onice ol Standards Oevelopmerii, Oiieclor. 76/10/31. 2pp. 44012093-44012:894. 

8601130172 Special repl on 871209, ON 2 diesel generelor (ripped on Incomplele start- 
ing sequence.CausscI by tenure of Woodward eteciric governor lo oper9te.)vew Wood- 
ward elecirlo governor Installed. 

LEMPQES.T.E. Niagara Mohewk Power Carp. 88/01/08. RUSSELL.W.T. Region I. 
Ole ol the OirectOf. 21^. 44039.076-44039:076. 

6801130208 Application for amend to License NPF-21 lo Implement requirements ol 
Rev 2 to Reg Guide 1.97 lot tkix monitoring pilot to eionup (oiicwing lourih telueKng 
outage.Fee paid. 

SORENSeN.G.C. Washington Pob'ic Power Supply Syslom. G02-87-29a 87/12/23. 
Document Conuol Branch (Document Control Ooak}. 9pp. 44000:192-44000:200. 

8801130336 Application lor amend lo License OPR-54.con9)sting ot proposed Amend 
169 Incorporetlng accident monitoring (nstrumeniaUcn reconity fnstelled O' 
upgraded, per Rev 3 lo Reg GuMe t.97.Svpefaedes Amends i3t & 132 Fee psW- 
FmLIT.J.F. Sacramento Municipal UwA Olstrtci. AGM/NPP 87-487. 87/12/23, 
MIRAGLIA.F.J, Associate Director for ProfecIS (Post 870411). 2pp. 44002-278- 
44002.294. 

8601190206 Interim OeDclency RepI CP-86-07 re reactor cooiani pump wfrtno.Cause not 
stated.Electrical separation dss^n criierfe have been established 5 documented >n 
dealsn basis documenl-Nekite^wili be submUtedby BB04f 1. 

COilNSiL.W.G. TU Elactrlo (formerly Texas Utilities Generaling Co.). CP-e6 07. 88/ 
01/11. Documenl Control Branch (Document Control De»). 2pp. 44061:257- 
44061:256. 

6601200168 Partial response to FOIA request lor documsnts.Fonvards App G 
documerta.Oocurnenla also avaiiabte (n POR. Portions of App 8 documenu wiwteld 
(ref FOIA Exemptions 6 6 7). 

bRIMSLEY.O.HT Division ol Rules 6 Records (Post 870413). 88/01/06. WE)S8.EJ1. 
Union of ^rieerned Sclenllsis. 6pp. 44067:013-44067:255. 

-6801300306 Provides info fdenItMng etectrical equipment irrmorlani to safety afready 
qualified ^Uiin scom of i0CFR50.49(g) Schedules for quslificaUon of post-sccMant 
lostrumerlatlon end. 

HUK1LLH.O. Qeneisi Public Uliillles Corp. - GPU Servlco Corp. lElM- 79-22. 03/05/12. 
OENTON.H.A. Office of Nuclear Reactor Regulation, Director (pre-6S1125). 9pp. 
44087:020-44087:022. 


6801200276 Reg Guide e.13.Rev 2. "Instruction CUincerning Prenetaf Radiation E? 
aura.” 

* OfHce of Nuclear Regulatory Research, Director (Post 860720] 87/12/31. H 
44091.069-44091:078. 

0801200309 Forwards "DCROR Supplementei Repi," per NRC 870410 request. F 
provides responses to aii ol NRC concerns noted in technical evaiuaUon topi Surv 
noted In Section 2.4 ol rent will be compleled after sixth refueling outage. 

SIEBER,J D. Ouquesne Light Co. GL-82.33. 88/01/05. Documenl Conirol 8ra 
(Document Control Desk) 2pp. 44060:009-44061:011. 

6801260086 Forwards SER acceptlr>g utn 640116,0927 & 650805 responses to Gen 
Llr 62-33.ltem 6 re cornpliat>ce w/poat-accldent monitoring instrumentation guideli 
of Reg Guide 1.87 concerning emergency response facilities. 

MARTIN, P E. Project Directorate 1-2, GL-82-33 68/01/16. BAUER, £.0 PhHsdstf 
Eteclrla Co. 3pp. 44130.124-44130:151. 

-8801260074 SER accepting util 8401 16.0927 & 8S0805 responses tq Qer>er1c Itr 
33, Ham 6 re compliance w/post-accldeni monitoring Instrumentation guidelines of f 
Guide 1.97 concerning emergency response faclltUes. 

• Prolecl Dhectorale il-l. 66^1/16. 3pp. 44130 127-44130:129. 

•4611030467 EGG-EA-6879 "Conformance to Reg Guide 1.87.Pe8Ch Bottom Alo< 
Pwer Stabon.OnilB 2 & 3," Inlotmai repi. 

UOY.A.C. EQ&G Idaho, Ino. (subs, of EQ&Q, Inc.). UDY.A.C. Idaho National Engine 
log Leboralory. FIN A-6483. TAC 51117. 86/02/28. NRC • No Oelailad Afliliat 
ONen. 22pp. 44130:13044130:151. 

8801380276 Partial response to FOIA requesis.Forwards App A documents. Docums 
being placed in POR.Onty Hies In NRC Olo of Governmental & Publlo AtlairB seuct 
lor owuments responsive lo request, per 071028 teicon. 

GRIMSIEY.D.H. Division ol Rules & Records (Post 870413). 88/01/22. CONNOF 
OooSearch Associates. 3pp. 44139:2B0-44139:334. 

-86D 1360886 Requests list ol current estimates ol values ol nil dudiiity Uansition le 
lot ali PWRs based on method required by PTS rule & method recommended by N 
as described in proposed rev lo Reg Guido 1.99. 

MYERS.H. AtfUlailon Not Assigned. 65/12/04. KAMMERER.C. NRC . No Detailed 
filiation Qtven. Ip. 44140:009-44140.009. 

8801370348 Forwetde "Reactor Internala Vibrelton Testing at Periy Unil 1," pielimln 
rspl.per Reg Guide 1.20. 

IMPLan.A. Cleveland Electrlr. illuminating Co. PY-CEI/NRR-077t. 88/01/15. Do 
menl Conuol Branch (Documenl Control Oaek). ip. 44145'.276-44145'.307. 

6601270406 Forwards Reg Guide 4.2, Rev 2,per 671231 requeslinquiry to DOE i 
closed that coniaci person lot inieragency Advieory Committee on EfeeWe Field 
Oyuk.W/o end. 

MURLEY.T.E. Office of Nucieer Reactor Regulation, Director (Post 870411). 88/1 
t9.'WOJTALtK.T.A Tennessee Valley Author^. 2pp. 44te5:t8o-44l65:f9l. 

8801370874 Forwards response lo SER on util response to Generto Ltr 82-33 lo c 
lormence to Reg Guide i.974u4Ufyli>g deviation from Reg Guide t.67 guMance A ( 
vidiog propoeedlmpiemeniaiion schMuie. 

BErRy.KW. Cohsumers Power Co. 01-82-33. 88/01/22. Documenl Conuol eta 
(Document Control Desk). 6pp- 44145:061-44t4S;066. 

8801280182 Requests reliel from certain A3ME Coda Section Xt requirements (or N 
second inservice Insp pian.per end deIsJied requests. Southwest Research Inst ’ f 
gram Plan tor S^nd Insp Iniervai lor..., ' also end Pee paid. 

TiERNAN,JA. BeHHnore Gas & Elecirlo Oq. 66/01/14. Document Control arai 
(Documenl Conirol Desk). 31pp. 44168:104-44168:248. 


RES RESEARCH AND TECHNICAL ASSISTANCE REPORTS 

8801200088 OBNL/NRC/LTRB7-10 "Review of Channel Thermo)wdiaullc Stab 
Methodology Proposed by WaeUnQhou8e:MAZDA-NF Code," technical evsiustlon ti 
MARCH.LEUBA,J. Oak RUge Nalfonal Laboraloiy. FIN A-9476. 87/11/ 
HOANG, T,L. Oliice ol Nuclear Reector Reguletlon. Director (Post 870411) IT 
44066:279-44066:285. 


REVIEW QRP NRC RESEARCH REVIEW GROUPS 


8001110020 Summary ot 671221 meeting w/NUMARC at NRO Headquarters ofb re 
msitzatlot) ot NRC/NUMARG irMeracUonsAttendees listed. 

TAYLOR, J.M Deputy ExecuHva Director lor Regional Operatlona, BOO (Post 0704 
87/12/31. Deputy areculive (Mrecloi for Regional OpeiaUone, EDO (Post 6704 
2pp. 43975.007-43976:000. 

6801110242 NUREO-1280 R01 REPORT ON THE ACCIDENT AT THE CHERN06 
NUCLEAR POWER STATION. 

* NRC - No Oelailad Affllletion Given. * Energy, Dept. ol. * Electric Power Resea 
(TwUlutB. 87/12/31. 400pp. 43977:121-43977:^2. 


0001140009 Partial response to FOIA requesi lor document8,lncludlng evatuaOon ertt' 
tor uG oi(site.Forwafd« Aw 0 documents.Aw 0 documents also available 
PDR,^p E document totally withheld (ref FOIA bxernpUon 6l, 

ORlMSLEY,D.H. Division of Rules & Records (Ftost W0413), 88/01/11. B6LA1R.F 
Kirkpatricks Lockhart. 6pp. 44031 ■270-44Q52i( (8. 


-8711100420 Advisee that NRR would Ilka to brie) ORQR or) end proposed ev^ 
criteria (or util based offsKe erfwgancy plans. Confirms proposed meeting on 871 1 
MURlEY.T.E. Office of Nuclear Reactor Regulation, Ofrectof (post 870411L 67/ 
05. JORDAN, E.L. Committee to Review Gener)o Requhemerits 2pp. 44031:2 
44031:319. 


-8711100506 Submits modlfled agenda for WOR tdaeUno 124^ on 871(12 
Bethesda.MO re review of pnwosed arnends lo f0CFB2f A prcoosed evaluatloii ci 
ria for review of offsHe response organlMffoii erhergency plans'.yv/o end. , 
JOROAN.E.L CwimvMee .to GofSirte ReqAemento 87/11/ 

BERNeRO,R.M. olflM o( Nitolear ^toitol Safety A Saje^ard8,Dlreetor. < 
60072:182-69072:217, 
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0001190041 Informs that l.me For Commission to act to review Diroclor's Decision DO> 
07-21 expIred.Oecislon became final agency action on OOOIII.Sorvodon 660114. 
CHllK,S.J. Office of Ibe Socrolary ollho Commission. #108 53*19. 2 206. 68/01/13 
Qovommant Accountability Ptolecl. Ip. 44Q35-.127-4403S-12T 


K'a.MERER.C S*. Lo.., « T„b, 


8901200172 l^inal /esponse to 870920 FOIA request for root enlilled, “VIsn to Mohave 
Generating Station to Review Steam Line Rupture." Forwards App R 
documenllportlons of App B documoni wilhheld (ret FOIA Exemption 4). 
Ofi'MSLEY.D.H. Division ot Rules & Records (Post 670413). 8&;01/t4. SEPE.U.K 
Hsighi, Dickson, Brown & Bonesleol. 2pp. 44081:334-44001:330. 

-8901200316 Partially deleted memo fonvarding replacement to OS0709 irtemo ra visit 
10 Mohevo Qoneroiing Station to review sleam line rupture. Replacemonl moino 
changes designation from "Official Use Only" fo "Proprlolary Info." 

SHAO.U , VOClMER.R. Piping Review Commitiee. 65/08/15. NRC • No Oeioilod AW4I- 
alien Qivon. ip. 44001:330-44081:338. 

99Qt820l34 Fittel response to FOIA eequost tor documertts re teconl NRC rule emend, 
me 10CFR50.47 S lOCFRSO.App E. Forwards App C documents Documents also ave4- 
sblo In PDR. 

□RIMSLEY.DH Division of Rules & Records (Post 870413). 88/Ot/tO. BELAIR R R 
Kvkpatrfck & Lockhart 2pp. 44101:043-44101:044. 

-9702270389 Informs of Inaccuracies In minutes of CRGR Meeting 107 ro emergency 
planning njle changes FEMA informally advised lhat change loss deairablo from omer- 
gorrey piann-ng standpoint & might diminish Incentives to slate & local cooporaUon. 
MALSCK.M.Q. OepulY General Ceunsol for Licensing A ReQuiatlon fif/oa/ia 
SNiEZEK.J H. Committee to Review Qonoric Roquiromonla. 2pp. 44101 045- 
44101:049. 

8I01270353 Notification of 660209-11 meetings w/NUMARC In Bethosda.MO to eVseuss 
NRR posiUons re owner groups eppUcelkm ot Tech Spec eaeorrir^g crtlone & tisV In- 
siglils for defining context of new SiS Agonda end. 

BOTCHER.E J. Technical Spoclflcailona Branch. 88/01/15. ROSSl.C.E. Oivlalon of 
Operational Events Assessment (Post 670411). 2pp. 44174:201-44174:202. 

6801290295 Concurs that NRC & NUMARC efforts to establish NUMARC illness for 
duN working group should bo coordlnaled,por87t221 Hr. 

TAYLOR.J M Qfc of the Exoculhro Director for Operations 88/Ot/IO. COLVJNJ.F. 
Nudear Management & Resources Council (NUMARC) (formerly Nudoar UtiHiv 
Manage. 4pp. 44160:314-44160.316. 

-8901290299 Acli appreciation for opportunity lo make fitness (or duty prosontation to 
Comm ssion on e/t201.Commlsslon will be noUHad when Fitness (or Duty WorfikM 
Group chairman solecled. 

COLY1N.J.F. Nuclear MansQornont & Resources Council (NUMARC) (lormorly Nudoar 

n Manage. $7/18/21. lAYLOR.JM. Ofo of ihe Execuiivo Oiroclw for OporetiMs 
11$O;3Tq-4410O;3I8. 


RNCJ-V-eZ-oeSA on OSOtOl, stale of WA reported that contamination 
5'®^^ * Stevens Highway reopened on 87123 f . Con- 

hardware being rapackwied by uS Ecology inc. 
THOMAS, R.O. Region 6. Ofc ot the Director. 88/01/05. Ip. 44030:156 44039:156. 

8801130209 Conlirms 871120 discussion botweon RL WoodruIf.NRC slata agreement 
*. Wi'korson & DH Brown re radiation^ control 

da^^ond^ ‘OBulatlon ot agtoornem mail adsquate.Comments & rocommen- 

K^MERER.C. Stale. Local 8 Indion Tnbe Programs. 88/01/04. KIRK.P.J. North 

Card.na,Slato of. 5pp. 44000:267.44000.201. . ’■u • i 

discharge monitoring repis for NPDES 

’*2 '®' '^0“ '9®® a jui tee? & npoes 
TN0020168, Discharge Serial 101 lor Aug & Sept 1967 

S^'4^’o^mV- 440«I°233®''^^ Aulhonty. 86/01/04. LUNN.D.E. Tennessee, Stale 

Rosponds to B7III3 lu expressing concerns re adequacy of util commit- 
P*®'’ * actions In response to Governor 

Sdmefor 871015 llr.RovIsoo plan requested Irom uliJ.NRC response lo Schaefor ICr 

44M1-W MIKULSKI,Q.A. SenOto. 2pp. 44031:203- 

-8801140373 Rosponds lo commanis ra uM CQmmiltrwni lo oxcol'once action 
pjan.Bubmniod in rosponso to NRC 870331 sliuldown order. Ciommonis forwarded to 
ii. In revised planSisll lavol mealing planned near site 

° SCHAEf£n.W.D. 

880120^85 Responds to technical commenls Included In C KsmniDrof 871020 Ur ro 
tochnicsi queliN of i censing sctfoneAmbIg-jitlas re possession I mlts for certain ra- 
dionuclidos on Louisiana Stslo IJnV Lconsa rssoNed 

SPEIL.W.H Louisiana, Slaio of. 80/01/00. MARTIN, R.D. Refllon 4, Ofc of lha Dree- 
lor. 3pp. 44107.001-44107:003. 

8801210067 Conl.'rma 071210 discussion botweert J Lubonau & D Nussbaumer & stale 
personnel ro Stale ol IL radisnon control pregrem. NRC commends Slate ol il for 
auccesslul implementation of Agreement State proerem. 

KAMMEREn.C. Slate. Local 8 Indian Tribe Programs, 00/01/20. iJkSKT.R. lilmoie, 
siolo of. Dept, ol Nuclear Safoiy. 2pp. 44I33.O6O-44133:O01. 


9801290330 Nolif'callon of 800120 moeUng w/NUMARC In Bolhesde.MO to discuao in- 
dueuy ninoss (or duly programs. 

PARrLOWJQ. Division of Roactor Inspoctlon 8 Safoguerds (Poet 070411). 00/0(/ 
19. &NrEZEK,J.H. Assodaie Oirecior for Inspection & Technical Assessment (Poal 
670411). 2pp. 44160.003-44(80.004. ' 


SECY POSITION PAPERS SEFORE THE COMMISSION 

8901190350 SECY-67*3i4 Recommonds Commission approval of interim poKcy «teto- 
ment on maini lor 60-day PR commeni period Siaiemoni doveiopod to assure luV into- 
Q'slion of rules & roquiremenls within util organlietlons. 

sTELlO.V. Ofo of the Executive Oirecior for Operations. 87/12/30. t (pp. 44030-030- 
44038:040. 

6901290140 Final response 10 FOIA request for documents Forwards App 0 A £ 
documenis.App 0 documents available in PDR App E documenis pertially wrHhheid ftei 
FOIA Exemption 5). 

ORlMSLEY.O.H. Division of Rules A Records (Posi 670413). 68/01/26. BALIMANL 
Government Accountability Project. 4pp. 44170.-201-44179:327. 

—9601290165 SECY-83-261 Provides slelus rept on dovelopmeni of worklrtg arranoo- 
ments Implementing 821026 MOU w/Depl of Labor (or Info. 

DiRCKS.W-J. Ofc of the Executive Director (or Opetstlons. 63/06/24 14np 
44179 300-44170.310. 

980(290160 SECY-88 01 1 Provides status of Issues required lo bo resolved prior lo ro- 
elort of Sequoyah Unit 2. Related documonlalion end. 

STELLO.V. Ofo of the Executive Director lor Operations. 08/OI/!3. 43pp. 44177:312- 
44177:362. 

6401290346 S£CY-e8-346 Provides Commission w/evaluatlon of results of managing 
plant specifio backfit requirements dorivad from revised Backlit Rule tOCFR 50 I09 A 
approval of Manual Chapter 0514. Summa^ of bscMIl Issues end. 

STELLO.V. Ofc of the Executive Director for Operallons. S6/11/2t. Spp. 44176:358- 
44170:3^2. 


STATE PROG STATE PROGRAMS 

4801360054 lr>form3 of results of gamma Isolopio analysis ol special soil samples col- 
lected at Ridiland (aclIlty.Samples reallirm compliance w/agreed upon crltede siwicK 
A results table end. 

ADAMS.S.R. U.S. Ecology. Inc. (formerly Nuclear Engineering, Inc.). 07/12/21. 
TTfOMAS.R. Redon 6, Ofo of the Director. 8HAFFNER,J. NRC - No Detailed AffUl- 
atlon Qlvoa INOERSOLL.C.E. Washington. Slate ol. Spp. 439e7;t75-43867:170. 


8801280587 PNO-IV-88-004:en 071118 two lediogrephers received radiafion burn lo 
skin ot one BhMe.Cousad by cateioss use ol raolatien survw Instrument during film 
oi^siae rurr.Texss Bureau ol Radiation Coni'Oi comlnuino enloicemenl action. 
OOOA,n.j. Rsg'on 4, Die ol the Oitocioi. 68/01/20. Ip. 4li 10 321-44110 321. 


8801280S74 Notification el cenusd execution, Mod 3,to "Environ Surveiilancd lot Maas- 
utAtg CoocontraLions of Radioactivity A Reoiaiion Levels In Environ of Commission U- 
coneod Activiiies ..." Conirscioi:Siale ol NE.Oopi of Heailh. 

PAOE.M. Cohfraci Adinlnialrdlieft Drench NFrC-3l-8e-330. 68/01/20. MEYER.D.M. 
Region 4. Ole ol the Oiractoi. NICHOLAS.J.B. NRC • No Detailed Altiiiailon Given, fo. 
44rt6;t37-A41 16.138. ^ 


-8801260580 Mod S.provdng addi lima to submit annual repUo "Environ Survelllanco 
for Measuring Concenl/aHons of RedioacUvIty A Radiation love's In Environ of Com- 
mission liconied Acilviuos Locsied Within Stale of NE A Solocled by... " 

WRtOHT O.r. Nebisaka. State of- WIQQiNS.E J. Division of Contrads (Post 670413). 
NflC-31 66-330. 68/01/20. Ip. 441 16:136-441 16:130. 

8801260224 NoHHcallon of contract exoculion.Mod 7,lo "Rsdial'-on Monitoring Program 
Regjitetnenis ” ConttactorStala ol KS 

PAOE.M. Conirad Administration Branch. NRC-31-84-502. 68/01/2? MEYER DM. 
Region 4. Ofe of the Dliector. NICHOLA3.J.B. NRC - No Oets.led Alh'iaiion Given. Ip. 
44r30.267-44139268. 


-8801240233 Mod T.toversing reporting roqulromenls ol cooporailve agreement to 
allow stele addi lime lo submit annuel rept, to "Radiation Monitoring Program Require- 
ments ' 

QRANTS.C. Kansas, Stale ol. WlGQINS,E.J. Division of Ckintiacts (Post 870413). 
NRC-3i-84-592. 68/01/22. Ip 44139 266-44139:258 


8801240425 Nollfrcetlon of coniiacl oxacuilon.Mod 8, to "Radiation Monitoring Program 
Regwremonia W/Slelo ol TX." Coniraclor:Siaio of TX. 

KNOX.E. Contract Admlnlslrailon Branch. NRC-S1-eS-671. 83/01/22. MEYER, D.M. 
Region 4, Ofo ol tha Dltodot. NICHOLAS, J.G. NRC - No OetaHed Allikalion GNen. tp. 
44139:085^4130.066. 


-9801260429 Mod O.revls'ng reporting requYemenIa ol cooporailve agroemani lo allow 
Slale ol TX addi time lo eubmli annual rept.te "Radiation Monitoring program Roquire- 
menls W/Slata ot TX." 

MACLEAN, R.A Texas, Slale ol. WfGOINS.E J Division of Conltecls (Post 670413). 
NRC-3t-83-671. 68/01/22. Ip. 44139:066-44130:066. 

6801370221 Forwards obteettvos tor 1986 RadloLogical Emergency Exercise REX-86 
scheduled for 860323.JolnI scenario commiitee meeting scheduleo for 860114 to dis- 
cuss objwllves A scope of exercise. 

OICUS,O.J- Arkansas. State ol. 88-026. 88/01/05. MARTIN.R.D. Region 4. Ofo of the 
Oreclor. 7pp. 44168:001-44168:007. 


•601110008 Forwards Slale of NM.envIron Improvement div.commersla on review site 
roclamadon plan ae aubmitled by Canonie EnvIron.Qroundwaler Issues conelHuie 
major concerns. 

METZQER-KEELE New Mexico. Stale of. 87/11/04. PEnENOILL.H Uranium Recov- 
ery Reid Ofc, R4. 1 0pp. 43974:352-43974:360. 


6801270670 Informs that during 6601 1 1 meeting, Slale ol WA Energy Facility Site Eval- 
uallon Council reviewed A eofopled motions indicating ihel Council has no comments 
rautil 660321 A 670901 requests to emend License NPF-21. 

ESCHEL.C. WashlfiQtoa Siete of. 00/01/20. KNIGHTON.Q.W. Project Directorate V. 
tp.44145:0$7-44t45:Oe7. 


8601 110508 Ack receipt of 871022 Itr re review A evaluation of Slate ol OA radletton 
control program conducted by RL Woodruff on e70902.TE Hill will resend to techril- 
cat comments in Iti within 30 days. 

LEOBEHER.J Q. Georgia, Slale ol. 87/12/03. KAMMERER,C. Slate, Local A (ndlan 
Tribe Programs. Ip. 43986:069-43986:073. 


8801280107 Noiificallon of coniracl axecutlon.Mod 8,to "Radiation Monitoring Program 
Requirements." Contraclor:Stale of CO. Dept of Health. 

PAQE.M. Conirad Admlnlsltalton Branch. NRC-31-e3-866. 88/01/26, MEYER, O.M. 
Region 4, Ofo of the Dlroctor. NICHOLAS, J.6. NRC • No Deleted Affiliation Given, tp. 
44174:203-44174:204. 
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$8012S0t99 Nol’^caiion o( contract exacu'ton.Mod 6.(0 "Radiation MonKorlno Prooram 
Reauifemonts." ConttaciorSiaia of VA Health Oepi. 

OORSEV.M Onnaion of Contracts (Post 870413}. FIN B^02. NRC-2e-83 823. 88/ 
01/25. MALEY.R J Rag^^on 3. Ole of the Director. KAHLE^I.B- NRC - No OetailecI Al- 
miatlon Given Ip. 4417S.036-44176.Q38. 

—8901380206 Mod e.clehtytnQ iu.-xlB prevloualy ptovliied to aiata le coc^eiative 
agreement.to ''Radiation Moniionng PriMiam ReouVomenla.” 

'Virginia. Commonwealili of WIQGIN^E d Oivtsion ol Coniracia (Post 870413) FIN 
B e402. NRC-20-83-623. 68/01/25. 2pp. 44175:037^4176:038. 


TOPREP VENDOR REPORTS AND RELATED CORRESPONDENCE 

8801060869 Forwe/ds 6&W Owners Group responses lotequost lor addi Info re SAW- 
19]9, "Sslety & Performance innprovemant Pfogtam. App n." Response to Ham 4 vnK 
be subm'lied by 680108 . 

ROGERS.R P. Babcock & Wilcox Opera'ing Plania Ownoia Group OQ-OSO. 87/12/22 
CALVO .3 A Project DIrectorare IV ^6pp. 43gt9:051-439t9.07&. 


8601070169 Advises (hat proposed Rev tO (0 ANF-1A. "QA Progran 
conunues to meal criteria ot 10CFR60^pp 8 & acceptable. Rapt ai 
WEISS.S.H. Quality Assurance BrancK 87/12/29. vOLMER.C.J. 
Fuels Corp. (formerly Exxon Nuclear Co., Ino.]. 2pp. 44028;ie4-44( 

-6601130391 ANF'IA RIO Rev 1 O to "OA Program for Nuclear Fuel 
MCCUU.UQH,R.W., PERRV.D.R. Advanced Nuclear Fuels Corp. i 
cleat Co.. Inc.). 88/01/06. 62pp. 44026rie6-44028:239. 

860107020S Nolificallon Of 880106 meeting w/Wesilnghouse Owner 
6i Analysis Subcommittees in Beihesda.MD lo discuss subcommltli 
enslysls area re Generic Lir 87-12 

TRAMMELL.C.M. Prolocl Directorate V. GL-87-12. 87/12/30 
Project Directorate V. 4pp. 43946:344-43945:347. 

&e0tf30321 Foivraids "B&W Owners Group Steering CommiKei 
Trackitig Rapt" re selety & performance Improvement prograrr 
ROGERS, R.P. eWR Owners Group. OG-OSS. 88/01/05. CRUTCH 
Oeialled Afflllailon Given, ip. 43996:077-43996 324. 


8801060151 Forwards propneta^ BAW-l()ie4P. "RELAPS/MOD2 B&W.Advanced Pro 
gram for LWR LOCA & Non-LOCA Transient Analysis '' Rapt desenbos computer 
code usod to analyze RCS behavior during btowdemn phase ot LOCA ttensIanlRepl 
withiie.'d 

TAYIORJ H. Babcock A Wilcox Co JilT/87-271. 87/(2/28. NORBERGJ A. OMslon 
Of Engineering A Syslems Technology (Post 870411). Ip. 43917013-43917:013. 

8801060268 Forwards propnelary Rev 2-P-A to WCAP-i026frP A & nonprowlelaty Rev 
2-A 10 WCAP-|1S24'A veralons of Addendum I 10 '*1961 Version of WesUngnouse 
ECCS Evakiailon Model Using BASK Code Adderxlum t.Powet Shepe SensHlvity 
Slud'es." 

JOHNSON.W.J Weslinghouse Electric Corp NS44RC-87-320S. 87/12/08. 

HOOGES.UW. Reaclor Syslems Branch 9pp 4^17:147-43917 165 

-8801060276 WCAP n524-AADD01R2A Nonpropnetsry Rav2-a/uldondum 1 ol "iPBi 
Version of Wesllngtiouae ECCS EvaktaUon Model Using BASH Code Addendum 
t;Power Shape Sensitivity Studws." 

aESSPlATA,J.J.. KABAOl.J.N.. YOUNQ.MY. Weatmghouse Electric Corp. 87/12/15. 
31pp. 43917:158 43917:185. 

8801080261 Forwards nonproprlsia/y A propdolary accepted verskHisof Rev I A auppts 
Id CEN-303 re TMI Aclion Plan Hem ii.K.3.30 concamma {usklicaUon ot smek break 
COCA rnaihods RmIS Cose out ltsm.Praprlelary repts wtlimiMd (ref tOCFA2.7M) 
OASPER.JK. C-6 Qpsretir^ Plants Owners Group C£OG-e7-T68. 87/t2/ie. 
NOR6ERO.JA. Division of Engineering & Byatams Technoioav (Post 870411). 7pp. 
43984:269-43926.325. • * ‘ 

-6601060263 CEN-2Q3 NP ROl-NP A Nonproprlefary Rev l-NP-A io "Response (o 
NRC Action Plan Uam ll.K.3 OO.Oustificaiicn ol Small Break LOCA 
' CombusKon Engineering, Inc. 62/03/31. 139pp. 43024r276-43926;062. 

-6601080320 CEN-203-NP SOINPA R1 Nonproprleiary SuppI l-NP-A to Rev l-NP-A to 
"Rasponso to NRC Reo^uesi Number 1 for Addi info on C-E Repi CEN-203-P.Rav l-P 
(Response 10 NRC Action Plan iiem fl KSOO. Jusiiiicatfon of Small Break LOCA 
Maihoos) " 

* CombusUonEnginearIng, ino. 84/02/29 338pp. 43925:063-43928:027. 

-8M(0«Q43t CEN-203'NP S02NfA R1 NonprcprfetaiY Suppl 2-NP-A lo Rev 1-NP \o 
' FurTher Response to NRC Requesl Number f tor Addi info on C-E R^t CEN 203-P. 
Rev 1-P (Response to NRC Action Plan Hem ll.K.3.30. Jueirficailon of Smtf Break 
LOCA Methodal." 

' Combustion Enginoering. Inc. 84/11/30. 99pp. 43926.-028-43928325. 

6601060488 Forwards □roprfelatv BAW-tOf 7IP, ''R£FLOO30.Model lor Mvllirrode Cote 
Rellood'ng Analysis ' Repi describes computer code the( 68W w<l be using to ana- 

K a RCS behavior during refill of LOCA transient Reptwlihheld. 

YLOR.J H. Babcock 8 WHcox Co JHT/87-26a 87/12/14. NOflBERQ.JJ^ Olvj»on 
of Engineering A Systems Technology (Poat 8704 1 1). tp. 43918 274-439I6.-274. 

6601070036 Forwaids proprietary WCAP-11888 & nonproprleiary WC/VP-tl878, 
'‘LOFnR2 Analysis ol Poienilal Radiological Consequencoa following Steam Gener- 
ator Tube Rupluro el RE Ginna Nuclear Power Pteol." WCAP-HQ80 wWihe’d (cof 
1QCFR2.790) 

KOBER.R.W. Rochester Gas & Elocirfo Corp 87/12/24. STAHlE.C. NRC - No De- 
tailed Alfillatlon Gfvea 6pp. 43939:308-43940.021. 

-<601070066 WCAP'11878 Nonptoptleieiy version ol "LOFTTB? Analytis ol Polentlal 
Radiological Consequences Following S^leem Generator Tube Rupture at RE Ginna 
Nuclear Power Plenl." 

UENDLER.OJ, RUeiN.K. Weslinghouee Eiedrlc Corp. 87/11/30 e2pp. 43939:322- 
43940:021. 

6601070064 Forwards Haled S&W A Failure Analysis Aasoo repla re vibration wt TOi 
emeigency diessl engiries.liy lesponse to M Hertzmsn 871216 request tor addi Into. 
COWARO.G. Sacramento Municipal UliAty dsiricL AOM/TA 87-293. 67/12/29. 
MlRAGLlA.FJ. Associate OIrsclor for Protects (Post 8704U). 2op. 43Q4Q.C39- 
43940:293. 

—8601070072 14B50.35-AV1 "Baseline Vibration Survey Entergency Diesel Generaior 
'A' Rancho Soco Nuclear Power Plant." 

BERCEL.E. Slone & Webster Et^glneeilng Corp. 887(2/31. 90pp. 43940041- 
43940:130. 

-<801070109 14850.3S-AV2 "Pipe Vibration Survey Emergency Diesel Generator 'A' 
Rancho Saco Nuclear Power Plani." 

BERCEL,E. Stone & Webster Engineerfnd Corp. 86/12/31. 34pp. 43940:131- 
43940:164. 

-6601070121 14650.3S-AV3 ' Crankshaft Torsional Vibrellon Measurements Emergenoy 
Diesel Generator 'A' Rancho Seco Nuclear Power Plant'' 

BERCEL.E. Slone & Webster Engineering Corp. ERPT-M0020. 87/01/31. 29pp. 
43940:165-43940:193. 

-6601070135 FAAA-PA-R-67-82-n "Evaluation of DSR-48 Eroorgency Diesel Genera- 
(or Crankshafts at Rancho Seco Nuclear OenMaftng Staten." 

* Failure Analog Associates. ERPT M0O2I. 67/02/28. 10(^ 43040:184-43940:29S. 


-6601120327 47-1163743-13 "B&W Owners Group Sieonng Comm 
(Ion Tracking Sya Rept" 

’ Babcock 6 Wilcox Co. * GWR Owners Group. 87/1U30. 
43996324. 

8601120363 Nolificallon of 660111 meeting w/C-E & C-E 
Sethssda.MD lo discuas ATV/S moderator lemp coefliclents for C-i 
FlENO,D. Reactor Systems Branch. 68/01/05. HQOGES.M.W. 
Branch. 2pp. 43991;2M'43961:267. 

8801130066 Forwards englnadrlng summary repts lor 16 TOI Phasi 
componentsAintalnlng details (r^lo on desigtt ravlew/c 
program Vibratlon problems w/lurbocherger support bracket rasolv 
COWARD.Q. Sacramento Municipal Utility District. AOM/TA 
MlRAQLiA.F.J, Assodats Director for Prolecls (Post 670411], 
44001:344. 

6801130262 Forwards BSW Owners Group response lo Question 4 
addi into re App R (0 BAW-1919, "Safety & Improvement Progti 
non " 

ROGERS.R. P. Babcock & Wilcox Operating Plants Owners Group. 
CALVO.J.A. ProJscI Diroctorate IV. 2 lpp. 44003:181-44003:201. 

8&D113D376 Forwards 6NL requesl lor addi Into re 670331 PL-Ni 
BWR staady-siaie core physics methods.lndudlng bases for dsi 
m^^^rgy groups & other paiametera used In ptoducUon calc 

THADANI,M.C. Piojecl Diieciorale 12. 66/01/11. KEISER.KW. Pa 
Light Co. 6pp. 44(W8:244-44008:24e. 

6601140047 Forwarda Endpraements fl6 & 103 lo NELIA PolK 
16t.re$pectlvely.Endor$emanie 104 6 90 to MAELU Policies M-! 
lively & Endorsements 9 to NELIA Cenificaies N-t6 & N-IB & MA 
I6&M-16. 

VtETEN.M J. Marsh ^ McLennan, Ino. 68/01/06. DINITZ,!. Olllce 
Regulallon. Director (Posi 870411): 13pp. 44010:082-44010:084. 

8601140167 Application lor amends to Licenses DPR-39 & DPR-48,i 
erstor lube repsi' uMIzIik Weslinghouse or C-E me 
melhodelogy-Ptc^elaiy WCAP-11889 & nonproprleiary WCAP H 
LEBLOND.P.C. commonwealth Edison Co. 386SK. 87/12/24. 
Branch ((Tocumenl Control Desk) 3pp. 44028:240-44029.063 

-6801140171 Requests proprleta^ WCAP-11668, "Steam Generi 
(Mechanical Sleevos)," be withheld (ref 10CFR2.790). Irom public ( 
WIESEMaNN.RA. Weslinghouse Electrlo CcHp. CAW-87-li6. 67/ 
Oftice ol Nuclear Reactor Regulation, Director (Post 670411] 
44026:249. 

-8801 140182 WCAP-1 1670 "Steam Generaior Sleeving Rept (Mechi 
’ Weslinghouse Electric Corp. SG-e7-i2-01d. 87/12/31. 1 
44029:063. 

8601160097 Provides Inlo re organization changes within nuclear po 
poraled Into Rev 4 to BAW 1CH)66A 

ARMONTROUT,C.A. Babcock & Wkeox Co. 88/01/04. QuaHty 
2pp. 44082:261-44062:262. 

8601160190 Forwarda proprielary WCAP-11701 & nonproprleiary I 
aponaa to NRC Ouestiona re Fast Response, Narrow Range, Them 
sislanceTemp Detector," per NRC 871218 request lor addi Into. 
WISENBURG.M.R. Houston Ughting & Power Co. ST-HL-AE-246( 
nietrt Control Branch (Oocurnont Conitol Desk). 3pp. 4404l-.2l6-44< 

-6801160193 WCAP-n702 "Reaportses to NRC Questions re Fast 
Range, Thermowell Mounted Realslance Temp Detectors." 
rLILEY,C.R. RICE.W.R. Weslinghouse Electrlo Corp. 87/12/31. 
44041:237. 

86011S0203 Forwards pioprleia^ WCAP-1188S, "Rod Drop Acc 
BWRs/' & application tor wlthhoKllng proprletaty Info from public dli 
JOHNSON.WJ. Weatinghouse Elecbla 6>rp NB-NRC-aS- 
HODGES, M.W. Reactor Systems Branch. 2pp. 44(S46:00 M404S:0C 

-6901160205 Requests that proprietary WCAP-1 1605, “Rod Drop Ai 
BWRs " be withheld from public disclosure per 10CFR0.5(4). 
WlESEMANN,RA. Weslln^ouse Electric Corp. AW-88 
RU6ENSTEIN,L.5. Standardization 5 Non-Power Reactor Profeo 
44045;003.44045;003. 

8801160227 Fonvarda Info re bottorn mounted Instrumenlatlori Incli 
held Topical Repts WOAP-1 1663, "Responses to NrO CliteStlodS,. 
"Meetli^ Slides...." Proprietary Topical Rept WCMP-il7l0 wnhheld 
WtSEN^O^.R. Houston Ughting & Pwer Co. ST-HL-Ai<4M 
ment Control Branch (Document Control Desk). 8pp. 44033:2?4-44( 


-<801160310 WCAP'1 1663 Partially dolotod "Responsos lo NRC Ouasttona re Sotlom 
Mountod Ir^sloi.'nar’lallon Thimble Wear " 

QALEVBUSHJ.S, MERVOSKY.D. Wostingtiouse Elocific Corp. 87/12/31. 14pp 
44033 297-44033.310. 

-8601160316 WCAP-1i71l Port'ally deleted ’'Mooting Slides & Rospo.'tsos lo NRC 
OmsUens from 67(314 Msdting.’' 

OALEMBLfSH JS. Wesiinghouso Elocirlc Corp. 07/12/31. 35pp 44033.311- 
44333:346. 

e6l>l16026S Forvra'ds proprislery WCAP'liet3e. "Solsmic Eva'uation ol WoaUiigliouse 
qOaD-i- BWR Fuel Assembly," lor review & approval. Wieserriartn 6G0III raqu-est 
Oiai rapt bo wilhheld.per ioCpR2.790(o].oI 80 oncIRopl withheki (rol t0CFR2.700(a)). 
.OHSSON.W J. Woslinghouso Elociric Corn. NS NnC-OQ-3303 88/01/11. 

HOOGES.M W. Roacior Systems Qranch 2pp. 44041:044-44041 046 

-8801150266 noqijosis lhal nnet proprlotary WCAP-1 1666. "Seismic Evaluation of Woa- 
traheuse QUAD 4 QWR Fuel Assembly," bo wilhhold Irom pubic d-acloauro (lef 
lClCfR2.790 a 9 6<4)) 

WESEMANNRA WesunnhouMi Electric Carp. »VW-00 004. 4i8/Ot/U. 

RUSENSTEIN.L S Slandardlzalion 8 Non-Powor Roaclor Projoct Qlrocioroto Ip. 
4404l.046-44041;046. 


8801270186 Ack receloi of J Roe 671229 Hr slating that magnetic rr.i>dia accepiablo for 
Mr^ of OA records v»/spocf1ic guldoHnes. 

EPS'rtIN.S.S. General Eieclrlc Co. 08/01/11. SPRAUL.J. DivIScOn ol Licensee Per- 
hirmanco a Qua'ity Evaluation (Post 870411). Ip. 44169:105-44169:105. 

880127025S Notl'icai'on of 600126 tnoeling w/Wesbnghouse.Sandia Nell Lab 8 uHs to 
discuss WostlngbouEC ECCS evaluation model using SECY 63-472 epproach for anal- 

K its ol Wostingnouse two- loop upper plenum injoci on plants. 

SII.Y.O. Reader Sysicms Branch. 66/01/21. HODGES.M.W. Raaclor Systems 
Hrwch. 3pp. 44149.005 44140 006. 

6801270266 NoiH cation ol 660126 meeting w/B8W in Qethosda.MD to discuss cniorla 
par/rlitlng lOCf R50.59 provisions ol refuel rg 8 reload ana'ysls for 0SW plants. 
WLI.S.L Reactor Sysloms Branch 80/01/13. HODGES.M.W. ReacW Syslo.-ns 
Brandi. 2pp. 44155:004.44155 005. 

6801270486 Fo.rwQrds Reg Ouido 4.2, Rev 2.per 674231 request Inquiry to DOE dis- 
closed Ihat contact person lor Inleragancy Advisory Commlltoe on Elccidc Fle'd Is I 
Gfik.W/a end 

WUnL£y.T.£. OII‘co ol Noclonr Roaclor Rogulalion, Director (Post 870411). 08/01/ 
10 WOJTALIK.T.A. Tennossoo Valley Aulhor.ty. 2pp. 44155:160-44155:191. 


4801160284 Forwards propriolary SuppI 2 lo Topical Ropl WCAP- 10041. "^jo'incal'on 
pi oi PHOef41X/POLCA Nuclear Design & Analysis Progtema lor BWRa.*’ Ropl wY-h 
he’d ('Of 10CFfl0.6(4)). Appl'cailon for wilhhold.ng ropt and. 

jCHNSON.WJ. Weslinghouso Eloclnc Corp NS NnC-07-3209 67/12/20 

/■ODQES.M. Roaclor Sysloms flrancli. 2pp. 44041:041.44041:043, 

•4801160300 Advises lhal ond mall not iMonded lo be employod as P&n ol ncooso 
apdkailon 8 requosis that mall be wilhhold from public disdoauro (tot IOCFRO.$I4)). 
W.ESEMANN.R A Woslinghouse Eieclrlc Corp. AW-a7.134 87/12/20 

FUQENSTEIN.LE Slardarylizalion 8 Non-Powor Reactor Praluci Oiroctoiaio Ip 
44041:043-44041.043 

6601160316 Forwards propriolory WCAP-II604, "NUFnEQ-NPW.Wostinghouao Com- 
Oder Codo lor Core Stability Anelysla of GWRs." 8 Wlosomonn 880111 toquusl lo 
withhold ropl Ropl w.lhheld (ref 10CFH2. 700(a)). 

J0HNSON.W.J. Wostinghouso Electric Corp. NS-NRC-80 3301. OB/Ol/11. 

HODOES.M.W. Roaclor Syatema Branch. 2pp, 44(341:213.44 04 1 2i6 

-6601160319 Roquasls lhal propriolary WCAP-1 1684, "NUFREO-NPW WesHnghouse 
(5orrputor Code lor Coro Stobll.ly Analysis of QWRa." bo withhold Irom public 
dSC'OSure.por 1<1CFR2 700(0). 

WEISEMAN.RA. Wostinghouso Elocirlc Corp. AW.Q0-a02. 80/01/11. 

nJGENSTEiN,L8 Siendardizatlon 8 Non-Powor Nooctor Pto|ocl Diocioroto Ip 
4404 1:216-44041:215. 

eW11M2»7 Forwards WCAP-1ieQ7 & progiloiarv WCAP-111G0, "Point Ooftch UNI 2 
Evs’ustlon lor Tube Vibraiion Induced Foiiguo " 8 Wosiinghouso fluUtoritaitin 
Ili.PioprIOtary ropi withheld (rol lOCFRE 790). 

FAV.CW. Wieconsin Eleclrle Power Co VPNPD 80-016 80/01/11. DocumetH Control 
Branch (Oocumont Control Cask). 2pp. 44047:109 44047:264. 


8601270466 Fonrrards SER re flisi 10 yr Insorv.co testing program p'an 8 requests lor 
fohcil bom tDqdiDinonls.PiOBra.T es modii.ed by SER provides roasonalite assuronce 
ol cporpiionai readiness ol saloty roiatod pumps Technical oveluailon ropl also end. 
CALVOJA Prelect Dirocierala IV. TAG 57359. 08/01/15. WITHERS, B.D. Wolf Creek 
Nuclear Oporai ng Corp. 3pp. 44165 2?2-44 155 300. 

—8801270490 EGG.NTA-701 1 "Tochnical Evaluation Repi,Pump 8 Valvo insorvlce Test- 
litg Program.Woll Crook Oeneralmg Station" 

RANBOM.C.B. ROCKHOLD.H.C. EG8Q Idaho, Inc (subs, ol EQ8Q Inc.) 
aONNEYfl. Idaho Natonal Engtnooring LabO'aloiv. FIN A-6012. 07/12/31. NRC • No 
Oeia-ied Affil atlon Olvon e4pp. 44 155 23 7-44 165-300. 

8601260659 Forwards propriolary C£N'33<> P-A 8 nonproprlelary CEN-330 NP-A, "Core 
ProtocUorr Caiculotor (CPC)/cEA Cslculslor Software Mods for CPC Imp-ovemont 
Piogtein Ro’osd Data Block." Proprlolaiy repi withheld (rel ICCFR2 700). 
SCil£nER,A£. CombusLoft EnginoenrD, Inc. l-BS-OOS. 66/01/20. NORQERQ.JA Ol- 
vbkm of Et>glneonng 8 SysToms Technology (Posi G704ii). epp. 44164:016- 
44184042 

-6601260694 CEN-330NP-A Nonpiopnolary "Core Ptoleclion Calculaloi (CPC)/CEA 
Ca’culator Software Mods lor CPc improyoment P/ogram Reload Dale Block." 

* CoiTbusHon Englnooring, Ino. 87/10/31. 20pp. 44f64.(>22-44l84.042. 

6601260621 Roquosls psymant of feo tor rovi'ow of WCAP-11616, "Mathod'caiy 
£i^oo<od,noelr\)CVjtod 8 improvod Toch Spoca, MERITS Piogram - Phaso H Toax 
O.CnlotlP Appi canon." per 671 1 12 submlilal 

OlGOS.RM License Foo Mansopment Branch. 88/01/21. NEW70N,R.A. Woeling* 
Itouse Oporaiing Pionta Ownore Group NEWTON.R A. Wisconsin Electric Power Co. 
ip, 44J73 251-44173251. 


-661)1 1663<I9 Roquosis that "Point Qeach Urui 2 Evaiueiion (or VibraHon lodvcod Fo- 
’ be withhold from public disclosure (rol I0CFR2.70O) 

WIESEMANN.RA Wostinghouso Elocirlc CO'p. CAW-87-t2l. 87/12/18 MUALEY.T. 
Ol'ce ol Nuclear Reactor Reouiaiiorr. Director (Post 870411). lOpp. 44047:lii- 
44047:120. 


6601260086 Requosis subrr-liai ol lee for tov-sw of EAS-46 0487, "Revised Reaciivity 
Control Svs Toch Specs." lorwordod by BWR Ownors Group 67091 7 Hr. 

DIOOS.R.M. Liconso Poo Mananomeni Branch. 86/01/16. STARK, SJ General E'oe- 
McCo Ip. 44177:311-44177:311 


-6661160326 WCAP-1 1667 Nonarprletarv WCAP-1 1687, "Po.'nl GoflCh Unit 2 Evaluation 
for Tube Vibration induced Fatigue." Wiihhold. 

‘ WosLnghouse Eieetde C^rp. 87/i2/3t. I34pp. 44047 121 -44047:264. 

6601300345 Forwards Rev 6A to PCC-OAPO, ‘QA Program Ooscrlpbon" 8 880105 ac- 
ceptance Itr. 

ANDREWS, n.R. Babcock 8 Wilcox Co. 08/01/15. Oocumont Control Branch (Oocu- 
'ner.lCoiilrol Desk). Ip. 44006:fS4.44066:21 1. 

—8601160216 Informs lhal PCC-OAPO, "OA Program Ooscripllon. " did Jan 1900 moots 
criteVa of lOCFRSO.App B 8 occoplablo. 

WEISS S M. Quality Assurance Branch. 60/01/06. ANDREWS.R.R. Power 0>mpullng 
Co. 2pp. 44068.1S5-4408e. 1 55. 

—6601200349 PCC-OAPO ROSA Rov SA to "OA Program Ooscripllon " 

* Babcock 8 Wi'cox Co. 80/01/30. 00pp. 44060:160-44066211. 

0601200395 Forwards proptleiery (osponso lo loqueal (or addi Into ro 871027 requoat 
lor Tecfi Spoc change lo incroaso aioam gcnoraior tuba niugglng limit ossumoj in (of 
reload safety analysis Rosponse wilhhold (rol 10CFR2 700). 

•KOBER.n.W. Rocnoslor Gas 8 Elocirlc Corp 00/01/11. STAHLE.C. OKIco of Kucloar 
Raaclor n&guletion, DIroclor (Post 870411). Ip. 44106:114-44165:114. 

-8601200366 Roeuesia that end ulil propriolary rosponso to roquosl for ockfl Info lo 
671027 roquosl for Tech Spoc change to Increase eloam generolor lube p-’ugg'ng Amu 
assumed In rol reload safety analysis bo withhold (rof 10CFR2.700). 

W.6SEMANN.n,A. Woslinghouse Eieclrlc Corp. CAW-80-006. 00/01/08. MURIGY.T. 
O'lice ol Nuclear Raaclor Rogulalion, Dirocior (Post 0704>l>. lOpp 44150:194- 
44159.203. 

8001200402 Forwards slides lo bo prosonlod al 6801 13 mooting w/NRC, Wesknghouso 
Owners Group 8 BNL re ESFAS Insirumontallan. 

JOHNSON.VAJ. Wostinghouso Eieclrlc Corp. NS-NRC-00-3300. 80/01/11. 

8AnRETT.R.J. Risk Applications Branch. 2pp. 07213:100-97213:101. 

-8681200406 Requests lhal slides to be presontod el 800113 moeiing bo wllhhokf from 
piAiko disclosure (rot 1OCFR2.790(b)). 

WiESEMANN,R.A. Weslinghouso Eieclrlc Corp. AWOO-OOr. 88/01/11. 
nDaENSTElN,L.8. Siandartfizallon 8 Non-Powor Reactor Pio)ocl Diroctoral®. 1p- 
44108:173-44106:173. 

5801270020 Forwards subj llts mailed lo util oxecullvos In Regions IV & V ra ANS/NKC 
UbI WoiAshop.Each Hr loenllcel w/excepllon of name ol uM partIcfpanIs.LlsI kxflcah'ng 
oadi ulil 8 executive end. 

MATTHEWS, J K Soulhern California Edison Co. 88/01/07. MAflTIN.J-B. R«gioo 6. 
Olo of the Director MARTIN, R.D. Region 4. Ofc of the Director. 6pp. 44142208- 
44142212. 


6601290110 Noli'iceiien ol P60I26 meokrg w/C-E Owners Group In Balhosda,MO id 
(fisciNS Irnportanl eafoty 8 technical Issues which loqu're NRC review. 

MifiAOtiA,F J. Aesdc-'sio D'tecler lor Prelecte (Post 870411). 88/01/10. MURLS'/.T., 
SWtZEK.J. ROE,J. NRC • No Odaiied WMaifon Given. 4pp. 44i7e'.849-44i7e'255. 

6601390351 Forwards Endorsement 71 lo MAELU Policy MF-5Q 8 Endorsement 39 lo 
NELIAPOky NF-34. 

SAMUELS,/ L. Motsh 8 McLennan, Ino 80/01/14. OlNlT2,l. OHIco ol Nuclear Reac- 
tor Rogu'etion. D>rociO> IPCSI 870411). 3pp. 44182:173-44162:175. 


WASTE MOT NUCLEAR WASTE MANAGEMENT 


6601060263 Rocommends Lhal concurrence bo g'anled lor awllc-ai’on of supplemental 
sids for commercial Vlcirrity Properties LK-OOSs 8 LK-OODS.DOE 670710 8 0918 sub- 
mltials lusliiod irralemeniotlon of aids, per 40CFR192 21,Criierlo.'i C. 

HEYER.aS, PE'nENQILL.H.J. Uranium Recovery Field O‘o, 04. 67/11/20. Uranium 
Recovery Field Olc. R4. 3pp. 43926:346 43828 350. 


6801D6D309 Concurs w/proposed remedial acUon lor commercial Vicinity Properties LK- 
004S 8 LK-C09S,per review of 670604 8 16 radiological 8 engineering 
assessrnenis AcUon mc'udoa oppkcallon of aupplemerMal stds to railroad clghi-ol way. 
SMlTH.n.a Uranium Rocovary field Ofo, R4. 87/11/20. D'ANTO.NlO.J.R. Energy, 
Dopl. of. Ip. 43028.001-43029 001. 

6901060413 Forwards "Final Technical Evaluation Reel lor Proposed Remed-s! Action 
ai Durango Tailings Sile.Ourango.CO'' 8 summary of replSeveral Issues need resolu- 
Uon prior to NRC Ifnal concurrence. 

HAWWf^E.F. Uranojrn Rocovery Field Ofo, R4. 87/11/27. ARTHUP.W.J. Energy. 
Oepl. oi. Ip. 43932.045-43932:081). 


-6691060431 Forwards "Technical Evaluation Rept (or Proposed Remedial Acton el 
Durango Tail<nga Silo, Durango, CO." Radon barrier design must be estimated by DOE 
8 oroundwater contamlnsuon cannot be evaluated unlii EPA aids Fnalized. 
aRACE,S.R. HAWKINS,E.F. Uranium Recovery Field Ofc, R4. 87/11/16. Uranium 
ReccMBiy Field Ofo, R4. 2pp. 43932.046-43932.080. 


-6801060438 "Final Technical Evd'irailon RepI (or Proposed Remedial Action al Duran- 
00 Tailings S-te.Ouranco.CO'' 

’ UranHrm Recovery Field Ofc. fli. 87/1 1/16. 33pp. 43932;047.43932.060. 


1601060507 Ckwnmenis on 871118 llr l/ansmliHng concepiuel ctosuro plan for Panna 
Marla laciiity opareied by Chevron Resources Co. , „ . 

HAWKINS, E F. Uranium Rocovery Field Ole. fl4. 67/12/11. SNELL.W.O. Texas, Slate 
ol. 2pp. 4392B-.331-4a92«’332. 



226 NONDOOKETED ITEMS 


680107005S Forwa/ds comments on remedial ectlon plan & final desW for Tuba Ctiy 
VJMTRAP. Comments ial) under areas el geotechnicsA en dne eri nB & aurtaca water 

a drolom-Concerns re orourtdwaler will nol be eddresaed ai present 

iWKlSlS.E F. Uranium Recovery Field Ofe. n4. 87/11/17. ARTHUR.WJ. Energy, 
Dept 0(. dpp. 43943 291-43943.264 

8$0f070186 Informs of NRC cortcems ra filter drain at Lakevlew, parbcufariy seep & 
aaeociated resolution of concerns. Insufficient exploratory data exists to v»iV seep- 
age occurrence & possible pathways for seepage. 

HAWKIN5.E F. Uranium Recover Treld Ofc. R4. 87/12/00 ARTHUR.WJ. Energy. 
Dept ol. 2pp. 43945 334-43945:335. 

8801070255 Notifies that two NNWSI bole history pubficabons being ifistnbuled. 
CROSS.JA Fenix & Sr^son. Inc 1602 87/10/62. QERT2,C.P. Energy, OopL of. 2 p 0 
43946356-43945367. 


-8601070466 RHO-RE-ST-12P "Assessment of Aquifer Inlercommunicatiori 
Gable Moixwairt Pond Area ol Hanford 3ilo.'' 

GRAHAM, MJ., LAST.Q.V., FECHT.K.R. Rockwell Intornational Corp. 64/G 
43948.090-4394B;l9f. 

-880f070491 SD-QWI-DP-051 R02 Drafl "H/drauHc Property Data From Se 
Zones on Hanford Srle." Ralated documonlallon oncl. 

STRAIT.S.fl, MERCER.R.B. Rockwell Intornational Corp. 87/03/; 
4394e:192’43949.0e3. 

-8007080427 Drafl "Variable Thickness TranslonI Groundwater Flow Model, 
fflulalion " Related documonlallon end. 

RElSENAUER.A.E. Battolfe Memorial Insfitule, Pacific Northwest Labotalo 
79/12/31. 100pp. 43940.064-43049:171. 


8601070268 Forwards Open Ria Rapt OF'WTVVt-l087-3. "Maiaorotogtc & laolopic 
Characteristics of PtedpHaton Events W/ impUcatlona tor Groundwater 
Recharge.Southem Hah Pfains." W/o enci. 

MILLING.M.E. Texas. Unkr. of. Ausln, TX 1662. 07/08/06 TAYU3R.TJ. Energy. 
Dept. of. ip. 43945:368-43945:356 

8801070321 Advises that two NNWSI publcalions re urtsaiwaiod tone neutron boles & 
drilling t mining summary being disinbuted, pet 870917 ft 22 lir9.tespociaraly. 
CROSS.J A. Fentx ft Scisson, Inc 1601. 87/10/12. GERT2.CP. Energy. OepL ot. 2pp. 
439S0 008-43950 009 

8601070328 Forwards M OsUowsy 870608 Itr lorwarditw Tena Therma.(ftc update of 
numerical evaluation repi lor SwlP Subtask 25. inchi^ Technical Repia 11,13 ft 
14. Technical Rapta 10,12, 15,18 ft 17 will be compiated In rtaxt 2 months 
LOOSOON.MJ. Nuclear Waste Consukants, Inc. FIN 0-1021. 165. 67/0ft/i2. 
POHLE.J NRC • No Oeta'ied Affiliation Gfvon 6pp 43940.176-43940 317. 

—8801070381 1 1 Technical Rapt tl, "Evaluaian ol Large Scale Tracer Test Cortduciod 
in Grande Ronde Basalt." 

’ Terra Therma. Irtc FIN 0-1021. 67/05/31 68pp 43049^164-43049 252. 

-6601070374 13 Technical Rapt 13, "Effacl ot RaposKory Haai on Otoundwatei 
Ri/x Ona-Dmerufonal Numencal AnaWs." 

' Terra Therma, Inc- FIN D-1021. 87/05/31. 46pp 43349253.43849 296 

—8801070386 14 Technical Rapt 14. "Signlficanca of Lateral Boundaries ori Hydraulic 
Heads ai BWiP." 

• Terra Therma. Inc FIN 0-1021. 87/05/31. f3pp. 43949:299-43949317, 


8601070369 Provides update on two spoclHc Issuoa submitted by NRC or> 
groundwater at Grand Junction.CO piocoasing ft disposal (Cheney 
Bites NRC shall be apprised of progress on Issues as future data coHectei 
Info 

ARTHUR.WJ. Energy. Oept ol. 87/11/30. OILHORN.S. NRC - No Oeiarte 
Given. 6pp. 49950:030-43950.035. 

8801070379 Record of leleon w/R Richey on 871211 re etalus ol Salt Lai 
action. 

WEBER, MF. NRC - No DoiaUed Alll.'laiion Given. 67/12/11. Ip. 
43945-285. 

8801070399 Forwards Vol 1 of "Environ Assossmont of Remedial Action at ( 
U Mill Tal.'Ings Site," to support review ol final design for review for site Ra 
awa-fing approval by DOE lor pubKcallon.RatmosIs comments by 871^8 
ARTHUR.W.J. Bnaigy, Dept. of. 87/12/16. LOHAUS.P. Office of Nude 
Safety ft Saleguards.DlrectOf. Ip. 43950:040-43961:279. 

-6801070410 Vol 1 of "Environ Assessment of Romodiai Action at Green f 
Tailings Sue Oreery Rivor.UT." Commenis ft responses on draft onwon 1 
end 

* Energy. Dspl. ol. 67/00/31. 300pp. 43950.041-43961:279. 

8801070432 Forwards mooting notes for Groivd Junction on-board tevle 
871 i02.List of atlondaes also enei- 

OLDHAM,J.O MK-Ferguson Co. 87-NRC-016. 87/12/04. BILHORN.S. NRi 
isiled AIMiStlori Given. 6pp. 43054’001-43054:006 


8801070331 Trip rapt ot 870908-15 visit to Hanford (BWIP) ft vldnity re exam ft review 
of OOE/Rockwali Hanford Oparatans Info from working filas/permaneni records in 
lilted areas of interest 

LEFgVRE.H.g, MCCONN6LL.K Geolechdca) Branch (831001-670413) 2695 87/ 
04/03. JU3TUS.PS. Geotechnical Branch (83I001-6704I3) 15pp. 43952 206- 


6ft0l070336 Advises that Sung Saevon Suh has compieied review of 
CAOSAfl.UMTRAP docurneni Review resulted it« no ma|ot commenia to send to 
OOE-Shortoommos In CAOSAR In two areas of technical concern noted. 
BTARMEfl.Rj Technical Branch. 67/ti/24. FLIEOEL.M. Orations Branch, to 
43952:223-43M2-223 


6601070341 Forwards RAC responses to NRC cornrrtems on phese 11 prdWnary 
design documents re UMTRAP In Grand Junction NRC commonis end. 

OLD^M.O.O MK-Ferguson Co. 87-NRC-0t7. 87/12/10 LOHAUS.P.K Opwelions 
Branch. 16pp. 43950.010-43950 025 

66Q107035Q Forwards Rev 0 to "OA Program Requirements lor Space ft Tenestriel Nu- 
clear Power Sya" ft Rev 0 10 "Reiiabiirty Program Requfrements lor Space ft Tanasbl- 
«l Nuclear Power Sys," per discussion 

SOMWEAXG. Grterffy.DepL of. 87/(2/03 NRC - No Oetailed Alfikafion GNen. 2pp. 
43907.021-43 967:132. 


-W01070350 Rev 0 to "OA Program flequiremenis (or Space ft Terrestrial Nuded 
Power Sys.” 

Sie/’oMifoe/^ogT^'^ *■' ■' ^ «•- /Spp 


8601070461 Press relsase rp DOE ft Idaho DopI of Healin ft Welfare public 
U mill tall'nga cleanup.al LowmanjD. 

MCCARTY, BE., H0(5PES.J. Energy, Depl, of. 87/12/04. Ip, 43953:125-431 


6801070480 Rev 0 to was'e mgi program ofe NNWSI protect OA audit sc 
rY88. 

8LAYLOCK.J. Energy. Dept. of. 87/12/04. 3pp. 43940:326-43949:327. 


8601070468 Forwaida.por 870604 brioflng on partial lining ol atop work orda 
age containing addi info ra 0-List development & graded a 
pro^.inciudlng plans, guidance, manuals ft Baaali Repository Preliminary 
ANTTONEN.J.H. Energy. Dopi. of. 2762. 67/07/08. LINEHAN.J.J. Operatt 
CCOK/.R. NRC • No Detailed Affiliation Given. HU8SEMAN.T, Waahlngtc 
4pp. 43954:132-43955:341. 


-8801070488 "Guidance lor Developing SCP-CDR A SCP O-LIsla.'' 

' Roy F. Weslon, Ino. 66/04/30. 44pp. 43954:ie3-43D54;206. 

-8801070802 "Responses to July 1986 SCP O-Llsl Methodology Workshops.' 
Roy f. Weslon, Ino. 86/10/31. 03pp. 430S4;2O7-43954:290! 

-M01070616 Rev 3 to Socllon E to BWIP OA Program Roquiiemenls Manua 
MA-3. "Graded OA Program." DC Qlbbs 870428 Itr lorwarding Rev 0 to S 
025 re basalt repository O-lIs) onci. 

RAMSGATE, R.K.. OI6BS.D.C., JOHNSON, R.T. Rockwell International Co 
16. leSpp. 43954:300 43985:104. 


-6^1070384 Rev 0 to "ReliaWiiy Program flequiremenis lor Space ft Terresirlel Nu- 
clear Power Sys." 

«^09W3e6n«*^'°’"' Dept oi. 82/10/31. 0 * 1 ^. 


8001070383 A<Mm Dial Mpropriafa changes have been mede to end llsl lor con- 
rMPles of Vidnlty Property Mgi ft ImplemsntaUon Manual,-’ per e/i007 hr 
439M K'r4396lf228*^* OUBOlS.OP. New Stole ol. 2pp. 


8M107035$ PNL-6397 "Harrford Wells." Related docu/nenls end 

Batlelle Memorial inabtule. PadOc North- 
west Laboratorlea UO-11. 85/02/28 3iepp 4394e.05l-43849;l7i. 


Gfouodwater Level Varretlons for Aquifer Corwepiua- 
KMtion. at 870416 fsW Aitiot\e Seebon/ Aitaona-Neveda d &Smces 

spdng rrseeUng In Fla98Uff.AZ. ’ •»viw«.Tfs 

^*^4394701 Arttona, Unhr. o». Tucsoo. AZ. 87/04/18. 


SPANE,F A. Rockwell Inlematwnal Coqi- 86/02/28. 100pp. 43947.064-43947-162 


**6601070433 RHO-^T-42 "Hydrology ol Separations A/ea " 

3f!SSl!f'43947JM^947 Rcekwel InlernaUcnal Corp. UC-70. 81/07/ 


RaWesfiake RWge Iniaibed In Gable 


l^*'45947 244jSMr355 PoCwell (nlemational Corp. 82/12/31. 


—8801070447 PNL-3632 "Assessment ol Eflecilvetyess of Oeoloole fsotoUtt) ^ 
Lflborolories. UC-70. 82/09/30. 50pp. 43947:35643948:089. ^ NWWwest 


-8601070633 RovO to BWIP Pro|oct Mgt Procedures Manual RHO-BW-MA-i: 
OA ■ 


QlBBB.O.C. Rockwell IMeinalional CJorp. 87/02/26. 60pp. 43955:105-43955 


-8101070537 SD-BWI-AR-031 RO Rev 0 to "Quality Evaluation Board L< 
*T«nU,^txpeAlBd Special Case loi Restart of Boreholes OC 23.24.25, 32 1 
AULT.T.D.p ROECIvF.V., SINGLETON.K.M. Rockwell International Corp 
181pp. 43955:161-43956:341. 


8801070487 Addendum to 871204 press release re DOE meeting w 
on 071216 re U mill tailing cleanup at Lowman.lD. 
MCCARTY.BE., HOQPESj. Energy, Dept. of. 67/12/07. tp. 43963:12 


Cotillrms 671210 mgi level meeting In Golden, CO.NflC 
ilsied Proposed agenda will (ollow. 

439WJ00 4305^00*’°"® ARTHUR.WJ. Energy. 0 


8801070480 Forwards viewgraphs preaenled 10 NRC during 871203 visi 


ff NHACKWChemTuctoar'V^^^^ tSIcaR.M. Ok 

Waste Management ft Decommisaioning (Poet 070413). 4pp 


Forwards NRC geotechnical engineering comments on Phase 
design documents for Grand JuncHon.CO U mill Utllings alie.Concem ral 

calculation. 

4396S4M?S'°'’® ARTHUR.W.J. Energy. Q 


* 870708-09 visit to Oenver.CO w/US Geologlcr 

review ft discuss ongoing ft planned studies at NNWSI site In area ofui 
saturated flow. 

4W2'mJ« 952^292®^®'*' 87/07/84. STA0LEIN.K. Operatlona . 
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(MtQ^OSSZ Oocumonis FI Johnson lolcon w/G Appel re plans lo sonJ atftif (o Sa-t Ro> 
p^oiy PiOi'ect Ofo lo porform soiociod activitius normnlly peiformod by onsite ropro* 
seoutAre 

UNEHANJJ. F^cposltory Pro.'ecis Granch (831001-870413). 16S9. 87/01/30. 
N€Ff J-0- Gmegy. Oepl o1. ip. 43945 387-43046.2O7. 

W41070S28 Forwards notice of upcoming meelinns re high (oval waslo mol pfogramjior 
84IM27 FR notice. TeniaUve & firmly esTabllshea mootings will bo llalod.Announcomont 
of uocoovna meodngs w>ll be updated wookly. 

eUF/Tii^O.JO. Systems Eng'noonng & Evaluation Branch. 07/03/10. AiFilation Not 
Assigr>ed. Spp. 4394S ?8B-4 jS46:202. 

M0I070S39 Forwards review plan fur sconario dovotopmont & acroonlno. 

90NA.NO.EJ. Sandia National Laboratorios. FIN A.)l65. 07/11/26. EmOOKS.P. NRC 
• No Detailed Airi'iallon Given 21pp. 43045; 129-43045: ISO. 

MOlWOOOt Forwards '’OOE/DWIP.WestInnhouso Hanford Co QA Audit 0704. fiofocfod 
QA Program Efomonia.for 070831-091 1. Audit loam concludoa QWiP QA Qrogcam In- 
complo» In several areas & nol elfecilvo In others Throo lindlngs & 12 cuncome 
tssv-ed. 

SA3ETflP. Energy, Depl ol 87-OSO-316. 07/12/03 Woatinghouso Hontoril Co. 
dpp. 43987:19S-43%7:30O 

-MOlOtOOlO ' DOE BWIP.Wostinghoiiao Hanford Co OA Audit n704,So'octO(l P^y. 
gram Giamonis (or 070831 09t t. ' 

SUORAMANIANJ., SAGET.R P. Energy, Dopt of. 07/12/03 102pp. 43967 1»8. 
43967300. 


'^foocomamlnshoVS^^^ FoimOual.llcaiion Testing Proetam for BAumonired NS- 
* Aasocialod Technologies, Inc. 67/12/10. 4pp. 43967: 140-43&67;143. 


a^08M83 Forw^atOs •'Exam of Use ol Con'Jnuum & Olsco.-illnuum Numerical Models 
lor ThorrnoiTiochanIcal Analysis ol Oaaati," (.-nal repl. 

Qfoup. 'me. FIN 0-10I6. 87/12/10. TJKTINSKy.O 
NRC • No De*a.lOd AKiI.etlon Given. 2pp. 43954;067-439S4:131. 

-6801070404 "Exam ol Use ol Conliuum & Oiscontinoum Numerical Mode's for Thar- 
momochanlcal Ana.vsls ol Basa'i," final repl. 

'i 'TASCA Consu’lirw Group, Inc. FlN O-tOie. 07/12/31, NRC • 
No Oolallad Alfillolion Olvon. e4pp. 43054068 43064:131, 

8801110005 Forwards facs m-lo ol T Hussoman 071207 Itr (o J Amtonen proposing cen- 
w/e«ec'.ed Indiari liibes.NRC & Stale of WA during first week oi Jan 
19IW lo address proposed changes lo 1-120 monilonna 

HUS^MAN.T. Washington, Slate ol 07/12/07, BROWNI.NG,B, NRC • No Detaled 
/MH-altOf) Given 4pp, 43074:048-43974-351 ■*« i-i a ov 


owinoooe Forwards Nnc corrmonts on prellmlnatv doslon lor Green Rwer UT U mHI 
iDlngs si.o.Diafl version of comr.onis provided on 871027 for 87(103 on-board 
I??!!?’.!!!®.?;. 9 m San FrancIsco.CA Polontial problem w/revlow schedules noted. 
lisSosSiooSdiw AniHUR.W.j. Energy. Dopt of. 3pp. 


MOIOS40O8 Trip repl of 671109-10 visit lo Tectonic Workshop In Rono.NV ro solsmo- 
‘.edorJe piobloma In arcs. 

CNONO.b.lf. Lawrence LIvormora National Laboratory FIN A-0287. L-106. 67/12/22. 
BLACKFORD, M.E. Division of High Level Waste Monagomont (Post 670413). |9pp. 
43967.301-43067:310. 

8601050007 Requests guidance ro tOCFRei concroto testing oual,flcaf>on. 8(d SAK- 
RETE formulation should be proscn'ptivo enough to satisfy toquiiemonla. 

GLENN, J. Associated Technotonlos. Inc ai-004-0l0-073 67/12/04. TOKAR.M. 
TocMNosI B;ench. 2pp. 43967:188-43067.107. 


Forwards responses to NRC corrmenta on Qteen Rivei pfoHmmaiv 
Ptotrldo parts or all o( responses lor commenia QW/ 
OWM^ “ □W/4.TAC InMIratlon study roaulls for cover mail needed for commenl 

^DlfAM,J^ MK-Forguson Co 87-NRC-Ota. 67/12/11. LOHAUS.P.H., BILKORN.S. 
NflC • No Doiflilod Allilaiion Given. I4pp. 43968:227-439&Q:240. 


6601110013 Forwards BWIP wookly hlghliclils rep 
MITTONEN.J.H. Enoigy, Dopt el 91765/28 
43676 009-43676:040 


I lor wk ending 870526. 

KAIE.S.H. Energy. Depl. ol. 32pp. 


8841080005 Inicrme that DOE-RL/WHC Audit 6707 canceled based on currenl OWIP 
staLt-S-Recipfant asaiaianco in preporailon lor audit both limoly & prof. 

SAGET.R R Energy, Oopi. of 07-OSD-332. 67/12/23 LARVIE.F.C. Motnson-Knutfsort 
Ci).lne.2pp 43066 226-43060 226 

8$0II)80016 Summarfiog svea randotod on high lovol waste topoeUory porformsneo os- 
sessimant dovofopmortl lor 070614-30 under FIN A'4i6S.Oi8ai8$oa ropis on uniform 
WTcslon of low corbon aieel in anourobic modorato lomp conditions. 

UOIER.R-B. Syslems Support, Inc. FIN A-4ted. 67/06/21. CHANO.K.C NRC > No 
OetAiledAriillalionGIvon- 600.43966:001-43006 005. 

8841980018 Surnmarv ol ollorl (or 870022-30 unrfor FlN A-4169 Tasks eddrossod in- 
efuia coding debugging & integration of Aorospace pining corrosion model & dovo-’op- 
rmenl of eidcicnl algorithm 

R'liEn.O H. Fuller. O H. FIN A-4165 67/06/30. CIIANG.K.C NRC • No Ooiallod /M- 
ftfiation Given, ip. 43900:006-43060:000 

8801884047 rofwards Repl 22, "UMPTRAF Intograiod Siio & VlclrUty Pionotly Proorose 
Reel '‘OfOcl 1087. r V, , w 

14C^ERNE36.JVV. Jacobs Enclnooring Group. Inc 67/11/30. ARTI-IUR.W.J.. 
FISKS.W. Enargy. Dopt. of. 2pp. 43960'020-43660:070. 


6601110024 Forwards iislod ailaohmonts in response to NRC co.TimantB on BWiP doc- 
umimts re rosiail ol dnliino beroho’os DC-24.ot si, (or roview.Neirt malor acUvity In 

f re £8 oophydrology ptogrsin will bo Insiafiafion of plo/ometers. 

riMrgy, Dopt. Ol. 07/11/17. LINEHAN.J. Opo/al.ons Branch. Bipp. 


-6801110044 Rev 0 to Teal 4 Operations Precodur© OT»E8-104, ’’Chip Samo'o Collec- 
tion & Preparation ol Borehole Qeoiogio Log lor Cable Tool Or1l.’ng.’’ 

»<Unu,S.J., LEDGERWOOD.n.K , BJORAOBTAO.ON. Enwgy. Oool. of. 87/06/12. 
14pp. 43068 327-43966;340. 


5501110041 Forwards droll hr to voncloisro NRC conceirns on structural slabfiily ol high 
density pofydltYAoho h eh iMseilty conioinets- 

MCOAN.El.K. Technleal Branch. 87/10/28. LOWENBERQ Lowsr^borg Assxiales, 
IOC. 3pp. 43966:353 43965:365. 

8501110048 WHC-EP-0009-1 $03 ’’6WiP Accessions Usl Issuance Notice,'' for period 
OAd.ng071l26. 

’ Wesllnghouso lisnlo/d Co. 07/12/17. 1 1pp. 43972.273-43072:263. 


-OOCIOSOOSO Ropt 22, "UMTllAP Inlogralcd Monlliiy Vicmiiy Property Progress Repl" 
ferOcI 1957. 

' Energy. Oepi ol. 87/10/31. 58pp. 43006.022-43060.070. 

8801063051 Informs that responsibility (or coordinating Ofc of OvillAn Rndwasto Mgi 
n>eeW>SS Irensferrod Irom MJ Oy/no lo J Loatiy. Now mouilnn aclioduUng lorm ond- 
KA'.e.SH Energy. Dopt ol. 87/12/21. TANA.E NRC - No Ooiol'oO AlliUellon Qlvon. 
AieXANOER.O, ANTTONEN.J Energy, Dopl. of. 3pp. 43067:172-43067.174. 

88019660S7 Roquesis complslo Info domonsiroling that high dons-ty polyoihyleno 
(HOPE) high Inisgricy conlalnor (HIC) design will onsuto long-lorm sirucfural stabdKy 
ronarad by 1OCFR61 & In manner consisloni w/QNL/NRC llndmca. 

TOKAR.M. Techn'eal Branch. 67/10/16. EOENHACK.O. Chom-Nucloar Systems. Inc. 
2pp. 43966.080 43968:081. 

8841C80069 Describes poraonnol ol Nucloar Waste Consuliania projocl team & 
ciuakAcAUons. Resumes end. 

I.OOSC>ON,M.J. Nucloar Waste Consullanis, Inc. FIN D-1020. 165. 07/09/03. 
POHLE.J NRC • No Detailed Afllllallon GIvon. 160pp. 43966:062-43088-21$ 


6801110051 Cornmonis on finel cornporaitvo analysis el diaposel she eliematives repl 
^OSAn> (or Mavbou.CO 8-10 6 DOE responses lo NRC commenis on draff 
CAOSAD.NRC oob'ficf^hlcsi onginoeilng corrimgnis en draft not addressed in final 
CAOSAR. 

LOHAUS.RH Orotalohs Branch 87/12/05. ARTHUR, J. Energy, Dept. ol. 2pp 
43977-032-43977033. 

8801119066 ForwsriJs BWIP cutiont Level t mnsisr schedule lot line bresV on and 
luncitons raquosied at 679604 consultation meeting Schedule approved lor use & 
eubHo change conuol lequuomenls of projoci mat p%n.W/ono oversize drawing. 
ANTTONEN,J.H, Energy, Dopl. ol. O7-EC0-18O. 87/10/07. LINEHAN.J.J. Operaliona 
Branch. 4pp 43974:306 43914:312. 

8601I101S1 Trip rapt of 670420-24 vISH lo Salt Reposilory Project Olo re discussions 
w/porsonnei.review ol draii lochnical documon's i review ol SCP slorytosrd (narra- 
tlvo ouilirtq} &j>orformance allocation scheme. 

XELLT.W.n. TQchnlcal Review Brandi. 67/07/24. BROWNING.R.E. Division ol High 
Level Waste Managemont (Fosi 0704 13) 4pp. 43977.040-43977 943. 


8801060060 Forwards.lor Inlo.rocontly Issued Project Inleilaco Oocumortt (PID) 16-S-07 
lor A/rntrosis 1 ake Mill aito.PIO considered Gloss III chango per Section 8.tl ol rome- 
dial action plan 

ARrHiJR.VV.J. Energy, Dopt ol. 87/11/10 HAWKINS.E.F. Uranium Recovory Fisid 
Ofc, R4. 34pp. 43966:329-43967:002. 

860 1060961 Foiwerda comments on preliminary final "Compfirallvo AnalysTs of Disposal 
Sfi>e Aflernal'vos Rept (CAOSAR)' for Lowman.lD 8l(e.Commonis loontiN polentfal 
is»u6 areas 6 omissions ihal should be raised in linal CAOSAR or draft RAP. 
LOHAUS.P.H. Operations Branch 87/11/20. ARTHUR, J. Energy, Dept of. 6pp. 
43967.003-43967^007. 


8861060062 Forwards Rev 2 lo VRS 002, "10CFR61 Waste Form ConformarKO Pro- 
aftm for Solid f ed Process Waslo Products Waste Produced by WasioChom Corp Vol 
Raduebon 6 SofUircallon (VRS) Sys." Rev contains info responding to K Chang re- 
ai«sL 

KLEIN.W.J. WasteChem Corp. 67/12/16. TOKAR.M. Technical Branch. 2pp. 
43967.606 43967:020. 

.4601060063 VRS-O02 R02 Rev 2 to VRS-002. "I0CFR61 Waste Form Conformartce 
progwn for Solidified Process Waste Products Producod by WasteChem Corp Vol 
ReducLion j> SoHdificaiion (VRS) Sys." 

* WasteChem Corp. 87/12/31. ttpp. 43967:010 43967:020. 

8801060071 Forwanls Rev 1 to "Waste Form Qualification Testing Program lor Bilu* 
pveiVzed NS-1 Decontamination Waste.'' Rev incorporates 870630 commonts 6 verbal 
commef>ls.Stab<'i(y lesllng of product samples schodulod to begin on 871221. 
SIMPSON.S. Associated Tochnoiogiea. Inc CH-009-ti9. 67/12/16. TOKAR.M. Tech. 
Branch. Ip. 43967:139-43967:143. 


5801110161 Forwards Oaotogy-Ooophysfcs Section review of DOE documenia support- 
1^ expedited special case restart ol OC-23,OC-24, DO26,0C-32 A DC-33. Review 
conefsia of general cornmonis & spocilio comments on geology 6 geophysics items. 
9AILARD.RL. ToctwVcel Ravhwr Btsneh. 67/12/27. uNfeHAN.j.J. Oporatlors 
Branch. I$pp. 43977.044-43977:058. 

5601110169 Agartda for Stale of NV,Commfsslon on Nuclear Projects 67I2I6 meeting 
In Los Voobb,NV lo discuss nail program status repl & Nevada program status repl. 
* Nevada, Stale ol. 87/12/16. Nevada, Stale of. 3pp 43977:059-43977:061. 

8691110102 Monthly progress rept for June 1067 under Contract NRC-02-9S-008 re 
Nevada leal sno.BWfP site & Peb Duro Basin. 

WILLIAMS, n.E. Williams & Associates. FIN 0-1020. NRC-02-8S-005. 67/07/07. 
POtLE,J. NRC - No Deuiled Affiliation Given. 9pp. 43977.0&2-4397 7:070. 


6801 110198 Summary of efloris urxler FIN A.4f65 (or 671 130-1204. 

FUUER.Q.H. Fuller, G.H. FlN A.4165. 87/12/06. CHANQ.K.C. NRC • No Detailed Al- 
niairon (jMen. Ip. 43977:071-43977:072. 


6601110107 Progress rept for prof sves on 871130-1209. 

STEPHENS,K.W. Stephens i Associates. FlN A-4t65. 67/12/09. CHANQ.K.C. NRC 
No Dstelled Alllllation Given. t2pp. 43977.073-43977:066. 


8601110209 Forwards DOE weekly repl for wk ending a7M27.USGS.8lte characterlza- 
Hoh plan & core sample mgi discussed. 

WIESTHOUT.P.T. NRC • No Detailed Affiliation Given. 07/12/08. BROWNING.R.E, 
NRC • No Dela/led AffiHstlon Given. 4pp. 43977:027-43977:031. 


230 NONDOCKETED ITEMS 


66011102 14 Usis data (equlrad to conduct Tesit 2 (Comotun^cation 126). including pho- 
tographs oi core obtain&d Uom J F-'riemol. descnpHons of coie A name ol logging 
company that conducted geophy's-cal logging 

WfNTER.G.V. Wiliams & Associates. FIN D-1020- NnC-02-05-008 07/06/30. 
POHLE.J. NBC • No Oolelled AJf.Uaton GNen. 3pp. 43977.024-43977;026. 

6601110245 Package consisting of AMC 'ncomlng conospondonce logs lor 071109- 
13,1005-09 & 19-13 & OS20-1002. 

• Energy, Dept. Ot. 87/11/16. 3Spp. 43977.086-113977:120. 

6801 110500 Forwards 23id Issues ol "UMTBAP Integ/eled Monthly Silo Progress Ropt 

K A "UM7RAP IMegraWd Monlhv/ Vicinity ^operty PioQ'sss Rent (VPPR)." 
rellect status against FY68 performance measurement baso'ine.W/o UMTRAP 

SPR 

HOLDERNESS.J W. Jacobs Engineering Group. Inc. 87/12/30. ARTHUR, WJ. Energy, 
Oept. ol. 2pp. 43978:242-43976:278. 

— 860111051S "UMTRAP intoQraled Monthly Vicmitv Rropany Proaross Reoi P/PPRl” 
Rapt 23 for Nov 1987. v i j 

GARCIAJ. Energy. Dept ol. 07/12/30. 36pp 43978 244-43970 270. 

8801120420 Forwards revised •Romedial Act-on insp Plan (RAIP) UMTRAP- Clive " 
ARTHUR, WJ. Energy, Dept of. 87/12/28. WEBEB.M. NRC - No Data led AifiMalion 
Given Ip. 43991:2/0-43991:316 


—8801120426 Rovisod ''neir.edial Action Insp Pi'an (RAIP) UMTRAP - CMvo." 

• Energy, Dept. ol. 87/12/28. 46pp. 43981 271-43991:316. 

8801280641 Forwards conceptual hydrogeologic model doliniiion usng export sys for 
consideration NRC should invesCgato use of expert sya m defining conceptual hydro- 

S eoioctc cnodoia 

ifINTEfl.Q.V. Williams & Associates FI,N D-1020- 163. 07/01/07. POHLE.J NRC - 
No Detailed Affiliation Given. 6pp. 44173 207-44173 21 1. 


6601260678 Forwards mnuies ol QA Coordnating Group 871021-22 meeting in 
Hereford, TX.Naxl mooting scheduled lor 060120-21 irt Las Vegas NV 
KNIGHT.J.P. Energy. Dopl. ol. 07/11/25. GERT2.C, NEFF.J , ANnONEN.J. Energy, 
Dept of. aipp. 44173:071-44173:151- 

8601290053 Forwards DOE v/eekiy high.'ighls rapt for wk ending 080103 re NNWSI 
PRESThOLT.P.T. NRC • No Oaia.led Affiliation G/von. 08^1/15, BROWNING RE, 
NRC - No Detailed Affiliation Given. 6pp. 44177:273-44177:203. 


-8801290061 FoTwards newspaper clips le etorage of nuclesi waste. 

PRSaTHOLT.P.T. NRC - No Oelaifed AlliiieiiOn Qlvon. 00/01/16, BROWNINQ.R.E, 
NRC • No Detailed Affl'laton Qlven. Opp. 44177:270-44t77;2a3. 


68012e;00e3 Forwerds SA Schumm rapi oniitlod "Ooomorphic Analysis • Gunnison U 
Mill TQ.Iing9 Site. Rapt concludee site vulnareble dua lo olovaiion & looallon noei ad- 
laeani Aver A euppohs county posiUcn lo talocale slio. 

LEINSOORF.D. Gunnison County, CO. 80/01 719. JOHNSON, T. NRC - No Dolallod Af- 
MiQt'on Given. 4pp. 44177:266-44177:310. 


-6601290090 "Qeomorphlc Analysis • Qunn'son U Mill rollings Silo.” 

SCMyMM.S.A. Water Engineering A Technology, Inc. 60/01/19. 2fpp. 44177:290- 
44177:310. 


8801S90101 "Technical Aeslstenco In Hydrogeology • Project 8 - Analysis," monihly 
progress rept for Dec I9B7. 

LOoSpONjMj. Nucfear Wes'o ConsultaAia, Inc. FIN O-l02t, 238. 88/01/16- 
^OMLEJ. Olfica ot Nuclear Material Safety A Safe9uard9,OiroclOf. I7pp. 44176'232- 
44i7o:?4d. 


8801290116 Informs of plans (or DOE RL QA Aud;( 0707 on 871221-23 ro 
SWlP.Descrlpilon of scope ot Audil 6707 A echedu’o of oudf acllvlilas dncl. 
SAQET.R.P. Energy. Dept. ol. 87-080-317. 87/12/07. LARVIE.F.C. Morrison-Knudson 
Engineers, Inc. 4pp. 44176.266-44176:269. 


8801290134 Discusses QA concerna re Implemenlation ol records mot sys & handSno 
ol records.Recommends assembly ol records In packago form that contains nuallh? 
related documonts associated w/ecttvlty/insh. 

• Energy, Oepl. of. 88/01/19, CERNY.B. Energy, Oept ol. 2pp. 44177:353.44177:354. 

68012^210 Forwards Slick Rock walor supply evaluation of poleniial decontamination 
of Well 2134F.Wetef sample analysis of well Indicates no coniominolion Moeilno 
should be scheduled lo resolve NRC concerns re issue 

ARTIIUR.W.J. Energy, Depl of- 88/01/05. LOHAUS.P. NRC • No Detailed Alfil.ation 
Given. 6pp. 44l8O-230-44leO:242. 


8601290330 Responds to NHC 870709 Itr providing concurronco w/proposod remedial 
action for Rivenon.WY slle.lsauance ol license amend to Umalco A Incroaso ol surety 
bond closes out conditional concurrence tor Item 2.11001 2 remains open 
ARTHUfl.W.J. Eftargy, Dept. ol. 97/12/31. LOHAUS.P. NHC - No Ooiailed Affi'iallon 
Given. 2pp. 4416O.Ogi-44j0O;OO2. 


WASTE RES WASTE MANAGEMENT RESEARCH REPORTS 


6801070328 Forwards M Galloway 870608 Hr forwarding Terra Therma.lnc update of 
rtumedcal evaluation rept for aWfP Subtask 2.6, Including Technical Ropls 11,13 A 
14.TechnlC8l Ropls 1O.12, 15,16 A 17 will be completed In next 2 months. 
LOQSDON.M.J. Nuclear Waste Consultanis. inc. FIN D-102t. 165. 87/06/12 
POHtE.J. NRC - No Detailed Affiliation Ofven. 6pp. 43949;|78-43949:3i7. 


-8801070361 11 Tachnlcal Rept II, "Evaluation of Large-Scale Tracer Test Conduclod 
In Grande Ronde Basalt." 

• Terra Thorma, Inc. FIN D-1021. 87/05/31. 6epp. 43949:184-43949:252. 


-8801^03^ 13 Technical RopI 13. “Efloci of Repository Heat on Groundwalor 
Flux.One- O.menslonar Numerical Analysis." 

* Terra The/ma, Inc. FIN 0-1021. 87/05/3!. 4epp. 43949.263-43940:298. 


-88010709M 14 Technical Rept 14, •'Significance of Lateral Boundaries on Hydraulic 
Heeds at BWIP." 

* Terra Therma, Ino- FiN D-1021. 87/05/31. 13pp. 43949:209-43949:317. 


8801070538 Forwards review plart for ecenarlo development A screoning 
BONANO.E.J. Sandia National Laboratorlaa FfN A-fl66 87/11/26. 0ROOKSP. NRO 
• No Detailed Affrilab'on Given. 21pp. 43945:129-43945-160 


9801060005 Trip rept of 071 109-10 visit to Toclonic Workshop in Reno.NV re selsme- 
locionlc prob'ems in area 

CHUNG, DH Lawrence Livermore National Leboratory FIN A-0297 L-196. 87/12/22 
BLACKFORD, M E. Division of High Level Waste Management (Post 870413) iBop 
43967 301 •43967.319. a « ! 


8001060016 Summarizes svcs rendered on high lovel waste repository performance as- 
aossmant devolopment for 870614 30 under FIN A-4l65.0i9CU980S repts on Uniterm 
corrosion of low carbon steel rn anaerobic modorato tomp conditions 
MOLER.RB. Systems Support, Inc. FIN A-4165. 87/06/21. CHANQ.KC NRC • Nd 
O elsiled Aflitlation Given. 5pp. 43060:001-439e8 00S. 

0801060018 Summary ot effort for 070622 30 under FIN A.4165 Tasks addressed In- 
clude coding.dobugging A integration of Aerospace pitting corrosion modal A daveloo- 
ment ol ollicioni algonfhm. 

FULLER.G.H Fuller. G.H. FIN A-4165. 87/06/30. CHANG.K.C. NRC • No Detailed Af- 
liliation Givon. Ip. 43968:006-43968:006 


8001080059 Describes personnel of Nucloar Wasio Consutlanis proloct loam A 
qualifications. Resumes enci 

LOGSDON, MJ. Nuclear Waste Consultanis, Inc FIN D-1020. 195 87/09/03 
POHLE.J. NRC . No Detailed Allillalion Qlven. 150pp. 43960:002-43960 215 


8801060083 Forwards "Exam ol Uao ol Continuum A Oiscontnuum Numorlcal Mode's 
for Thermcmechan'cai Analysis of Basalt," final ropi. 

HART.n.D. ITASCA Consulting Group, Inc. FIN O-1OI6. 87/12/10 TIKTINSKYD 
NRC • No Dolallod Affi.'iatlon Given. 2pp. 43954:067-43954.131 


-8801070404 "Exam ol Use Of Conliuum A Discontinuum Numoftcal Modats (or Ther- 
momechanical Ar'iaiysis ol Qasall," final rept. 

BOARD, M. BRADY.B.H ITASCA Consulting Group. Inc. FIN D-1016 87/12/31 NRC- 
No Dotaled Affiliation G-von. 64pp. 43054:068 43954:131, 


8801110162 Monthly progress repi for Juno 1907 under Contracl NRC-02-85 008 re 
Nevada test sile.SWiP site A Palo Duro Basin 

WILLIAMS, R.E. Wi'llams A Associates FiN D-1020. NnC-O2-05-0OB 67/07/07 
POHLE.J. NRC • No Detailed Affil'ailon Given. 9pp. 43977:062.43977;070. 


8801110102 Summary of efforts under FIN A-4165 for 071130-1204 
rULLE^G.H. Fu'lor, Q.H, FIN A-4165. 07/12/03. CHANG.K.C. NRC • No Detalod A1- 
(ilieiion Given. Ip. 43977;O7I-43077;O72. 


6601110197 Progress rapt lor oral aves on 871130-1209 
STEPHENS, K.W. Stephens A Associaies. FIN A-4t66. 87/12/09. CHAN0,K.C NRC • 
No OolB.led Afli;iail0h QNen. I2pp. 43977.073-43977:085. 

0801110219 Lists data required to conduct Task 2 (Communication i26l, inclui'na pM- 
togrephs of coro oblalned from J Friemol, doscriptions of coro A name ol loggno 
company iliet conducted geophysical logging. 

WINTER, G.V. Wll'iama A Associates. FIN O-1020. NRC 02-8S'008. 87/08/30 
POHLE,J. NRC • No Ooioilsd AfMlation Qlvon. 3pp. 43977.024-43677-026 


8801260841 Forwards conceptual hydrogeologlc modol delinitlon using expert eya tor 
consIderolion.NRC should Invesilgale uso of expert ays In delining conceptual hvdio- 
geologic modois. 

WINTER.Q.V. Wllliama A Aseoclatos. FIN D'1020. 163. 87/01/07. FOIILEJ NRC • 
NoOotaJed Arill'alion Qlvon. 6pp. 44173:207-44173:211. 


8801290101 "Technical Assistance In Hydrogeology • Prolecl Q • Analysis," monilily 
progress rept for Doc 1 987. 

LOQSDON.M.J. Nuclear Waste Consultanis. Ino. FIN D-1021 238 86/01/16 
POHLE.J. Ollice of Nucloar Maiorial Saloly A SafoguardS.Oireclor. I7pp, 44176, 232- 


XPORTLIC EXPORT AND IMPORT LICENSES 

6601040126 Requests rovalidatlon ol Portsmouth Marine Terminal lo Savannah River 
Plant proved spent reaclor fuel route through 061231 Roquealed route unchanged 
Irom l0O7.M8tl license amend classification end. 

MANQUSI.J. Tfansnuclear, Inc. 26083. 87/12/03. HlLLMAN.C. QHlco ot Nuclear Ms- 
lerial Safety A Saleguarda.Dirodor. 3pp. 43805:129.43695:131. 

6601040292 Roquosta rovalidatlon of Newport Nows.VA to Savannah River Piani ap- 
provod sponi reaclor fuel route through 861231. Requested routo not changed from 
1987. Mall license amond classification end 

MANQUSI.J. Transnudear, Inc. 28802. 87/12/03. HlLLMAN.C. Otdea ol Nuclear Me- 
ledal Saloty A Saleguards.Oireclor. 3pp. 43895:308-43895:310. 

8601070509 License for Mitsui A Co to export 451 g U.contalning 135.9 g U-235,t» 
jyan. 

PETERSON, MR. Asslslanl Director for International Security. 87/12/28. 2pp. 
43045:286-43945:288. 

6801140232 Inquires about status of application for export License XSNM-1900.amond- 
od on 670606.License should be Issued by 680115 lo meet reserved periods ol Ume 
for sl^menls A to provide NRC required advance notice 

MANQUS1,J. Transnudear, Inc. 88/01/07. WHIGHT.B. NRC - No Oeialled Affiliation 
Given. 2pp. 44033:1 10-44033:1 1 1. 

6601140267 Application for license lo export 50 zirconium alloy lubes lo Japan for test- 
ing pulses. 

HUDEC.W.S. Woslinghouse Electric Corp. WSH-012-08. 80/01/12 lp. 44031:208- 
44031:208. 

8801140279 Forwards application for license lo export natural A enriched U02 as 
gowder lo Japan lor use in Reload Batch 0. Tokyo Elecirio Power Co.Fukoshima l.Unit 

FLOWERS, F.D. General Electric Co. 08/01/08. WRlQHT.B.L. NRC - No Oelai'ed Af- 
filiation Given Ip. 44032:260-44032-281. 

-8801140291 Appl.'caUon for license lo export 1,075 kg U-235,contalnlnu 36,122 kg U.lo 
Japan. 

FLOWERS.F.D. General Electric Co. FOF:00-O2. 08/01/08. Ip. 44032:281-44032-261. 
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IMt1(0269 Llcor.se for ISOTEC.Inc lo oxpoii 50 kg doulorlum oxido & 1&Q kg doulort- 
yt to Denmark. Finland, Ffonco.Wosi Qurmany, Italy. 

j4^-iNe:net1afMi9, Spain, Sweden, SwllToilond & United Kingdom. 

F?T£RSON.MR Assistant Oifocior lor Intornailonal Socudty. 08/01/18 Ip 
IJOOSOOI-'l <1033.001. 

MOI 1*0897 Applicaticn for license to export 10.000 kg dopielod U,moiol sol'd shield 

xtea -nhites tg UK. , 

fC<lARrY,K.P. Noclear Metals, Inc 08/01/08. ip. 4'iO32:35O-1'lO3a:30O. 

-uail40307 Forwards app! cation for o*porl license. 

FOQARTYK P Nuclear Metals, Inc. 88/01/06 WRIGHT, 0.L. NflC • No Dola loU Alfiii- 
atonOiver ip. 44032:360 44032 360. 


-6801100926 in'orms lhai I cense lo export 60 Zirconium el'oy tubes to Japan Issued to 
Weslinghojso w/o normal 16-day waiting ponod.per 6801 12 app'Icalfan Proposed li- 
cense moota roquiremeris o1 Aloir-c Energy Act. 

PETERSON.M R. Assistant Director for htornational Security. 68/01/13. Assistant Di- 
rector for Inlomalionol Security. Ip. 44088:857-44066;267. 

6601100232 Forwards QE 87l2t I request (or amend to export License XSNU-0463 Re- 

J uost should bo censidered In coniuncHon w/ request forwarded on 671 102. 
EIERSON.MR. Assistant Director (or Intetnaiional Security. 80/01/13. ROO-SEYJ 
Enetgy. OopL ot. tp. '14066-.lT0 4A055-.no. 

6801190236 Forwards oppicai'on to renew I'cense (o export rnatl to West Germany. 
GONDUaANr,0 M. 0abcock & Wilcox Co. 0,we O7-O25. B7/H/16. NRC • No Detailed 
AHi -atlon Oven tp. 4A065.173-44055;1 78 


6601140310 Forwards applcabon for amend to export license for low enricMod U (or 
use ir EUFIATOM.Llr ol assutenca loqultudW/o oi^tl 

PTTERSON.M.R. Assistant Director for International Socuniy. 86/01/11. ncX3NEY,J. 
Energy, Oopl. of. ip. 44031:150-44031:156. 


6601140422 Exoculh/e Branch position re Isotec, Inc, appUcallon to export SO kg doutoii- 
cm cxlcte & too kg douloiium gas lo Donmork, Finland. Foaoral nopubi'c ol 
G«many,Frd.-ce.llaly. Japan, Noihorlancls.Spam, Sweden & Swlaorland 
SFRAirc.RO.R J- Swo, Dept ol, Bureau ol Oceans & Inti. Environ. S Scionlil'c Al- 
lans M/Ot/M- Intornationol Programs ip 44031:100-44031:106. 


-6601180238 ^plicat.on to rone# I cense lo export mall lo West Qorrrany. 
BONDUttANT,B.M Babcock 6 Wilcox Co- XR-tte. OT/tt/ta 2po 44055174- 
44055-178. 

-8901190248 License (or 06W lo export l.sted Harris to West Germany 
SHEA.J.R. Oltice ol Sniornol-onal Piowama, O^ec/.oi IPie 870A131. 77/00/28. Odd 
44065:176-44066:178. i ; r/U 

8801180312 App’caren lo amend licenso lo expert 27,067 kg U-235 conta'ned In 
783,001 Kg li 10 West Germany. 

PETERSON, MR. Advanced Nuc'oaf Fuels Corp. (Icrmctly Exxon Nucloar Co. irc.l. 
07/12/26. 2pp. 44054:001-44054.002. 


I64114C357 Fc.'words.lor Irensntlssion to Otc of FR for Ming & publlcoHon.Fn notice ol 
apt^cation (o' licenses lo export nuclear lecil lies or mails. 

PtTERSON.M.n, Assisleni Ulroclor lor Iniernol'onal Security. 08/01/11. MEYER, D. 
RUeii PfK^'QS Qranch. tp 44031:100 44031:200. 


6601180354 Forwards 660100 app'^cailon lor export imcnso lor low enriched U lor use 
in FuVushIma ) In Japan.Ur ol assurance requlted W/o end. 

PETEnSON.M.R. Assistant D-rocior for Inioinationar Socutpty. 88/01/13. ROONEY, J. 
Eno/gy. Oopl. ol. Ip 44055.160 44066:160. 


>4601 140360 Nol-'co ol applicat'on lor licenses lo export nucloar lacilitlos or mads. 
PETERSONM-R- Asslslani Oi/oclot lor intornailonal Socutlly. 50/01/11. 2pp. 
44031:169-44031:200. 


66CS150323 Forwards Transnuctoar.lnc 850107 Hr re application lor export License 
XSNM-tGOO lor export ol HEU lo Canada End should bo considorod rw/NRC 
611^0020010 & 57001 1 lira lo Oopl of Siaio. 

PETEfi^NMn. Assistant O'roclor lor International Socurlly. flO/01/13. 
THOftHeCE. Stale, Oopl. ol, Odmau ol Oceana & loti. EnvUon. & SclonlH'o AHatra, 
Ip. 44349.034 44048 066 


6641190192 Ucenso (or Wesl>nghouse lo exporl 60 Zirconium alloy tubes to Japon (or 

Kl^io^M^n.^Anislanl Dirocior for Intornational Socurlly. WSH-0 12*00- 60/01/13. 
tp. 4 4 360 2S9 44066:267. 


8601219110 Requosls curroni.opprovod route plans from easi coast ports cl 
Ponsmoiilh.VA,Wi'minclon,NC & Gardon City.GA. 

RAVENSenOFT.N. Ediow iniorrayo-ial Co 20002. 67/12/00. HILLMAN, C Olflce ol 
Nucloar Malarial Safely & SaleguardS.DItoctor. 3pp. 44002:096-44092.100. 

6801214287 nosponds to 871208 requosl lor approval ot rcjlo (or transport o( aperrt 
(uel.RojIo from Garden Cn.QA to ArKon. SC troora requirements ol l6CFR73.37 & 
Qccoplable through Doe 1066. 

MACbONALD.C.E. Trarjsporlation Branch. 66/01/20. RAVENSCfiO.'^T.N, Ediow imoi- 
national Co. 7pp. 44<l9?:163-44002;l69. 

8801220001 ExocuHvo Branch pcsHidi ft] Milsub.'shI Inti Corp apprsalon to export 
68.040 kgolnaurai U in (oim ol UF6 lo Jepan.Lieonso should be uaniad 
STRATFORD, R J. Sl6io, Depl. ot. Bureau cl Oceans & inti Environ & Soenii'ic Af- 
lolra. 08/01/14. SHEAjn. NRC - No OelaiM A'riliauon CIvan 3pp. <44101:001* 
44101:003 
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8607160020* 

60-320 

P 

ANOREWS.n.K. 

8801130176 

40 8904 


AYALA.C. 

8712308082 

60-498 

s 

8601190129 

60-220 

F 

ANDREWS.fl.L. 

8801040563 

50-285 

P 

AYALA.C. 

8712300088 

60-498 

s 

6601200352* 

60-446 

A 

ANDREW S.R.L 

8601050072 

50-28$ 

F 

AYALAC. 

6712300095 

50-406 

s 

8601040611 

PROJ 


ANOREWS.R L 

8601050164 

50-285 

S 

AYALA.C. 

8712300099 

60-498 

s 

6801130367 

60-274 

P 

ANDREWS, RL. 

8601060162 

60-285 

S 

AYALA.C. 

8712310031 

60-498 

S 

8801130379 

50-106 

P 

ANDREWS.R.L 

6801070424 

50285 

s 

AYALA.C. 

8601120232* 

80-498 

s 

6601160131 

60-e 

P 

ANDREWS.R.L. 

8601120276 

59-285 

f 

AYALA.C. 

6801120368 

80-498 

s 

8601260017 

60-6 

W 

ANOREWS.RL 

8601100112 

50-26$ 

R 

AYALA.C. 

8801120370 

SO-408 

S 

8601260134 

60-182 

P 

ANDREWS.R.L. 

6601210129 

60-265 

F 

AYALA.C. 

8801130053 

60-498 

s 

6801270260 

60-206 

J 

ANDREWS.R.L. 

6801220486 

60-285 

0 

AYALA.C. 

8801140082 

60-498 

s 

880107Q431 

27-46 


ANDREWS.RL 

6601260416 

60-285 

0 

AYALA.C. 

8801160249 

60-498 

s 

8801070465 

PR 


ANDREWS, n.R. 

6601200345 

TCM^EP 


AYALA.C. 

86012S0279 

60 498 

s 

8801080064 

27-48 


ANO.W.P. 

8712310209* 

60-344 

0 

AYALAX. 

8801270464* 

60-498 

8 

8601260143 

ORQ 


ANQ.W.P. 

8712310214* 

60-312 

0 

AZAB.B.A. 

6801260186* 

50-315 

Q 

6801070210* 

60-416 

P 

ANQ.W.P. 

8801260276* 

60-312 

0 

BACHMANN.R.O. 

8801160096 

60-322 

Q 

8801070277 

60-416 

0 

ANTHONY.P. 

e7l229<l124 

60-341 

S 

SACHMANN.fl.Q. 

8801260366’ 

60-322 

0 

6801140162* 

60-416 

p 

ANTHONY, P. 

8801^0123 

60-341 

S 

BACKES.P. 

8801040042* 

60-382 

p 

8801280664* 

60-324 

p 

ANTHONY.P. 

8801140081 

60-341 

S 

BACKUS, R A. 

8801060061 

50443 

0 

8801270310* 

60-443 

T 

ANTHONY.P. 

8801200206 

60-341 

S 

BACKUS, R A. 

8801060081 

50-443 

Q 

6801060049 

PROJ 


ANTHONY.P.M. 

8301200348 

60-341 

n 

BACKUS, R.A. 

8801060073* 

50443 

0 

6601210002 

PROJ 


ANTHONY.R.L. 

8801040129 

60-362 

0 

BACKUS,n.A. 

8801080073’ 

60-443 

G 

8801130221 

60-454 

P 

ANTrON6N.J.H. 

8801070466 

WASTE MOT 

eACKUS.R.A. 

8801130062 

50-443 

Q 

0801130372 

60-454 

P 

ANHONEN.JH. 

8601110013 

WASTE MOT 

BACKUS, R A. 

8801130082 

50-443 

Q 

8801070160 

NUREQ 


ANTTONEN.J.H. 

8801110066 

WASTE MOT 

DACKUS.R A. 

8801130082 

50-443 

Q 

8801110206 

NUREQ 


AflCHIT2EL.fi.e. 

6601110230* 

60 302 

Q 

BACKUS.R.A. 

8801200234 

60-443 

G 

8601120066 

60-278 

S 

Anoo.flS 

8801070355 

WASTE MOT 

BACKUS, fl .A. 

8001200234 

SO-443 

0 

8801140006 

60-352 

R 

ARMONTROUr.C.A. 

6801160097 

TOPREP 


BACKUS.WK. 

8801060249 

50-244 

s 

8801220218 

60-352 

R 

ARRIETAL 

6801070031 

NUREQ 


BACKUS, W.H. 

8601200254 

60-244 

s 

8801260122 

50.277 

Q 

ARflO3.0,K. 

8601210166* 

60-446 

0 

SAER.J.W. 

6801130010 

50-443 

T 

8601250232 

60-277 

R 

ARROW. A 

8891060068 

60-320 

Q 

6AER.RE. 

8601070077* 

60-315 

Q 

8712310055 

60-277 

S 

ARTHUR, W.J. 

8601070369 

WASTE MOT 

BAER.H E. 

880I1ID047* 

80 482 

0 

0801130230 

60-316 

P 

ARTHUR, W.J. 

8801070399 

WASTE MGT 

BAER, PE. 

8801130020* 

60-298 

0 

8801160246 

60-316 

P 

ARTHUR,W.J. 

6801000060 

WASTE MOT 

BAEB.HE. 

8601130161* 

60-298 

Q 

6801190036 

50-316 

Q 

AflTHUR.W.J. 

6801120430 

WASTE MOT 

BAILEYUA. 

6712310216 

60-482 

S 

6601260069 

60-316 

P 

ARTHUR.W.J. 

8601290210 

WASTE MOT 

BAILEY.JA. 

8801050302 

60-482 

P 

8801260665 

60-316 

P 

ARTHUR, W.J. 

6601290330 

WASTE MOT 

BAILEY.J.A. 

8801120245 

50-482 

P 

6801270534 

60-316 

H 

ASHBURN.D.J. 

6601270133 

60-397 

J 

BAILEY.J.A. 

8801190322 

60-482 

o 

6601070213 

50-483 

P 

ASSELSTINE.J.K. 

6601120171* 

FCMA 


BAILEY.J.A. 

8601270006 

60-482 

F 

8801260377 

60-463 

P 

ASSELSTINE.J K 

6801260440* 

60-206 

H 

BAILEY.J.A. 

6601270072 

60-425 

A 

6801130334 

60-373 

P 

ASSELSTINE.J.K. 

8801260461* 

50-2M 

H 

BAILEY.JA. 

6601270072 

60-425 

A 

6801060132 

60-249 

S 

ASSELSTINE,J.K. 

6801260471* 

60-209 

H 

BAILEYJ.R. 

8801040091 

50-445 

Q 

8801060138 

50-249 

S 

ASSELSTINE.J.K. 

8801260147* 

60462 

P 

BAIRD.J.B. 

8801270145 

l&E 


8712290346* 

60-244 

Q 

ASSELSTINE.J.K. 

6801290144* 

FOIA 


BAKER.D.E. 

6601040052 

60-382 

8 

8801050416* 

60-277 

Q 

ASSELSTINE,J.K. 

8801290166* 

FOIA 


BAKER, E.T. 

8801280346* 

QA999 


8601050500* 

50-412 

Q 

AULTJ.O. 

8801070537* 

WASTE MOT 

BAKER.J.W. 

8801060215 

60-397 

F 

8801120299* 

60-286 

Q 

AULUCK.fl. 

6801269133 

60-269 

P 

BAKER, LJ. 

8801140290* 

CONTRACT 


8801110292 

60-286 

S 

AULUCK.R. 

6601200032 

60-436 

A 

BAKER ,R. 

8801200290 

50-333 

s 

8801060398 

60-456 

S 

AULUCK.R. 

6801200328 

60-327 

P 

BAKER.R.D. 

8801210065 

60-321 

8 

8712290128 

60-312 

s 

AUSTIN.Q. 

8801169306 

60-296 

n 

BAKER.R.O. 

8801260285 

60-386 

8 

8601070201 

60-312 

Q 

AJSTIN.Q. 

8801250659* 

60-206 

R 

BAKER.R.D. 

8801250292 

60-388 

S 

8801110474 

50-312 

P 

AUSTIN.J. 

8801200119* 

FOIA 


8AKER.S.J. 

8801070094 

40-1182 


8801120197 

60-312 

0 

AUSTIN.J.H. 

6801070499 

60-277 

P 

BAKER.S.J. 

6801210363 

40-1182 


8801120213 

60-312 

p 

AXELRAO,J.A. 

8801140116* 

60-320 

P 

BAKER.T.P. 

6801200366 

71-647 


8001130106 

60-312 

Q 

AXeLSON.W.L. 

8801070223* 

FOIA 


BALL.J. 

8601110387* 

50-528 

0 

6801130278 

50-312 

P 

AXELSONpW.L 

8801070242* 

FOIA 


BALLJ.R. 

8712310209* 

60 344 

Q 

8801200138 

60-312 

F 

AXELSON.W.L 

6801070267* 

F<»A 


eALLARO,R.L 

S80I1I0161 

WASTE MOT 

8801200407 

71-409 


AXELSON.W.L 

6001070261* 

F<MA 


BALLENOER.V.W. 

8601060207 

PR 


8801220496 

60-312 

0 

AXELSON.W.L. 

8801260634* 

FOIA 


BANQAnT,R.l 

8801130293 

40-8027 


8801250206 

60-312 

P 

AXELSON.W.L 

8801260654* 

FOIA 


BANNEP.C.W. 

8801270016 

50-272 

F 

8801260458 

60-312 

P 

AXELSON.W.L 

8801260678* 

F<M 


baran.R- 

8801040493 

60-219 

n 

6601270006* 

60-482 

F 

AXUNEJ.S. 

8712310049 

60-331 

S 

eARAN,R. 

8801260106 

60-219 

R 

8601070525 

40-6004 


AYALA, C. 

6712290131 

60-498 

8 

0ARKHORST.fl.P. 

8801260486 

60-382 

p 
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BARNARO.E. 

8801270110 

ACRS 


BEflAHAJP, 

BARNES.I. 

8601200077* 

50-313 

0 

BERCEUE. 

BARNEH.J E. 

8601130242 

70-1621 


6ERCEUE. 

BARNETT, J E. 

8801190006 

50-334 

J 

BERCEUE, 

BARR,K-P- 

6801040130 

50259 

V 

BERGMANN.J.W. 

0ARR.K,P. 

8801040136 

50-259 

V 

BEROSTROM,P.D. 

6ARRK.P. 

6801040)63 

50-259 

V 

BERKOWKN 

BARR.K.P- 

6601110297 

50-259 

Q 

BERKOW.H,N, 

BARR.KP. 

8801120026 

50-259 

0 

BEflKOW.H,N. 

BARR.K.P. 

8801150101 

50-259 

0 

BERRY.G A, 

BARfl.KP- 

8801190262 

50-259 

Q 

BERRY,QA, 

BARfl.K.P. 

8801260496 

60-327 

V 

BERRY,G A, 

BAflR.K P. 

6601260504 

50-259 

0 

BERRY,GA, 

BARROW.J.H. 

6801200465 

50-335 

F 

BERRY,G,A, 

BARTLETT, B.L. 

0712300072' 

50-462 

Q 

B6RRY,QA, 

BARTON,J.J. 

6601060395 

50-219 

F 

BERRY,G.A. 

0ARTON,P.H, 

6601270247 

ACRS 


BERRY,G,A, 

8ASDEKAS.O.L 

6709020420* 

ACRS 


BeRRy,G A 

aASKIN,K.P. 

6601050533 

50-206 

F 

BERflY,GA. 

BASSIN.N. 

6801260625* 

FOIA 


BeflflY,GA, 

BATES.R W. 

8801200315 

50-336 

S 

BERRY.G A. 

6AUMAN,L 

6801120291 

FOIA 


BERRY.KW. 

6AUMAN.L 

6601140074 

FOIA 


BEflRY.KW. 

6AUMAN,L 

8601140159 

50-445 

0 

B6flflY.K,W. 

BAUMAN,L 

6601140161 

50-445 

0 

BERflY.K.W. 

BAUMAN,L 

6601150047 

50-445 

0 

BEflRY,K.W- 

BAUMAN,L. 

6801150094 

50-445 

Q 

8EflRY,K.W. 

BAUMAN,L 

6601260165 

FOIA 


BERRY,K.W. 

BAUMAN,L 

8801260452 

50-341 

P 

BERRY,K,W. 

6AX,RL 

8601050415 

50-254 

s 

BERRY,K.W. 

0AX,R.L 

6801050419 

50-254 

s 

BERflY.K.W, 

BAX.R.L 

8601050424 

50-254 

s 

BEflRY.KW 

BAX,RL 

8601270541 

50-254 

s 

BERRY.KW. 

BAX,RL 

8801270544 

50-254 

s 

8ERHY.K.W. 

BAX.R,L 

8801280098 

50-254 

s 

8ERflY.K.W. 

0AXTER.T A. 

8601200236 

50-320 

G 

BESSPIATA,J.J. 

BAXTERJA. 

6601200236 

50-320 

Q 

BETHKE.Q.W, 

8AXTER.T.A, 

6801250396 

50-320 

0 

BEnENHAUSEN.L 

BAXTERJA 

6601250396 

50-320 

G 

BETTENHAUSEN.L 

BAJUNJ. 

6801070443 

CONTRACT 


BETTENHAUSEN.L. 

BA2IN.J. 

8601070490 

CONTRACT 


BETTENHAUSEN.L, 

BAZIN.J. 

88011S0021 

CONTRACT 


BETTENHAUSEN.L. 

BAZIN,J. 

8601200379 

CONTRACT 


BEHENHAUSEN.L 

eAZIN,J. 

6901260243 

CONTRACT 


BETTENHAUSEN.L 

6AZIN,J, 

9601260555 

CONTRACT 


BBniNOER,R.V. 

BAZIN, J,P. 

6601130435 

CONTRACT 


BICEHOUSE.H. 

eEAN,O.L 

6601070160 

NUREQ 


BIDDLECOME.LB. 

6EARO,R,M, 

6801210026 

50-321 

R 

BIOINQER.Q.H. 

8EAnO,TN. 

6601060063 

60-443 

Q 

BIOINQER.Q.H. 

8eAVER,J,R, 

6801260465 

60-269 

F 

BIRO.P.E. 

BECK,JW. 

6801070429' 

60-446 

A 

BIRO.R.Q. 

BECKJ,W. 

6801070442* 

60-445 

A 

BIRO.R.Q. 

BECK,J.W. 

6801 120216 

60-445 

8 

BIRD.R.G. 

BECK,J,W. 

6801120324 

60-445 

9 

sino.R.G. 

6ECK,J,W. 

6801120351 

50-445 

Q 

BIRD.R.G. 

BECK,J,W. 

6801120361 

50-445 

s 

BIRO.R.Q. 

BECK.JW. 

6801120429 

50-445 

S 

BIRD,R.G. 

BECK,J,W. 

6801130166 

50-445 

S 

BIRD.R.G. 

BECKJ-W. 

6801130196 

50-445 

S 

BIRD.R.G. 

BECKJ.W. 

6801140049 

50-445 

A 

BIRD,RG 

BECK,J.W. 

6601260554* 

50-446 

A 

BIRO.R.G. 

BECK.J.W. 

6601260557* 

60-445 

A 

BIRD.R.G. 

BEOESEM.P. 

8801270131 

50-275 

R 

6IR0.R.Q. 

BEHNKE.a 

8601250267 

60-317 

R 

eiR0.R.G 

BEILMAN,T.P, 

6801070260 

50-315 

S 

BIRO.RG 

BEILMANXP. 

8801210061 

50-316 

s 

BIRORQ 

BEJLMAN.T,P. 

8601270277 

50-315 

s 

BIRELY.W.C. 

BEUIR.R.R. 

8601110528 

FOIA 


BIRELY.W.C. 

Be(.L.D.W. 

8601130010 

50-443 

T 

BIRELY.W.C. 

BEIUS. 

8601220028 

CONTRACT 


BIRELY.W.C. 

BELLS. 

6801220042 

CONTRACT 


BIRELY.W.C. 

BELLMAN,H. 

6712160352 

ADVCM 


BIRELY.W.C. 

BENOER.L 

6402260130* 

60-327 

P 

8!SHOP,M.O. 

BENDER,L 

6801200269’ 

FOIA 


8ISHOP.T.W. 

BENOER,LS. 

6311140069* 

60-327 

P 

BISHOP, T.W. 

BENEOlCT,R,A 

6601140135 

60-220 

P 

0ISHOP.T.W. 

BENNETT,G.L 

8601070360* 

WASTE MGT 

BIXSY.W W. 

BENNETT.Q.L 

8601070364* 

WASTE MGT 

BJORA0STAD6 N 

BENNEn.R.O, 

8601070150 

NUREG 


BLAKB,JJ. 

BENNETT.W.R, 

6601130448* 

50-296 

Q 

BLAKE,J.J. 

BEN'NEH.W.R 

6801140020* 

60-268 

0 

BLAKE, JJ 

8ENSON,O.L 

6712290119 

50-280 

S 

8LAKE.JJ 

BENSON,O.L 

6712310213 

50-260 

s 

BLAKE J J 

BENSON,O.L 

6712310232 

50-280 

s 

BLASS'j. 

BENSON.O.L, 

6601120190 

50-280 

s 

blaylock,j. 

BENSON, 0,L 

6601120257 

50-280 

s 

BLESSIE,WJ 

0ENSON.D.L 

6601120430 

50-260 

s 

BLOSSER J D 

aeNSON,o,L 

6801190092 

50-280 

s 

BLOSSER,J.D. 
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6601280012 

50-220 

F 

BLOSSER, J.D. 

6601100076 

50 463 

0801070072* 

50-312 

8 

BLOUQH.A.R. 

6801120137 

50 293 

6601070109* 

60-312 

S 

BLOUGH.A.R. 

6601270063* 

50-322 

6601070121* 

60-312 

s 

BLOUQH.R. 

0712310021 

50-387 

6801260147 

50-305 

S 

BLOUQH.R. 

0001110323* 

50-293 

6601070229 

40-6902 


BLOUQH.R. 

6601200019 

50-387 

6601140123 

60-260 

H 

BLUBAUGH.R.E. 

0001070316 

40-3453 

6601140126 

60-260 

P 

BLUMBERQ.N. 

0712290350* 

60-333 

6801260103* 

50-280 

P 

□LUMBERO.N. 

8601120301* 

50-423 

6601040203 

60-443 

Q 

BLUMBERQ.N. 

6001130276* 

60-289 

6801190016 

60-443 

G 

BLUMBERQ.N. 

6801130277* 

50-272 

6801190019 

40-3453 


BLUMBERQ.N. 

6601200362’ 

50-244 

6801190034* 

40-3463 


BLUMBERQ.N.J. 

8712300045* 

50277 

6801250303 

50-443 

G 

BLUMER.A. 

8601020495* 

FOIA 

6801250305 

50-443 

Q 

BLUMER.A.M. 

0404170634* 

50-369 

8801250307 

60-443 

Q 

GLUMER.A.M. 

6001210040* 

60-416 

8801260313 

60-443 

Q 

GOARD.M 

6801070404* 

WASTE RES 

8801260320 

40-3463 


ooaroMan.j.r. 

6601060034* 

50-313 

8801260321 

50-443 

Q 

OOOER.B.A. 

6602030451* 

50-206 

8801260333 

40-3453 


GOOER.B.A. 

6607090559* 

50-250 

8801250400 

60-443 

Q 

BOQER.B.A. 

6703260578* 

50-244 

8712230045 

60-265 

F 

BOHL.R.J. 

6601070114 

50-26? 

8801060106 

PR 


BOLEY.K. 

0801210174 

FOIA 

6601110266 

60-165 

H 

BOLEY.K. 

6801200271 

FOIA 

8601120212 

60-165 

0 

BONANO.E.J. 

B801070636 

WASTE RES 

6601120346 

50-165 

Q 

BONDS.J.D. 

8601130010 

50-443 

6601150163 

60-165 

Q 

BONDURANT.B.M. 

6601190235 

XPORTLIC 

6601190061 

60-255 

Q 

BONDURANT.B.M. 

6601190236* 

XPORTLIC 

6601200074 

60-165 

P 

80NNEY.R. 

6601270400* 

50-482 

6601210100 

60-155 

P 

BOOHER.H.R. 

0510250509* 

50-254 

6601210206 

60-255 

Q 

BOOMER, H.R. 

8601140591* 

50-272 

6601210207 

50-266 

Q 

BOOHER.H.R. 

8001200426* 

FOIA 

6601250047 

60-265 

P 

BOOHER.H.R. 

6601200456* 

FOIA 

6601260013 

60-265 

Q 

BOOK.H.E. 

0601260542* 

50-275 

6801270574 

60-265 

P 

OOOK.H.E. 

8601260540’ 

60-275 

6601060275* 

TOPREP 


800KER,J.E. 

8601040590 

50-456 

6801200440* 

CONTRACT 

BOOKER,J.E, 

8601050164 

60-456 

6601120265 

50-260 

Q 

eOOKER.J.E. 

6601100101 

50-466 

6601120272 

60-210 

Q 

800KEn,J.E. 

6801260506 

50-456 

6601120260 

60-213 

Q 

80OKER,J.E. 

8801260142 

50-456 

6601120316 

60-244 

Q 

BOOKER,J.E. 

6801260473 

60-466 

8601130067 

60*2I0 

Q 

BOOKERJ.E. 

0601270071 

60-46B 

8601130092 

60-<l23 

0 

BOROINE.T.C. 

6801280568 

50-255 

8801210166 

60-246 

0 

B0RES.6. 

6801140108' 

FOIA 

8801130191* 

60-276 

P 

BORST.Q.T. 

8801200396 

70 1308 

6801130091' 

60-317 

0 

BOSAKOWSKI.P. 

0801040519 

50-312 

6601110384' 

60-440 

P 

BOSAKOWSKI.P. 

8801110216 

60-312 

6801140329' 

70-1100 


BOSAKOWSKI.P. 

8801270031 

50-312 

8601160090' 

70* 1267 


BOUCHER.P.E. 

0801210057' 

FOIA 

8801200353 

NUREQ 


BOULAY.R.J. 

8801260269' 

60-293 

6712290071 

60-293 

8 

BOYCE.T. 

8801140073 

60-26$ 

8712290074 

60-293 

S 

BOYO.C.C. 

8801040373 

70-27 

8801050338 

60-293 

P 

BOYD.C.C. 

8801210146 

70'27 

8801070330 

80-293 

Q 

BOYO.R.S. 

88OI1I017O* 

50 459 

8601070463 

60-203 

Q 

BRADBURNE.J. 

8801120210’ 

FOIA 

8801110496 

60-203 

S 

BRA08URNE,J. 

6601130066’ 

FOIA 

8601120294 

60-203 

H 

BRADBURNE.J. 

8801200161* 

FOIA 

8801190338 

50-203 

0 

BRAOBURNE.J. 

0601200171* 

FOIA 

6601200310 

60-203 

S 

BRAOBURNE.J. 

6601200207’ 

FOIA 

8601200367 

60-203 

R 

BRAOBURNE.J. 

00O121O3O7' 

FOIA 

6601210119 

60-203 

P 

BRAOBURNE.J.C. 

8801140241 

60-327 

6601210136 

50-203 

P 

BRAOBURNE.J.C. 

8601200166* 

FOIA 

6601220101 

60-293 

S 

BRAOBURNE.J.C. 

8601200163* 

60-32? 

8601260268 

60-203 

S 

BRAOBURNE,J.C. 

8601210204* 

FOIA 

6601260393 

50-203 

F 

BRADBUflNE,J.C. 

8601200072* 

FOIA 

6601270139 

50-293 

F 

BRAOBURNE.J.C. 

6601290203* 

FOIA 

8601050570 

60-276 

S 

BRADFORD^.H, 

6601 1 10349’ 

60-348 

6601060012 

50-277 

S 

BRAOHAM.O.S. 

8601100276' 

50-395 

6601120033 

60-277 

S 

BRADHAM^I.S. 

6601190280’ 

50-395 

6601120053 

50-277 

8 

BRADLEY.E.J. 

6801270086 

60-352 

6601120065 

60-278 

S 

BRADLEY, E.J. 

6001270214 

60-171 

6601190234 

60-277 

S 

BRADY.B.k 

6001070404* 

WASTE RES 

6001140077* 

60-461 

V 

8RAM,8. 

8712290021 

50-247 

6601270422* 

60-275 

P 

BRAM,S. 

871231O(M0 

50-247 

8801270422' 

60-323 

P 

BRAM.S. 

8601040126 

50-247 

8801270436* 

60-276 

P 

BRAM,S. 

6601070235 

60-247 

8601200464 

PROJ 


BRAM.S. 

6601120251 

60-247 

8801110044* 

WASTE MOT 

BRAM,8. 

8801130062 

60-247 

8801040119* 

60-424 

0 

BRAM.S. 

8801140070 

60-247 

8801110345* 

60-260 

Q 

BRAM.S. 

8801260516 

60-247 

8001110367* 

60-335 

0 

BRAM.S. 

8601270215 

60-247 

6801110364* 

60-261 

0 

BRAM.S.B. 

8601150252 

60-247 

8601200304* 

50-336 

0 

BRAM.S.B. 

6601260467 

60-247 

6601250351* 

50-322 

Q 

BREAUX.J. 

8001210270* 

FOIA 

6601070460 

WASTE MGT 

BREY.H.L 

6M 1270080 

50-267 

8801190112 

60-265 

R 

BRIENT.J.R. 

6001040082 

60-253 

6712290014 

60-463 

8 

BRIGHT, G.O. 

6801130187 

50320 

8712310034 

50-483 

S 

BRINDLE.D. 

8801000324 

60-455 
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9RIMDLE.O. 

6601280576 

60-454 

S 

OYRD.n.W. 

6601160216 

50-410 

S 

CHAMOERUIN.O. 

6601290031* 

50.458 

0 

QR0CK.B.L 

6601 110290* 

70-754 


CALDWELL, J.L. 

0601120172’ 

60-335 

0 

CHAN.T.L. 

0001040048 

59-344 

p 

BaOCKMAN.K.G. 

6601040145* 

50-259 

V 

CALDWELL,n A. 

0712310161’ 

60-495 

0 

CHAN.T L 

0801 190308 

59-344 

p 

BF)C>NSJ.C 

6712300113 

50-286 

P 

CALOW£LL,RA. 

0801070106* 

60-290 

0 

CHANEY.H 0 

0801060094* 

59-313 

0 

GROt^Sj.C 

8712300117* 

50-286 

P 

CALUAN.LJ. 

0712230266 

50-490 

Q 

CHANO,E. 

8801070246* 

49-2250 


fiROHS.JC 

0601050491 

50-333 

P 

CALLAN,L.J. 

0712300065 

50-402 

Q 

CHANG, E. 

3801110014* 

40-6622 


BHOHS.JC 

8801130127 

50-286 

P 

CALLAN,l.J. 

0712310068 

50-490 

0 

CHAUBARDMA. 

8091050024 

50-266 

F 

6R0NSJ.C 

6601150242 

50-286 

H 

CALLAN,L J. 

07123100C2 

50-490 

Q 

CHAUDHARV.SK. 

3712200359' 

60-271 

0 

BROOKS.Cn. 

6601160106* 

50-269 

Q 

CALLAN,L J. 

0712310174 

50-498 

Q 

CHAUOHARV.SK. 

8801130182* 

69-219 

0 

BROOKS.RH. 

8712310020 

50-260 

R 

CALUAN.LJ. 

0712310179 

60-490 

Q 

CHEA.K. 

8801210093* 

60-269 

P 

eROOKS.R H. 

6001130200 

50327 

R 

CALLAN.L J. 

0601060055 

50-313 

0 

CHENQ.C.Y. 

8601060316 

69416 

Q 

epcoKs.R Ji 

0801130206* 

50-327 

R 

CALUAN.LJ. 

8001060000 

50-313 

0 

CHESTNUT.P.C. 

0801130123 

40-0904 


ePOOXS.R H. 

8801130300* 

50-327 

R 

CALUAN.LJ. 

0BOIO6OOO7 

50-302 

Q 

CHESTNUT.KC. 

0001130249 

40-6904 


eP.OCKS.R H. 

8801130316* 

50-327 

R 

CALLAN.L J. 

6001060104 

60-456 

V 

CHILDRES.W.H. 

0801290010* 

59-327 

s 

tROCKS.flH. 

8801130327* 

G0327 

n 

CALLAN.L.J. 

8601060194 

60-400 

Q 

CHILDRES.WM. 

8801290010* 

50-327 

s 

8flCUV.N.HH 

6601040080 

60 322 

Q 

CALLAN.L J. 

0001060466 

50-302 

Q 

CHILK,8, 

8801130151 

69-341 

0 

3RC»V.N.H H 

6601040000 

50-322 

G 

CALUAN.LJ. 

6001060500 

50-450 

Q 

CHLK,S J. 

8801040284 

50-443 

G 

BROWN, H H 

0601040080 

50-322 

Q 

CALLAN.L J. 

0001070102 

50-200 

0 

CHIIK,S J. 

8901130120 

FOIA 


eflOWN.J 

6601270290 

60-320 

G 

CALLAN.L J. 

0001070126 

50-402 

Q 

CHILK.SJ. 

8001140095 

19CFR 


apOWN.N- 

8801260037 

60-209 

P 

CALLAN.L.J. 

600100005S 

60-450 

0 

CHILK.SJ. 

0001160001 

60 443 

G 

6=OV(M.N.H 

8001060476 

50-320 

F 

CALLAN.L.J 

0601110034 

50 462 

0 

CltlLK,SJ. 

0001160013 

50 443 

G 

EP.OWN.R.A. 

0601200265 

70-603 


CALUAN.LJ 

0801110299 

50-382 

0 

CHILK,SJ. 

8801150084 

60-271 

G 

9WN.S. 

6601270114 

50-322 

P 

CALUAN.LJ. 

0001130017 

S0-20B 

Q 

CHILK,SJ. 

0801190033 

SO 468 

n 

BWNLEe.V.L. 

6601040161 

50-369 

Q 

CALUAN.LJ. 

0601130110 

50 267 

Q 

CHILK.SJ. 

0801100041 

REVIEW GR P 

B'^CWmEE.V.L. 

6601040101* 

50-369 

0 

CALLAN.L J. 

0B01130126 

50313 

Q 

CHILK.SJ. 

8801190097 

lOCFR 


SflOWULEE.V.L. 

8801150114 

50-269 

a 

CALLAN.L.J. 

0601130146 

60-290 

0 

CHILK.SJ. 

6801260309 

50-440 

G 

5fiOWNL6E,V.L. 

6601150119 

50-269 

Q 

CALLAN.L J. 

Q60113015.5 

50-200 

Q 

CH1LK,SJ. 

6801260195 

FOIA 


sfiOWNLee.v-L. 

6801200031 

60-413 

0 

CALLAN.L J. 

0601130210 

60498 

Q 

CHILK,SJ. 

8801280093 

50-277 

p 

EPOWNLEE.V.L. 

8801200030* 

50-413 

Q 

CALLAN.L.J. 

8601130220 

59-362 

Q 

CHOPRA, 0 K. 

BB011I0207 

NUREQ 


EfiJNEUR. 

8801120277 

50-255 

F 

CALLAN.L.J. 

6601130444 

50206 

0 

CHOU.nC. 

8801110367' 

50-335 

0 

E^YAN.S B. 

8710260400* 

FOIA 


CALLAN.L.J, 

0001140008 

50-207 

Q 

CHOULES.N C. 

6801070077' 

50-315 

0 

BRYANT.A H. 

0801040065 

50-445 

0 

CALUN.L.J. 

0001140009 

69-382 

Q 

CHRIST MAN, J.N. 

6801200223 

50-322 

Q 

6RYAN7.J C. 

6001110415* 

60-260 

0 

CALLAN.LJ. 

6001140010 

59-285 

F 

CHRISIMAMJ.N. 

8801200223 

50-322 

G 

SfiYANlJC. 

8001160120* 

60-269 

Q 

CALUN.LJ. 

6001140017 

69205 

0 

CHf{ISIMAM,J.N. 

8601200226 

50-922 

G 

bim:xles.j.a. 

0001130412 

50-344 

J 

CALLAN.LJ. 

8001160160 

59-362 

P 

CHRISTMAM.J.M. 

8801200226 

59322 

Q 

BUCKIEY.B. 

0801140141 

60-400 

P 

CALLAN.LJ. 

0001160100 

50-285 

0 

CHniSTMANJ.N. 

8801210162 

50-322 

Q 

ei-CKLEY.BC. 

6601200275* 

50-324 

P 

CALLAN.LJ. 

0801150107 

SO-405 

F 

CIIFII8TMANJ.N. 

8801210162 

50-322 

Q 

Gl;CKMAN F.W. 

8001260050* 

50-266 

P 

CALLAN.L J. 

0001190226 

50-460 

0 

CHRISTN0T£.F. 

8601160106* 

60-259 

0 

euCKMAN F.W. 

8801270047 

50-165 

0 

CALLAN.L.J. 

000120C076 

50-313 

0 

CHRlSTOFFb.G 

8801120224' 

60-873 

0 

BL-SCH O.F. 

8001040440 

40-0620 


CALLAN.L.J, 

0001200110 

60460 

Q 

CHRlSrOPMER.n. 

8801200233' 

60-289 

Q 

BUNTINQJ.O. 

8801070520 

WASTE MQT 

CALLAN.L J. 

OOOI2QOI24 

SO-313 

0 

CHUNQ.DH. 

8601061)096 

WASTE RES 

eUR0CK.T. 

0801160162* 

50-340 

V 

CALLAN.L J. 

8001200140 

30-352 

0 

CHUNQ,H.M. 

8601110207 

NUREQ 


BUF.D-CK.T.M. 

0801040075* 

60-237 

Q 

CALUN.LJ, 

0001200163 

SO 490 

Q 

ClCOnE.Q.R, 

8801130924' 

60-344 

0 

agF.D.5K,T.W. 

8801140077* 

60-461 

V 

CALUN.L.J 

0801200442 

80257 

0 

CICOTTE.O.H. 

8801200225' 

60-528 

0 

3UftO!ON,J P. 

07I2310IB7' 

60-276 

0 

CALUN.L J, 

0001250470 

50-255 

0 

CIPRIANW. 

8801200443 

60-346 

R 

e'jnaEss.8.L. 

8801200083* 

60-315 

Q 

CALUN.L.J. 

0601260510 

50458 

0 

CUnK.A.T. 

8801070029 

60-803 

A 

SJRQIN.0 

8801120312 

60-272 

F 

CALUN.LJ. 

0001260110 

60 446 

V 

CURKiC. 

8801120141' 

60-344 

0 

6JRICK.Q.h<. 

8711130370* 

FOIA 


CALUN.LJ. 

0001260126 

60-313 

V 

CURK.Q.R. 

8801260251' 

60-327 

P 

BJRUNaM L 

8601200432 

50-338 

F 

CALUN.LJ, 

0001200135 

60-313 

0 

CURK.P.R, 

8801089015 

60-269 

H 

8UfiNEr/.R.F. 

6801210160* 

FOIA 


CALUN.LJ. 

0001260301 

80-458 

0 

CIEMONS.T.R. 

8801190076 

60-463 

R 

eURN&.SQ 

6601130048 

60-445 

a 

CALUN.LJ. 

6601270174 

50-498 

0 

CLEVEUNO,J.E. 

8601110901 

40-8905 


aURNS.W.E. 

8801120267 

60 424 

s 

CALUN.LJ. 

0801270510 

60-298 

0 

CLIFF.W.C. 

8691290189' 

50-259 

P 

ai;aN$.w.e. 

8801160061 

60-424 

s 

CALUN.LJ. 

0601200025 

50-400 

Q 

CLINS.W.E. 

6691040196 

70-143 


Ei.aNS.W.£. 

8601250350 

60 424 

s 

CALUN.LJ. 

6601200040 

50-290 

0 

CLINE.W.E, 

6691110413 

50-280 

F 

e;,3MS.w.F. 

8601120113 

60-424 

s 

CALLAN,L.J. 

6001290016 

60-430 

Q 

CLINE.W.E. 

6601110401 

60-490 

0 

&jn&Kin.F. 

8601160210 

50-302 

n 

CALLENDRELLO.A. 

6501130010 

60-443 

T 

CLINE.W.E. 

8691110511 

50-280 

0 

6Jfl&W.n F. 

6801160256 

60-302 

F 

CALVO,J.A. 

6501140140* 

60-362 

P 

CUNE.W.E 

6001110523 

50-416 

Q 

eUR&KI.R.F. 

6601190269 

60-302 

r 

CALVO.J.A. 

0001270465 

60-482 

P 

CLINE.W.E. 

8801110530 

60-209 


0URSKI.R.F. 

6601210304 

50-362 

0 

CAMERON.C. 

0001260262’ 

FOIA 


CLINE.W.6. 

8891120169 

60-348 

0 

BURSKI.R.F. 

6601270262 

60-382 

p 

CAMEflON.C. 

0001260260' 

FOIA 


CLINE.W.E. 

8891200103 

60-393 

0 

9L=lSr.R.A. 

6801040042* 

50-302 

p 

CAMILLERI.T.J. 

0712290133 

50-461 

S 

CLINE.W.E. 

6801200112 

60-416 

F 

9 I.PTOM.I. 

8801220021* 

CONTRACT 


CANADIJ. 

0001210163 

50-320 

Q 

CLINE.W.E. 

6891250587 

SO-302 

F 

0ySH.l.L 

8601190255* 

60-327 

Q 

CANIANO.R. 

0001120292 

l&E 


CLINE.W.E. 

5801270103 

70-143 


ByrcHEfl.E.j 

6601270352 

REVIEW QR P 

CANTL)N,J.G. 

0001110304* 

60-440 

P 

CLINE.W.E 

5B01270I09 

70-143 


BJICHER,R.C. 

6801270237* 

60-416 

Q 

CANTLINJ.G. 

0001270258* 

50-440 

P 

CLYDE.M.L. 

0801150290' 

50-526 

F 

6inUR.O.S. 

8601060140* 

50-440 

Q 

CANTHELL.F. 

0001120172* 

50-330 

Q 

COBB.L.I 

8505010204* 

FOIA 


8UH.ER.W.R. 

8804170307 

50-416 

P 

CANTHELL,F.S. 

0001040190* 

50-200 

Q 

COCKhELD.O.W. 

8712310182 

60-344 

0 

8UTlER,W.R. 

8801040437 

50-260 

P 

CAPRARA. 

0801040246 

60-247 

P 

COCKFIELO.O.W. 

8801050443 

60-344 

0 

eiJTLER.W.R. 

8601130365* 

50-354 

P 

CAPfiA.n.A. 

0001110128 

60-247 

P 

COCKFIELO.D.W. 

0801200168 

50-344 

P 

0yTLER.W.R. 

8601270079 

50-220 

P 

CAPRARA. 

0801260195 

50-220 

F 

COCILFIELD.D.W. 

OS91200I74' 

60-344 

P 

BJILEH.W-R. 

8801290105* 

60-354 

P 

CAPSTICK.n.W. 

8001110240 

60-271 

P 

COCKFIELO.O.W. 

BB0I20O368 

50-344 

P 

BJITERFIEtD 

6801200339 

60-454 

Q 

CAPSTlCK.n.W. 

0001260561 

60-271 

P 

COCKFIELD.O.W. 

8801200381* 

60-344 

P 

BJnERFIELO.L 

6601050242 

60-456 

0 

CAREYJ.J. 

6712300100 

50-412 

Q 

COCKFIELO.D.W. 

8801200484 

60-344 

Q 

eUTTERFIELD.L 

6801110372* 

50-373 

Q 

CAREY.JJ. 

0001200207 

50-412 

R 

COCKFIELO.D.W. 

8601270610 

M-344 

F 

eJTTERFlELO.L. 

6601150060 

50-467 

Q 

CARNS.N.S. 

0001040621 

50-362 

S 

COHEN.L. 

8801110266 

NUREQ 


fiUneRFIELO.L 

8801190330 

50-456 

Q 

CARNS.N.S. 

8001040042* 

50-382 

P 

COLBURN.T.O. 

8801210254 

50-440 

P 

SUTTERFIELO.L. 

8801210125 

50-205 

F 

CARNS.N.S. 

8801040052 

60-382 

s 

COLE,C.R. 

8001070447* 

WASTE MQT 

aunSHFlELO.L. 

6801210145 

50-264 

F 

CARNS.N.S. 

8001200424 

50-382 

s 

COLE,n.E. 

0801260473 

60-458 

R 

3UrTERFlELO.L. 

6601210156 

60-373 

F 

CARPENTER.T.E. 

8801070037 

FOIA 


COLEMAN.C. 

8801280608 

27-48 


3UnEflFIELO.L 

6601210187 

50-456 

F 

CAnR,K.M 

6801270342 

60-322 

Q 

COlEMAN.MS. 

8601040486* 

59-320 

V 

0UnERF;ELO.L 

8801210204 

60-454 

F 

CARSON, K.A 

6801110469 

60410 

F 

COl£VILlE,J.M. 

8801140067* 

50-529 

R 

BUnEftFiELO.L 

8601210331 

60-10 

F 

CASSIDY.TJ. 

0601120205 

50-266 

F 

COILINGS.SP. 

8801070051 

40 8820 


SyrTEfiFlEtO.L. 

6601250566 

60-264 

a 

CASrO.CA. 

6801270037’ 

50-261 

V 

COLLINS.D.M. 

8001 120071 

59-321 

0 

BUTTEnFIElD.L 

6601260053 

60-373 

s 

CASTflO.B. 

0001060410 

60-254 

S 

COLLINS.D.M. 

8801190204 

59-335 

0 

BYHAW.flO. 

8712300017 

50-387 

S 

CAnON.I. 

0BO127O1O7 

ACRS 


C0LLINS.O.M. 

060)200308 

60-416 

Q 

BYRAM.RC. 

6601060145 

60-387 

s 

CATTON.I. 

0801270177 

ACRS 


COLLINS.D.M. 

0601200316' 

50-416 

0 

BYRAM.HG- 

6801070082 

60-307 

s 

CATTON.I. 

0601270267 

ACRS 


COLLINS.D.M. 

8801270089 

50-261 

F 

0YflO,R.W. 

6801060066 

60-416 

s 

CATTON.I. 

6801270460 

ACRS 


COLltNS.D.M. 

6801270098 

60-348 

F 



AUTHOR 

ACCESSION 

NUMGER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

COLLINS.O.M, 

aQ01S70l27 

60-260 

H 

COUNSIL.W.G. 

0801110227 

60-445 

S 

COUNSIL.W.G. 

COLLINS, D M- 

8801270167 

50.368 

H 

COUNSIL.W.O. 

8601110229 

50-445 

S 

COUNSIUW.Q. 

COLLINS.J.T. 

8BOI200444 

40-8027 


COUNSIL.WG- 

0801110231 

50-445 

S 

COUNSIL.W.G. 

COLLINS.J.T. 

6301280171* 

FOIA 


OOUNSIL.W-G. 

8001110235 

50-445 

s 

COUNTS.M. 

COLVIN, J.F. 

6801290208' 

REVIEW GR P 

COUNSIL.WG. 

6601110260 

60 446 

s 

COWARD.Q. 

COMBS.F. 

e$07240105‘ 

50.327 

P 

COUNSIL.WQ. 

8601110260 

50-445 

s 

COWARD.G. 

COMBS.F. 

8801260078* 

FOIA 


CaiNSlL.W.G 

8001110293 

50-445 

s 

COWARD,Q.A. 

COMBS.F. 

8&81260A76* 

FOIA 


COUNSIL.W.G. 

0001120201 

50.445 

8 

COWOlLLpC. 

COMBS.F. 

6801260461* 

50-302 

U 

COUNSIL.W.G 

8001120206 

50-446 

S 

COWGILL.C.J. 

COMBS.F. 

8801260491* 

GO-416 

u 

COUNSIL.W.Q 

8801120216 

50-445 

s 

COWGILUC.J. 

CONGEL,F.J. 

8711110014* 

FOIA 


COINSIL.W.Q 

8801120221 

50-445 

s 

COWGILL.C.J. 

CONGEL,F.J. 

6712030207* 

50-443 

F 

COUNSIL,W.G 

0801 120324 

50-445 

s 

cowLES.n.e. 

CONQeL,F.a. 

8801140087* 

FOIA 


COUNSlLpW.O 

6001120329 

50-445 

s 

CQWLES.R.B. 

CONKIIN.C. 

8801050441* 

50-443 

0 

COUNSIL.W.G 

8801120360 

50-445 

s 

cowLES.n.e. 

CONKLIN.C. 

8801130292* 

50-271 

Q 

COUNSIL.WO. 

8801120409 

50-445 

s 

COX.T. 

CONKLIN.C. 

8601140061* 

60-203 

Q 

COUNSIU.W.Q. 

8801120432 

60-445 

s 

CRANSTON,A. 

CONLON.T.E. 

860M>0300* 

60-426 

O 

COUNSIL.W.O. 

8801130124 

60-445 

s 

CRAWFOnO.J.D. 

CONLON,T.E. 

8801150317* 

so<m 

0 

COUNSIL.WO. 

6801130181 

60-445 

s 

CRAWFOR0.J.S. 

CONLON.T.E. 

8601200205* 

50-302 

Q 

C<H/NSIL,W.G. 

8801130188 

50-446 

s 

CREED.J.R. 

CONNELLY, SR. 

8801220124* 

FOIA 


COUNSIL.W.G. 

8001130198 

50-445 

5 

CBEED.J.R. 

CONNELLV.SR 

6601280168* 

FOIA 


COUNSILWO. 

8601130240 

50-445 

s 

CREEO.J-R. 

CONNELLY,S.H. 

6801260227* 

50-482 

9 

COUNSIL.W.G. 

8801130307 

SO 445 

s 

CREED.J.R. 

CONNER.L. 

8601060020 

FOIA 


COUNS1L.W.Q. 

6801130311 

60-445 

s 

CREWS.J.L. 

CONNOR, L. 

6601060319 

FOlA 


COUNSIL.WG. 

8801130316 

60-445 

s 

CREWS, J.L. 

CONNOR.L 

aeoioToie? 

50. 4 45 

A 

COUNSIL.WO. 

6801 130323 

S0-44S 

s 

CROCKER.L.P. 

CONNOH.L. 

8801110447 

FOIA 


COUNSIL.W.a 

8601130326 

50-445 

8 

CROCKEfl.L.P. 

CONNOR.L.. 

68011(0468 

FOIA 


COUNStL,W.O 

6801130330 

50-445 

S 

GROCKER.UP. 

CONNOR.L. 

6601140104 

FOIA 


COUNSIL.W.G 

8601140128 

60-445 

s 

CROLEY.B.G. 

CONNOR.L. 

8601140276 

FOIA 


COUNSIL.W.O. 

6801190161 

60-445 

s 

CROUEY.B.Q. 

CONNOR.L. 

6601140316 

FOIA 


COUNSIL.W.G 

6801190206 

60-445 

s 

CROLEY.B.G. 

CONNOn.L. 

8801U0304 

FOIA 


COUNSIL.W.Q. 

8801190220 

60-445 

s 

CROSS.J.A 

CONNOR.L. 

6301200017 

FOIA 


COUNSIL.W.Q. 

8601200026 

60-445 

s 

CROSS, J.A. 

CONNOR.L. 

6601210216 

FOIA 


COltflSlL.W.G. 

8801200032 

60-445 

s 

CflUTCHFlELO.D. 

CONNOR.L. 

esomoase 

FOIA 


COUNSIL.W.G. 

8001200147 

50-445 

s 

CRUTCHFIELD, D. 

CONNOR.L. 

6301260267 

FOIA 


COUNSIL.W.O 

6801200188 

50-445 

s 

CRUTCHFIELD, D. 

CONNOR.L. 

8801260302 

FOIA 


COUNSIL.W.G. 

8801200241 

50-445 

s 

CflUTCHFlELO.D. 

CONNOR.L 

3801260363 

FOIA 


COUNSIL.W.Q, 

8601200248 

50-446 

s 

CRUTCHFIELD, 0. 

CONNOfl,L. 

6801260528 

FOIA 


COUNSIL.W.Q. 

6601200274 

60-445 

s 

CRUTCHFIELO.O. 

CONNOR.L 

6601270056 

FOIA 


COUNSIL.WO. 

8801200294 

50-445 

0 

CULLEN, J.F. 

CONNOR.L 

8801270069 

FO>A 


COUNSIL.W.Q. 

8601200308 

50-445 

K 

GUMMING, W.R. 

CONRAO.H F. 

3801190031* 

60-443 

0 

COUNSIL.W 0. 

8601200311 

50-446 

s 

GUMMING, W.R 

CONSTAOce.Q L, 

8712230276* 

50-496 

0 

COUNSIL.W.Q. 

6601200324 

50-445 

s 

CUMMINS, J.E. 

CONSTAeiE.Q L, 

8712300048 

60-498 

o 

COUNSIL.W.O. 

8801200344 

50-445 

A 

CUNNINGHAM, R.E. 

coNveflse.A. 

6601140111 

50-333 

s 

COUNSIL.WO. 

6801200351 

80-446 

S 

CURRAN, 0. 

CONVER3e,R.J. 

8301070474 

50 333 

R 

CCHINSIL.W.O. 

6801200366 

80-445 

S 

CYRULEWSKI.J.D. 

CONVERSE.RJ. 

3801120209 

50-333 

R 

COUNSIL.W.O. 

6601200357 

50-446 

S 

CYRULEWSKI,J.O. 

CONVERSE.R J 

8801 120268 

60-333 

S 

COUNSIL.W.O. 

8601200382 

50-445 

s 

CYRULEWSKU.D. 

CONvEftSe.R.4 

68011409(9 

60-333 

R 

COUNSIL.W.G 

8801200373 

50-445 

s 

CYflULEWSKU.O. 

CONVERSE.fl.J. 

8801200289 

50 333 

S 

COUNSIL.W.O. 

6801200410 

50-445 

A 

LAFT.C.T. 

CONV6flSE.fl J 

6601200290 

50-333 

s 

COUNSlUW.O. 

0601200414 

50-445 

s 

DAMPF.J.O. 

CONV6fl86,fl.J. 

6801200361 

60-333 

o 

COUNSIL.W.O. 

6801200421 

60-445 

s 

DANCE, H.C. 

COOK.J. 

6601140919 

50-333 

n 

COUN5tL,W.Q. 

6601200426 

60-446 

s 

DANCE.H.C. 

COOK.K.W. 

6601040006 

50-362 

o 

COUMSIUW.G. 

680I20045S 

60-446 

s 

DANIELSON, O.H, 

COOK.K.W. 

0801040006 

50-362 

0 

COUNSIL.W.O 

6801200456 

50-446 

Q 

DANIELSON.D.H. 

COOK.K.W. 

8801040022 

80-382 

p 

COUNSIL.W.G. 

8801200482 

60-448 

s 

DANIELSON, D.H, 

COOK.K W. 

8601040049 

50 382 

F 

COUNSlUW.O. 

6601210012 

60-445 

s 

OANIELSON.D H. 

COOK.K.W. 

8801060309 

50-382 

P 

COUNSIL.W.Q. 

8801210013 

60-445 

s 

DAVERlO.C.A. 

COOK,K.W. 

8801070422 

50J)92 

P 

COUNSIL.W.G. 

6601210015 

60-445 

s 

DAVIDSON, B.S. 

COOK.r.L. 

8712040169* 

50298 

P 

COUNSIL,W.G. 

6601210019 

60-446 

s 

DAVIS, A.B. 

COQK.T.L. 

8712040169* 

00-298 

P 

COUNSIL.W.Q. 

8801210058 

60-446 

8 

DAV1S,A.B. 

COOK.T.L. 

6801190349* 

60-456 

P 

COUNSIL.W.O, 

8601210066 

50-445 

s 

DAVIS,A.B. 

COQK.T.L 

660 1190349* 

00-458 

P 

COUNSlL,W.Q. 

6001210108 

50-445 

Q 

DAVtSpAB. 

COOK.W. 

6601060380 

50-410 

S 

CtXINSlL.W.G. 

8801210109 

50-445 

Q 

OAVIS.A.B. 

COOK.W. 

6801260486 

50-220 

s 

COUNSIL.W.O. 

6801210135 

50-445 

K 

DAVIS, A B. 

COOK.W. 

6601270073 

60-410 

s 

C€WNSIL.W.Q. 

6601210139 

60-445 

S 

0AVIS.A.S 

COOK,W. 

8901270246 

50 220 

s 

COUNSlL,W.Q. 

8801210144 

60-445 

S 

DAV1S,A.B. 

COOPER.T.A. 

8801070077* 

50-316 

o 

COUNSIL.W.Q. 

6601210160 

SO-445 

0 

DAVIS,A B. 

CORRAOINI.M L. 

6801270460 

ACRS 


COUNSIL.W.G. 

8801210191 

60-445 

s 

OAVIS.D. 

COHBElA.n.P. 

8001070077* 

80-316 

Q 

COUNSIL.W.O. 

8801280395 

50-446 

8 

OAVIS.K. 

COSTeLLO.F. 

6601130011 

I6E 


COUNSIL,W.O. 

6801250416 

50-446 

S 

DAVIS,P. 

COTTER, QP. 

6601060111 

50-322 

Q 

OOUNSIL.W.Q. 

8001250500 

50-446 

S 

DAVISON, W.S 

COUNSIL.W.G. 

6712290130 

50-445 

S 

COUNSIL.W.G. 

8801260533 

60^146 

S 

DAVISON.W.S. 

COUNSIL.W.O. 

6712290137 

50-445 

S 

COUNSlUW.O. 

8801250583 

60-446 

s 

DAWSON.M. 

COUNStL.W.G. 

6712290(44 

50446 

S 

COUNSIL.W.Q. 

8801280096 

50-446 

s 

OE AGAZIO/.W. 

COUNSlLW.a 

8712290146 

50445 

S 

COUNSIUW.Q. 

68012601 19 

60-44$ 

F 

DE AQAZIO,A.W. 

COUNSJUW.Q 

8712310206 

50-445 

s 

COUNSIL.W.Q. 

8601260137 

60-446 

S 

DE AGAZIO,A.W. 

COUNStL.W.G. 

8801040448 

50-445 

s 

COUNSIL.W.O. 

6601260185 

50-446 

s 

DE A(3A2lO.A.W. 

COUNSlLpW.G 

8801040480 

50445 

s 

COVJHS1L.W.Q. 

8801260308 

50-445 

s 

OE AGAZlO,A.W. 

COUNSIL.W.G. 

6601040483 

5044$ 

s 

COLINSIL.W.Q. 

6601260373 

60-445 

s 

DE AGA2IO.A W. 

COUNSrL,W.G. 

8601040581 

50445 

Q 

COUNSIL.W.Q. 

8601260392 

50-445 

s 

DE AGAZlOpA W. 

COUNSIL.W.G. 

8601050016 

50-44$ 

0 

COUNSIL.W.O. 

6601280403 

50-445 

s 

DEAN.Q.6. 

COUNSIL.W.G. 

8601050003 

50445 

Q 

COUNSIL.W.G. 

8601260435 

60-445 

8 

OECKER.T.R. 

COUNS1L.W.O. 

8601050279 

60 446 

Q 

GOUNSlL,W.Q, 

8801260441 

50-445 

S 

DECKER, T.R. 

COUNSIL.W.G. 

6601060065 

50445 

0 

COUNSlUW.O. 

8801260467 

60-446 

S 

DEDDENS.JC 

COUNSIL,W.Q. 

8801080430 

9a445 

A 

COUNSIL.W.O. 

8801260476 

60-445 

S 

DEDOENS,J.C. 

COUNSIL.W.Q. 

8601070126 

50-445 

A 

COUNSlUW.O. 

8801260479 

50-445 

5 

DEOOENS.J.C 

COUNSIL.W.O. 

6801070418 

50445 

A 

COUNSIUW.Q. 

8801260487 

50-445 

S 

OEELSNYDEPX 

OEERINWATER 

COUNSEL, W.Q. 

860(070446 

NUREO 


COUNSIL.W.O 

6601280507 

50-446 

A 



HbHSUNAL AUinUK INUtX 


AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

DE£RINWATER,J 

8001260443 

406027 


OIRCKS.WJ. 

8410120121’ 

FOIA 


EENIGENGunO.E. 

8801060132 

50-249 

S 

DE/=AYETr£.fl. 

0aOinO272* 

60-282 

Q 

OIRCKS.WJ. 

0801130411* 

S0-27S 

a 

BBNIOENBURO.E. 

9901060138 

50-249 

s 

DEFAYETTE.R. 

8801200069* 

60 286 

Q 

OIRCKS.WJ 

8601200103* 

SO 289 

P 

EENIGENBURG.E 

9001070336 

50249 

s 

DEL P6RCI0,J. 

6712260021 

60-247 

S 

OiRCKS.W.J- 

8601210247* 

FOIA 


EENIGENBURG.E 

8801200358 

50-237 

s 

DEL PERCIOpJ. 

6712310046 

60-247 

S 

OIRCKS.WJ 

8801290147* 

FOIA 


ELOSTAO.E. 

8801290007* 

50-327 

s 

DEL PEnCIOpJ.Q. 

8801160262 

60-247 

S 

OIRCKS.WJ. 

6801290169’ 

FOIA 


ELIN,J.O. 

8001110424* 

60-89 

V 

DEL PERICIOJ. 

6801120251 

60-247 

S 

OIRCKS.WJ. 

8801290174* 

FOIA 


ELIN.J.O. 

8801120416* 

50-206 

V 

delay,!. 

0801060004* 

60-496 

P 

DODA,nj. 

8801110210 

lAE 


ELLERSHAW.LE. 

8801040267* 

50-445 

Q 

DECL.CJ. 

8801040569 

60-320 

S 

DODA.RJ. 

68012S0S67 

I8E 


ELLIS, D.W. 

8712290074 

50-293 

S 

DELLA FATTA,A. 

8712310017* 

60-367 

Q 

DOOOS.H. 

8801270338* 

50-276 

P 

ELLIS, O.W. 

8801200319 

50-293 

S 

OELMEOICO.J 

0801270630* 

FOIA 


OONOHEW.JN 

8801290277* 

50-327 

P 

ELLIS, O.W. 

0601260288 

50-293 

S 

DELMEOICO.J. 

6601200262* 

FOIA 


OORSEY.M 

6801060478 

CONTRACT 

ELLIS, J- 

8801200255 

60-445 

0 

OEMARCO.O 

6601120173* 

FOIA 


DOnSEY.M 

8801140164 

50-20 

P 

ELMS.A.L. 

0801140330 

60-423 

R 

DEMARCO, D 

8601220321 

CONTRACT 

DOnSEY.M 

8801140412 

CONTRACT 

ELWARD.T.W. 

8801120301 

50-155 

R 

DEMERCHANT.B. 

6801060273 

60-219 

S 

OORSEY.M 

6801220122 

CONTRACT 

ELY.P. 

8601260460 

71-9193 


DENOER,W.M 

8801200360* 

50-267 

F 

OORSEY.M. 

8801280144 

CONTRACT 

EMERSON.M 

6601260194* 

FOIA 


OENlSE.RP. 

8801190107* 

60-354 

P 

OORSEY.M 

8801280189 

CONTRACT 

EMERSON.M. 

6601260266* 

50-462 

P 

DENSON, RH. 

8801070150 

NUREG 


OOve.F.1-1. 

8801070447* 

WASTE MGT 

ENGEL, DO. 

6801210217 

FOIA 


denton.hr. 

8511190205* 

FOIA 


DOW.K.W. 

6801060337* 

50-443 

Q 

ENOEN.M 

6801220660 

50 456 

E 

DENTON.H.R, 

8601240367* 

60-395 

P 

DOYLE.J. 

6601120067 

50-456 

S 

ENM'S.J.O. 

6801120179* 

50-346 

E 

denton.hr. 

8601310160* 

60-10 

V 

DRAQOUN.TF. 

6712280317* 

60-293 

0 

ENOS.J.T. 

6601110341 

50-313 

F 

OENTON.H.n, 

8602190673* 

60-259 

R 

DRISKH.L.O.D 

6801260209* 

FOIA 


ENOS.J.T, 

6601120040 

50-313 

c 

OENTON.H.R. 

8603050398* 

FOIA 


OnOMERlCK.AW. 

6801260620 

60-219 

p 

ENOS.J.T, 

6601140333 

50-366 

t! 

OENTON.H.R. 

8604160620* 

60-10 

V 

DROMEniCK.A.W. 

88012601 18 

50-219 

p 

ENOS.J.T. 

6801220456 

50-313 

E 

OENTON.H.R. 

8606100176* 

60-260 

V 

OROUtN.B. 

8712310036* 

60-461 

0 

ENOS.JT, 

6001220471 

50-313 

p 

OEV.M. 

8801130276* 

60-289 

Q 

DflLIQA,RJ 

«80l0601t4 

60-334 

R 

ENOS.J.T. 

6001280051 

60-313 

Q 

DeWEASE.J.Q. 

8801060133 

60-382 

F 

OnUMMOND.F.J. 

680t04000r 

60-382 

0 

EPSTEIN, K.C. 

8801260579 

FOIA 


DEWEASE.JQ 

8801070209 

60 382 

P 

OPUMMONO.FJ. 

8601040009 

60-382 

0 

EPSTEIN.3.S. 

0B0I27O186 

TOPREP 


OEWEASE.JQ. 

8801070434 

60-382 

P 

OUDLEY.N 

8601200382* 

50-244 

0 

ERiCKSON.J. 

8801110079 

40-290 


OEWEASE.J.Q. 

8801200160 

60-382 

P 

OUQSTAO.D. 

6801160286 

50-282 

R 

ERICKSON.P.B. 

8601130336 

60-409 

P 

DEYO’JNQ.R.C. 

8203120370* 

FOIA 


DUKAKIS.MS. 

6801130406* 

60-283 

F 

ERVIN.AM. 

8712290060 

50-354 

S 

DEYOUNG, RC. 

8801290102* 

FOIA 


DUNDAS.WJ. 

68012^200 

60-286 

J 

EnYIN,AM. 

8801120094 

50-354 

s 

DHILLON.HS 

8801220064* 

CONTRACT 

OUNN.Q.A. 

6712310234 

SO'440 

S 

ERVlN,AM. 

6801190083 

50-354 

s 

OiCK.Q.F. 

8001110033 

50-360 

P 

OUNN.QA 

8801200368 

50-440 

R 

ERVTN,A M 

8601190069 

50-394 

3 

OICK.O.F. 

8801110030* 

60-368 

P 

DUNN, O A 

e80t260l(W 

60 440 

S 

ESGHELC. 

0801270670 

60-397 

P 

OICK.Q,F. 

6001200104 

60-313 

P 

OUNN.QA. 

8801280230 

50-440 

3 

ESKRIDGE, H.B. 

8601040111 

70-38 


OICK.G F. 

8801200208* 

50-313 

P 

OUPONT.EJ. 

8801270046* 

60-257 

P 

ESPOSITO, J N. 

0601060351* 

50.443 

<3 

OICK.Q F. 

6801200264 

60-368 

P 

oupnse.D.c 

6801260068 

50-327 

R 

ESPOSITO, J N 

8801060394* 

50-443 

0 

OICK.G F. 

8801200263* 

60-368 

P 

ounn.j. 

8801060609* 

30-412 

0 

EUav.LW. 

0901060119 

60-400 

P 

OICUS.O J. 

6801270221 

60-313 

F 

OYEft.J.6. 

6801260^* 

60-312 

0 

EunV.LW. 

8901110533 

60.400 

P 

OIEDEniCH.O J. 

8801120(57 

50-373 

fl 

EARL.CJ. 

8801200239* 

50 443 

T 

EURY.t.W. 

9901260007 

60.291 

P 

OIEDEniCH.Q.J. 

8801120360 

80-373 

S 

earnsstab 

0712310177* 

60-409 

0 

EVANS.M. 

0801060S29' 

60.293 

0 

OIECERICH.Q J. 

8801160128 

60-373 

s 

earnestXb. 

8712310181* 

50-409 

0 

BvEflBn.n.j, 

9712310059* 

40-9027 


OieOERiCH.Q.J. 

8801200314 

60-373 

s 

EARNESTAB- 

6801070130* 

50-492 

0 

EVEREH.W.C. 

9801040033 

71.9149 


DIEOERICH.Q J. 

6801270105 

60-373 

s 

£ARNEST.Ae. 

880II30I21* 

60-297 

0 

evola,j.h. 

9712220032 

60-213 

s 

OlgTZ.C.n, 

8801040546 

50-324 

R 

EARNESTAB- 

8801130131* 

60-313 

0 

EYE.R.V. 

9901250337* 

60-492 

H 

DETZ.C.R. 

8801110165 

50-324 

F 

EeSNHACK.OO 

8801070480 

WASTE MGT 

FALCONER.O.P. 

0601210238' 

60.340 

u 

DlSTZ.C.R. 

8801130105 

60-324 

8 

E8NGTER.S.0. 

8601070187 

50-327 

p 

FALEVITS.Z. 

0001060194* 

60-265 


oierz.c.n 

8801160290 

60324 

F 

E8NETERAO 

6801110368 

$0-KT 

0 

FALEVITS.2, 

9001220294* 

60-464 


oierz.c.ft. 

86011600S4 

50-325 

S 

EBNnSR.S.O. 

8801190248 

50-327 

0 

FANON,MM. 

9901110021* 

CONTRACT 


DieT2,C.R. 

6801200286 

50-324 

0 

E8N(ngH.S.O. 

8801250201 

50-327 

0 

FARRELL.E. 

8901120325 

50-395 

J 

DieT2,C.R. 

8801200322 

50-324 

S 

E8NETER.S.O. 

8801250419* 

50-327 

p 

FARRELL, R.E. 

8801200450' 

50.267 

D 

different.p.m. 

8801120035 

60-416 

S 

B0Ne7ER.8.D. 

6601280094 

50-327 

p 

FAWCEIT.D. 

8801110237 

60-354 

F 

DlFFEflENT,P.M. 

8801220175 

50-416 

S 

ESRAHIMLF. 

8801270208 

NUREG 


FAY.C.W. 

8712200043 

50-301 

S 

o;gos,r.m. 

8801200176 

60-327 

P 

GCCLESTON.K.T, 

8601140044 

50-261 

p 

FAY.C.W. 

6712200045 

5O-2C0 

S 

OIQQS.R.M. 

8801200271 

60-338 

P 

ECCL6STON.K.T- 

8001140094 

60-291 

p 

FAY.C.W. 

8801040428 

60-286 

P 

OlOOS.R.M. 

8801200282 

50-458 

V 

£CCLeSTON.K.T. 

080(190131 

60-291 

p 

FAY.CW. 

8001070499 

60-266 

P 

OIGQS.R.M. 

6801200330 

60-313 

F 

ECCLESTON.K.T. 

8801190230 

50-261 

p 

FAY.C.W. 

8801110230 

60-266 

P 

OIQGS.R.M. 

8801200333 

60-443 

P 

ECONOMOS.N. 

8801200304* 

50-338 

Q 

FAY.C.W. 

9801120337 

60-266 

P 

OIGQS.R.M. 

8801210063 

50-322 

Q 

ECONOMOS.NE 

8801110345* 

50-299 

0 

FAY.C.W. 

8801120331 

60-266 

P 

OIQGS.R.M. 

8801270196 

60-293 

P 

EOOAR.G L 

8801040095 

50-445 

G 

FAY.C.W. 

8801140340 

50-266 

R 

OIQQS.R.M. 

6801270573 

50-423 

P 

EDGAH.O.L 

8801040086 

50-445 

G 

FAY.C.W. 

6801100294 

60-266 

0 

01QQS.R M 

6601280821 

TOPREP 


EOGAR.QL 

6601060063 

60-446 

3 

FAY.C.W. 

8801190297 

60-301 

P 

DIQQS.R M. 

8801290089 

TOPREP 


EOGAR.G.L. 

8801080063 

60-445 

G 

FAY.C.W. 

8801200043 

50-266 

0 

OIQOS.R M. 

8801290355 

50-496 

P 

EDGAR.G L 

8601060289 

60-44C 

Q 

FAY.C.W. 

8801260469 

50-266 

p 

OIQNAN.T.G. 

6801060291 

50-443 

G 

EOGAR.G.L. 

8801060299 

60-445 

G 

FAY.C.W. 

8801280126 

50-266 

s 

DIGNAN.T.G. 

6801060306* 

60-443 

G 

EOOAR.GL 

8801130015 

60-445 

G 

FECHT.K R. 

8601070486* 

WASTE MGT 

OIQNAN.T.G, 

880 1060305* 

50-443 

0 

EDGAR.G L 

6801130015 

60-445 

Q 

FEIGENBAU.M.J.C 

8801200340 

50-449 

G 

OIGNAN.r.G. 

8601130052 

60-443 

G 

EOGAR.G.L. 

8801160062 

60-445 

Q 

FEITIS.M. 

6801120376* 

CONTRACT 


OIQNAN.T.G. 

8801200247 

60443 

G 

EOGAR.G.L. 

8801160062 

50 445 

G 

FELTHOUS.R.A. 

6801120000 

50-171 

P 

OfGNAN.T.Q. 

8801200247 

50 443 

G 

EOGAR.G.L. 

8801100020 

50-445 

Q 

FENN.K.W. 

8801060216 

50327 

s 

OIQNAN.T.G. 

8601200270 

50-443 

G 

EOGAR.G.L 

6801190020 

50-445 

0 

FENN.K.W. 

8801260102 

60-327 

8 

OGNAN.T.G. 

8801200270 

50-443 

G 

EOGAR.G.L. 

860I2IOI49 

60-445 

G 

FERGUSON, RR 

9801200339 

50-276 

H 

OIQNAN.T.G. 

8801200305 

50 443 

0 

EOQAR.G.L 

0601210149 

50-445 

Q 

FERGUSON, H L 

6801260101 

50 423 

P 

OIQNAN.T.G. 

8801200317 

50-443 

Q 

EOGAR.G.L. 

8601260301 

50-445 

Q 

FERSTER.A. 

8801040066 

60 448 

G 

OIQNAN.T.G. 

8801270322 

50-443 

Q 

eDGAR.GL. 

8601260301 

60-445 

G 

FERSTEfl.A. 

8601040066 

50-443 

Q 

DIGNAN.T.G. 

8801270322 

50-443 

0 

EOGAR.G.L. 

8801260316 

50-445 

Q 

FERSTER.A. 

6601130042 

50-443 

G 

OIQNAN.T.G. 

8801270328 

50-443 

Q 

EOGAR.GL 

8601250316 

50-445 

G 

FERSTER.A. 

6601130042 

50 443 

G 

DIGNAN.T.G. 

8801270326 

60-443 

G 

EOGAR.G.L. 

8801270330 

50-445 

G 

FERSTEfl.A. 

6801200220 

60-443 

G 

DIGNAN.TG. 

6801270380 

50-443 

G 

EOGAR.G.L 

8801270330 

50-445 

Q 

FERSTER.A. 

6801200220 

60-443 

G 

OIQNAN.T.G. 

8801270380 

50-443 

G 

EOGEWOnTH.P. 

8801260336 

CONTRACT 


FERSTER.A. 

6801200235’ 

60-443 

a 

DIIANNI.D-C- 

8601070389 

50 263 

P 

EDGEWORTHJ'J 

8801050265’ 

CONTRACT 


FERSTER.A. 

6801200235* 

50-443 

Q 

OIIANNI.O.C. 

8801190231 

50-263 

P 

EDGeWORTH.PJ. 

8801250468 

CONTRACT 


FERSTER.A. 

8801200267 

60-443 

Q 

OIIANNI.O.C. 

8801260066 

60-263 

P 

6DISON.Q.E. 

8601250541 

50-250 

P 

FERSTER.A 

8801270306 

60-443 

0 

OILLON.P. 

8801210193* 

50-286 

P 

EDI80N.G £. 

8801290152 

50-269 

P 

FERSTER.A. 

8601270305 

60-443 

0 

OILWORTHS.C. 

8801260351 

60-424 

R 

EDWARDS.D.W. 

8801040469 

PR 


FERSTER.A. 

8801270311* 

60-443 

G 

DINGAN.T.G. 

8801130062 

50-443 

G 

EENIGENBURG.E. 

8712200080 

50-249 

S 

FERST£R,A. 

8801270311’ 

60-443 

Q 

OINGELL.J.D. 

8706040264* 

60327 

U 

EENIGENBUR6,E. 

87t230M)25 

50-237 

S 

FEflST£R.A. 

8801270321' 

50-443 

Q 


AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


FEnSTER,A. 

8a01270321‘ 

SO-443 

O 

gagliaroo,j.e. 

8801210371’ 

50-265 

P 

GRACE.J N. 

FSY.F.L. 

asomoisB 

50-262 

F 

GALANTOJ 

8601070216 

50-219 

S 

GRACE ,J.N. 

FJEDLER.P.S. 

S8010<10493 

50-219 

R 

GALANTOJ 

0801270140 

50-219 

S 

QRACE.J.N. 

FIEDLER, P.B. 

8801060273 

SO-210 

S 

GALEM8USH,J,S 

8801150310’ 

50-490 

P 

GRACE.J N. 

FIEDLER, P.B. 

6801070216 

50-219 

S 

GALEMBUSH.J S. 

8801150316’ 

50-498 

P 

QRACE.J.N. 

F»EOLER,P.B- 

6601190186’ 

60219 

V 

GALLAQHEft,J.W. 

8801050041 

50-277 

P 

QPACEJ.N 

FIEOLen,P.0- 

6801200024 

$0-219 

s 

GALLAOH£R,J.W. 

8801150044 

50-277 

F 

QRACE.J.N. 

FIEOlER,P.B- 

8601200109 

60-219 

fl 

G>U.LAaHER,J.W, 

8801200384 

50-277 

0 

GRACE,.I.N. 

FIEDLER.P.S. 

8601200126 

50 219 

B 

GALLAQHER,J,W, 

8801210154 

50-277 

0 

GRACE.J.N. 

FfEDLER.PB- 

6601260253 

60-219 

R 

GALLAGHER,J.W. 

8601260183 

50-277 

p 

GRACE.J.N. 

FIEDLER.P.B. 

8601270140 

50 219 

S 

QALLAGHER.J.W, 

8801270053 

60-277 

F 

GRACE.J.N. 

FlEOLER.P.B. 

6601280106 

50-219 

R 

OAaAaHER,J,W. 

8801280417 

60-277 

F 

GRACE.J.N. 

FlEDLER.P B. 

8801280364 

60219 

P 

GALI.O.RM. 

8712290374 

50-272 

Q 

GRACE.J.N. 

F(ELOS,J.A. 

8801290324 

CONTRACT 


QAILOJ1.M 

8712310008 

50-277 

V 

GBACE.S. 

FI£NO,0 

6801120363 

TOPREP 


QALLO.R.M. 

8801120248 

50-210 

V 

GRACE.S.R. 

FtLLION,P.J. 

8801110300’ 

50-425 

O 

GALLOJ1M. 

8801160137 

50-334 

Q 

GRACE.S.fl. 

FllLlDN.PJ. 

8801200205’ 

50-302 

o 

GAMBLE.RL. 

0801200250* 

60-341 

Q 

GHACE.SR. 

FlLLMOflE,R M 

8601200230 

50-445 

o 

GAM8LE.RL, 

8801P002S7* 

50-341 

0 

GRAHAM.MJ 

FiLLMORE.n M 

8601200230 

50-445 

G 

GAM6LE.RL 

8801200261* 

60-341 

Q 

GRAHAM.M.J. 

FILLMORE.R M, 

8801200288 

50-445 

O 

OAM6LE,R.L 

8801200286* 

50-341 

Q 

GRAHAM.MJ. 

FILLMORE.R.M. 

8661200266 

50-445 

o 

GAMt40N.S 

0801140174* 

50-29 

P 

GRAMLING.J.M. 

FINXEL.A. 

8801120301* 

59-423 

o 

GANNON.W.C, 

8801200461 

40-6940 


QRAMM.P. 

FINKEL,A 

6601130277* 

50272 

o 

GARCIA.J 

8801110515' 

WASTE MQT 

GRANT.ER. 

FIOREUI.G 

6801110387* 

50-526 

Q 

GARCIA.P,J. 

0801140370* 

40-6007 


GRANT.E.n. 

FjnLIT,JF. 

8601070045 

SO -312 

S 

GARONER.RN. 

8712310007* 

50-237 

Q 

GRANT.E.R. 

FIRLIT.J F. 

88011I052S 

60-312 

O 

OARONER.RN. 

8601120260* 

60 341 

0 

GRANT.E.n. 

FIRLIT,J.F. 

8601130238 

50-312 

P 

GARONER.R.N, 

8801 140016* 

50-295 

0 

QRANT.N.W. 

FlHUT,J.F. 

8801130377 

50-312 

P 

GARON£R,RN. 

8601220264’ 

50-454 

0 

GRANT.N.W. 

FIRLIT,J.F. 

8601130398 

50-312 

P 

CARN£R,L W 

8601120003’ 

50-324 

0 

GHANT.N.W. 

FlflLIT,J.F. 

8601 140032 

50 312 

P 

OARRISON.O.L. 

0712230275^ 

50-498 

0 

GRANT.N.W. 

FinLIT,J.F. 

6801210061 

50-312 

P 

GASP£fl.J K. 

8801060261 

TOPREP 


GRANT, S.C. 

F1RLIT.J.F. 

6601210279 

50-312 

P 

GATES.W G. 

880(190112 

$0-2e5 

R 

QRANT.W.O. 

F(RLIT,J,F. 

8801220540 

50-312 

P 

GEARS, G E, 

6801140132 

50-259 

F 

GRANT.W.O. 

FIRLIT,J.F. 

8601270411 

50-312 

P 

G£lSMAR,e 

8304060305* 

60-206 

H 

GRAVES.O.N. 

FIRLIT.J F. 

86012800(7 

50 312 

s 

GEISMAR.B. 

8801250427' 

60-208 

H 

GREEN.W.C. 

F15H,R. 

6712310236’ 

60 312 

Q 

GEISMAR.B 

8801250438* 

60-206 

H 

GREENE.K 1.. 

FISH,R, 

8801060091* 

50312 

0 

OElSMAR.8 

6601260440* 

60-206 

H 

GREENMAN.E. 

FISH.n F. 

6801200050 

50-312 

f 

CEISMAR.S. 

8801250468* 

50-20a 

H 

QREGER.LR. 

FisH,fl r. 

8801260230 

60-206 

F 

OEOBOlEV.OB 

8601270170* 

50-269 

0 

0REGER,L.n. 

FISHER.eO, 

8801070407 

496896 


OEReER.O K 

6801260462 

50-440 

F 

GREQER.L.n. 

FfSMER.Wl, 

6712310097 

40-8027 


GIAnOJNA.RJ 

8801040307 

50-445 

A 

GREGER.LR. 

FiSHEfl.WL. 

8601 110316’ 

60-362 

0 

oiees.oc. 

8801070516* 

WASTE MGT 

GREGER.l.R. 

FlSHER.W.L. 

88011300(8 

i&E 


oiees.o.c 

$$01070533* 

WASTE MOT 

ORESlCK-ClOPFI 

FITiPATfl<CK,6. 

8801050396 

50-466 

$ 

0I8S0N.AF. 

8812060030’ 

60-171 

P 

GRlOLEY.n. 

FITZPATRICK, e. 

8801120067 

50 466 

S 

0ieS0N.AF. 

8801220136* 

50-10 

V 

QRIDLEV.n. 

FITZPATfllCK,E. 

8601190109 

60-4$$ 

R 

oiesoN.j. 

8801140349 

60-336 

R 

QRIDLEY.R. 

F!T2PAT«ICK,6. 

6601220868 

60-456 

S 

QieS0N,JC. 

$$01200310 

$0-275 

H 

GR10l.EY,R. 

F(T2PATfllCK,R. 

8601070031 

NUREG 


G1L8£RT,L0. 

6801200121’ 

50-496 

0 

GRIDLEY.R. 

FLACK,E. 

8601220306 

$0-160 

0 

oai.,c.F. 

8801120398’ 

60-265 

0 

QRIDLEY,R. 

FLACK,€. 

8801220415 

50-285 

0 

Q)lMAN.e.A. 

e80l2e0055' 

50-247 

u 

GRIDLEY.R. 

FLECKENSTEIN.M. 

9601060330 

OAG 


GIURGEVICH.B 

8801110069 

40-6763 


QRIOLEY.R. 

FLOWEftS.F.O, 

8601140279 

XPORTllC 


OIEASON.JP. 

8601040074 

50-322 

G 

GRIDLEY.R. 

FLOWEflS.F 0. 

8801140291’ 

XPORTIIC 


OieASON,J.P. 

8601060113 

50-322 

Q 

QRIOLEY.R. 

FLYNN, H.J. 

880127034* 

50-443 

0 

OLEASON.J.P. 

8801100030 

50-322 

Q 

GRIDLEY.R. 

FOQARTY.KP, 

8801140297 

XPORTIIC 


QLEASON.jp. 

8801130050 

50-322 

G 

QfilDLF.Y.R. 

FOGARTY.KP. 

6S0I1403O7' 

XPORTllC 


GLENN 

8801130054 

I&E 


GRIDLEY.R. 

foley.k 

8801070409’ 

CONTRACT 


QLENNJ. 

6801080007 

WASTE MGT 

GRIDLEY.R. 

FORO,W. 

6801070505 

WASTE MGT 

GLENN.J 

$601260647* 

COMMISBIOM 

GRIDLEY.R. 

FORDW.L. 

6801040082 

50-253 

F 

QllOEWELl.R. 

8801210103* 

50-28$ 

P 

GRIDLEY.H- 

FORNEY.W,L. 

5712290361 

50-440 

Q 

G08ELLJN 

8801120040 

50-313 

R 

GRIDLEY.R. 

FOflNEY.W,l. 

87122BO30I’ 

50-440 

O 

GOICHERT.N.W. 

8801070345* 

FOIA 


GRIDLEY.R 

FOaN£Y,W L. 

8801110425 

50 463 

Q 

GOtOBERG.I 

8801060170 

PR 


GRIDLEY.R. 

FORNEY, W.L 

6801190164 

60-454 

0 

GOLO0ERG,JH. 

8601050628 

50-498 

0 

GRIDLEY.R. 

FOSTEfl,J. 

87123I002S’ 

60-15$ 

0 

G(XOBERG.JH. 

8801140023 

60-499 

0 

GRIDLEY.R. 

FOST6R.J.E. 

8801120317* 

SO-2 

Q 

GOIOBERQ.J.H. 

$$01200401 

50-499 

0 

GRIDUEY.n. 

FOX.J.H, 

6801050221’ 

$0-260 

O 

GOL06ERG,JH. 

$801200412 

60-498 

Q 

GRIDLEY.R. 

FRANCESCHl.P. 

6601140070 

50-247 

S 

GOI.OEN/4P. 

6801070437 

50-220 

J 

GRIDLEY.R. 

FRANTZ.S.P. 

8801080099 

$0-2$0 

G 

GOLIAN.C. 

8801110206 

NUREG 


GRIDLEY.R. 

FRANT2.S P. 

6601060099 

$0-250 

G 

GONZALES.RO. 

$801070137* 

40.$e29 


GRIDLEY.R. 

FRASIER.L. 

8801200076 

50-341 

F 

GOOO.Q.M 

6801080091’ 

50-312 

Q 

GRIDLEY.R. 

FRA2JER.V.E 

6801150219 

50-261 

R 

GOCK)MAN.C 

8801200463' 

60-271 

V 

GRIDLEY.R, 

FRECHETTE,P,R. 

8801130010 

60-443 

T 

GORIX)N,A.W. 

8801070230 

50-259 

s 

GRIDLEY.R. 

FREOHIGKSQN.P. 

6801110400 

50324 

S 

GOROON.AW. 

8601120269 

50-259 

s 

GRIDLEY.R. 

FREDRICKSON,P. 

6801120003* 

50-324 

O 

GORDON ,C. 

8801160146’ 

50-277 

Q 

GRIDLEY.R. 

FHE£MAN,G.W. 

8801260048 

FOIA 


GOflOON.cz. 

8801120349’ 

50-317 

0 

GRlOLEY.n. 

FR£EMAN,M.O. 

8801070313 

40-8768 


GOflE.B.F. 

8801060431 

NUREG 


QRIOLEY.R. 

FRISCH,R,R. 

8601060026 

$0-1SS 

0 

GRABER.L. 

8601070208 

50-275 

P 

GRIDLEY.R. 

FRISCKH.R. 

8801130066 

50-155 

F 

QRACE.JN. 

8801040096 

60-302 

P 

GRIDLEY.R, 

FROUNFEUK£fl,R- 

6601260516 

50-255 

J 

GRACE.JN 

8801040207 

60-395 

0 

GRIDLEY.R. 

FftOUNFetXEfl.R, 

6601270034 

60-255 

J 

ORACE.J.N. 

8801110275 

50-250 

Q 

GRIDLEY.R. 

FROUNFeLKEfl,fl. 

6601270456 

60-155 

J 

GRACE ,J.N 

8601110290 

50-366 

P 

GRIDLEY.R. 

FRYE,J.H. 

8001130136 

40 2061 


GflAra.J.N. 

8801110540 

ORG 


GRIDLEY.R.L. 

FUQEflE,D,L 

8601110201 

50-255 

F 

QRACE.J.N. 

8801120005 

50-280 

Q 

GRIDLEY.n.L. 

FULLER,QH. 

6601080018 

WASTE RES 

GRACE ,J.N. 

eeoi 120007’ 

60 260 

O 

GRIDLEY.R.L 

fULLeR.G.H. 

6601110192 

WASTE RES 

GflACE.J.N. 

8801120094 

50-269 

0 

GRIDLEY.R.L 

FUNK,D.E. 

8801060053* 

50-315 

Q 

GRACE, J.N. 

8801120143 

50-338 

Q 

GRIDLEY.R.L. 

FURrO.P. 

8801270054 

$0-318 

S 

GRACE.J.N. 

8801 120153’ 

60-338 

Q 

GRIMES.B.K. 

GA00lE,K 

8601040082 

50-253 

F 

Ofl«3EJ.N. 

8001140352 

60-269 

Q 

QRIMES.C.l. 



AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

GRIUES.C.I 

0801200361 

50-445 

A 

GnMSLEY.D.H. 

8891260523 

50-275 

P 

HALL.D.P. 

8801260C5? 

50-481 

C 

GRIUES.C.I 

0001250550 

50-445 

A 

GR.MSLEY.DH. 

8891270141 

50 416 

P 

HALL, MO. 

0801070433' 

WASTE MGT 

CRIMES.C 1. 

0001270149 

60-445 

A 

OR MSLEY.DH 

8891270178 

50275 

P 

HALL.MO. 

0001270C08' 

50-402 


Gfl’MELeV.D 

0712020006 

50-320 

P 

GR'MSLEY.DH. 

8891200064 

FOIA 


HALLER, W A 

0601200130 

50-413 

1 

Gfl VSLEY.D. 

0001140172 

60445 

0 

GniMSLEY.D.H 

8801200351 

FOIA 


HALLSTRCM.GA. 

8001040119' 

60-424 

c 

Gfi MSLEY.D. 

0001260132 

50-482 

P 

GniMSLGV.D.H. 

8801283431 

FOIA 


HALTIWANCER.J. 

0801180130 

60-395 

F 

GRMSLEY.D 

0801200300 

FOIA 


GRIMSLEY.DH 

8801283505 

40-8027 


HALVORSON.CM. 

0801120270 

50-397 


ORJMSLEY.D 

0001260316 

roiA 


GniMSLEY.D.H 

8801283595 

FOIA 


HAMILTON.P. 

0601200367 

60-293 

r 

ORIMSLEY.O- 

0001260320 

60 171 

P 

GRIMSLEY.DH 

8801283638 

FO'A 


HAMILTON.P.J. 

6712290071 

60-293 

1 

0.=!;ySlEY.D. 

B801P60383 

FOIA 


OniMSLEY.OH 

890120X52 

5(K?22 

P 

M, WILTON, P.J. 

6801110408 

SO- 293 

1 

GfiiySlEY.D. 

6601260534 

FOIA 


GRIMSLEY.O.H. 

88012031-10 

FOIA 


HAMILTON.P.J. 

8001220101 

50-293 

£ 

GRIVSLEY.D-K 

6712300006 

FOIA 


GRIMSLEY.DH 

8801293203 

FOIA 


HAMMCND.J.G 

ee01120427* 

50-261 

F 

GRWSIEY.D.H. 

6601040S26 

60397 

P 

GfilSAK.G.E. 

8801M0102 

408904 


HAMniCK,J.S. 

8801070401 

40-6681 


GfllMSLEY.D-H. 

8801050237 

FOIA 


GROP1»n,W. 

8801220218 

£0352 

n 

HAN£K,J F. 

0001140077' 

50-461 


GRIMSLEY.D.H. 

8801050203 

G0203 

P 

GROTENIIUIS.M 

8801140107 

£0237 

p 

HANNEN.R.L. 

8712310040 

50331 

1 

GF MSLEY.D.H 

8801060269 

50-203 

F 

GnuNSEiCH.n.w. 

87I23«C347’ 

£0-322 

s 

HANNEN.H.L 

0801200360 

50-331 

F 

GP MSLEY.D.H 

8001060327 

FOIA 


GnuNSEicn.n.w. 

87(2310097* 

£0322 

s 

MANNON.JN 

8704060019’ 

50-269 

F 

Gfi MSLEY.D H 

8801060404 

FOIA 


GnuNSElCH.ft.W. 

8801270031 

£0322 

s 

HAROOROVE.T.W. 

8901110076 

40-2259 


GR MSLEY.O H 

8801060442 

FOIA 


GUCWA.L.T 

87(2300032 

50424 

0 

HAROQROVE.TW. 

8801120353 

402259 


Gfi MSLEY.O H 

0801060547 

50-293 

P 

GUCWA.L.T 

87(2310155 

£0-360 

0 

HAROGROVE.T.W. 

8901130244 

40 2259 


QRIMSLEY.O-H 

0001070001 

50-29.1 

P 

GUCWA.L.T 

8712310105 

£0-321 

F 

HARLIN.C L. 

6901130310' 

60-269 

F 

GRIMSLEY.D.H 

8001070000 

FOIA 


GUCWA.L.T. 

oeoiosoooa 

£0321 

P 

HARLOW.DS. 

0901250316 

SO 322 

C 

GRIMSLEY.D.H. 

0001070047 

FOIA 


GUCWA.L.T 

8001050001 

£0321 

P 

HARPcfl.J.C 

0901280685' 

50-312 

c 

GRIMSLEY.D.H 

0001070171 

60-445 

A 

GUCWA.LT 

8801050275 

£0-424 

P 

HARRELL, E.W. 

8801260212 

50 339 

; 

GRIMSLEY.D.H 

0001070190 

50-203 

P 

GUCWA.LT. 

8801050576 

59 321 

P 

HARRELL, EW. 

8801260421 

50-338 

; 

GRIMSLEY.D.H 

0001070285 

50 275 

P 

QUCWA,l.T 

80011(0441 

£0-424 

F 

HARRELL, E.W. 

8601270032 

50-339 

£ 

GRIMSLEY.D.H 

0601000039 

FOIA 


GUCWA.L.T 

8801110470 

£0-321 

P 

HARRELL, E.W. 

0001260177 

50-333 

< 

OfWMSlEY.OH. 

8601110055 

60-450 

P 

GUCWA.L.T. 

8801120000 

$0-388 

P 

HARR.'OAN,O.J. 

SWJI220036' 

CONTRACT 

GRIMSLEY.D.H 

8801110457 

FOIA 


GUCWA.L.T. 

6801120021 

SO-424 

0 

HARRN3TON.W.O. 

0301140397- 

FOIA 


QR MSLEY.OH 

0801110475 

FOIA 


GUCWA.L.T 

8801120113 

50-424 

s 

HARR S.n.E. 

0801130360' 

60-269 

F 

OR MSLEY.D H 

8801110534 

60-443 

F 

GUCWA.L T 

8801120267 

50424 

s 

HARRISON.D.F. 

8601140333 

60-368 

n 

GR MSLEY.DH 

8801120042 

FOIA 


GUCWA.L T. 

8801120303 

60 424 

p 

HARRISON.F. 

860104054S 

60 324 

R 

GRiMSLEY.DH 

8001120045 

50-203 

P 

GUCWA.L T 

8801120318 

50-366 

p 

HARRISON.JJ. 

8712200312 

50 458 

Q 

ORIMSLEY.DH 

8801120075 

60-460 

P 

GUCWA.L T 

8COII2043I 

50 424 

F 

HAnniSON.JJ. 

8712310005 

50-237 

a 

GRIMSLEY.DH 

8001120092 

FOIA 


GUCWA.LT 

8801130370 

£0424 

s 

HARRISON, J.J. 

0801110357 

60-373 

Q 

QR MSLEY.DH 

8801120203 

FOIA 


GUCWA.LT, 

88Oll00Cei 

£0424 

5 

HARRISON, JJ 

6801110306 

50-457 

Q 

OR MSLEY.D H 

8801120300 

FOIA 


GUCWA.L-T 

8601190334 

£0-424 

0 

HAnni50N.3.J. 

0601120249 

50-341 

0 

on MSLEY.O H. 

8801130009 

60-875 

P 

QUCWA.t T 

8801200383 

£0-321 

P 

HARMISON.JJ. 

8601120263’ 

50-341 

Q 

GR MSLEY.O H. 

8801130350 

FOIA 


GUCWA.L.T 

8801210026 

50-321 

R 

HARRISON, J.J. 

8001140013 

50-295 

Q 

GRIMSLEY.DH. 

8001130385 

50 203 

P 

GUCWA.LT 

8801210005 

50321 

S 

iiAnni50N,jj. 

6801140915’ 

50-295 

0 

GRIMSLEY.DH. 

8001130402 

FOIA 


GUCWA.L T. 

6801250285 

60 366 

s 

HARRISON, J.J. 

8801200168 

50-263 

a 

GR MSLEY.D H. 

0001130445 

FOIA 


GUCWA.L T. 

8801250292 

50 068 

s 

HARRISO.N.J J. 

8801220244 

50-454 

Q 

OR MSLEY.O H 

8801140050 

50-445 

T 

GUCWA.LT. 

0801250350 

50 424 

s 

HARniSO.N.J J. 

6601220250’ 

80-454 

0 

GR MSLEY.OH. 

8601140069 

FOIA 


GUCWA.L.T- 

8801260351 

50 424 

H 

HARRISON, JJ 

8801260335 

50-4S8 

0 

QR MSLEY.D.H 

8001140084 

50-320 

P 

GUCWA.L.T. 

8601260356 

M424 

P 

HARRISON, J.J 

8801280248 

50- (55 

Q 

GRJMSLEY.OH 

8801140(18 

FOIA 


GUCWA.L T 

0601260535 

50-124 

F 

HART.n.O 

880 >080080 

WASTE RES 

GRIMSLEY.D.H. 

0601140153 

FOIA 


GUCWA.t..T 

OSO 1260540 

50-021 

P 

HARTJ^ D. 

8801260077 

60-251 

s 

GRIMSLEY.D.H 

8001140282 

50-293 

P 

GUCWA.L T. 

6801260550 

60 321 

f 

HASS^.n.A. 

8801060140’ 

50-440 

0 

GRIMSLEY.D.H 

6001140285 

FOIA 


GUCWA.LT. 

0001270219 

60 321 

0 

HAL’GH6Y.M F. 

8801140186 

50-220 

p 

ORIMSLEY.DH 

8601140309 

FOIA 


GUCWA.L.T. 

8001270488 

60 424 

f 

HAUGHEY,M F, 

8801100064 

50-410 

p 

QRIM3L.EY.D.H 

8601140327 

FOIA 


GUCWA.t-T. 

6801200156 

50-424 

F 

HAUGHEY.M F, 

8801260207 

50-410 

p 

GRIMSLEY.DH. 

8801140300 

FOIA 


GUENTHEn.S. 

0001040185* 

50-369 

0 

HAUGHEY.M F. 

8801260326 

50-410 

p 

ORIMSLEY.DH. 

0801160078 

50 445 

0 

GUILLAUMIN.JC. 

6091200250’ 

50 041 

0 

HAUQHNEY,CJ. 

88011(0230’ 

SO-302 

0 

GRIMSLEY.D.H. 

88O115022S 

60-445 

A 

GUILUUMIN.JC. 

8601200257* 

$0 041 

0 

MAUQHNEY,CJ 

8001260688’ 

50-312 

0 

GRIMSLEY.D.H. 

8801 190052 

60-354 

P 

GUILLAUMINJC 

D80I20028(' 

$0 341 

0 

HAVER KAMP,D.R. 

8801150100’ 

50-443 

0 

OR MSLEY.D.H. 

0801190171 

FOIA 


GUILUUMIN..f.C 

0801200268’ 

50 041 

0 

HAVERKAMPD.R. 

6801(80303' 

50-271 

0 

on MSLEY.D.H 

6001190100 

40-6027 


GUILLOTJ.M 

6801040044’ 

60 082 

p 

HAWKiNSEF. 

890(060413 

WASTE MGT 

Gn MSLEY.D.H 

8001190200 

60-462 

P 

QUiMa'ID.R.J. 

0601210042* 

FOIA 


HAWKiNS.EF, 

8801060421’ 

WASTE MGT 

CR.MSLEY.O.H 

6801190260 

60-424 

P 

Gu:oiR,oc. 

8801070368' 

60-271 

0 

HAWKINS.EF. 

8801060448 

408684 


GRIMSLEY.O.H 

6801190274 

FOIA 


GULDEMONO.W.G. 

87(2310000 

£0-305 

0 

HAWKINSE F. 

880(080454 

40 8502 


GRIMSLEY.D.H 

8801200021 

FOIA 


GULOEMONO.W.G. 

8801060403 

60-409 

0 

HAWKINS,EF. 

0901060457 

40-8907 


GRIMSLEY.D.H 

8801200055 

FOIA 


GULOEMOND.W.G, 

8801110255 

50-331 

0 

HAWKIN5,E F. 

8901060462 

40 1341 


GRIMSLEY.D.H. 

8601200064 

60-327 

P 

GULOEMONO.WQ. 

8001110267 

50-202 

0 

HAWKIN5,E.F. 

6801060470 

406943 


GRIMSLEY.D.H. 

8601200079 

60-327 

P 

GULDEMONO.W.G. 

8901110271’ 

60-282 

o 

HAWKIN3,E.F. 

8801060502 

40 8788 


GRIMSLEY.O.H 

$801200172 

FOIA 


GUL0EA4ONO.WG. 

0801 110*30 

60-260 

o 

HAWKINS,E.F. 

e80>060£03 

40-8064 


GRIMSIEY.O.H 

0801200182 

60-210 

P 

GULDEMONO.W.G. 

880(110438* 

60-283 

Q 

HAWKINS,E.F. 

8901060507 

WASTE MGT 

GRIMSLEY.O.H 

6601200231 

50-10 

P 

GULOEMOND.W.G. 

8001110520* 

50-346 

Q 

HAWKINS,E.F. 

8901060544' 

40 6011 


GRIMSLEY.D.H. 

8801200246 

60 390 

A 

GULOEMOND.WG. 

8301200046 

60-288 

0 

HAWKIN5,E.F. 

000(070032' 

40-6714 


GRIMSLEY.D.H. 

8601210053 

50-289 

P 

GULDEMONO.W.G. 

8801200048 

50-3(5 

Q 

HAWKINS,E.F. 

8001070055 

WASTE MGT 

GR:MSLEY.0.H 

8601210176 

FOIA 


OUMlNSKI.n.O. 

6801 160203* 

60-316 

P 

HAWAIN5,E.F. 

8801070061 

40-8768 


OR MSLEY.D.H. 

8801210189 

FOIA 


GUPTA, S.K. 

8801070447* 

WASTE MGT 

HAWKINS,E.F. 

8801070062 

40-6659 


Gn:MSLEY,D.H 

6801210194 

60-29 

P 

GUTHRIE .1.1. 

8801(99073* 

50-408 

P 

HAWKINS,E.F. 

8B0107007(’ 

408788 


QR1MSLEY.D.H 

8601210202 

60-390 

A 

GUTHRIE, I.L. 

8801199099’ 

50-498 

P 

HAWKINS,E.F. 

8901070142' 

40 8502 


GRIMSLEY.D.H. 

6601210221 

FOIA 


HAAG.n.C. 

8712300072’ 

50-482 

0 

HAWKINS,E.F. 

980(070186 

WASTE MGT 

GRIMSLEY.O.H. 

6801210223 

FOIA 


HAAG.n.C. 

8801200077’ 

50-313 

Q 

HAW^INS,E.F. 

8601070228 

40-2259 


GRIMSLEY.D.H. 

8601210230 

FOIA 


HAAO.nC. 

8801200121* 

50-408 

0 

HAWf<INS,E.F. 

880(070309 

40-6502 


GRIMSLEY.O.H. 

8801210231 

FOIA 


HAASS.W.P 

8801110285’ 

OA^9 


HAWKINS,E.F. 

8601070376 

40-8004 


GRIMSLEY.D.H. 

8801210234 

FOIA 


HACKNEY.CA 

09011103(5’ 

50-382 

Q 

HAWKINS,E.F. 

8801070425 

40-6659 


GRIMSLEY.O.H. 

8801210316 

FOIA 


HAERER.HA. 

8001070438* 

WASTE MGT 

HAW(UNS,EF. 

8801060079 

406622 


GRIMSLEY.D.H. 

0801220109 

50-327 

H 

HAGAN, T.F, 

0801 130239* 

COlTHACr 


HAWKINS,E.F. 

6801080061 

40-8602 


GRIMSLEY.D.H. 

8801220134 

FOIA 


HAGEY,H. 

880(140302 

CWJTRACT 


HAWKINS, E F, 

8801110146 

40-8452 


on MSLEY.D.H. 

6601260116 

FOIA 


HAGEY,H. 

8601210161 

CONTRACT 


HAWKINS,F.C. 

680107C077’ 

50-318 

0 

ORMSLEY.D.H. 

8801260184 

FOIA 


HAGEY.H 

0801210251’ 

FOIA 


HAYES.e.B. 

8801140120' 

FOIA 


GRIMSLEY.D.H. 

8601260276 

50-259 

0 

HAGUE, R.L. 

8801200069’ 

60-260 

0 

HAYES.B B. 

8801200233’ 

50-289 

Q 

GRIMSLEY.O.H. 

8801260296 

FOIA 


HALE.MW. 

8801190C60 

60-400 

R 

HAYES.B.B. 

000(260177' 

60-482 

P 

OniMSLEY.D.H. 

6801260389 

FOIA 


HALL.OP. 

8801120164 

50-461 

5 

HAYES.e.B. 

8001260675' 

FOIA 


GniMSLEY.D.H. 

8801260450 

FOIA 


HALL.D.P. 

8801150201 

60-461 

S 

HAYNES,J.Q. 

6712300125 

50-528 

8 

GHiMSLEY.D.H. 

8801260463 

FOIA 


HALL, DP. 

8801190289 

50-461 

P 

MAYNES.J.G. 

0712300128 

50-529 

s 
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AUTHOR 

HAYNES.J.Q. 

8601040564 

50-629 

S 

HINTZ.D.C. 

0801280147 

60-305 

8 

IRWIN.D.P. 

HAYNeS.J.G. 

0601110406 

50-526 

s 

HIOTT,SL 

6601040257 

PR 


IRWIN.D.P. 

HAYNES.J.G. 

e601120?50 

60-528 

s 

HIRTJ.A. 

8801060145 

60-387 

S 

IRWIN.D.P. 

HAYNES.J.G. 

8601190351 

50-530 

s 

HlflT.J.A 

8601160195 

60-387 

R 

IRWIN.D.P. 

HAYNES.J.Q. 

0601140060 

50-529 

R 

HOBBS.S.H. 

8601160232 

60-416 

R 

IRWIN.D.P. 

HAYNES.J.Q. 

8601140136 

60-528 

S 

HOaE.M.A 

6712310190 

60-165 

F 

IRWIN.D.P. 

HAYNES.J.G. 

0601190103 

60-530 

8 

HOCH.J.B 

0001130232* 

60-276 

E 

IRWIN.D.P. 

HAYNES.J.G. 

8601200133 

50-528 

R 

HOOOES.M.W. 

6001270124 

60 413 

P 

IRWIN.D.P. 

HAYNES.J.Q. 

8601200134 

50-626 

S 

HC«LZ£R.D.T. 

0601270208 

NUREQ 


IRWIN.D.P. 

HAYNES.J.Q. 

6601200107 

60-630 

S 

HOQGE.A.J. 

6801260172’ 

50-269 

0 

ISQMJ.A. 

HAYNES, R.C. 

6601130417* 

60-293 

F 

HOLAHAN.Q.M 

6001190298 

50-312 

P 

IVERSON.ON. 

HEARN, P. 

6801370170* 

50-269 

O 

HOLAHAN.G.M. 

0801250253* 

50-341 

P 

WEY.K. 

HEIOER.LH. 

6801070169 

50-20 

P 

HOLO£fl,AL 

6001040021 

60-302 

s 

JAOBOUR.K.N. 

HElOER.LH. 

6601130264 

60-28 

P 

HOLDERNESS.J.W. 

0001060047 

WASTE MQT 

JAQBOUfl.K.N. 

HEtOER.L.H. 

6601140036 

5026 

P 

HOLOEnNESS.JW. 

8801110500 

WASTE MOT 

JABLONSKl.F.J. 

HElDER.LH. 

6601160187 

60-29 

R 

HOLLANO.W.E. 

8801040190* 

60-200 

0 

JABLONSKI.F.J. 

HEIDER.L.H. 

6601200056 

50-29 

O 

HOLLER.E. 

0601140001 

60-293 

Q 

JABLONSKl.F.J. 

HEfOER.L.H. 

6801210121 

50 28 

o 

HOLLEfl.E. 

8601 140124* 

FOIA 


JACKIW.I.N. 

HElDER.LH. 

6601370025 

50-28 

p 

HOUERE. 

8001270061 

60-298 

F 

JACKIW.I.N. 

HEJOEfl.L.H. 

6601270066 

60-26 

s 

HOLLER.EJ. 

8001140020* 

60-298 

0 

JACKIW.I.N. 

HEINE.WF. 

6801070436* 

WASTE MQT 

HOLLER.£.J. 

8601140040 

60-208 

s 

JACKSON.Q, 

HEINZ, J. 

8801260133* 

60-320 

p 

HOLLER.EJ. 

8601290031* 

60-458 

Q 

JACKSON, 0. 

HEITNER.K.L 

6401120175 

60-336 

p 

HOLLEY.W.L. 

6712310059* 

40 0027 


JACOBSON, J M. 

HEITNER.K.L 

6601070284 

60-267 

p 

HOLLOWAY^: J. 

8001190233 

PROJ 


JAFFE.O.H. 

HEITNER.K.L 

5801190118 

50-267 

p 

HOLMAN.O.L. 

6001060270 

PR 


JAFFE.D.H. 

HEITNER.K.L 

8301200346 

50-267 

p 

H0LT2MAN.R,B. 

8001120200* 

60-4SS 

Q 

JAFFE.O.H, 

HEITNER.K.L 

6601210084 

50-267 

8 

HOMSI.R 

6001070246* 

40-226B 


JAFFE.O.H. 

HEITNER.KL. 

8801260026 

60-267 

V 

H0M5I.R. 

6801070263* 

40-2259 


JAFFE.D.H. 

HEITNER.K.L 

6801260532 

50-267 

p 

HOMSl.n. 

B6011100U* 

40-6622 


JAFFE.O.H. 

HELLNER.R L. 

860I27004S* 

50-267 

p 

H0MSI.R. 

8001 110016* 

40 6622 


JAFFE.D.H. 

HENRY.L.W. 

6801060197 

PR 


HON.AL 

6601 1 10253* 

50-206 

Q 

JAFFE.O.H. 

HENSLEY.K.D. 

6601040276 

70-143 


HOOD.O. 

6001140306 

60-369 

P 

JAFFE.D.H. 

HENSLEY, K.D. 

6601200420 

70-143 


HOCWJ.O. 

0709010052* 

60-269 

V 

JAFFE.D.H, 

HENSLEY.K.D. 

6601280311 

70-143 


HOOO.0.3 

6801140328* 

60-369 

P 

JAFFE,D.H. 

HEflOT,A.n. 

6601040106 

6O-260 

o 

HOOKER, C.A 

8712310101' 

60-276 

Q 

JAMISON, J.D. 

HERDT.A.fl. 

6601040116 

50-424 

o 

HOOKER, C.A 

0001130024’ 

60-344 

0 

JAMISON.J.O. 

HeflOT,AB. 

6601110296 

5<M28 

Q 

HOOKS.K.R. 

8001070077' 

60-315 

0 

JAMISON, J.D. 

HEROT.A fl. 

8601110330 

50402 

o 

HOOPES,J. 

6601070451 

WASTE MQT 

JANECECK.D.U. 

HeH0T,A.R 

6601110337 

50-269 

o 

H0OPE8.J. 

68010704 67 

WASTE MQT 

jANa,j, 

H6R0T.A.R. 

6601110362 

50-335 

o 

fm<INS,flJ. 

6801000011 

40-6622 


JANO,J. 

HeflOT.A.fl. 

6601110378 

60-281 

o 

HORM,O.R. 

6801120342 

60-268 

R 

JANUSKA.A. 

H6flOT.A.R. 

8801120017 

50495 

0 

HO^y.C.M. 

0801190250’ 

70-143 


JAPE.F. 

HER0T.A.R. 

8601160293 

50-330 

0 

H0US£,W.e 

8601070220 

27-47 


JAUOON.J.P. 

H6flOT.A,R. 

8801160307* 

50-336 

o 

HOUSTON, J.R, 

6801070498’ 

CONTRACT 


JAUOON,J.P. 

HEROTAR. 

8801180358 

50495 

o 

HOUSTON, fl.W. 

6601290241’ 

FOIA 


JENKINS, R.E. 

MEROT.AR. 

8801300138 

50-280 

o 

HOWARD, JE. 

6601060322’ 

60-263 

F 

JENKINS.R.E, 

HEROT.A fl. 

6901200300 

6l>-338 

0 

HOWARQ.J.E. 

6801140397* 

FOIA 


JENKINS, R.E. 

HERfl.RK. 

680(140137’ 

FOlA 


hOWARD.J J. 

0001200165’ 

COMMISSION 

JENKIN8.R.E. 

HERR.R.K. 

8801180059* 

50-445 

A 

HOWE.A.O. 

6712310011’ 

60-277 

V 

JENKINS.R.E. 

HESS.R.J. 

8601210126 

50-344 

s 

H0WELL.A.T. 

6601260666’ 

60-312 

0 

JENKINS.R.E. 

HESS.R.J 

8801320066* 

50-344 

s 

HSlLY.G, 

0001270265 

TOPREP 


JENNINGS, C.C. 

H£WaRO,R.W. 

HEWlTTJ.L. 

6601050267 

8801280420 

50219 

FOIA 

p 

HUANO.P. 

Huoec.w.s. 

6601060408’ 

0001140287 

60-443 

XPOR7L1C 

Q 

JENSEN.C. 

JENSEN.H. 

HEYER.flS. 

8601060266 

40-209 


HUEY.F.R 

6001110253’ 

60-206 

0 

JENSEN, R.T. 

HEYEfl.fl S. 

6601060262 

WASTE 1 

MGT 

HUQ,M,T. 

8601270131 

60-276 

R 

JOHANSEN 

HEYefl,H S. 

6601060S22 

40-3453 


HUG,M.T. 

8601260126 

60-276 

S 

JOMNSON.A.B. 

HEYER.flS. 

6601060530 

40-2269 


HUOMES.L. 

8601250061' 

50-265 

P 

JOHNSON ,A.H. 

HEYER.R.S. 

8001070302 

40-299 


HUKILt.H.D. 

6601050657 

60-289 

R 

JOHNSON, B.D. 

HEYEfl.fl.S. 

6601200062* 

40-0002 


HUKILLH D. 

6801180242 

60-269 

P 

JOHNSON.B.D. 

HEYeR.R.S. 

8801200137’ 

40-6904 


HOKILL.H.O. 

0601180250* 

60-269 

P 

JOHNSON.B.O. 

HEYMAN.I.M. 

8801200268 

50-224 

P 

HUKILLH.O. 

6601200208’ 

60-280 

P 

JOHNSON.B.D. 

HIATT.S.C. 

6301210321 

SO 440 

H 

HUKILL.H D, 

8801260003 

60-289 

ri 

JOHNSON, C.E. 

HIATT.S.L. 

6601250314* 

60-440 

O 

HUILJ.L 

6601200133 

50-528 

R 

JOHNSON.D.S. 

HIATT, S.l. 

6801250317* 

50 440 

Q 

HUMPHREY.Q J. 

8801200040’ 

COMMISSION 

JOHNSON.Q.E. 

HICKMAN .J. 

8601210260* 

fOlA 


HUNSAOER.S.C. 

BQ0105Q227 

60-454 

P 

JOHNSON, G.e. 

HICKS.DR. 

6601220172* 

fOIA 


HUNSAOER.S.C. 

6601060009 

60-454 

p 

JOHNSON.Q.E. 

HIQ<3INS.W.fl 

8601060033 

60-395 

S 

HUNSAOER.S.C. 

8801060466 

50-459 

E 

JOHNSON.Q.E. 

HlGOINS.W.a 

6601270077 

60 -39$ 

S 

HUNSAOER.S.C. 

8601060474 

50-467 

P 

JOHNSON, I.M. 

HILL.C.Z. 

8801130369 

40-8564 


HUNSAOER.SC. 

0601050401 

60-454 

P 

JOHNSON.I.M. 

Hll.L,E.Z. 

8601080068 

40-6504 


HLmSAOER.SC. 

0801150229 

50-457 

F 

JOHNSON, I.M. 

HILLKJ. 

6601270541 

60-284 

5 

HUNSAOER.S.C. 

6601200417 

50-464 

P 

JOHNSON.I.M. 

H1LV..K J. 

8801280096 

50-204 

3 

HWJSADEP.S.C. 

0001210005 

50-464 

P 

JOHNSON, J. 

HILLT.e. 

8801110516’ 

STATE PRO Q 

HUNSAOER.SC. 

6001210011 

70-3013 


JOHNSON.J. 

HILLMAN, C.T. 

6601260226* 

60-255 

P 

HUNSAOER.S.C. 

B601210091 

70-3013 


JOHNSON.J. 

HILLVER.D.W. 

8801200331 

50-461 

S 

HUNSTAD.A 

8001120064 

60-262 

S 

JOHNSON, J. 

HIND 

8801050341 

I5E 


HUNT.W.D. 

8001040041’ 

60-277 

H 

JOHNSON.J.n. 

HIND.J.A. 

8712310053 

60-295 

F 

HUfll^YJ. 

HUSSEMAN.T. 

0601120326 

60-416 

F 

JOHNSON, J.R. 

HIN0.J.A. 

6601070217* 

FOIA 


6601110005 

WASTE MGT 

JOHNSON ,J.R. 

HINO.J.A. 

8801140026 

50-316 

0 

HUTCHISOItL. 

8801040529 

60-397 

fl 

JOHNSON, J.R. 

HIND.J.A. 

8001140033 

50-263 

O 

HUTSEBAUr.J. 

8801050170 

60-296 

S 

JOHNSON.O.H. 

HIND.J.A. 

8801200347 

60-341 

0 

IGNATONIS.A J. 

8801160106* 

50-259 

Q 

JOHNSON.P. 

HINDS.J.M. 

6712170133 

50-341 

0 

INGEBRETSON.C. 

6001130440 

FOIA 


JOHNSON.P.H. 

HINOS.J.M. 

8601110432’ 

50-483 

0 

INQEBRETSON.C. 

8601260113 

FOIA 


JOHNSON.R.T. 

HINDS.J M. 

6601(90202* 

S<M54 

Q 

INQLESJ.M, 

8801190012 

50-280 

J 

JOHNSON.S.C, 

HINTZ.OC. 

6601070504 

60-305 

P 

INQRAM.F. 

6001260326’ 

50-402 

H 

JOHNSON.S.C. 

HlNTZ.O.C. 

6601110306 

60-305 

Q 

mwiN.o.p. 

8001040090 

60-322 

Q 

JOHNSON,W.J. 

HINTZ.OC. 

6601110355 

50-305 

P 

nwiN.o.p. 

8601040090 

60-322 

Q 

JOHNSON, W.J. 

HINTZ.D.C. 

6601130095 

60-305 

R 

lflWIN.O.P. 

8801060128 

50-322 

G 

JOHNSON,W.J. 
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CATEGORY 

JOriNSON.W.J. 

800115025S 

TOPREP 


KAMMERER.C. 

6601200180* 

FOIA 


KERSHULB 

8801050403 

60-344 

S 

JOiNSON.W J. 

0601150204 

TOPREP 


KAMMERER.C. 

0601200100* 

FOIA 


KERSHUL.B. 

8601120360 

50-344 

S 

JOHNSON. W J 

0001150315 

TOPREP 


KAMMERER.C. 

6601210020* 

FOIA 


KERSHUUG. 

6601140066 

50-344 

S 

JOHNSON.W.J. 

8001200402 

TOPREP 


KAMMERER.C. 

8001210067 

STATE PROG 

KERSHULB. 

8601140067 

50-344 

8 

JOHNSON. W.J 

0001270076 

60'601 

A 

KAMMERER.C. 

6001210241* 

FOIA 


KILGORE.BE. 

8712300037 

50-328 

8 

.OKNSTON.a.W. 

0001110424* 

60-69 

V 

KAMMERER,C. 

8601220160* 

FOIA 


KILGORE.B.E. 

860ioeo?4e 

50-328 

S 

JOHNSTON.Q.W. 

0001120410* 

60-206 

V 

KAMMeRER.C. 

8601260501* 

FOIA 


KILGOflE.B.E. 

8801060277 

SO-328 

S 

JOHN8TON.J.n. 

6001120301 

60-165 

R 

KAMMERER.C. 

8601260524* 

FOIA 


KILGORE.B.E. 

8601190077 

50-327 

s 

JCHNSTON.K E 

8601130030* 

50275 

Q 

KAMMERER.C. 

8801260547* 

FOIA 


KILGORE.B.E. 

8601200299 

60-328 

s 

JOHNSTON.W.V. 

0712290337 

50-244 

Q 

KAMMERER.C. 

8801260551* 

60-390 

0 

KILQORE.O.W. 

8601040044* 

60-362 

p 

jOHNSrON.W.V. 

8712290351 

60-271 

Q 

KAMMERER.C. 

8601270202* 

FOIA 


KING.C.E. 

8601200436 

70-1308 


JO>IKSTON.W.V. 

0712290353 

60-333 

0 

KAMMERER.C. 

0801270227* 

60416 

P 

KING.LP. 

8001120172* 

50-338 

0 

JOf^NSTCN.W.V. 

8712300C09 

60-219 

Q 

KAMMERER.C. 

8601270200* 

60-416 

P 

KINO.R. 

8601220162* 

50-327 

H 

JO^NSTO.N.W.V 

8712300043 

50-277 

0 

KAMMERER.C. 

6801270833* 

FOIA 


KING.T.L. 

8601130367 

PROJ 


JOHNSTON.W.V 

8001050413 

50-277 

0 

KAMMERER.C. 

8601280074* 

60-341 

U 

KINQSLEY.O.D. 

8712300057 

50 416 

s 

JOH.NSTON.W.V. 

8601050450 

50-247 

o 

KAMMERER.C. 

8601260091* 

FOIA 


KINGSLEY.O.D. 

8601040522 

50-416 

p 

JOHNSTON.W.V. 

6801050498 

50-412 

Q 

KAMMERER.C. 

6601280100* 

FOIA 


KINQSLEY.O.D. 

8801050261 

50-416 

p 

JOHNSTON.W.V. 

0801050520 

50-293 

Q 

KAMMERER.C.C. 

8601270400* 

60 4S8 

A 

KINGSLEY.O.D. 

8601000066 

50-416 

s 

JOHNSTON.W.V. 

0001120206 

50-266 

Q 

KANE.W. 

6601110310 

60 293 

0 

KINGSLEY.O.D. 

8601110414 

50-416 

p 

JOHNSTON.W.V. 

0001120297 

50-423 

0 

KANE.W.F. 

6712290013 

60 277 

H 

KINQSLEY.O.D. 

8601120016 

50-416 

p 

JOHNSTON.W.V. 

0001120310 

50-362 

0 

KANE.WF. 

6601190332 

60 277 

0 

KINGSLEY.O.D. 

8601120035 

50-416 

s 

JOHNSTON.W.V. 

0001130041 

50-219 

0 

KANE.W.P. 

6801200090 

60-247 

s 

KINQSLEY.O.D. 

8601120035 

50-410 

s 

JOHNSTON.W.V. 

0001130177 

50-219 

0 

KANE.W.F. 

6801200224 

60-410 

Q 

KINGSLEY.O.D. 

8601120122 

50-416 

s 

JOHNSTON.W.V. 

6001130272 

50-269 

0 

KAPLAN, A. 

6712310180 

60-440 

P 

KINGSLEY.O.D. 

8601120326 

50416 

F 

JOHNSTON.W.V. 

6601130276 

60-272 

0 

KAPLAN, A. 

0712310234 

60-440 

5 

KINGSLEY.O.D. 

8601140121 

50-416 

Q 

JOHNSTON.W.V 

8601190337 

50-412 

0 

KAPLAN,A. 

6801070440 

60 440 

H 

KINGSLEY.O.D. 

8601150134 

50-416 

F 

JOHNSTON.W.V. 

8601200066 

60-317 

Q 

KAPLAN.A. 

8601110350 

60 440 

P 

KINQSLEY.O.D. 

8601150316 

50 416 

S 

JOHNSTON.W.V. 

8801200163 

50-277 

Q 

KAPLAN,A. 

8001110370 

60-440 

P 

KINQSLEY.O.D. 

8601160232 

50416 

R 

JOHNSTON.W.V 

8601200202 

60-272 

0 

KAPUN.A. 

6601110334* 

60-440 

P 

KINQSLEY.O.D. 

8601150247 

50-416 

P 

JOHNSTON.W.V. 

8601200251 

60-307 

0 

KAPLAN.A. 

8601130240 

60-440 

Q 

KINQSLEY.O.D. 

8601210227 

50-416 

0 

JOHNSTON.W.V. 

6801200368 

60-244 

0 

KAPUN.A. 

6601200389 

60440 

R 

KINGSLEY.O.D. 

8601220176 

50-416 

s 

.■ChNSTON.W.V. 

8801270060 

50246 

0 

KAPUN.A. 

6601210380 

60-440 

n 

KINGSLEY.O.D. 

8601260206 

60-416 

p 

wOU FFE.nj. 

6712310209* 

60-344 

0 

KAPUN.A. 

6801250457 

50-440 

Q 

KINQSTON.Q. 

8601050437 

50-443 

s 

JONAS.8.A. 

0601060296 

60-443 

0 

KAPUN.A. 

8801260199 

60-440 

8 

KINNEMAN.J. 

860I1300II 

18 E 


JONA3.S.A 

6001060304* 

60-443 

G 

KAPUN.A. 

8001260462 

60 440 

F 

KINTNER.F.J, 

8601160033 

50-320 

G 

JONA3.S.A. 

6601130081 

60-443 

Q 

KAPUN,A. 

8801270240 

60-440 

P 

KINTHER.UL 

8601070203 

60-416 

P 

JON£$D.B 

0410100012* 

FOIA 


KAPUNpA. 

6601280230 

60-440 

S 

KINTNER.LL. 

8801070310 

60-416 

P 

JONES.D.E 

0712290322* 

50-468 

0 

KASSNBRJ.F. 

8601070270 

NUREO 


KINTNER.LL. 

860II3043I 

60-416 

P 

JONE9.0.E 

6001200190* 

50-263 

Q 

KEIMIQ.n.h. 

8712310017' 

60-367 

0 

KINTNER.LL 

9801140149 

50418 

P 

JONES.F R. 

6001230376* 

60-322 

Q 

KEIMIQ,R.R. 

6601130078* 

60-219 

Q 

KINTNER,LL. 

0801140272 

50-416 

Q 

JONES.F.n. 

0601260376* 

60-322 

Q 

KEIMIO.R.R. 

6601130130* 

70-371 


KINTNER.U 

8801250348 

60-416 

0 

JONS3.W a. 

8801200031* 

60-468 

Q 

KEIMIQ.R.R. 

8601130271* 

60-247 

Q 

KINTNER.LL 

0801270556 

50-416 

P 

JONSS.WC. 

6601260100 

60-205 

P 

KEISER.H.W. 

6712300077 

80-366 

P 

KINTNER.LL. 

0801270564* 

50-418 

P 

JONES.W.Q. 

8801200023* 

60-327 

S 

KEISER.H.W. 

8712300067* 

60-380 

P 

KIRBY ,J.L. 

0801160280’ 

60-626 

F 

JORDAN, E L. 

8703100467* 

FOIA 


KEISER.H.W. 

8601060463 

60-387 

F 

KCRKWOOD.A. 

0801140249* 

60-354 

0 

JOROAN.E L. 

8711100506* 

FOIA 


KEISER.H.W. 

6601110008 

60-387 

P 

KIRSCH,D.F. 

0712310202 

50-344 

0 

JOSEPH.M A. 

0601120043 

60-267 

8 

KEISER.H.W. 

8601 1601 73 

60-387 

P 

KIRSCH.O.F. 

0712310206* 

60-044 

Q 

JOSEPKMA. 

8801120063 

60-267 

8 

KEISER.H.W. 

8801160177 

60-387 

0 

KIRSCH.O.F. 

6712310207* 

50-344 

Q 

JOSEPM.M A. 

8001100241 

50-267 

8 

KEISER.H.W. 

8601160105 

60-387 

R 

KIRSCKO.F. 

6801070029 

60-344 

P 

JOSE PH. V R. 

0001270116 

60-423 

S 

KEISER.H.W. 

6801150250 

60-367 

0 

KIRSCH,D.F. 

0801110312 

60-344 

S 

vOSI3ER,W.A. 

0801060032 

60-266 

0 

KEISER.H.W. 

8801160257 

60-387 

Q 

KIRSCI{,D.F. 

0801110374 

50-528 

0 

JOSIQER.W.A. 

6801110292 

60-286 

s 

KEISER.H.W. 

8801260111 

60-387 

F 

KIRSCH.O.F. 

6601110409 

60-344 

Q 

JOSIQER.W.A. 

6801200422 

50-266 

Q 

KEITH.H.N. 

6801140111 

50-333 

S 

KIRSCH.O.F. 

6801130303’ 

50-275 

E 

JOSI3ER.W.A. 

6601210165 

60-286 

P 

KELLEY, C.O. 

6801130070 

40-6914 


KIRSCH.O.F. 

6601270051 

50-312 

f 

JO&iaER.W.A. 

6601250363 

50-286 

R 

KELLEY, 0. 

0801200450’ 

50-445 

Q 

KIRSCH,O.F. 

8601270450 

50-344 

P 

JOSIQER.W.A. 

6601260067 

60-206 

0 

KELLEY, D.l 

6801270553* 

60-446 

0 

KIRSCH,O.F. 

8601270640 

50-344 

0 

wOSIOER.W.A. 

6601270100 

50-206 

S 

KELLY.J.A. 

0712310061* 

50-498 

0 

KLEIN.W.J. 

6601060062 

WASTE MGT 

.UIIAN,C.A 

6601120012 

60 413 

Q 

KELLY.J.A. 

8801060509* 

50-456 

Q 

KLEINSORQE.W.P. 

6801110394* 

50 261 

Q 

JULIAN, C.A. 

6601120412 

60-306 

0 

KELLY.J.A. 

8801130131* 

50-313 

O 

KLINE.J.R. 

8801130030 

50-322 

G 

JULIAN.C.A. 

6601260520 

60-400 

0 

KELLY.J.A. 

8801130226* 

50-498 

Q 

KLINE.J.R. 

8801270434 

60-822 

Q 

JU;.IAN.C.A. 

8601250536* 

50-400 

0 

KELLYpJA. 

8801250474* 

50-285 

0 

KLOXIN.C. 

6801210035* 

CONTRACT 


JULIAN.C.A. 

8601270026 

50-261 

V 

KELLYpJ.L 

8801190124 

50-259 

P 

KNAPP, W.J. 

8801200405 

71-9176 


JUL'AN.E.L 

8601150055 

60-456 

0 

K6LLY.J.L. 

6601250422 

60-259 

R 

KNAPP, W.J. 

6801200427 

71-9166 


kabaoUn. 

8801060275* 

TOPREP 


KELLYpJ.L. 

6801260418 

60-259 

R 

KNAPP.W.J. 

8601200449 

71-9169 


KAGAN.O. 

6801260457 

50-259 

p 

KELLY.L. 

8801250363 

60-286 

R 

KNAPP, W.J. 

8801210009 

71-9159 


KAHLEJB. 

8801200320* 

60-416 

0 

KELLY.W.R. 

6801110161 

WASTE MOT 

KNAPP.W.J 

6601210041 

71-9176 


KAHN.Q.A. 

6801060353* 

50-443 

G 

KEUPER.J.S. 

8801140003 

60-363 

Q 

KNAPP, W.J. 

6601210165 

71-9186 


KAIS£n,AF. 

8801130072 

60352 

S 

KEMPER.J.S. 

8801270129 

60-277 

0 

KNICElEY.Jfl. 

8601140066* 

50-263 

Q 

KALE.SH. 

6801080051 

WASTE MGT 

KENNEOV.E.E. 

8901070301 

40-8903 


KNIGHT.J.P. 

8601260676 

WASTE MGT 

KAIMAN.Q. 

6712260296* 

50-312 

P 

KENNEOY.E.E. 

8801130273 

40-8903 


KNIGHTON, Q. 

8601260081 

50-312 

P 

KAtMAN.G 

6601190246 

50-312 

P 

KENT.S. 

6801210212* 

50-390 

A 

KNIGHTON, Q.W. 

8601040301* 

60-397 

P 

KALAtAN.Q 

6801250226 

60-312 

P 

KENT.S. 

6801260288* 

60-454 

Q 

KNIGHTON, G.W. 

8801250241* 

60-312 

P 

XALVAN.K. 

6801260262* 

FOIA 


KENT.S. 

6601260205* 

60-454 

O 

KNIGHTON, O.W. 

660)250444* 

60-275 

P 

KALWAN.K.L. 

8601260294* 

FOIA 


KENT.S. 

6801260300* 

50-454 

Q 

KNIGHTON, G.W. 

6601260261 

50-397 

F 

KAMMERER.C 

8508070143* 

50-259 

Q 

KENT.S. 

6601260364* 

FOIA 


KNIOHTON.Q.W. 

0601270135 

60-275 

P 

KAMMERER.C. 

8801120064* 

FOIA 


KENYON, B.O. 

8712310143 

50-388 

P 

KNIGHTON, Q.W. 

6801270185 

60-208 

P 

KAVMERER.C. 

8801130209 

STATE PRO G 

KENYON, B.O. 

8712310216- 

60-388 

P 

KNOP.R.C. 

8712290396* 

60-440 

0 

KAMMERER.C. 

6801150239* 

50 445 

A 

KENYON,T.J. 

8601070366 

50-601 

A 

KNOX.E. 

8601200435 

CONTRACT 


KAMMERER.C. 

6801200088* 

FOIA 


KENYON.T.J. 

6801070381 

60-601 

A 

KNOX.E. 

6601260426 

CONTRACT 


KAMMERER.C. 

6601200091* 

FOIA 


KENYON, T.J. 

6601190160 

60 601 

A 

KOSEfl.fl.W. 

8601040479 

60-244 

R 

KAMMERER.C. 

6B01200095* 

FOIA 


KEPPLER.J.G. 

6801200143’ 

50-327 

P 

KOBER.R.W. 

8801060117 

60-244 

P 

KAMMERER.C. 

6801200099* 

FOIA 


KEPPLER.J.O. 

6801210010* 

60-327 

P 

KOBEfl.R.W. 

8801060134* 

60-244 

P 

KAMMERER.C. 

6601200106* 

50-327 

P 

KEPPLEfl.P. 

6601200434 

40-8820 


KO0ER.R.W. 

8801060160 

50-244 

n 

KAMMERER.C. 

6601200122* 

FOIA 


KERR.W. 

6712110267 

ACRS 


KOBER.R.W. 

8801060249 

60-244 

s 

KAMMERER.C. 

6801200129* 

FOIA 


KERR.W 

6712110276 

ACRS 


KOBEfl.R.W. 

8601070036 

60-244 

p 

KAMMERER.C. 

8001200131* 

FOIA 


KERR.W. 

6801210051 

60-2 

F 

KOBER.R.W. 

8801200076 

50-244 

0 

KAMMERER.C. 

8801200140* 

FOIA 


KERR.W. 

6601270160 

ACRS 


KOBER,R.W. 

660I20039S 

60-244 

P 

KAMMERER.C. 

8801200164* 

50-390 

A 

KERR.W. 

8601270467 

ACRS 


KONWINSKI.G.R 

8801060426 

40-8698 




KONWiNSKI.e.R 

8801060434 

40'6502 


LAZARUS.WJ. 

8801 120349* 

50-317 

0 

LIEBERMAN.E. 

6801130094 

60443 T 

KONWINSKI.G R 

8801070032* 

40-8714 


LAZARUS.WJ. 

8601190202* 

50-271 

Q 

UIEBERMAN.J. 

8601110203 

50-295 Q 

konwinski.gr 

6601070062 

40-6659 


LAZARUaW-J. 

8801140061* 

50-293 

Q 

LIEGERMAN.J. 

8801130229 

50-261 Q 

KONWINSKI.GR. 

8601070142' 

40-8502 


LA2ARUS.WJ- 

8801150145* 

50-277 

Q 

LIEBERMAN.J. 

6601130253 

50-424 0 

KOONTZ,J. 

&6010204'9&* 

FOlA 


LEAR.G. 

8801060279* 

50-293 

P 

LIEBEBMAN.J. 

8601140090’ 

FOIA 

KORBIN.P- 

6801270608* 

50-320 

P 

LEAR.G. 

8801060266* 

50-293 

P 

LIEBERMAN.J. 

6601220277 

50-301 Q 

KOSWJ. 

8712280346* 

50-244 

Q 

LEAR.Q. 

8801060294’ 

50-293 

P 

LtEBERMAN.J. 

6801220291 

50-155 O 

KOTTAN.J. 

6801(40248* 

60-354 

0 

LEBLONO.PC. 

8712280218 

50-295 

P 

LIEBERMAN.J. 

6601220306 

50-160 O 

KOWALSKI.S.J. 

6801110332 

60-353 

S 

LBBLONaP-C. 

8801050448 

50-295 

P 

LIEBERMAN.J. 

6601220415 

60-285 Q 

KOWALSKI.SJ. 

8801200416 

50-353 

0 

LEBLOND,P.C. 

6601110421 

60 237 

P 

LIE6ERMAN.J. 

8801260193 

60-313 0 

KOZUP.CS, 

8712290115 

50-255 

s 

LEBLONO.P-C. 

8801140167 

SO-295 

P 

LIMROTH.D.F. 

8712210023' 

50-317 Q 

KOZUP.CS. 

8801120403 

50-255 

p 

L£DBEnEn,J.G- 

8601110508 

STATE PROG 

LINOSEY.D.J. 

8801200269 

50-333 S 

KOZUP.C.S. 

8801280261 

50-255 

s 

LEOBETTERJ.L 

8601060091* 

50-321 

P 

LINEHAN.J.J. 

6601070522 

WASTE MGT 

KRAUSE, C.W. 

8801140340 

$0-268 

n 

LEOGERWOOO.RK- 

8801110044* 

WASTE MGT 

LINTON.O.W. 

8801070021 

PR 

KREHJ.L 

8801190212* 

50-335 

0 

LEE.TD 

8601270104* 

70-143 


LINVILLE.J. 

8801110220 

60-27? S 

KRIEGER.K. 

8801270215 

50247 

R 

LEE.T.D. 

8801270113* 

70-143 


UNVILLE.J. 

8601180359* 

50-352 O 

KRIMW.fl.W. 

8801280521 

60-387 

F 

LEECH.P.M 

6801140229 

PROJ 


LINVILLE.J.C. 

8601190336* 

60-277 Q 


8801280596 

60-456 

F 

LEEMON.R J. 

8601200069* 

50-206 

0 

LINVILLE,J.C. 

6601200012* 

50-350 Q 

KRISHNAMOORTHY 

8801270208 

NUREG 


LEFEVBE.KE 

6001070331 

WASTE MGT 

LINVILLE.J.C. 

6601200146 

50-277 R 

KROPP.W. 

8801060184* 

60 255 

0 

LEHMAN.L. 

8601050164 

50-265 

s 

LITTLE.M. 

8801070416 

CONTRACT 

KUEMIN.J.L. 

6801100133 

50-25S 

P 

LEINSDORF.D. 

8801290082 

WASTE MGT 

LITTLE.M. 

6601110016 

CONTRACT 

KUltCK.J.M. 

8712310151* 

50-388 

P 

LELANO.W-B 

6601060346* 

50-443 

Q 

LinLE.M. 

8601210293 

CONTRACT 

KUNa.LG. 

8601200242 

50-298 

P 

LEMQNS.J.R. 

8801120338 

$0-317 

S 

LITTLE.M. 

6801220190 

CCNTIWiCT 

KUNKEUW.P. 

8801070406* 

WASTE MQT 

LEMONS.J R. 

0601250267 

80-317 

R 

LIHLEFIELD.P. 

6601060370* 

50-443 Q 

KUZEL.NE. 

8801120258 

60-336 

s 

LEMONS.J R 

8801260352 

50-317 

F 

LIU.W.C. 

8712290322* 

60-458 0 

LABONre.W, 

6601040049 

50-382 

f 

LEMCNSJ R. 

6801270054 

50-319 

S 

LIU.W.C. 

6601110416' 

60-457 Q 

LABONTE.W. 

8801040051* 

50-382 

p 

L£MPQES,T.E. 

8712200379 

50-410 

s 

LIVERMORE,H.H. 

8801040287* 

50-445 0 

LA8RUNA.S. 

6712290060 

60-364 

s 

LEMPQES.T E. 

6712290385 

H)-220 

S 

LIVERMORE.H.H. 

8801270212* 

50 445 0 

LA0RUNA.S. 

66010S0053 

50 354 

s 

LEMPQES.TE 

6801120343 

50-220 

s 

LLOYD.M. 

8801150111* 

COMMSSOS 

LA0RUNA.S. 

8801120076 

50-354 

s 

LEMPGES.T.E. 

8801130163 

50 410 

s 

LOESCH.R. 

8601130065* 

50-247 Q 

LABRUNA.S. 

8801120094 

50 354 

s 

LEMPQES.TE 

8801130172 

50-410 

s 

LOESCH.R. 

6801130173* 

50-20 0 

LABRUNA^. 

6801190080 

50-354 

s 

LEMPGES.T.E. 

8801130174 

50-410 

s 

L0FY,R.A. 

8601210243* 

COMTRAa 

|jABRUNA.S 

6801190083 

50-354 

S 

LEMPQES.TE 

8601 130203 

50-220 

s 

LOFY.R.A. 

6801260260* 

CONTRACT 

LABRUNA,S. 

8801190089 

50-354 

s 

LEMPGES.T.E. 

8601 1401 13 

60-220 

s 

LOQSDON.M.J. 

6601070328 

WASTE RES 

LABRUNA.S. 

8801210050 

60-354 

fl 

LEMPGES,T.E. 

6801140116 

60-220 

s 

LOQSDON,M.J. 

66010600S9 

WASTE fits 

LACEY.W.S. 

8001100101 

60-334 

s 

LEMPGES.T.E. 

8801190261 

50-220 

p 

LOGSDON.M.J. 

8601290101 

WASTE RES 

LACEY.W.S 

6801190058 

60-334 

s 

LEMPCES.T.E. 

8801160267* 

50-220 

p 

LOOUE.R.H. 

6712310041 

60-352 S 

LACEY, W.S. 

6801190078 

60334 

s 

LEMPGES.T-E. 

6801200282 

50-410 

s 

LOQUE.R.H. 

6601050570 

50-276 S 

LACEY.W.S. 

6801260163 

SC -334 

s 

LEMPGES.T.E. 

8801200321 

50 410 

s 

LOQUE.R.H. 

6601060012 

50-277 8 

LACK.J.J. 

8601210369 

SO-322 

F 

LeMPGES.T.e. 

8801250250 

50-410 

8 

LOOUE.R.H. 

6601120033 

50-277 5 

LAFEV6R.C.W 

6601280272* 

60-327 

p 

LEMPOES.T E. 

8801250269 

50-220 

s 

L0GUe,fl.H. 

6601120053 

50-277 S 

ufreni£re,r.l. 

6801120266* 

50-481 

Q 

LEMPGES.T.E. 

6801260493 

50-410 

s 

LOQUE.R.H. 

6601120069 

50-352 S 

UINAS.O.C. 

6605150161* 

50-293 

P 

LEMPGeS.T.E. 

8801260236 

60-410 

0 

LOOUE.R.H. 

6601120104 

50 352 S 

LAtNAS,Q.C. 

6711020491* 

60-259 

P 

L6MPGeS.T.e. 

8801270121 

53 410 

s 

LOOUE.R.H. 

6601190134 

50-352 S 

LAINAS.Q.C. 

8601130441* 

50-416 

P 

LEMPGES.T.E. 

8601290167 

50-410 

s 

LOQUE.R.H. 

6601190234 

60-277 8 

LAtNASJ3 C 

8801140263* 

50-418 

0 

L6NT»N£,F.O. 

leonato.be. 

880128i:«e0 

50 295 

F 

LOHAUS.P.H. 

8601070353 

WASTE MOT 

lambeAsku. 

8601200051 

FOIA 


9601110451 

50-535 

P 

LOHAUS.P.H. 

6601070476 

WASTE MQT 

LANCASTgRW.K. 

6801130075* 

60-219 

0 

LEONARO.J.O. 

66012^65 

50-322 

F 

LOHAUS.P.H. 

6801070484 

WASTE MOT 

LANCASTER.W.K. 

6601130271* 

50-24? 

Q 

LEONAROJD. 

6601260051 

60-322 

P 

LOHAUS.P.H, 

6601060061 

WASTE MOT 

LANQE.O. 

8601050528’ 

50 293 

0 

LEROY. 8 r 

6601060115 

50-369 

S 

LOHAUS,P.H. 

6601110006 

WASTE MOT 

LANQE.O.J. 

87123100(1* 

50-277 

V 

LEflOY.S.E. 

6601060118 

50-369 

s 

LOHAUS.P.H. 

6601110081 

WASTE MOT 

UANGe.OJ. 

860(120252* 

50-219 

V 

LEflOY.S.e. 

6601130331 

50-369 

s 

LOMBARDO.J.J. 

8601070360* 

WASTE MOT 

IANQ6,0J- 

LANNINQ.W 

8601120308 

60-277 

V 

LEflOY^E. 

860(140099 

50370 

s 

LOMBAROOJJ. 

6601070364* 

WASTE MOT 

8801140256 

60-244 

s 

LEflOY.S.e. 

6601150210 

50-369 

s 

LONQ.J.A. 

8601210014 

70-143 

LANNINQ.W. 

690127027S 

50416 

8 

LEROY.S.6. 

6601190095 

50-370 

s 

LONQ,J.A. 

6601210087 

70-143 

LANNINQ.W'. 

6801290319 

60-247 

s 

LESSERAI-S 

e80120(K}S6’ 

50-413 

0 

LONQJA. 

8601210114 

70-143 

LANPHER.LC. 

8801040084 

50-322 

0 

tETSCHe.K.J. 

8eOI044M}eB 

50-322 

Q 

LONO.J.L. 

8712300026 

50-327 S 

IANPHER,I.C. 

8601040094 

SO 322 

Q 

LETSCHE.K J. 

6601040068 

60-322 

G 

lONQ.W.O. 

88D105DO73 

50-298 P 

LANPHERA-C. 

8801060062 

50-322 

Q 

L£7SCMe.KJ 

6801040122 

60-322 

0 

LONQ.W.O. 

6601250294 

50-266 P 

UNPHEfl,L.C. 

8801250311 

50-322 

0 

LETSCHE.K J. 

6601040122 

50322 

o 

LOOMIS.L.E. 

6601200303 

50-423 $ 

LANPHER.LC. 

8801250311 

50-322 

Q 

LETSCHE.KJ. 

8601210161 

50 322 

G 

LOUOERBACK.T.E 

6601070471 

40-6714 

LANPHER.LC. 

8801250311 

50 322 

G 

LETSCHE.K J. 

8601210161 

50-322 

0 

LOUDERBACK.T.E. 

8601130452 

40-6714 

LANPHEfl,LC. 

8601250311 

50-322 

Q 

iET8CH6.KJ. 

6601270334 

60-322 

Q 

LOVE.R.S, 

8601040075* 

50-237 0 

LANPHER.LC. 

8601250322* 

50-322 

Q 

lETSCHe.K.J. 

8801270334 

50-922 

Q 

LUEHMAN.J. 

8601260193 

60-313 0 

LANPHeR.L.C- 

6801250322* 

60-322 

Q 

LeTSCHE.KJ. 

8801270434 

$0-322 

G 

LUMB.T. 

6801120262* 

60-219 V 

LANPHER.L-C. 

8801250335* 

SO 322 

0 

LEUOEFIS.M. 

8801130031 

50-322 

G 

LYON.O.M. 

8801120359 

50-373 S 

LANPHER.L.C. 

8801250335* 

50-322 

G 

LEUQERS.M. 

0901130031 

60-322 

G 

LYON.D.M. 

6801190128 

60-373 S 

LANPHER.L.C. 

8601270365 

50-322 

G 

LEUGERSAI A 

6601040113 

50-322 

G 

LYONS.P.J. 

6601130259 

40-299 

LARSON.C.e. 

LASHER.D. 

8601060187 

8B01260143 

50-263 

ORG 

F 

LEUOERS.MJ 

LEVER.O.A 

0601040113 

0601110206 

50-322 

NUREG 

G 

MACDONALD.C.E. 

MACDONALD.C.E. 

8703100050* 

6601040374 

71-9044 

71-5406 

LAST.O.V. 

8801070486* 

WASTE MGT 

L6VfN.HA. 

0601040077 

50-445 

Q 

MACDONALD.CE 

6801040379* 

71-8408 

LATHAM.S.B. 

6801040066 

SO-922 

0 

LEVIN, H.A. 

6601210156* 

50-445 

G 

MACDONALD.C.E. 

6601040391 

71-9061 

LATHAM.S.B. 

8801040086 

60-322 

G 

LEVIN&J.M. 

6801050229 

50-313 

F 

MACDONALD.C.E. 

6801040396* 

71-9081 

UTHAM.SB. 

8601040(22 

50-322 

G 

LEVINE. JM 

6901190281 

50-366 

V 

MACDONALD.C.E. 

6801040430 

71-6676 

UTHAM.S-e. 

8801040122 

50-322 

G 

LEV1NE.J.M. 

6601260144* 

50313 

Q 

MACDONALD, C.E. 

8801040514 

71-5939 

LATHAM, SB. 

8801200273 

50-322 

G 

LEVINE, JM. 

6601270162 

$0-313 

Q 

MACDONALD, C.E. 

8801040521* 

71-5939 

LATHAM.S.0. 

8801200273 

50-322 

G 

LEVINE.JM. 

8601270307 

50-313 

R 

MACDONALD.C.E. 

8801050023 

71-9216 

LATHAM, SB. 

8801210161 

50-322 

Q 

LEWAL0.GH. 

6601200305 

50-443 

Q 

MACDONALD.C.E 

6601050025 

71-9216 

LATHAM. S.B. 

8801210161 

50-322 

Q 

IEV11ALO.G.H. 

8801200317 

50-443 

G 

MACDONALD, C.E. 

6801050040 

71-9032 

LATHAM.S.B. 

8801250322* 

50-322 

Q 

LEWIS.P.B. 

8601140303 

50-171 

P 

MACDONALD.C.E. 

6601050046 

71-9783 

LATHAM,S.B. 

8801250322* 

50-322 

Q 

LEWISML 

0601040368 

PR 


MACDONALD.C.E. 

6601050055* 

71-9783 

LATHAM.S.B. 

8801270334 

60-322 

Q 

LEWIS.M.l. 

6601190330 

NUREG 


MACDONALD.C.E. 

6601050134 

71-9166 

LATHAM.Se. 

8801270334 

50-322 

G 

LEWIS.R.L 

0601260272* 

50-327 

P 

MACDONALD.C.E. 

6801050148 

71-6272 

LAUQHERY,K.R. 

8801060431 

NUREG 


LEWIS, S.H. 

8801190115 

50-320 

G 

MACDONALD.C.E. 

6801050206 

71-9206 

LAVALLE.K.P. 

8801210356 

60-322 

F 

LIAW.SO. 

8801270170* 

SO-266 

0 

MACDONALD.C.E. 

6601050209* 

71-9208 

LAVALLE.T.A. 

8712310239 

50-263 

S 

LICITRA.E.A 

6801190216 

50-529 

0 

MACDONALD.C.E. 

6601050244 

71-9791 

LAVELY.P, 

6712290128 

60-312 

S 

LICITRA,EA- 

8801260326 

50-528 

P 

MACDONALD, 0.e. 

8601050247 

71-9216 

LAZARUS, W.J. 

88010504*1* 

SO-443 

Q 

LlCKUS.H. 

8801070383* 

FOIA 


MACDONALD.C.E. 

8601060257* 

T1-9791 


MACOONALO.C E 

8801050258* 

71-9216 


MARSHALL.J.S. 

6801040448 

50-445 

S 

MATAKAS.RA. 

MACOONALO.CE 

8801050282 

71-6441 


MARSHALL.ja 

8B010404SS 

50-445 

s 

MATAKAS.RA. 

MACOONALO.C E. 

8801050291* 

71-6441 


MARSHAL L.J a 

8801040463 

50-445 

s 

matakas.r a. 

MACOONALO.CE. 

6601050305 

71-9788 


MARSHALL.J.S- 

880104(681 

50-445 

0 

MATAKAS.RA. 

MACCONAIO.CE. 

8801050310* 

71-9788 


WARSHAIL.J.S- 

8801050016 

50-445 

Q 

MATAKAS.R A 

MACOONALD.C.E 

6801050385 

71-9032 


MARSHALL.J.a 

8801050063 

50-445 

0 

MATCHETT.SD- 

MACOONALO.C E 

8801060667 

71-5939 


MARSMALL.J.S 

8601050279 

50-446 

0 

MATCHETT.S.D. 

IMOOONALO.CE. 

6601060(10 

71-9119 


MARSHALL.J.S 

8801060065 

60-445 

Q 

MATKlS.J.t. 

MACOONALO.CE. 

8801060119* 

71-9119 


MARSHALL, JS- 

6601060430 

60-445 

A 

MATrHEWS.O.B 

MACOONALO.CE. 

8801060444 

71-618 


MAHSHALL.JS 

8601070138 

60-445 

A 

MATTHEWSJ.K. 

MACOONALO.C E. 

6801060447 

71-406 


MARSHALUJ.S. 

8601110227 

50445 

S 

MA1THEWS.P.J 

MACOONALO.CE 

8801060452 

71-9218 


MARSHALL.J.S. 

8801110229 

50-445 

S 

MATTSON,R.J. 

MACOONALO.CE 

8801070146 

71-491 


MAnSI4ALL.J.S 

8801110231 

50-445 

s 

MATTSON.R J. 

MACOONALD.CE. 

8801070180 

71-9176 


MARSHALLJ.a 

6801110235 

SO 445 

S 

MAUS.F.G. 

MACOONALD.C.E. 

B801070179 

71-9167 


MARSHALL.J.S. 

0601110286 

60-445 

s 

MAXWELL, CG. 

MACDONALO,C E. 

8801070415 

71-9073 


MARSHALL.J.S 

8801110293 

60-445 

s 

MAY.E-L 

MACOONALO.CE 

8001070440 

71-9086 


MARSHALL.JS 

8801120201 

$0 445 

s 

MAYER, EL. 

MACOONALO.C E 

8801070458 

71-9074 


MARSHALL.J.S 

6801120208 

50-445 

S 

MAZUR, D.W. 

MACOONALO.C e. 

8801070478 

71-9159 


MARSHALL.J.S- 

8601120221 

50-445 

8 

MAZZAFERRO,P.A. 

MACOONALD.C.E. 

8801070487 

71-481 


MARSHALLJS 

8601120329 

60-445 

s 

MA2ZAFERnO,P.A 

MACOONALD.C.E. 

eeoiosooiG 

71-9166 


MARSHALL.J.S 

0801120360 

50-445 

s 

MAZZAFERRO.P.A. 

MACOONALO.CE. 

8801080017* 

71-9166 


MARSHALl,J.S. 

6601120409 

50-445 

s 

MAZZAFERRO.PA. 

M*COO.‘*ALO.C.E. 

8801080022 

71-487 


MAR.SHALL.ja 

8801120432 

50-445 

s 

MAZZAFERRO.PA 

MACOONALO.C-E. 

6601080023* 

71-487 


MARSHALL.JS 

8801130124 

60-445 

s 

MAZZAFERRO.P.A. 

MACOONALD.C.E. 

8801080025 

71-485 


MARSHALL.J-S 

8801130181 

60-445 

5 

MCALPINE.E.J. 

MACOONALD.C.E 

B8010B0027' 

71-485 


MARSHAtL.J.a 

880 >>30240 

50-445 

S 

MCALPINE.E J 

MACOONAID.C.E. 

8501080030 

71-643 


MARSHALI..J.S 

8801140126 

SO 445 

S 

MCaREARTY.R A. 

MACOONAIO.C.E. 

8801080031* 

71-643 


MARSHALI.J S. 

8801200366 

60-445 

S 

MCBnEARTY.n.A. 

MACOONALD.C.E. 

8801080032 

71-646 


MARSHALL.JS. 

8801210013 

SO-44S 

S 

MCCABE.E.C 

MACOONALD.C.E. 

8801080033 

71-5814 


MARSHALL.J.S 

6801210015 

50-445 

s 

MCCABE.E.C. 

MACOONALD.C.E. 

8801080034* 

71-646 


MARSHALUJ.S. 

88012100^ 

50-445 

s 

MCCABE.E.C. 

MACOONALD.C.E. 

8801080035 

71 644 


MARSHALL.J.S 

8601210089 

60-445 

s 

MCCALL.J.K- 

MACOONALO.C E. 

8801080036* 

71-5614 


MABSHALL.J S 

8601210108 

60-445 

0 

WCCANCE.W.T, 

MACOONALO.C E. 

8801080037* 

71-644 


MARSHALL.J.S 

8601210109 

SO 445 

0 

MCCANCE.W.T. 

MACOONALO.C E. 

8801080041 

71-9221 


MARSHALL.J S 

8601210135 

60-445 

K 

MCCAflTY.B.E. 

MACOONALO.C E. 

8801080043* 

71-9221 


MAflSHALL.J.S. 

88OI2I0I9I 

50-445 

s 

MCCARTY.B.E. 

MACOONALO.C £. 

8801210287 

XPORTLIC 


MARSHALL.W 

8712300116 

60 302 

F 

MCCAUGHEY.OA. 

MACCONALO.J.A. 

8801130010 

50-443 

T 

MAPSHALL.W. 

8712300131 

60 302 

F 

MCCONNELL.K. 

MACGLKRE.O.R 

8801110496* 

50400 

Q 

MAnSHALL.W. 

8712300133 

60-302 

P 

MCCORKLE.K E. 

MACLEAN.RA. 

8801280429* 

CONTRACT 

MARSHALL.W- 

8712300134 

50-302 

F 

MCCUISTION.MQ. 

MACMAHON.J F. 

8801120142 

50-293 

P 

MAPSHALLW- 

8712300137 

50-302 

F 

MCCULLUQlLR.W. 

MADE0A.T.J 

8801060053’ 

60315 

Q 

MAflSHALL.W. 

8712300139 

60-302 

F 

MCDANIEL, D.T. 

MADSENjQL 

8601130448* 

60-298 

Q 

MAflSHALLW. 

8801160202 

50-302 

P 

MC0ANIEL,K. 

maesta^e. 

8601040031 

PROJ 


MARSHALL.W J. 

8801280037 

50-269 

F 

MCDONALD.D.Q. 

MArVA.P.a 

8901070270 

NUREQ 


MARTIN.O.W. 

8801260481* 

50-312 

P 

MCOONALO.D.O. 

malamlid,h. 

8801280605 

FOIA 


MARTlN.J.e. 

8801130117’ 

FOIA 


MCDONALO.R.P. 

iaalikj e. 

8712300125 

50-528 

S 

MARTtN.R.O. 

6801060188 

5fr267 

R 

MCDONALD.R.P. 

UAtJJUE. 

6801040564 

80-529 

S 

MAflr(M.fiO- 

8801200132 

80-362 

P 

MCDONALO.R.P. 

MAUK.J E. 

8301110406 

60-526 

s 

MARTIN,R.6 

8601070166 

50-277 

P 

MCDONALD.R.P. 

MAUK.J E. 

8801120260 

50-525 

8 

MAflTIN,R.6. 

8801130428 

50-277 

P 

MCDONALD,R.P. 


6801140122 

50-528 

8 

MARTIKRE. 

6801260280 

60-277 

P 

MCDONALD, R.P. 

MALtm 

8601050341 

i&e 


MARTIN.R.E. 

8801250610 

01-277 

F 

MCDONALD.R.P. 

MALLETT.e. 

6801120292 

l&E 


martin.r.e. 

8801260088 

^277 

F 

MCDONALD.R.P. 

MALLSn.e 

8801130391 

I8£ 


MARTIN.RF 

8601270005 

50-277 

P 

MCDOWEll.W.H 

MALLETT.e. 

8801270130 

I8E 


MARTIMRE. 

8601200863 

60-277 

P 

MCELROY, N.L 

MAUETT.e 8. 

8712310032 

50-461 

0 

MARTIN.T.T. 

6707220279* 

FOIA 


MCFARLAND, T.H, 

MAiieTr.BS. 

9601060044 

50-315 

0 

MARTIN.T.T. 

8711130358* 

FOfA 


MCFARLAND, T.H. 

MALLErT.B-S. 

8801060189 

I&E 


MARTIN.T.T. 

8712290104 

70-1100 


MCOHAN,V.L. 

MALLETT.B S. 

6601070272* 

FOIA 


MARTIN.T.T. 

8712290341 

50-322 

F 

MCQHEE.J.M. 

MALLETT.e S. 

8601070332* 

FOIA 


MARTIN.T.T. 

6712290347 

50 272 

0 

MCGILUP-L. 

MALUETT.B.S. 

8801140068* 

60-2&3 

0 

MARTIN.T.T. 

8712310013 

60-387 

0 

MCGONAQILL.O. 

MALLE rT.BS. 

8601200039 

50-263 

F 

MARTIN.T.T. 

88010S0420 

60-443 

Q 

MCGOVERN, J. 

MAUETT.BS. 

8801200353* 

50-341 

0 

MARTIN.T.T. 

8801060190 

60-334 

F 

MCGOVERN.J.J. 

MALLETT.6.S 

8801270059 

50-264 

F 

MARTIN.T.T. 

8901120265 

60-354 

0 

M(X3RANE.J.P. 

MALLOY.M. 

8801190165 

60-445 

A 

MARTIN.T.T. 

8901120314 

60-317 

0 

MCQUIRE,D.R. 

MAIOOY.C.W. 

8801040502 

70-1257 


MARTIN.T.T. 

8801120355 

50-423 

Q 

MCOUIRE.DH. 

MALONE.D.D. 

8801260463 

60-275 

S 

MARTIN.T.T. 

8801120362 

50-246 

Q 

MCQUIRE.D.R. 

MALSCH.M.G 

6702270289* 

FOIA 


MARTIN.T.T. 

6601130063 

60-247 

Q 

MCGUIRE.O.R. 

MANCINI.Q.P. 

6801250212 

OA999 


MARTIN,! T. 

8601130068 

^219 

0 

MCGUIRE,D.R. 

MANGAN.G.V. 

8801130078 

50-220 

P 

MAflnN.T.T. 

6601130073* 

60-219 

a 

MGGURREN.HJ. 

MANGAN.C.V. 

8601140004 

50-410 

Q 

MARTIN.T.T. 

6801130085 

80-317 

0 

MCIVOR.TJ, 

MANGA N.C.V 

8601150251 

50-410 

F 

MARTIN.T.T. 

8801130108 

60-219 

Q 

MCKEE, P.F. 

MANGA N.C.V. 

8801190129 

50-220 

F 

MARTIN.T.T. 

8601130126 

70-371 


MCKEE,P.F. 

MANGAN.CV. 

8601200225 

50-410 

P 

MARTIN.T.T. 

8801130167 

50-20 

0 

MCKEE,P.F. 

MANGAN.C.V. 

6801200376 

60-410 

P 

MARTIN.T.T. 

6601130269 

50-306 

Q 

MCKENNA,E. 

MANGAN.C.V. 

6801220545 

50-220 

S 

MARTIN.T.T. 

6801130270 

60-247 

0 

MCLEAREN,T. 

MANGAN.C.V. 

8801270213 

5CM10 

P 

MARTIN.T.T. 

8801130279 

70-1100 


MCLOUGHLIN.D. 

MANOUSfJ. 

8801040125 

XPORTLIC 


MARTIN.T.T. 

8001130283 

SO-353 

F 

MCMAHON.U. 

UANQUSU 

680(040292 

XPORTLIC 


MARTIN.T.T. 

8901130287 

60-412 

F 

MCNAMARA.A.E. 

MANQUSI.J. 

8801140232 

XPORTLIC 


MARTIN.T.T. 

8001130290 

50-271 

Q 

MCNAMARA.N 

MARCH-LEUBA.J. 

8801200068 

RES 


MARTIN.T.T. 

8801130324 

50-245 

0 

MCNEILL,C.A. 

MAfllNO.fl.J. 

6801210356 

60-322 

F 

MARTIN.T.T. 

8801140054 

50-293 

0 

MCNEILL.C.A. 

MARKLEY.M. 

8801130065* 

60-247 

0 

MARTIN.T.T. 

8801140243 

60-354 

0 

MCNEILL,CA. 

marshalUs 

8712290130 

50-445 

s 

MARTIN.T.T. 

8801140354 

&0-272 

Q 

MCNEILL,C.A 

MARSHALL,J.S. 

8712290137 

60-445 

s 

MARTIN.T.T. 

8801150135 

60277 

Q 

MCNEILL,C.A. 

MARSHALUJ.S. 

8712290144 

50-446 

s 

MARX.K.D. 

8001070052 

NUREG 


MCNEILLC.A. 

MA 1 RSHALL.J.S. 

8712290145 

60-446 

s 

MASNIK,M.T. 

8601190028* 

50-443 

G 

MCNEILL,C.A. 

MARSHALL, J.S. 

8712310206 

5(M4S 

8 

MASNYK.O. 

8801110496* 

50-400 

Q 

MCNEILL,C.A. 


6801200233* 

9601210079* 

9801210102* 

9801210109* 

6801210115* 

9601250299 

8601260299 

8801S7C23?’ 

8712310292* 

9601270020 

8801060300’ 

6305060139* 

9403050264* 

B601210057* 

8801140356' 

6601050461 

6601270035* 

0601120270 

6712290365 

89011203-13 

8601130203 

8901140113 

8801140116 

8601250269 

BB01270104* 

8801270113* 

e?123000l2' 

8601270062* 

6601120266’ 

8601130096* 

6901210211* 

6901130191* 

88011103S1 

8901120304 

8801070451 

6901070497 
68010603 58 
8601070331 
8801130255 
8801280251’ 

8801130291* 

8601120239 

8601110041 

6801070199 

8801280518 

8712290393 

6712290402 

6712300107 

6801060440 

6601140114 

6601200327 

6801200364 

6801200366 

6801IS026D 

6712010371 

6712290014 

6712310034 

6601070355 

6601140077* 

6712290110* 

6601040266 

6801060070 

6601200037 

8601200024 

6901110517* 

6901110525* 

9801120049' 

9801120179* 

8801140363* 

9901200439 

9801060152 

9612080547’ 

8801200463 

9801200459’ 

9801260517 

8801120039 

8801270372* 

8801160263* 

6601040478 

9801110268 

8801040511 

6801050354 

8801070450 

8601130171 

8801190163 

8601200238 

8601210236 

8801270164 


60-269 Q 

60'269 P 

FOIA 
FOIA 
FOJA 

50-322 G 

50-322 G 

60 4(8 Q 

50 266 F 

TOPREP 

60-443 G 

50-208 H 

50-206 H 

FOJA 

CONTRACT 

50-29 
60-267 
50-397 
50-220 
60-220 

50 220 
50-220 
50-220 
50-220 
70-143 

70- 143 
60-219 Q 

50-245 Q 

50-213 Q 

60-423 0 

50-245 Q 

50-275 P 

50-213 F 

60-213 F 

WASTE MQT 

WASTE MGT 
70-1350 
WASTE MGT 
40-8906 
50-327 P 

TOPREP 
50-423 S 

WASTE MQT 
60-260 P 

60-283 P 

50.364 8 

50.384 S 

59- 348 P 

60- 349 0 

50-364 6 

50-348 P 

50-349 R 

SO-364 R 

50-299 S 

PR 

90493 8 

50-493 S 

WASTE MQT 
50-481 V 

70-1100 

50-275 Q 

70-867 

70-687 

60-219 S 

50-280 O 

50-418 0 

50-269 0 

50348 0 

60-269 0 

60-276 Q 

60-285 S 

60-171 P 

80-446 0 

80-445 0 

60-327 P 

CONTRACT 
80-443 G 

50-316 P 

60-244 R 

NUREQ 

50-272 P 

50-272 0 

50-272 R 

60-272 0 

60-272 P 

60-354 P 

50-354 0 

60-272 P 
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MCP£EK,6.W. 

ee0»lB0255* 

50-327 

0 


aB01110349‘ 

50-340 

Q 

MROC2KA.E.J. 

8S011S0272 

50-336 

e 

WEACHAMJ. 

8712310195 

50-298 

F 

MILLING.M E. 

8801070266 

WASTE MGT 

MROCZKA.E.J. 

8601160272 

60-336 

b 

MEAOE.K.E 

6601060308 

50-327 

S 

MILTENBERQERA 

8801100055 

50-272 

Q 

MROCZKA.E.J. 

8601190160 

60-213 

K 

MEADE, KE 

6601190071 

50-327 

S 

MIRAOLIA.FJ. 

8601290110 

TOPREP 


MROCZKA.EJ. 

8601190160 

50-213 

p 

MEADE, K E. 

8B01200205 

50-327 

S 

MITCHELL.PJ. 

0601070355 

WASTE MGT 

MROCZKA.E.J. 

8601190160 

60-213 

p 

MEADE,KE. 

88012CK>323 

50-327 

S 

MiniNQRIOGE.S 

8801280338 

60-272 

0 

MROCZKA.E J. 

6801190162 

50-423 

p 

WEADE,KE. 

6601200326 

50327 

S 

MOFFATT.L W. 

0001060355 

60-302 

s 

MROCZKA.EJ 

6801190192 

50-423 

p 

MEAO£,K.E. 

6801260190 

50-327 

s 

MOFFATT.L,W- 

8801110641 

50-302 

s 

MROCZKA.EJ. 

8801190279 

50-213 

m 

WEOFORD.MO 

8712300106 

50-206 

p 

MOFFATT.I.W. 

8801270325 

60-302 

s 

MROCZKA.E.J. 

8001190279 

50-213 

1 

MEOFORO,M O. 

6601060149 

60 361 

? 

MOKOENA.K 

8801130354 

FOIA 


MROCZKA.E.J. 

8001210173 

50-338 

1 

MEOFORD.M O. 

8901070441 

50-206 

p 

MOKOENA.1C 

8801190170 

FOIA 


MROCZKA.E.J. 

8001210173 

50-336 

p 

MEDFORD,M.O. 

6801120223 

50-206 

p 

MOIER.R.B. 

8801080016 

WASTE RES 

MROCZKA.E.J. 

8601220512 

50-213 

F 

MEOFORO,M.O. 

68011S0007 

50-206 

p 

MONTCOMERY.JL 

08011 10291 

70-764 


MROCZKA.E.J 

8801220519 

50-423 

P 

MEDFORO,MO. 

6801150052 

60-361 

p 

MONTGOMERY .Jt, 

8801200145 

60 206 

F 

MROCZKA.E J. 

0801220519 

50-423 

Q 

MEDFOflD,W.O 

6801210024 

60-361 

p 

MOON.S 

8601260462 

60-440 

F 

.MROCZKA.EJ. 

8801270151 

50-213 

P 

MeDFORD,M.O. 

6801260419 

50-361 

F 

MOONEY.O 

0601110062 

40 8502 


MROCZKA.E.J. 

8801270151 

50-213 

P 

MEDFOnaM-O. 

6601270123 

50-206 

0 

MOORE.BA 

8801070436* 

WASTE MGT 

MROCZKA,E.J. 

8601270151 

50-213 

P 

MEDFGR0.M,O. 

6801280233 

50-361 

p 

MOORED E 

8801190039 

50-445 

Q 

MROC2KA,E.J. 

6001270173 

60423 

P 

MEEHAN,D. 

6601 120366 

CONTRACT 

MOORMAN.JH. 

8801280519* 

60-027 

V 

MROCZKA,E.J. 

0001270173 

50-423 

E 

MEEMAN,B. 

6601140362 

CONTRACT 

MORABITO>l J- 

0801040158 

Oockdt 65 


MROCZKA.E.J. 

6601270236 

50423 


MEEFrAN,B. 

8801180079 

CONTRACT 

MORAN.OM 

8801270207 

SO-443 

Q 

MROCZKA.EJ. 

B80I270236 

60 423 

p 

MEEHAN.0 

6601200437 

CONTRACT 


MORGAN.HE, 

07122000(6 

50-361 

S 

MROC2KA,EJ 

8001270592 

50-423 

p 

MEEHAN,B. 

6801210232 

CONTRACT 

MORGAN.HE- 

8712290087 

60-361 

S 

MflOCZKA.E.J. 

8601270592 

50-423 

p 

MEEHAN,B. 

6601260606 

CONTRACT 


MORGAN.HE. 

8801050523 

60-206 

S 

MROC2KA,£J. 

6801280830 

50-423 

p 

MEl.F',J.F. 

8712310208' 

80-344 

0 

MOROAN.HE, 

8801050589 

60 362 

s 

MROCZKA.EJ, 

8001200830 

50-423 

p 

MELLEN,L.S 

8601280551* 

60-400 

0 

MOnOANjl.E 

8801050676 

60-206 

s 

MflOC2KA.E.J. 

8801280665 

50-213 

p 

MENDELE^DJ 

8601110186 

60-262 

F 

MOROAN.H E. 

8B010C0357 

60-361 

s 

MROCZKA,E.J. 

8801290193 

50-423 

r 

MENDEZ,R. 

6801060173* 

50254 

0 

MORGAN.HE. 

8801060361 

50-208 

S 

MROCZKA.E.J. 

860 1280 193 

50423 

E 

MENOLEn.O.J 

66010700 sa* 

60-244 

p 

MORGAN.HE 

8801070172 

60-381 

s 

MULDER.n.U. 

0801130309 

60-62 

E 

MENOONCA,M 

6801100120 

60-344 

s 

MOROAN.H C 

8801070241 

60-361 

s 

MULDER.RU. 

0801130374 

60-396 

I 

MENOONCAM M. 

6712310107' 

50-275 

Q 

MOROAN.HE 

8801070304 

50-381 

s 

MULDER.R.U. 

8601140028 

50-62 

p 

MENOON‘CA,M M. 

8601110427* 

60-344 

0 

MOROAN.H E 

8801070314 

60-361 

s 

MULLAUER,J. 

0801130381 

ISE 


MENQONCAMM. 

0601120141* 

50-344 

Q 

MORGAN.HE. 

8801110353 

50-206 

s 

MULLER, OR 

B80107Q238' 

60-454 

E 

MENOONCA,M M. 

8801130036' 

50-275 

0 

MOflQAN.H.E 

8801130163 

50-361 

s 

MULLER, D.R. 

8801130384 

50-456 

E 

MENOONCA,MM. 

6601130210' 

50-275 

P 

MORQAN.lie 

8801100123 

50-361 

s 

MULLER.O.R. 

8801140268’ 

50-454 

t 

MENQSnSCA. 

6712310041 

50-352 

s 

MORGAN.HE 

8601200355 

60-361 

R 

MULLER.D.R. 

8801 140305 

60-254 

p 

MgNQERS,C.A 

6601120069 

50-392 

s 

MORQAN.HE 

8601200431 

60-208 

F 

MULLER.0.R 

0801140315' 

60-264 

p 

MENQEnS,C.A. 

8801120104 

50-352 

s 

MORGAN,HE. 

8801210038’ 

60-361 

P 

MULLIR.D.n. 

8001200229' 

50-254 

F 

MEnCgR.R.6. 

8601070401' 

WASTE MOT 

MORGAN.HE 

8801210071 

50-206 

s 

MULLER.O.R. 

0601270003’ 

50-264 

P 

MERRILl.C 

8712310105 

50-298 

F 

MORQAN.HE. 

0801220050 

50-205 

n 

MULLER.D.R, 

0801370145* 

604S4 

P 

MEnvosKy,o. 

8601160310' 

50-498 

P 

MORGAN.H.E. 

8801250555 

50-361 

s 

MUNRO.J.F. 

0801260519* 

50-327 

B 

METZOER-KEELE 

8801110000 

40-8907 


MORQAN.H.E 

8801260155 

50-361 

s 

MUNRO,J.F. 

0001270037* 

60-261 

K 

MEYER, K.A, 

8801040SI9 

50-312 

R 

MORQAN.RE. 

800III0251 

60-261 

F 

MUNRO.J.J. 

8801210016 

71-642 


MEVER,K.A, 

6601110216 

60-312 

R 

MOROAN.RE 

8601150210 

50 281 

R 

MUNSON, S.C. 

8001060056 

40-8766 


MEYER, K.A, 

6801130099 

60-312 

P 

MORGAN.We. 

8801070494 

60-10 

P 

MURDOCk.S. 

8001070536 

40-6622 


MEYERS, H. 

8801180042 

SO-327 

P 

MOROAN.W.E. 

6801140367 

60237 

0 

murley.t.e. 

0706160115* 

FOIA 


MICHAELS, T.S 

6601190136 

50-73 

V 

MORGAN.WE. 

6601150258 

60-237 

0 

MURUEY.T.E. 

8707200576* 

FOIA 


MICHAELS,! S. 

6601250179 

50-183 

P 

MORQAN.W.E. 

8801210030 

60 237 

Q 

MURLEY.T.E, 

8711100420* 

FOIA 


MICHAELS,TS. 

8601200019 

£0-2 

P 

MORQAN.W.M 

0601040044* 

60-362 

P 

MURLEY.T.E. 

6001050005 

60-443 

P 

MiCHAELS.rS. 

6601290290 

60-134 

P 

MOR1SSEAU.OS 

6608200452* 

60-309 

V 

MURLEY.T.E. 

8801070184 

ORQ 


M/CHAELSON 

6601040557 

50-316 

R 

MORtSSCAU.OS. 

8601210237* 

50-276 

P 

MURLEY.T.E. 

0801070170 

SO 605 

A 

WICHAELSO.N 

6601040559 

50-316 

R 

MORLEY.R-L 

8801^0023* 

60327 

s 

MURLEY.T.E. 

0801070400 

ORQ 


MICHAUD, PW. 

6601200450' 

50-267 

0 

MOniOAT.CP- 

8801040077 

50-446 

G 

MURLEY.T.E. 

8601140001 

ORQ 


WIDDLETON,L.L 

0601250232 

50-277 

fl 

MOUCHAM.T.F. 

8801270308* 

60443 

T 

MURLEY.T.E. 

6801250324 

50 462 

H 

MIKULSKLB A. 

6801140300* 

50-171 

u 

MOXLEY.4.C 

8801120427’ 

50261 

P 

MURLEY.T.E. 

8801270097 

ORG 


MILETI,D 

6601130010 

50-443 

T 

MOZAFAfll.8. 

0801260143 

ORQ 


MURLEY.T.E. 

8801270406 

TOPREP 


MILHOAN.J, 

8601270179 

50-313 

P 

MnOCZKA.€J 

0712280230 

60-245 

0 

MURLEY.T.E. 

0001200190 

60-3 

F 

MILL,A, 

8801040496' 

50-320 

V 

MROCZKA.E-J- 

8712280230 

50-245 

0 

MURLEY.T.E. 

6801290305 

60-605 

A 

MJLLAnO.H.T. 

6801140005 

50-274 

Q 

MROGZKA.E J. 

8801040547 

50-423 

P 

MURPHY.Q.A. 

6801190186’ 

50-327 

Q 

MILLER,0.e. 

8712220032 

60 213 

S 

MROCZKA.E J. 

8801040547 

50-423 

p 

MURPMY.Q.L. 

8801260669’ 

FOIA 


MILLER.0.8, 

8801200334 

60-213 

R 

MROC2KA.EJ 

8601050002 

60-336 

p 

MURPHY.K. 

0601200212’ 

50-272 


MlLLER,O.E. 

6601060016* 

SC -440 

0 

MnOCZKA.EJ. 

0801050002 

50-336 

*p 

MURPHY.KO. 

8801190341’ 

60-412 


MILLERJ^.L 

8801210033 

40-7465 


MROCZKA.EJ 

8801050012 

50-X36 

p 

MUflPHY.K.Q. 

6601200260' 

50-367 


MILLER.G. 

6601100210 

50 382 

R 

MROCZKA.E J. 

6801050012 

50-336 

p 

MURPHY.P. 

8601260461' 

60-312 


MlLL£n.H.J. 

6601060096 

60-461 

0 

MROCZKA.EJ- 

8801050189 

60-245 

p 

MURPHY, WP. 

6712210142 

50-271 


MII.LER.H.J, 

6601060103' 

50-461 

O 

MnoCZKA.E J. 

6801050169 

50-245 

p 

MURPHY.W.P. 

6801050276 

60-271 

0 

MILLER.KJ, 

6601060120 

50-461 

P 

MROCZKA.EJ. 

8801050219 

50-423 

p 

MURPHY.W.P. 

8601050340 

60-271 

P 

M(ILER,H.J. 

6601060177 

50-255 

Q 

MROC2KA.EJ. 

88010^18 

50-423 

p 

MURPHY.W.P. 

0001070354 

60-271 

0 

MILLER,H J. 

8601060181' 

50-2S5 

0 

MROC2KA.EJ 

8801050241 

50-423 

p 

MURPHY.W.P. 

8801120360 

60-271 

F 

MiaER,H.J. 

6601260533 

so 456 

0 

MROCZKA.E-4. 

8801050241 

50-423 

p 

MURPHY, WP. 

8801150221 

60-271 

fl 

MJLLER,J.R. 

6601130104* 

60-336 

p 

MROCZKA.E J. 

8601110264 

60-423 

p 

MURPHY.W.P. 

8601200135 

60-271 

0 

MILLEai. 

8712310214* 

50-312 

a 

MROCZKA.E J. 

8601110284 

50-423 

p 

MURRAY.a. 

0001110047* 

60-462 

Q 

MILLER,L. 

8601200350 

SO 331 

R 

MROCZKA.EJ. 

8801110351 

SO-213 

F 

MUflflAY.B. 

8801130020' 

50-296 

0 

MtLLER,L 

8801260275* 

50-312 

Q 

MROCZKA.EJ. 

8801120248 

50-338 

P 

MURRAY.B. 

8801130161* 

60-268 

O 

MILLER,L. 

0801270095* 

50-312 

F 

MROC2KA.EJ. 

8«)l 120248 

60-336 

P 

MURRAY.J.P. 

8601130040 

50-443 

G 

MILLER,L. 

6801270115* 

60-312 

F 

MROCZKA.E J. 

8801 120304 

50-213 

F 

MUSOLF.D. 

6712260067 

60-263 

S 

MILLER.M.A. 

8801200033* 

FOIA 


MROCZKA.EJ 

8601120369 

50-336 

P 

MUSOLF.O. 

8712290093 

60 263 

s 

MiLLEfl.MA 

8801200036' 

FOIA 


MROCZKA..E.J- 

8801120369 

60-336 

P 

MUSOLF.D, 

6712290098 

60-263 

s 

MILLER.M.S. 

8601060267 

60-322 

Q 

MROCZKA.EJ. 

8801 120384 

60-213 

F 

MUSOLF.D. 

6712310163 

60-282 

p 

MIILER.MS. 

8801060267 

50-322 

G 

MROCZKA.EJ, 

8801120364 

50-213 

F 

MUSOLF.O. 

8712310160’ 

60-262 

p 

MILLER.M.S. 

8601060290 

60-322 

Q 

MROCZKA,EJ. 

8801130113 

50-336 

P 

MUSOLF.D. 

8712310239 

50-263 

s 

MILLER,U.S. 

8601060290 

50-322 

Q 

MROCZKA.e.J. 

6801130113 

50-336 

P 

MUSOLF.O. 

6601070420 

60-262 

p 

MIILERM-S. 

8801190040 

50-322 

G 

MROCZKA.EJ. 

M01 130260 

50-213 

P 

MUSOLF.D. 

8801120064 

60-282 

s 

MILLER,M.S. 

8801190042' 

50-322 

Q 

MROCZKA.EJ. 

8801130260 

60-213 

P 

MUSOLF.O. 

6601120115 

60-263 

p 

MILLEn,M.S, 

8801200273 

50-322 

Q 

MROCZKA.EJ. 

8801 130200 

50-213 

P 

MUSOLF.O. 

6801120124* 

60-263 

p 

MILLER,M.S, 

8601200273 

SO-322 

G 

MflOCZKA.6.J. 

8801180178 

50-246 

Q 

MUSOLF.D. 

0801130195 

60-282 

p 

MtLLER,MS, 

8001200281* 

60-322 

G 

MROCZKA.E.J. 

8801160178 

60-245 

0 

MUSOLF.D. 

8601130202* 

50-282 

p 

MILLER,M.S 

6801200281* 

60-322 

Q 

MflOCZKA.e.J. 

6^1160179 

60-213 

P 

MUSOLF.O. 

6601150266 

50-262 

R 
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AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

MYERS,H. 

6601320164* 

50-390 

O 

OLMSTEAD,C.A. 

8801280506 

50-344 

S 

PATTlSON.R.S. 

8801070421 

40-8084 


MYERS,H 

6801320183* 

60-327 

H 

OLSEN,T.T. 

8801060S03 

40-8064 


PAUL,R.A. 

8801140041* 

60 341 

0 

MYERS,H. 

8801360306* 

50-320 

P 

OLSEN.T.T. 

8801060544* 

40-8911 


PAULK, Q.L 

8801120024* 

50-269 

0 

MYERS, H. 

8801360337* 

60-320 

V 

OLSHAN.L 

8801070222 

60-454 

P 

PAULK.G.L 

8601160108* 

50-259 

Q 

MYERS,H. 

8801360340* 

50-320 

P 

OLSHAN.L 

8801140217 

60-454 

P 

PAULSON.W.A. 

6801160344 

60-458 

P 

MYERSH. 

8801360346* 

50-289 

P 

OLSHAN.LN. 

8801270132 

50454 

P 

PAULSON.W A 

6801250384 

60-466 

P 

MYERSH. 

8801260466* 

60320 

U 

OLSHINSKI,J.A. 

8801200116* 

60-390 

Q 

PAWUK.E.T. 

6801260676* 

FOIA 


MYERS H. 

8801360518* 

50-320 

u 

OLSHIN8KI,J.A. 

8801210037* 

60-327 

P 

PAYNE.OC 

8601040146* 

60-269 

V 

MYERSH. 

8601260540* 

50-327 

p 

OMORI,K. 

8801210210* 

FOIA 


PEEBLES.T.A. 

8801040185* 

60-369 

0 

MYERS.H. 

8801360556* 

FOIA 


ORDERS, W. 

6801040185* 

50-369 

0 

PEEBLES.T.A, 

6801110415* 

50269 

0 

MYERS, L8. 

8801300160* 

50-360 

p 

OFtNSTEIN.H.L 

8801070069 

NUflEO 


PeeSLES.TA. 

0801160120* 

60-369 

0 

NAIKJA. 

8801300207 

50-327 

s 

ORSER.W.S. 

8712200124 

60-341 

S 

PEEBLES.T.A. 

8801200056* 

50-413 

o 

NAI'<JA 

8801200302 

60-327 

s 

ORSER.W.S. 

8712300140 

60-341 

o 

PELIZZA.M.S. 

8801080024 

40-8786 


NARUDAQ. 

87132903S8* 

60-333 

o 

ORSER,W.S 

8801060123 

50-341 

s 

PEL122A.M.S. 

8801080026* 

40-8786 


NAflaar.p.p. 

8801130038* 

60-276 

o 

OflSER,W.S. 

8801140091 

60-341 

s 

PELKE.P. 

8001150243 

50-341 

s 

NAHDELU,AL 

8801060060 

50-322 

G 

ORSER.W.S. 

8801200296 

60-341 

S 

PELLET.J.L 

6801000106* 

60 458 

V 

HARDiAJ. 

6801360405 

70-1161 


OflSER,W.S. 

8801300348 

50-341 

R 

PELIET.J.L 

e&01260l23* 

60-445 

V 

NAF,DONE.P. 

8801190114 

50-443 

R 

OSQOOD,S. 

8601040537 

70-1426 


PEREIRA.O.B. 

8801110427* 

60-344 

Q 

NAUMAN,DA 

6712330037 

50-305 

F 

OSTER.J. 

8801120207 

60-373 

J 

PEREIRA.D.B. 

680)120141* 

60-344 

Q 

NAUMAN.DA 

8801050093 

50-395 

P 

OSTEfl.J. 

8801220599 

50-10 

J 

PERKINS.K.E. 

6801040002* 

50-316 

P 

NAUMW.D.A 

6801050272 

50-395 

P 

OSTER,J. 

6801220620 

50-10 

J 

PEHKINS.K.E. 

8801070182' 

60-316 

P 

NAUMIW.O.A 

8801060033 

50-395 

S 

OSTER.J 

6801270232 

50-456 

J 

PERKINS.K.E. 

8301130422* 

50-266 

P 

NAUMAM,O.A, 

8801060406 

60-395 

P 

PACKARO.G.C. 

8801130009 

50-255 

R 

PERKINS.K.E. 

8801140223 

60-305 

P 

NAUMAN.DA 

8801110383 

50-395 

Q 

PACKARD, Q.C. 

8801190066 

50-255 

R 

PERKINS, K.E. 

8801210275’ 

FOIA 


HAUMAN.OA 

8801130231 

50-395 

P 

PADOVAN.LM. 

6712310209* 

50-344 

Q 

PERKINS, K E. 

8601260390* 

60-315 

P 

NAUWAN.DA 

8801130423 

60-395 

F 

PADOVAN.LU 

8801130038* 

50-276 

Q 

PERKINS.K.E. 

8901360399' 

£0-483 

P 

NAUUAN.0 A 

8801130213 

50-395 

P 

PAQE.M. 

8801050264 

CONTRACT 

PEROITI.D. 

8801060091’ 

60-312 

0 

NAUMAfl,O.A. 

8801140024 

60-395 

P 

PAOE,M. 

8801210157 

CONTRACT 

PERRY.O.R. 

8801130291' 

TOPREP 


NAUMAN.0 A 

8801190130 

60-395 

R 

PAQE.M. 

0801260574 

CONTRACT 

PERRY, J.A. 

8601220143 

50-220 

p 

MAUMAN.O.A. 

8801190288 

60-395 

F 

PAQE.M 

8801260224 

CONTRACT 


PERRY, J.A. 

8801220183* 

50-220 

p 

NAUMAN.D.A 

8801200022 

50-395 

P 

PAQE.M. 

8801260107 

CONTRACT 

PER8ENSKYJ,J. 

0404170534* 

50-369 

p 

NAUMAN.O.A. 

B80t270077 

50-385 

S 

PAIRIT2, J.P. 

8801050434 

50-354 

5 

PHfiSENSKV.J.J. 

8507030045* 

FOIA 


NEiSlfflJH. 

8601140016* 

50-295 

Q 

PALAST.Q.A. 

8801260173 

50-330 

P 

PER$ENSKY,J.J. 

8601020823* 

60-10 

p 

NERSES.V, 

8801040266 

60-443 

F 

PALOMINO.F. 

8801200273 

60-333 

Q 

PERSENSKY,J.J. 

8612090097* 

60-10 

V 

NERSE8.V. 

8801040279 

50-443 

T 

PALOMINO, F.G. 

6801040068 

50-322 

G 

PERSEN8KYJ.J. 

6601310086* 

60-320 

p 

NER8ee.v. 

8801060558 

BO-443 

P 

PAIOMINO.F.0. 

8601040133 

60-322 

Q 

PEnSEN8KY,J.J. 

8801210383* 

FOIA 


NEVUUS.P. 

6801070365* 

WASTE MQT 

PALOMINO, F.Q. 

8801210161 

60-322 

0 

petersen.f'.m. 

6801370175 

60-286 

p 

NEWeERRY,9 

8801360143 

ORO 


PALOMINO, F.Q. 

8801260322* 

60-322 

0 

PETERS£N,T.C. 

6601310390 

FOIA 


NEWeUROKG. 

8801130110 

80-245 

R 

PALOMINO,P.O. 

8801260385* 

50-322 

Q 

PETERSON.M. 

6801320116* 

POIA 


NEW80WE.n.W. 

8801110304* 

50-361 

0 

PALOMINO.P.G. 

8801270334. 

60-322 

0 

PETERSON, M.n. 

0601070606 

XPORTLIC 


NSWTOJ^J.H. 

8801130331 

50-134 

R 

PALOMINO,F.G. 

6801270434 

60-333 

G 

PErERSON.M.R. 

8801140386 

XPORTLIC 


NICHOLAS, J.B. 

8801060094* 

60-313 

0 

PAN DEV, S. 

8801210262* 

60-389 

P 

PETERSON.M.R. 

8801140310 

XPORTLIC 


NICHOL3.J. 

6801120312 

60-272 

F 

PANETTA.L.E. 

8801070195* 

60-275 

H 

PETER80N.M.R. 

6001140357 

XPORTLIC 


NIC HOLS, J. 

8801270016 

60-372 

F 

PAOLINO,R.J. 

8801120299’ 

60-286 

0 

PE7ERSON,M.R. 

8801140360’ 

XPORTLIC 


NH:HOLSON,Lg. 

8801040198* 

60-280 

0 

PAPANIC.0. 

8801110314 

50-39 

P 

PETERSON.M R. 

8801160333 

XPORTLIC 


NIEOZlELSKt-EIC 

8601040612 

PR 


PAPANIC.G. 

8801160196 

50-29 

P 

PETERSON.M.R. 

8801190162 

XPORTLIC 


NlEMi.TE. 

8801130102* 

50-375 

Q 

PAPANIC.O. 

8801310328* 

60-30 

P 

pnERSON.M.fi. 

8801100226’ 

XPORTLIC 


Niwrrz.fl.L 

8712290317* 

50-393 

0 

PAPANIC.G. 

8001320033 

50-29 

P 

PETERSON,M.R. 

8001190232 

XPORTLIC 


NIMITZ,R.L 

8801120262* 

60-354 

0 

PAPANIC.O. 

8801280511 

60-20 

P 

P£TER80N,M.fl. 

8801100312 

XPORTLIC 


NOLAN.LM. 

8601110007 

27-48 


PAPANIC.G. 

8801370117 

60-29 

F 

PETERSON.M.R. 

6801190364 

XPORTLIC 


NOnOERHAUQ.L. 

8801060091* 

50-313 

0 

PAPANIC.G. 

6801370567 

60-29 

F 

PETERSON.M.W. 

8801190109 

60-456 

fl 

NOREUUS,C.e. 

8712290329 

50-10 

S 

PAPANIC.G. 

8801280347 

60-29 

P 

PETROSINO,J.J. 

8801280346’ 

OA999 


NOREUUS.C.E. 

8801040063 

50-346 

0 

PAOUlN,P.L. 

6801040047 

71-9081 


PETTEN0ILL,H.J. 

8801060266 

40-299 


NOREIIUS.C.E. 

8801080303 

60-10 

Q 

PARIS.O.H. 

8601130187 

50-320 

0 

PETTENGILLH.J. 

8801060282 

WASTE MGT 

NOREtlUS.C.E 

8801110383 

50-363 

Q 

PARK.J.Y. 

8801070270 

NUREG 


PETTENG|LL,HJ. 

8601060471 

40-8696 


NOn£l.»US,C,E. 

8601110507 

60-346 

Q 

PARKER.O. 

6601040051* 

50-382 

P 

PenENQILL.H,J. 

8801060482 

40-2259 


NORELIUS.CE. 

8801390173 

60-373 

P 

PARKEY.S.L. 

8801300343 

60-498 

R 

PEnENOlLL.RJ. 

6801060494* 

40-8698 


NOflRHOLM,L.J. 

8801360666* 

50-312 

Q 

PARK8.J. 

8801310056* 

50-206 

P 

PEnENQlLL,HJ. 

6801060532 

40-3453 


NOHRY,P.G. 

6801210326* 

FOIA 


PARK8.J. 

6601280362 

50-412 

P 

PETTENGILLH.J. 

8601060530 

40 2269 


NORTH, HS. 

6712310191* 

60-276 

0 

PARLER.W.C. 

6801140280* 

COMMISSION 

PEnENGlLLH.J. 

8801070065 

40-4492 


NORrH.HS. 

8601300226* 

50-526 

Q 

PARTLOW.J.G. 

8801280346 

QA999 


PEnENQlLL.H.J. 

0601070111 

40-3463 


NORTH,H.S. 

6801360548* 

60-275 

0 

PARTLOW, J.G. 

8801300336 

REVIEW OR P 

PETTENOJLl.H.J. 

8601110010 

40-6622 


NORTHPJ. 

BB01190013 

50-267 

S 

PASCIAK.W. 

8801130381 

70-1100 


PETTENQILL,H.J. 

8801140350 

40-6907 


NOR1H,P.J. 

6601250495 

50-269 

S 

PASCIAK.W. 

8801200102 

70-136 


PETTENQILL.H.J, 

6801140361* 

40-8907 


NOTIGAN.O.V. 

8801260106 

50-319 

R 

PA8CIAK.W. 

8801270378 

70-136 


PEnENQlLL.H.J. 

6801140370* 

40-8907 


novachek,f.j. 

8601200363 

50-267 

R 

PASCIAK.W,J. 

8801120358* 

60-423 

0 

PETTENQILL.H.J. 

8801200053 

40-6902 


O'REILLYAP. 

6712300126 

50021 

P 

PASCIAK.WJ. 

8801130001* 

60-317 

Q 

PETTENQILL.H.J. 

6801200082’ 

40-8002 


0'RElLLYJ.P. 

8801070162 

60-424 

P 

PASCIAK,W.J 

8801130328’ 

60-246 

0 

PEnENQILL.H.J. 

8801200127 

4069Q4 


OREILLYJ.P 

8801130215 

50-366 

P 

PASCIAK.W.J. 

8601140249* 

60-364 

0 

PETTENQILL.H J. 

8801200130’ 

40-8904 


O’REILLYJ.P 

6801270385 

60-321 

Q 

PASCIAK.W.J. 

8801140362* 

50-272 

0 

PETTENQILLH.J. 

6801200137* 

40-8904 


OBERO.C. 

6506310065* 

FOIA 


PASSWATeR,A.C. 

96OW0S01 

50-483 

F 

PFAFF.S.J. 

8901 130300 

40-6859 


OBERG.C.T. 

8707320301’ 

FOIA 


PASTVA.M,J. 

8801130105 

60-324 

s 

PFEFFEfl.E. 

8712290098 

50-283 

s 

OLOHAM.J.Q. 

8601070341 

WASTE MQT 

PASTVA,M.J. 

6801190084 

60-325 

8 

PHILLIPPS,M. 

8801040049 

60-382 

F 

OLDHAM.J.Q. 

8801070432 

WASTE MOT 

PATE,R,J. 

8801060096 

50-275 

0 

PHILUPS.J. 

6801260263* 

FOIA 


OU>HAM.J.Q. 

8601110011 

WASTE MQT 

PATE.fl.J. 

8801110180* 

60-275 

Q 

PHILLIPS.M.P. 

0801060173* 

60-254 

0 

CM.IPHANT,V.N. 

8801110439 

60-536 

P 

PATe.R.J. 

8801110347 

60-312 

Q 

PHILLIPS.M.P. 

8801260073* 

60-346 

0 

OLIVEIRA^. 

8801300383* 

60-344 

0 

PATE.RJ. 

6801110403 

60-89 

V 

PHILLIPS.M.P. 

8801260166* 

60-315 

Q 

OLIVER.jt. 

8801120437' 

60-261 

P 

PATE.R.J. 

8801120418 

50-200 

V 

PICKERL.H.D. 

8801)40119 

60-250 

J 

OLIVERAE-J. 

8801270300 

50-443 

T 

PATE.RJ. 

8801150244 

60-344 

V 

PINKOWITZ.B.M. 

8801120099 

60-423 

8 

OLIVERA,E.J. 

8601270300 

$0-443 

T 

PATE.RJ. 

8801190133 

50-238 

V 

PIRTLE.G.L. 

8801140066* 

60-263 

0 

OLM8T£AO,C.A 

8801050403 

50-344 

S 

PATE.R.J. 

8601200110 

50-528 

Q 

PIRTLE.Q.L. 

8601200353* 

60-341 

Q 

OLMSTEAO.C.A. 

8801070002 

60-344 

S 

PATE,Z.T. 

8801210264* 

FOIA 


PLESSET,M.S. 

8801270622 

ACRS 


OLMSTEAO.C.A. 

8801130350 

60-344 

s 

PATEUO-P. 

8801140162 

60-280 

P 

PLETTNER.E.A. 

8801130448* 

60-298 

0 

OLMSTEAO.C.A 

8801130156 

80044 

s 

PATELC.P. 

8601360095 

50-380 

P 

PLETTNER.EA. 

8601140020* 

SO-298 

0 

OUASTEAD.CA 

8801140066 

$0044 

s 

PATTERSON, A-A. 

8601070442* 

50-445 

A 

PLIMUCJ. 

8801260006 

60-296 

fl 

OLMSTEAO.C-A. 

8601140066 

80-344 

s 

PA7TEnSON.C.A. 

8601150106* 

50-359 

0 

PL/ML, G.J. 

8001050170 

50-295 

s 

OLMSTEAD.CA 

6801140087 

50044 

s 

PATTERSON,J. 

6713310036’ 

50-165 

Q 

PLIMLG.J. 

8801140073 


8 

OLMSTEAD.CA 

8801140321 

50-344 

R 

PATTERSW.J.P. 

8801130317* 

60-2 

0 

PLIML.GJ. 

8801150306 


R 


AUTHOa 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SU6JI 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEQ 

PLOSKI.T. 

8601120224* 

60-373 

Q 

RICE.WJ3. 

88011^193* 

50-498 

P 

nUBENSTEIN.L.S. 

6801130429 

50-193 

PUOTT.C. 

8001060431 

NUREG 


RICH.C. 

8801150027 

50-336 

G 

RUBENSTEIN.L S. 

6601140204 

50-409 

fOLLACK.Mj. 

8801040578 

60 311 

S 

RICH.C. 

8eOI2{018l 

50-335 

G 

RUBENSTEIH.LS. 

8001150017* 

50-409 

POLIACK.MJ. 

8801040591 

50-311 

S 

HfCH.C 

6801250304 

60-335 

G 

nuBENSTEINLS. 

8001160024’ 

60-409 

POILACK.M J. 

8901920028 

60-311 

S 

RlC)iARDS.S. 

8801110381* 

50-312 

0 

RUBENSTEIN.L S. 

0001250162* 

50 163 

POLLACK.MJ. 

8801120068 

50-311 

S 

R1CKARDS.S. 

6801110367* 

50-520 

O 

RUBENSTEIN.L.S. 

8801250289 

50-601 

POLLACK.M.J. 

8601140076 

60-272 

S 

RICHAROS.S 

M01200117‘ 

60-526 

o 

RUBIN.K. 

0801000414* 

50443 

PORTER.S.R. 

8712290093 

50-263 

s 

RICNARDS.SA 

8712310209* 

60-344 

Q 

RUeiN.K. 

0601070058* 

60 244 

POTAPOVS, U. 

8801110265* 

OAg99 


RICHAROSON.S.D 

8601070053 

60-327 

O 

HUDE8USCH.T. 

8801110032 

60-458 

pons.R.o. 

6801190034’ 

40-3453 


RtCHARC>SON,8£>. 

8601120023 

50-259 

0 

RUOE6USCH.T. 

0001110032 

50-450 

pons.wE 

8801280037 

60.269 

F 

RtCHAR(>SON.S 0. 

8801270161 

60-259 

Q 

RUITEH.GH. 

8801130095 

60-305 

POWERS, C M. 

8712300103 

50-397 

s 

RICHeY.RB. 

8801070316 

50-261 

P 

RULANO.W.H. 

8801120003* 

60-324 

POWERPC M. 

8801040529 

50-997 

R 

RICHEYJI.B. 

8801270009 

50-325 

Q 

HUSSELL.J. 

0801260223* 

50-89 

POWERS,C.M. 

8601200325 

50-397 

S 

RIQNeY.P.E- 

8712220126 

50-133 

S 

RUSSELL.J.n. 

8001280237 

50-327 

POWERS.G M. 

6801220161 

50-39? 

S 

RtGNEY.P.E. 

8801120130 

50-133 

s 

RUSSFUJ.R. 

8001280250 

50-327 

PBELl.,J. 

0801130277* 

SO-272 

0 

RlLEV.JA 

8801210160* 

CONTRACT 

fiUSSELL.W.T. 

6603190210* 

50-272 

PRENDERGASr.K. 

8712310236* 

50-312 

Q 

RiNER.GL 

8601290010* 

50-327 

s 

RUSSELL.W.T, 

0610070186* 

50-206 

PRENOEflQASr,K. 

6601060091* 

50-312 

Q 

RINER.G.L 

8801290016' 

50-327 

s 

RUSSELL.W T. 

0611040020* 

50-272 

PFIESTHOLT.P.T 

6801110209 

WASTE MGT 

RITTENeERG.R.B 

88010704(0 

27-48 


RUSSELL.W.T. 

6612100113’ 

60-319 

PRESTHOLT,P.T. 

8801280053 

WASTE MGT 

RiTZMAN.R. 

8801210050 

50-354 

R 

RUSSELL.W.T. 

8704000295* 

60-397 

PRESTHOLT.P.T- 

8801290061* 

VVAST6 MQT 

RlVAflO.DA. 

8801040483 

50309 

R 

RUSSELL.W.T. 

0712290309 

50-293 

PRESTON.BA. 

8801040188 

50272 

Q 

R1VENBARK.a 

8801130340 

60354 

P 

RUSSELL.W.T. 

0601040020' 

60-277 

PniCE.W.H. 

8801070436* 

WASTE MGT 

BtVENBARK.G 

8B0I260192 

50-354 

P 

RUSSELL.W.T. 

8801110301 

60-352 

PUIGOIE,M 

6801150290* 

SO 528 

F 

ROOERTS.J.P. 

8801070243 

MISC 


RUSSELL.W.T. 

8801110311* 

50-352 

PUP1.IS.A.S. 

8801040557 

60.316 

ft 

R08ERTSJ.P. 

8801070307 

MISC 


RUSSELL.W.T. 

0001110443 

50-245 

PUPLIS.A S 

8801040559 

50318 

R 

ROBERTS.T.M 

8801280178 

COMMISSION 

RUSSELL.W.T. 

0801110454* 

50 245 

OUAY,T.R. 

8801280159 

50-341 

P 

nOBEY.R A 

8712280072 

50-254 

R 

RUSSELL.W.T. 

0001130267 

60-277 

OUEfllO,R,E. 

8801 260578 

6Q-4M 

S 

ROeEY.RA. 

6801220061 

60 Z54 

P 

RUSSELL.W.T. 

0601130414* 

60263 

QUEfliO.R.E. 

8801Q40S60 

50-454 

5 

RO0EY.fiA 

8801220234 

60-254 

R 

RUSSBLL,W.T. 

8801130432* 

50 293 

ouERio.ae. 

8001060324 

50-455 

S 

ROBINSON.U 

8801140180* 

FOIA 


RUSSELL.W.T. 

0001140373* 

50-171 

OUERlO,R E. 

6801190070 

50-454 

R 

ROSlNSON,L 

8801150083’ 

FOIA 


RUSSELL.W.T. 

8801200080 

60-387 

OUINN.M.F. 

8801270100 

50-286 

S 

nOBKlN.M.A. 

8801220212 

50-130 

P 

RUSTGI.S.N. 

0001060254 

PR 

ou;ntana.r.l 

8801120335 

50-528 

I 

ROaiE.MB. 

88010501SO 

60-219 

f 

RUTBERQ,J. 

0801110077* 

S0-4SS 

RAOER,R.M 

6601260450 

roiA 


ROCKHOLD.H.C 

8»>1270460* 

50-462 

P 

RUT0ERO,J. 

6801110154’ 

50-459 

RAQSOAUE,J.B. 

8801290023’ 

50-327 

S 

ROOQERS^. 

8601120384 

50-213 

F 

RUTHER.W.e. 

8601070270 

NUREQ 

RAMSEY,C, 

6801110361* 

50-312 

o 

ROE ALL 

8612230330’ 

50-302 

P 

SAQET.R.P. 

6001000001 

WASTE 

RAMSQATE,R.K. 

8801070516* 

WASTE MQT 

ROECK.F.V. 

8801070537* 

WASTE MOT 

8A0ET.R.P. 

8001000008 

WASTE 

RANOALLR.O 

8712290379 

50 410 

s 

ROGERS.R.P. 

8801050869 

TOPREP 


SACET.n.P. 

8001060019* 

WASTE 

RANOAZZA,JB. 

8601120389 

50-309 

p 

ROOERS.n.P 

8601120321 

TOPREP 


SAGET.R.P. 

8001290115 

WASTE 

RANQE,O.M. 

8801070373 

40 8064 


ROCERSJ) P 

8801130282 

TOPREP 


SAUAMON.Q 

8712290086 

60-261 

RANSOW.C.B. 

Q712040169* 

50-295 

p 

BOHOE.K.G. 

8801210093* 

50-269 

P 

SALAMON.O. 

6001120356 

50-250 

RANSOU.C 8. 

8801270490* 

50-462 

p 

flOMANO.F.fl. 

8801130043 

50-352 

Q 

SALAMON.O. 

0001190094 

50-251 

RATCUFF.W.H. 

8801140414* 

CONTRACT 


flOOO.H. 

8801130455 

50-361 

F 

SALAMON.G. 

8601270030 

50-250 

RAV£NSCROn.N. 

QBOlStOUO 

XPORTLIC 


ROONEY.V.L. 

880(040359 

50 271 

P 

SAM0L(N5KI,S.J. 

6801120187 

50-373 

RAY.MJ. 

8801050180 

50 260 

Q 

flOONEY.V.L 

8801040364* 

50-271 

P 

SAMPSON.P. 

8801200314 

50-373 

RAY.MJ. 

8801 130223 

60-327 

P 

ROONEY.V.L 

8801050664 

50 271 

P 

SAMUELSJ.L 

8801270148 

60-331 

RAY.MJ. 

8801140218 

50-327 

P 

ROONEY.V.L. 

8801050668’ 

60271 

P 

SAMUELS.J.L. 

8001200065 

60-313 

ray.m J 

8601280662 

50-327 

Q 

flOON6Y.V.L 

6801270412 

60 271 

P 

SAMUELS.J.L. 

6801290361 

TOPBSP 

fleAV(S.JA. 

6712260216’ 

50-369 

R 

RO8e.H.0. 

MOI070065 

40-4492 


SAMWORTH.R. 

8801190176 

50-397 

REAV/S,J.A. 

8801040342’ 

50-369 

R 

RO$E>I.D. 

6601200062’ 

406902 


SAMWORTH.R.B. 

8001040296 

60-397 

R£AVJS,JA 

8801210032 

50-269 

R 

ROSe.H.O. 

8801200137’ 

40 6904 


SANDERSON, R.E. 

080 12803 IB 

PR 

fi6AVlS,J.A. 

6801210038 

50 413 

fl 

R0SE)4THAL.AS. 

8801060311 

50 322 

G 

SANOS.S.P. 

8801270132 

bO-454 

REAVIS, J A 

8801210046 

50-369 

R 

ROSEN THAU. A.S. 

8801100023 

60-443 

Q 

SANNA.LJ. 

8801070357 

50-259 

REQELOWSKLT. 

8712300046* 

50-277 

Q 

ROSENTHALAS. 

8801100027 

50-322 

Q 

SANNA,L.J. 

8601270120 

50-321 

REEVE8.E.A. 

8801070417 

60 348 

P 

BOSS.C-A 

8W1210055 

50-316 

3 

SARTOR, W.M. 

8801110320’ 

50-259 

RE£V£S,EA. 

6001200011 

60-348 

P 

ROSS.M.T 

WOI270OO2 

50-254 

P 

SCACE.S.E. 

8001110174 

50-423 

REHM.T. 

8603030169* 

FOIA 


BOSS.T- 

0801210049 

50-254 

P 

SCACE.S.E. 

0001110174 

50-423 

flEHM,T.A. 

8801050007 

COMMISSION 

ROSS.T.M. 

8601200214 

60-254 

F 

SCACE.S.E. 

8801110303 

50-338 

REHM,TA 

6801110486 

COMMISSION 

ROSS.WJ 

8712310161’ 

60-275 

Q 

SCACE.S.E. 

0601110303 

50-338 

REHM.TA 

8801160219 

COMMISSION 

ROSS.W J. 

880ia>0320* 

50-418 

Q 

SCACE.S E 

8801120089 

50-423 

REHM.T.A. 

8801190292* 

FOIA 


ROSSI.C-E- 

8712160369 

60-3 

Q 

SCACE.S.E. 

8601120099 

50-423 

REHM.T.A. 

8801210034’ 

FOIA 


ROSSI.C.E. 

8712170119 

50-3 

0 

SCACE.S.E. 

8601120239 

60-423 

REHM.r.A. 

8801210208* 

FOIA 


Rossi.ce. 

8712230003. 

50-3 

0 

SCACE.S.E. 

6801120239 

50-423 

REHM.TA 

6801220002 

COMMISSION 

ROSSLCe. 

8712290155 

50-3 

Q 

SCACE.S.E. 

6601120258 

50-336 

REIDINGER.T.O. 

8801190152' 

50-346 

V 

ROSSI.CE. 

8712300091 

50-3 

0 

8CACE.se. 

8601120258 

50-336 

R£IS,E.J. 

6801190017 

50-443 

G 

ROSSI.CE. 

8801050394 

50-3 

0 

SCACE.S.E. 

8601130110 

50-245 

REISENAUER.A.E. 

8007080427' 

WASTE MGT 

ROSSIN.A.O. 

8707250121* 

50322 

P 

6CACE.S.E. 

0801130110 

50-245 

REMlCK.FJ. 

8801210198* 

FOIA 


ROSSON.HF. 

8801270314 

50-140 

R 

SCACE.S E. 

8001140330 

80423 

REMICK,F.J- 

6801210214' 

FOIA 


ROTH.J. 

8801200102 

70-135 


SCACE.S.E. 

0601140330 

60-423 

R£SCHESKE,P.R. 

8601060140* 

50-440 

0 

«orH.j. 

8801270378 

70 135 


SCACE.S.E. 

8801140349 

50-336 

RESNIKOFF.M. 

8801210184 

FOIA 


ROTHERT.W.C- 

6712310152 

50-331 

Q 

SCACE.S.E. 

8601140349 

50-336 

flEY£S,LA. 

8801110373 

60-269 

0 

ROTHERT.Wi:. 

8801080135 

50-331 

P 

SCACE.S E. 

8801190328 

60-338 

REYES.LA. 

8601110408* 

50-269 

0 

ROTHERT.W-C. 

^1210095 

50-331 

Q 

SCACE.S.E. 

6001100326 

50-336 

REYES, LA. 

8801120011 

SO-424 

P 

ROUGHAN.C. 

8601210098 

71-6717 


SCACE.S E 

8601200303 

50-423 

flEYNOLDS,N.S. 

6601060126 

PR 


ROUGHAN.C M 

8601210075 

71-9220 


SCACE.S.E. 

6001200303 

50-423 

REYNOLOS.N.S. 

8801060126 

PR 


ROUQHAN.C.M- 

8801210086* 

71-6220 


SCACE,S.E. 

8801200316 

50-338 

flEYNOLDS.N.S. 

8601060126 

PR 


ROU8EJ.C. 

6601140311 

70-1100 


SCACE.S.E. 

8601200316 

50-338 

REYNOLDS.N.S. 

8801060126 

PR 


ROUSE.La 

8801140324* 

70-1100 


SCACE.S.E. 

8801270116 

50423 

aEYN0L08.N.S. 

8601060126 

PR 


ROU5E.LC. 

8601140338* 

70-1100 


SCACE,S.E. 

8801270118 

50423 

flEYNOLDS.N.S. 

6801060128 

PR 


ROUSe.LC 

8801160059 

70-1257 


SCARANO.RA. 

6712310186 

50-275 

ftEYNOLOS,N.S. 

8801060126 

PR 


ROUSE.LC. 

8801150077* 

70-1257 


SCARANO.R.A. 

8801200213 

50-528 

REYNOLDS,N.S. 

8801060126 

PH 


ROUSE.LC 

8801160100* 

70-1267 


SCARANO,R.A. 

0801200217* 

50-828 

REYNOLOS.N.S. 

8801060126 

PR 


RousE.L a 

8801190257 

40-2081 


SCARANO.fl.A. 

8601250401 

50-206 

REYNOIDS.N S. 

8801080303 

60-480 

G 

ROOSE.L.C. 

8801290232 

40-8027 


8CARANO,R.A. 

8601270439* 

50-278 

REYNOLOS.S.A. 

8801070077* 

50-315 

O 

ROWSOME,F.H. 

8611170042* 

60-302 

V 

SCHAEFER.D. 

6601060487 

50-206 

REYNOLOS.SA. 

B80 1260338* 

50-456 

0 

HOWSOME,F.H. 

6706040006* 

50-3 

F 

SCHALLER.R F. 

0001050444 

60461 

RICE.DA 

8801050487 

50-26 

s 

RUBENSTEM.LS. 

8801050077* 

50-298 

P 

SCHALLER.R.F. 

8801200149 

50461 

RICE.R.M. 

8801250061* 

60-265 

p 

RUBEN8TaN.LS. 

8801130371* 

60-274 

P 

SCHAPKEfl.J.F. 

8712290322* 

60456 
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NUMBER 

CATEGORY 

SCHERERAE. 

8601140093 

50-395 

P 

SHEi.TON.DC 

8801130205’ 

50-348 

P 

SINCLAIR.J 

8601200136* 

FOIA 


SCHSRER.AE. 

8601250367 

60 470 

A 

SHELTON.O.C. 

6801150234 

50 346 

P 

SINGH,A. 

8801200459* 

50 445 

0 

SCHSPEfl.A E. 

8801260263 

50-470 

A 

SHELTON.OC 

8801150237* 

50 346 

P 

SINGLET ON.K.M. 

8801070537* 

WASTE MGT 

SCHEneRAE. 

8601260559 

TOPREP 


SHELTON.D.C. 

8801200144 

60 346 

V 

SISK.OP. 

8801200389 

50-275 

S 

SCHEUSRMAN.J T. 

6601120342 

50-296 

R 

SHELTON.DC. 

8801200157 

50-346 

P 

SISK.D.P 

8801200439 

50-275 

s 

SCHMIDT, K 

8712280072 

50-254 

R 

SHELTOM.O.C. 

8801250645 

50-346 

P 

SKINNER.P.H. 

8801110418* 

50-269 

Q 

SCHMJT2,TA 

8801210152 

50-445 

G 

SHElT07fD.C. 

8801250547* 

50-346 

P 

SKJNNER.P.H. 

8801150120* 

50-259 

O 

SCHMJTZ.TA 

8801210152 

50 445 

G 

SHELTO.N.O-C. 

8001270271 

60346 

P 

SKOLNICK.F. 

8801130193* 

50-320 

G 

SO-NELL O F. 

6601130243 

50-4B3 

F 

SHELTON.O.C. 

8001270416 

50-346 

P 

SKOLNICK.F. 

6501130193* 

50320 

G 

SC-%N£Ll.O.F 

8801130297 

50-463 

P 

S1IEITON.D-C. 

8801270440* 

60-346 

P 

SKURIA.S J. 

8801110044* 

WASTE MGT 

SCHNUP.R.F. 

6601280272' 

50-327 

P 

SHEMANSKI.PC. 

8801140384 

M-373 

P 

SLOSSON.M 

8601190340 

50-247 

S 

SCHOOLMAN.WD 

8801070449* 

CONTRACT 

SHEMANSKI.P.C 

8801260404 

50-373 

P 

SLOSSON.M M 

8801070405 

50-247 

P 

SCHJStACHER.WC. 

8601120200' 

50-456 

0 

SHEPPARO.WH. 

0712310034 

50 483 

s 

SLOSSON.M M. 

8801140380 

50-247 

P 

SCHUMACHER, MC 

6601140022’ 

50-155 

0 

SHERANKO.RG. 

8712300017 

50 387 

s 

SMEDLEV.R.W. 

8801270033 

50-255 

P 

SCHUMM,S.A 

8801290090* 

WASTE MOT 

SHERANKO.RG 

8801060116* 

50 307 

5 

SMEDLEY.R.W 

8801270510 

50 255 

P 

SCHUSTER. W 

8601060487 

50-206 

s 

SHERBINI.S 

6801130114* 

£0-219 

0 

SMITH.G.C. 

0801130075* 

50-219 

0 

SCHJYLER.JO 

8801130227* 

50-276 

e 

SHIFFEfl.ja 

8712220128 

50-133 

s 

SMITM.Q.C. 

0801130130* 

70-371 


SCHUYl.ER.JO. 

8601130241' 

50-275 

E 

SHiFFER.JD. 

8601050675 

60-275 

p 

SMIIH.Q.C. 

8801130271* 

60-247 

0 

SCrUVlER.J.O 

880U30P57* 

S0-27S 

P 

SHIFF£ft.J D 

6SOI06027B 

60-133 

n 

SMITH.I.W. 

800)210159 

£0-443 

G 

SCriUYlER.J 0 

8801130342* 

50-275 

E 

SHIFFER.JD. 

8801120130 

»)-133 

5 

SMlTH.I W. 

8801270286 

60-443 

G 

SCHUYLER.JO 

8601130364* 

50-275 

P 

SHIFFER.JD. 

8801120390 

50-276 

p 

SMITH.I.W. 

6601270320 

50-443 

G 

SCHUYIER.J 0. 

8801130360* 

S0-27S 

P 

SHIFFER.JD 

8801200389 

50 275 

s 

SMITH.J 

8801110195 

50-324 

F 

SChUnER.J.O 

8601270287* 

60-275 

P 

SHIFFER.JD 

6601200439 

50-275 

s 

SWtTH,J. 

0801150299 

50-324 . 

F 

SCHV,'AaENBAU£R 

6712290006 

50-400 

S 

SHIFFER.J D. 

8801210250 

60 275 

0 

SMITH.J F. 

6712290322* 

50458 

O 

SCHWA0EN9AUER 

8801200123 

50-400 

s 

SHlFFER.ja 

8801260344 

50-276 

s 

SMITH.J.N 

8801040050* 

50-382 

P 

SCKATARTZ.I. 

8801110233 

NUREQ 


SHIFFER.J D 

8801200445 

50-275 

s 

SMITH.L.D. 

8801260215’ 

SO 482 

P 

SEAflS.C.F. 

8801040547 

eO-423 

p 

SHIFFER.J 0. 

8801260483 

60-275 

s 

SMlTILM. 

8801120224* 

50 373 

Q 

SEAnS.CF. 

6601050012 

50-336 

p 

SHIFFER.J 0 

8801260492 

50275 

p 

SMITH.N.P. 

6601150266 

50-254 

Q 

SEAftS.C.F 

6801050216 

50-423 

p 

SHIFFER.JD 

880(260558 

50-27S 

o 

SMITH.P. 

6S0IO70397 

CO.vjrBACT 


SEARS.CF. 

8801050241 

50-423 

p 

SHIFFER.J 0 

8801270013 

60-275 

p 

SWITH.P. 

8601070409* 

CONTRACT 


SEARS.C F. 

8801130260 

50-213 

p 

SMIFFERJO. 

0801270016* 

50-275 

p 

SMITH,P,A 

8801040538 

50-334 

R 

SEARB.C F. 

6601190180 

50-336 

p 

SHlFFeR.J.O. 

8801270021 

60-275 

p 

SMITH.P A. 

8601220017 

CONTRACT 


SEARS.C F. 

8801190180 

50-336 

p 

SNIFFER JO. 

8601270024 

60-275 

p 

SMlTHpR. 

8801190211' 

50-402 

P 

SEARS.C F. 

8801190160 

NUREG 


SHIFFER.J.0. 

0801270027* 

50-276 

p 

SMITH.R C. 

8B012IOI87' 

60-443 

Q 

SEARS.C F. 

6601220519 

50-423 

p 

SIUFFERJO. 

8801200128 

60-275 

5 

SWTH.RD. 

880)080309 

WASTE MGT 

SEARS.C.F. 

8801270236 

50-423 

p 

SHOEMAKER.CJ 

0801040064 

50-443 

G 

SMITH, R.D. 

6801060498* 

40 8698 


SEARS.C.F. 

8801290193 

50-423 

Q 

SMOEMAKER.CJ 

8801080071 

50-209 

0 

SMITH.R.0. 

8801060535 

40-8011 


SEARS.F. 

8801250380 

60-309 

P 

SKOEMAKEn.CJ 

8801060205 

50-322 

0 

SMITH.n.O. 

0801060540* 

40-8611 


SEOARJ N. 

Q801040493 

50 219 

R 

SMOEMAKER.CJ. 

8Q0II300S6 

SO-443 

G 

SMITH, fl.O. 

8801070024 

40 8714 


SEI0LC.W,C 

8801060084’ 

50-313 

Q 

SHOEMAKER.CJ. 

0001100016 

50-443 

0 

SMITH ,n,o. 

8801070076 

40-66 S9 


SEIOLE,W.C 

8801200121* 

50-498 

0 

SHOEMAKER.CJ 

0001100018 

50-443 

G 

SMITH.R.D 

6801070078 

40-6622 


SELLECK.KA 

8801200305 

50-443 

G 

SHOEMAKER.CJ 

0001190028 

60-322 

G 

SMITK.R.0 

8801070001* 

40-6656 


SEUECKKA 

8801200317 

50-443 

G 

SHOEMAKER.CJ 

8001250298 

50-443 

0 

SMiTH.R D. 

8801070099 

40-1162 


SHACK.W J. 

8801070270 

NUREO 


SKOEMAKEn.CJ 

6601250308 

50 322 

0 

SMITH.R 0. 

8801070104’ 

406622 


SHAFER, W.O. 

8712310018 

SO-tSS 

Q 

SMOEMAKER.CJ 

0801270379 

50-443 

G 

SMITH.R 0. 

6601070112 

40-0029 


SKABEaW.O. 

67123)0027 

50-263 

Q 

SHON.FJ. 

8601139030 

50-322 

G 

SMITH.R D 

D80I07012&’ 

40 8829 


SHAFER, W.O 

880)060010 

60-440 

Q 

SHOPENN.NM. 

6801140370* 

406907 


SMITH.R D 

6801070136 

40-0502 


SHAFBR.W.O. 

6801060017 

50-237 

F 

SHRIVER.T.O. 

0801200134 

50-626 

S 

SMITH, n.D 

6801070147* 

40-8502 


SHAFER.W.O. 

8801060023 

so-tss 

F 

SHniveR.T.o. 

8801200167 

SO 530 

s 

SMITH.R.D. 

8301070161 

40-2259 


SHAFER.W.O. 

8601120191 

50-305 

F 

SHYMt.OCK.M 

0801 130056* 

&0-395 

0 

SMITH.R.D. 

6801070158 

40-0898 


SHAFefl.W.O. 

8801120194 

50-456 

0 

StACOn.6R. 

0801200355 

50 361 

R 

SMITH.R 0. 

6001070157* 

40-8598 


SHAFER.WO. 

680)120220 

60-373 

0 

SlACOR.Efl. 

80Ol22tM>5O 

50-206 

fi 

SMITKRD 

6001070153' 

40-2259 


SHAFER.W.O. 

8801120259 

50-461 

0 

SIE6ERJ 0 

8801040530 

50-33'i 

R 

SMITH.R.D. 

6801070428 

40-8913 


SHAFER.WO 

8601120302 

60-2 

a 

SlEBERJO 

8601080021 

50-412 

F 

SMITH,R.D. 

6801070438* 

40-8913 


SHAFER.WO 

8801120365 

50-255 

0 

SlEBERJ.0. 

8801190105 

«)-334 

5 

SMiTH.R 0. 

8601070501 

40-8913 


SHAFER.WD, 

6601120392* 

50255 

a 

SlEBER.J-O. 

eeot 190298 

-’50-334 

0 

SMITH.fl.D. 

8901080000 

40-1 )62 


SHAFER.W.O. 

8801130080 

50-266 

F 

SlEBERJO. 

8601200306 

50-334 

P 

SWITH.RD. 

8601II01S7* 

40 8452 


SHAFER.WO 

8801140019 

50-155 

0 

SIEBERJ 0. 

8601250011 

50-412 

P 

SMITH, xSJ 

6712280030 

50-327 

S 

SHAFER.W.O. 

6801140025 

50-454 

Q 

SIEBERJ 0. 

8601250014* 

50-412 

P 

8MITH.S.J. 

8712300038 

50-327 

s 

SHAFER.W.O. 

8801140035 

50-341 

0 

SILAO'YJ.A 

8601050489 

50-237 

P 

SMITH.SJ. 

8712300037 

50-328 

s 

SHAFER.W.O. 

8601140037* 

50-341 

Q 

SILAOYJ.A, 

8801050476* 

6D-237 

P 

SMITH.SJ 

6601060216 

50 327 

s 

SHANBAKY.M. 

8801120367* 

50-24S 

a 

SIWOYJA. 

8801200419 

71-4936 


SMITH.S-J 

880)060248 

50-328 

s 

SHANBAKY.M. 

8601130066* 

60-247 

0 

SILAOYJA. 

8601210276 

50-249 

P 

SMITH.SJ. 

8801060277 

50-328 

s 

SHANBAKY.M.W. 

8712290317* 

60 293 

Q 

SILBERQJE. 

6801260202 

50-412 

1 

SMITH.SJ. 

8601050388 

50-327 

s 

SHANBAKY.M.M. 

8801120262* 

50-354 

0 

SILBERGJ.E. 

8601270339 

60-440 

G 

SMITH.SJ. 

8801180071 

50-327 

s 

SHANBAKY.M.W. 

8801130114* 

60-219 

0 

SILBERGJ-E. 

8601270339 

50-440 

G 

SMITH.SJ. 

880)190077 

50-327 

s 

SHANBAKY.MM. 

8801130173* 

60-20 

0 

8ILK.0 

0801130277* 

50-272 

Q 

SMITH.S J. 

6801200285 

60-327 

s 

SHANBAKY.M.M. 

8801130260* 

70-1100 


S1LVEH.SA- 

8601200415 

50-276 

G 

SMITH.SJ. 

8801200297 

60-327 

s 

SHANNON.JM. 

8601130081 

50-443 

G 

SILVER,SA 

6601200446* 

60-276 

0 

SMITH.SJ. 

8801200299 

60-328 

s 

shannon.m 

8801250551’ 

60-400 

0 

SIMPSON.A.K 

8801210270* 

FOIA 


SMITH.S J. 

8801200302 

60-327 

s 

SHAO.L 

8601200216’ 

FOIA 


SIMPSON.E-C 

B60104027S 

PR 


SMITH.SJ. 

8801200323 

50-327 

s 

SHAPAR.HJ. 

6801110100* 

60-458 

P 

SIMPSON.EC. 

8601059407 

50 302 

0 

SMITH.SJ. 

0001200320 

50-327 

s 

SHAPAR.HK, 

8801110085* 

60-458 

M 

SIMPSON.E.C 

6601060236 

50-302 

Q 

SMITH.S.J. 

8801260069 

50-327 

R 

SHAPAR,H.K. 

8801110338* 

50-458 

M 

SJMPSON.EC. 

B80106035S 

50-302 

S 

SMITH.SJ. 

8801280190 

60-327 

s 

SHARKEY.JM 

8801280686* 

SO-312 

0 

SIMPSON.E.C 

8801060434 

SO 302 

S 

SMITH.S.J- 

6801280192 

60-327 

s 

SHARMA.N. 

8801280264* 

60 327 

P 

SIMPSON.E C 

6601110252 

60 302 

P 

SMITH.W.F- 

680106049G* 

50-382 

Q 

SKEA.D.J. 

6502060013* 

FOIA 


siMPsoN.e.c 

8601110527 

50-302 

P 

SMITH.W.G. 

8801040537 

50-315 

n 

SHEA.D.J. 

8502060016* 

FOIA 


SIMPSON.E.C. 

8901110539 

SO-302 

P 

SMITH.IV.G. 

0001040559 

60-016 

R 

SHEA.J.R, 

8801190246* 

XPORTLIC 


SIMPSONS C. 

8801110541 

60-302 

s 

SMITH.W.G 

6801070260 

50-315 

s 

SHEA.J.R. 

8801260410* 

FOIA 


SIMPSON.E.C. 

6601120022 

50-302 

p 

SMITH.W.G. 

8901210056 

60-316 

s 

SHEAR.GL. 

8801120266* 

60-461 

O 

SIMPSON,E.a 

BMIlSOISe 

50-302 

0 

SMITH.W.G. 

8801210061 

60-316 

s 

SHEERAKR.E. 

8801200411 

70-1100 


SIMPSON.E.C. 

6001100076 

50-302 

R 

SMHH.W.G. 

8001270277 

60-315 

s 

SHELTON.D, 

8801110343 

60-346 

P 

SIMPSONEC. 

8801190272 

60-302 

P 

SMYTH.C.W. 

6801260003 

50-289 

R 

SHELTON.D.C. 

8801050231 

50-346 

P 

SIMPSON.E.C. 

8901200264 

50-302 

0 

SNELL.W. 

87)2310026* 

60-155 

0 

SHELTON.D.C. 

8801110366 

50-346 

F 

SIMPSON.E.C. 

B601260S46 

60-302 

p 

SNELL,W. 

8801040057 

50-268 

0 

SHELTON.D.C. 

8801110488 

60-346 

V 

SIMPSON.E.C. 

8801270325 

SO-302 

s 

SNELL,W. 

8801120224* 

60-373 

Q 

SHELTON.D.C. 

8801120010 

50-346 

P 

SIMPSON.J 

8601280346* 

60-289 

p 

SNELL.W. 

6801120286* 

60-461 

0 

SHELTON.O.C. 

8601130201 

SO-346 

P 

SIMPSON.S. 

8801080071 

WASTE MGT 

SNeLL,W. 

0001120317* 

60-2 

0 



mu inun 


AUTHOR 

ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 

SNELI_W. 

8801260021 

50-483 

F 

SNIEZEKJH 

8801U0100* 

FOIA 


SNOW.8A 

8801130219 

50-244 

F 

SNOW.eA 

8601210132 

50-244 

0 

SNOW, BA 

8601210137 

50-244 

0 

SNOW.BA 

8801250358 

50-244 

S 

SNOW,B.A 

6801260406 

50244 

p 

SNOW.BA, 

6801260411* 

50-244 

p 

SNOW.BA 

6801260612 

50-244 

p 

SNOW.BA 

6801260531* 

50-244 

p 

SNOW.BA 

6801280254 

50-244 

S 

SOMMER.KC 

8801070350 

WASTE MGT 

SOMM£R.K.Q 

8801070360* 

WASTE MGT 

SOMUER.K.G. 

8801070364* 

WASTE MGT 

SORENSEN.C. 

6801110387' 

50-528 

0 

SORENSEN.G C. 

8801040534 

50<i97 

p 

soneNSEN.o c 

8801070148 

50-397 

p 

SORENSEN.G C 

8801070161 

50-460 

0 

SOReNSEN.G c 

6801070333 

50<197 

0 

SORENSEN.G C. 

8801120270 

50-397 

1 

SORENSEN.G C. 

8801120344 

50-397 

p 

SORENSEN, G.C. 

8801130093 

50-397 

0 

SORENSEN.G C. 

8801130208 

50397 

p 

SORENSEN.CC 

8801130212 

50-397 

p 

SORENSEN.GC 

8801130304 

50-397 

F 

SOfiENSEN.G C. 

8801130317 

50-397 

P 

SORENSEN.GC. 

8801150042 

50 397 

0 

SORENSEN.G C. 

8801260448 

50-397 

P 

SOflEHSEN.OC 

8801270066 

60-397 

F 

SORENSEN.G C 

8801270116 

50397 

0 

SOflENSeN.GC 

8601270293 

60-307 

Q 

SORGLO 

8801130375 

50-293 

P 

SOROOSHiAN.S. 

8601070385* 

WASTE MGT 

SPAOARQ J P. 

8712310161* 

50388 

P 

SPANe.FA 

8801070395* 

WASTE MOT 

SPANGEN8ERQ.F. 

8712290133 

50-461 

S 

SPANGENBERG.F. 

8801040414 

50-461 

P 

SPANGEN0ERO.F. 

6601050444 

50461 

S 

SPANOENBERQ.F. 

8801190104 

50-461 

R 

SPANGENeERQ.F. 

8801200149 

$0-461 

S 

SPANG6N8ERQ.F. 

8801200331 

50-461 

S 

SPea.W.H. 

8801200085 

STATE PROG 

SPENGe6RQ.F.A 

8801130421 

50461 

p 

SPIELBERGA 

8801200235* 

50-443 

0 

$(>iEL6ERG.A 

8801200244’ 

50-443 

Q 

SPiELBERG.A 

8801200244’ 

50443 

0 

SPIT2BER0.08. 

8801060160 

I8E 


SPITZSSRQ.O 6 

6801110214 

I8E 


SPITZER.OJ 

8801190070 

50454 

R 

SPU1AK,R 0. 

6801070266 

NUftSG 


SRENIAWSKI 

8801050341 

I8E 


SRENIAWSKI.O J 

88Q1060169 

I8e 


ST LAURENT.NN 

8801050481 

5029 

S 

ST IAURENT.N N. 

8801050467 

5029 

s 

STAOLERSO 

6801130066* 

50-39S 

Q 

STAFFORO.TA 

8601260317 

FOIA 


STAKEara 

8801060496* 

50-362 

Q 

STANDERFER.F.R. 

8801040210 

50G20 

P 

STANOERFER.F.fl 

8801040223 

50-320 

V 

STANOERFER.F.fl. 

8801040491 

50320 

V 

STANOeRFER.F R. 

6801040568 

50-320 

S 

STAN06flFEfl.F.R. 

8801120168 

50-320 

P 

STANO€RFER,F.R. 

8601220238 

50320 

R 

STANDERFER.F.R. 

8801270634 

50320 

P 

STAPELFELOT.K. 

8601060314* 

50443 

G 

STAPELFELDT.K. 

6801060314* 

50443 

Q 

STARMER.RJ. 

8801070338 

WASTE MGT 

STAftOSTECKl.H. 

8708100147* 

FOIA 


STASEK.S. 

8801060184* 

50255 

0 

STAUTERJC. 

8801130192 

408905 


STAUTERJC. 

8801130388 

408905 


STAI/TER.J.C. 

8601190213* 

408027 


STAUTERJG. 

8801200452 

40-6027 


STAirrEfl,J.C. 

8801260234 

71-9100 


STAUTERJ.C. 

8801260242* 

71-9100 


STEFANKOJS. 

8712310151* 

50-388 

P 

STEFANO,JJ. 

8601250299 

60341 

P 

STEFANOJ.J. 

6801250369 

60-341 

P 

STElOEaWE. 

6712310094 

50-322 

S 

STEKjER.W.E. 

6801270631 

50322 

s 

STEINJJ. 

6801040541* 

50397 

p 

STEINDL£fl,MJ. 

8801200065* 

COMMISSION 

STELLO.V. 

8706100293* 

FOIA 


STELLO.V. 

0711170134* 

FOIA 


STELLO.V. 

6601040013 

50277 

H 

STELLO.V. 

6601070193 

50275 

H 

STEUO.V. 

8801080003 

50498 

P 

STEUO.V. 

8801130286 

COMMISSION 


AUTHOR 


ACCESSION 

KUMSER 


SUBJECT 

CATEGORY 


STELLO.V. 

690(130350 

SECY 


STELLO.V. 

8901100333 

40-8027 


STELLO.V. 

6601210282* 

FOIA 


STELLO.V. 

8801250165 

60-255 

P 

STELLO.V. 

8001250394 

60-206 

H 

STELLO.V. 

6601260049 

80-247 

U 

STELLO.V. 

6601260357 

50-220 

H 

STELLO.V. 

8901290160 

60-328 

P 

STELLO.V. 

9901290340 

SECY 


STELLO.V. 

8601200362* 

NUREO 


STeLLO.V. 

9801290363* 

NUREQ 


STEPHENS.K.W 

6601110197 

WASTE RES 

STEPHENS, S. 

6601100195 

60-462 

P 

STEPHENS.S. 

8601260120 

50-462 

P 

STEPHENSON.J.B. 

8712300116 

60-302 

F 

STEPHENSON.J 0. 

6601210133 

50-302 

F 

STEPTOE.PP. 

6801130026 

50-456 

G 

STEP70E.P.P. 

660I2503SS 

50-456 

G 

STEVENS.D.B. 

8801040(^1* 

60-382 

P 

STEVENS.JA 

6601260152 

50-461 

P 

STEVENSON.P. 

6801210222 

FOIA 


STEWART.R.a 

6601200077* 

50-313 

0 

STEWART.S. 

8801100075 

60-302 

R 

STEWART.W.U 

6801050298 

50-290 

P 

STEWART.W.L 

6601110256 

50-280 

F 

STEWART.Wl. 

8601110279 

50-336 

Q 

STEWART.W.L 

6801110327 

60-280 

Y 

STEWART.Wl. 

6901140002 

60-260 

Q 

STEWART.W.L. 

6801(90276 

60-336 

P 

STEWART.W.U 

6601200290 

60-280 

P 

STEWART,W.L 

680(200432 

60 336 

F 

STEWART.W.L 

6801210216 

50-260 

0 

STEWART.WL. 

6601260360 

60-338 

0 

STEWART.W L 

6901280402 

60-260 

F 

ST0Hfl,J.P. 

0601200114 

70-143 


STOLZ.JF. 

6601250436’ 

60-336 

P 

3TOLZ.J F. 

8801260104’ 

50-423 

P 

STOLZ.JF. 

6601260257* 

60-213 

P 

STOLZ.JF. 

6601290157* 

50 269 

P 

STONE.J-C. 

8801040089 

OA999 


STONE.JC 

690(040108 

OA999 


STONE.J.C. 

8801040151 

OA999 


STONE, J.C. 

8601110281 

OA969 


STONE.J.C. 

8801 110392 

OA999 


STONE.J.C. 

8801130355 

OA999 


STONE.JC. 

8601260218 

OA998 


STONE.JC. 

880(280329 

aA999 


STORY, H. 

8801260461* 

50-312 

P 

STORZ.LF. 

6801040576 

50-346 

S 

STOflZ.LF. 

8801120039 

50-346 

S 

STORZ.LF, 

8801200443 

60-346 

R 

STOTZ.J, 

8801040575 

50-348 

s 

STRACKflA 

6801200423 

71-5957 


STRAIT.^ R. 

8801070433* 

WASTE MGT 

STRAIT.S.R. 

6801070436* 

WASTE MOT 

STRA(T.S R. 

8601070491’ 

WASTE MGT 

STRATFORO.R.J 

880(140322 

XPCmTLlC 


STRATFOflO.HJ. 

8801220001 

XTORTLIC 


SrniNGER.OK 

6601120326 

50-416 

F 

STROMBERG.MJ 

9801210046* 

FOIA 


STROME.R-H 

8601130010 

50-443 

T 

STROSNIDER.J. 

8601050474* 

60-247 

*0 

STROSNIOER J R 

6712290359* 

60-271 

Q 

STROSNlOER^.a 

8712300012’ 

50-219 

Q 

STROSNIDER.J H- 

6601130162* 

60-219 

0 

STflOSNIOER.J.fl. 

8801270062* 

50-245 

Q 

STHUCKMEY£R.fl. 

6601110260 

NUREQ 


STUART.CL 

8601190129 

SO-220 

F 

SU.T M. 

9706200109* 

60-293 

P 

SUBRAMAN1AN.T. 

6801080019* 

WASTE MGT 

SUMMERS.J. 

6601120122 

50-416 

s 

SUMMERS, a 

6601130003 

50-247 

s 

SUMMERS, H 

8901280154 

50-247 

s 

SWAILES.M.P. 

8801220021* 

CONTRACT 


SWAILS.S.L 

8601050673 

60-331 

F 

SWANSON.N.E. 

8601130235 

OA009 


SWBTLAN0,P. 

8601130003 

50-247 

s 

SWETLANO.P. 

9801200429* 

50-247 

Q 

SWETLANO.P. 

0001260164 

50-247 

s 

SWIFT.JJ. 

8601060458 

70-926 


SWIFT, JJ. 

8801070141 

40-8027 


SWIFT.J.J. 

6601140329* 

70-1100 


SYLVESTEH.E. 

8801290681 

50-324 

p 

SYLVESTER,E.D. 

8801140293 

60-324 

p 

SYLVESTER.E 0. 

8801200268 

60-324 

p 

SYLVESTeR.E D. 

8801270276 

50-324 

0 

SYLVIAB.R. 

8801040007 

50-341 

Q 

8YLVIA.Bfl 

M0107032a 

BOG41 

p 


AUTHOR 


SYLVIA, B.R. 
SYLVIA.0.fl. 
SYLVIA, e.n. 
SYLVIA,B.R. 
SYLVIA.0.R. 

SYLVtA.B,B. 

SYLVIA,Bn. 

SYLVIA,B.R. 

SVLVtA.B.n. 

SYLVIA,6.n. 

SYLVlA.8.n- 

SYLVIA,B.R 

SYLVIA,B.R. 

SYLV1A,B.R. 

TAQATZ,Q. 

7AQAT2.D. 

TAM.P.S. 

TAM,P.S. 

TAM,P.S. 

TAM.P.S. 

TAM,P.S 

TAM,P.S. 

TAPIA,J.I. 

TAP1A,J.L 

TATLIM,J.E. 

TATUM,J.E. 

TAYLOn,J.H. 

TAYLOR,J.H. 

TAYLORJ.L. 

TAYLOR.J.L. 


TAYLOnj.M. 

TAYLOfl,J.M. 

TAYLOR,J.M 

TAVLORJ.M. 

TAYLOR,JM, 


TAYLOn,J,M. 

taylor,j.w. 

TAYLOB.J.W. 
TAYLOR, J.W. 
TAYLOR,n.G. 


TEFFT.J.G. 

TEICHMANN.T. 

TBNBROOK.W. 

THADANLA. 

THADANI.M. 


THADANLM.C. 

THtELEN.L. 


THOMAS,C. 
THOMAS, B.A. 
TH0MA8.Q,S. 


THOMAS.Q.S. 
THOMAS.O.S. 
THOMAS,Q.S. 
THOMAS, R.O. 
THOMAS,R.D. 


THOMAS.W. 
THOMPSON.O.H, 
THOMPSON.H.L, 
THOMPSON.HL. 
THOMPSON.H L. 


THOMPSON.H.L. 

thompson.h.l. 

THOMPSON.H.L. 

THOMPSON.0.0. 

TMOMPSON.H.D. 


THOMPSON.R.D. 

THOMPSON.fl.D. 

TMOMPSON.S. 

THORNTON.A.R- 

TlEN.C. 


TIERNAN.H.A. 

TIERNAN.J.A. 

TIERNAN,J.A. 

TIERNAN.JA. 

TIERNAN.J.A 


TIERNAN,J.A 

TIERNAN,JA. 

TIERNAN.J.A. 

TIERNAN,J.A. 

T1ULMAN.A. 


TOBIN.W.J. 

TOaiN.W.J. 

TOBIN.WJ- 

TOKAR.M. 

TORRE.J.Q. 

TOHRE.J.G. 

TORRE.J.Q. 

TORRE.J.Q. 


ACCESSION 

NUMBER 

880l07036fi 

0801070370 

8801110431 

8601120165 

8801130145 

88011B0264 

8801200049 

8001200052 

8801200240 

8601220260 

0801280084 
8801290337 
8801290 341 
8801290352 
8801080415 

8801270S44 
8601070394 
86011303 63 
6801130370’ 
8801140138 


SUBJECT 

CATEGORY 

60341 Q 

60-341 P 

60-341 P 

60-341 R 

60-341 Q 

60-341 0 

50-341 Q 

60-341 P 

80-341 0 

60-341 P 

80-341 rt 

60-341 P 

60-341 P 

50-341 P 

60-264 S 

80-254 S 

60334 P 

60 334 P 

60-334 P 

60-334 P 


8801140140* 80-334 P 

8801290136 60-334 O 

8801140012 * 60-382 Q 

8691270138 60-382 S 

8712310209* 60-344 O 

8801110263* 60-206 O 

8601060161 50-368 P 

8801080486 60-368 P 

8801250361 60-322 Q 

8e0i26O3Bt 60-322 0 

8801110020 REVIEW QR P 

6801210267 50-160 P 

8801210200* 60-160 P 

8801290139 50 313 O 

8801290 1 48’ 50-313 Q 

8801290205 REVIEW QR P 

8801060200 60-409 P 

880106021 1’ 60-409 P 

8801160072 60-409 P 

8712230276* 60408 Q 

8801120060 60 443 S 

8801070031 NUREQ 

8712310181* 60-276 O 

8707240166’ 60-283 P 

6801270070 60-367 P 


6801130376 60-387 P 

8801260125* CONTRACT 

0712310180 60-155 F 

8001270372* 60-443 G 

0801050437 50-443 8 


8601120060 60 443 S 

8801190068 80-443 Q 

6801180114 60-443 R 

660111029B* 70-764 

8801130029 I&e 


8801120367’ 60-246 O 

8801120046* 50-268 Q 

84031601 17* 59-369 V 

8408070271* FOIA 

841023051 1* FOIA 


8502060010* 60-269 P 
88010800 1 2 70-138 

8801060014’ 70-136 

8601110024 WASTE MOT 
8801140109’ CONTRACT 


8801210299 60-446 A 

8801220021* CONTRACT 
8801120027 FOIA 
8801260202* 60-317 O 

6001270137 ACRS 


8801130245 60-317 P 

8712310144 60-317 F 

6801120316 50-317 R 

8801130118 50-317 P 

8801130260 60-317 O 


8801130349 50-317 P 

6801200258 60-317 Q 

8801270189 60-317 P 

8801280182 60-317 O 

8801110625 * 60-416 O 


6801110517* 50-280 Q 

6601140363* 60-269 O 

8801190258* 50-327 Q 

6801060057 WASTE MOT 
8801080417 60-413 S 


8801060513 60-413 S 
8801140096 60-413 S 
8801140117 60-413 S 
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AUTHOn 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

lORHEJ.G. 

8801150253 

50-413 

S 

TUCKMAN.hia 

880113032&* 

50-269 

F 

VIRQILIO.MJ. 

8601140143 

50-341 

P 

TOTHAO 

S801070077’ 

60-316 

Q 

TULEY.CR 

8801150193’ 

50-496 

P 

VIRQILIO.M J. 

8801210258’ 

50-440 

P 

TCXlfflGWy.eo, 

6601190184 

50-335 

F 

TURQAK.MS. 

8601130397 

60-264 

a 

VlflGlLlO.M.J. 

8801250379’ 

50-341 

P 

TOWNSENOJ.O. 

6801270081 

60-275 

R 

turbak.ms. 

8601130407 

50-254 

o 

VIRQ1UO.M.J. 

8601270110 

50-262 

P 

TOWNSENOJ.D 

8801270131 

60-275 

R 

TUnBAK.MS 

8801160261 

60-373 

Q 

VIRGILIO.M.J. 

6801270447 

50-315 

P 

IRAFlCONlEj. 

8801200329 

50-443 

G 

TURK.SE. 

8801040124 

60-443 

Q 

VIRQILIO.M.J. 

8601270536 

50-341 

P 

TRAWWeL,C.C. 

8801200432 

50-338 

F 

TURNER.CL 

8712300122 

60-461 

J 

VIRGILSO.M.J. 

8901270566 

50-263 

P 

TRAMMEIUCM. 

6801040626 

60-276 

P 

TURNEfi,O.W. 

0801270630* 

60-320 

P 

VIRGILIO.M J. 

6601270597 

50-153 

P 

TflAWMElt.CM. 

8801070205 

50-3 

P 

UOAtLM.K 

8708040264* 

50027 

U 

VIS5ING.OS 

8601190085 

PROJ 


trammeluc M. 

8801190153 

60-276 

P 

UOY.A.C 

0811030467* 

50-277 

F 

VISSINQ.Q.S. 

6601190201 

50-470 

A 

TRAWMEtLC.M. 

6801250429 

50-275 

P 

UDY.A C. 

8611030487* 

60-277 

F 

VISSINQ.OS 

8601190214 

50-470 

A 

TnAVEns.w.o. 

8606260142* 

60-320 

P 

ULIE.JM. 

0601120260* 

50-341 

0 

VISSING.Q S 

6601260272 

50-470 

A 

THAV'EfiS.W.O. 

680H30373 

50-320 

R 

ULMEaF.J. 

eBOl 140321 

50-344 

R 

VISSING.QS 

9801290161 

PROJ 


iaAVERS,W.D. 

8801200014 

60320 

P 

UMBEL.D. 

6801140103 

CONTRACT 

VOLLMER.R. 

6601200216' 

FOIA 


TRAVERS, W.O. 

8601200326 

50-320 

P 

URBANIK.T. 

0801260388* 

60-322 

G 

VONRUOEN.J A 

8801200342* 

50-275 

H 

trevors.g a. 

8712310195 

SO-298 

F 

UR0ANIK.T. 

680I2S0366* 

50-322 

0 

VORSE.J.Y. 

8601 190285* 

60-424 

P 

Tft£VOftS.6A. 

8601120241 

60-298 

P 

VA(.GA.S A. 

6801110184* 

50-4S6 

P 

WACHTEL,J, 

6601080431 

NUREG 


TflEVOflS.G A. 

6801120375 

50-296 

F 

VAN BRUNT.E E 

8712300114 

S0-52B 

P 

WAGNER.D.H. 

6601130415 

50-266 

P 

TREVORS, GA 

B801130343 

50-298 

0 

VAN 8RUHT.E.E 

8801070457 

50 528 

□ 

WAGNER.DH 

6601 140376 

50-266 

F 

TflEVORS,G A. 

8601260536 

60298 

J 

VAN BRUNT.E.E. 

6601110472 

50-526 

P 

WAGNER.M. 

8801200356 

50 237 

S 

TREVOflS.OA 

8801260562 

50-296 

J 

VAN eflUNr.e.E 

6801120270 

60-526 

P 

WAQNER.N. 

8601190024' 

60-443 

G 

TflEVCms,Q,A 

8801270028 

60-298 

F 

VAN aflUNT.E E. 

0601130083 

50-926 

o 

WAGNER, P.C. 

8601270212* 

60-445 

0 

TREVORS,QA 

8801270467 

50-298 

P 

VAN BRUNT.E E. 

8801130141 

50-529 

p 

WAQNBfl.W J. 

6801200117* 

50-526 

0 

TRIPP.L 

8712300084 

60-318 

S 

VAN BRUNT.E E 

8601150286 

50-526 

F 

WALKER.H 

8601060164* 

50255 

0 

1RIPP.LE. 

8712210023* 

60-317 

Q 

VAN BflUNT.E.E. 

8001200042 

50-920 

O 

WALKER.HA. 

8601060107* 

50-461 

0 

TR1PP.LE. 

8712210036* 

50-309 

Q 

VAN BRUNT.E E 

6001200087 

50-929 

P 

WALKER.H.Q. 

6601280676* 

FOIA 


TR PP,LE, 

8712300055* 

60-334 

0 

VAN 8RUWT.ee 

6001200167 

»)-529 

0 

WALKER, JO. 

6601070230 

50-259 

s 

TRlPP,L.E 

6801280008* 

60-309 

0 

VAN BRUNT.E E- 

080I2004S1 

50-520 

p 

WALKER, J.Q. 

6801120269 

50-259 

s 

TRUN20.C, 

8801210356 

60-322 

F 

VAN BRUNT.E.E. 

8801220508 

60-528 

1 

WALKER.JO. 

8601250572 

50-259 

n 

TUCKER, H-6. 

8601040295 

PR 


VAN eflUNT.EE. 

6601280121 

SO 529 

p 

WALKER, R.S. 

6801040039* 

50-277 

H 

TUCKER.HB. 

8801040340 

50-389 

R 

VAN OOORN.P.K. 

86DI2000S6* 

50-413 

0 

WALl.KC. 

8801200334 

60-213 

R 

TUCKER.H 8. 

8601050284 

50-413 

0 

VANOENBERQ.O. 

6601130009 

50-255 

R 

WAIUCE.W.T. 

8601130010 

50-443 

T 

TUCKERH 8. 

8801050317 

50-369 

S 

VANOENQERG.O. 

0001190066 

60-256 

n 

V7ALL1N,6.A. 

8601150221 

50-271 

R 

rOCKERH e. 

8801050320 

60-269 

0 

VANDEflVElOTH. 

8801140100* 

CONTRACT 


WAMStEV.R.M. 

8801070fS0 

NUREG 


TUCKER.HG 

8601050321 

60-370 

s 

VANKESSEUH.f 

6601200212* 

60-272 

0 

WAN0.A B. 

8801260247 

50-213 

P 

TUCXER.H B. 

8801050330 

60-413 

p 

VARELA-AA, 

67I22903S9’ 

50-271 

0 

WARO.KO. 

6601040016* 

50-446 

0 

TUCKeR.H.B 

6801080115 

50-369 

s 

VAflQA.S A. 

8707240166* 

68-293 

p 

WARD.W. 

8801260239* 

50-462 

p 

TUCKER, H 8 

8801060116 

50-369 

s 

VARQA.SA. 

6601110228 

50^02 

0 

WAREMBOURQ.O.W. 

8801120205 

50-267 

p 

TUCKER.H 8. 

8801060150 

60-413 

s 

VARQA.SA 

6601250210 

50-260 

p 

WAREMBOURG.D.W. 

8601120320 

90-267 

R 

TUCKER, H S, 

8801080154 

50-413 

s 

VAROA,S.A. 

6801250300 

68-261 

F 

WAREMBOURG.aW. 

8601260424 

90-267 

F 

TUCKER,H8, 

8801060417 

50-413 

s 

VARQA.SA. 

8601250476 

50-387 

s 

WAREMBOURO.D.Y/. 

8601270035* 

60-267 

P 

TUCKER, H,a, 

8801060613 

50-413 

s 

VARQO.QJ 

8801120266 

60-333 

s 

WARNICK.R. 

6801040014 

60-446 

0 

TUCKEP,H B. 

8801070160 

60-413 

P 

VASSAt-tO.Oe 

8412080217* 

50-293 

p 

WARNICK.R.F. 

8601040045 

50-449 

0 

TUCKERH.8 

8801070290 

60-289 

0 

vAsseuo.j.v. 

6801280389* 

50-412 

p 

WAfiNlCK.n.F. 

8601040239 

50-449 

0 

TUCKBR,H.e. 

8801070296* 

50-269 

Q 

VAUGHAN.J.W. 

8707250131* 

fOIA 


WARNICK.R f. 

8801040250* 

90-449 

Q 

TUCKefl,M.8 

8801130134 

60-370 

s 

VAUGHN.Oe. 

6712290131 

50496 

s 

warn:ck.r.f. 

8601040258* 

SO-449 

0 

TUCKER,H.B 

8801130215 

50-413 

Q 

VAUOHN.O.G. 

8712300082 

50-496 

s 

WARNICK.RF. 

8901040407 

50445 

0 

■njaK£R,H.8. 

8801130300 

50-289 

F 

VAUCHN.O.E 

6712300088 

50-499 

s 

WARNICK.R.F. 

8901140065* 

50-445 

0 

TUCKEfl,H.a. 

8801130318 

60-269 

F 

VAuaHN.OE. 

0712300095 

50-498 

s 

WARNlCK,fl.F. 

8601270200 

90-445 

0 

TUCK€n.H.B. 

8801130331 

60-369 

S 

VAUGHN.OE 

6712300090 

50-469 

s 

WARNICK.R.F. 

6801270548 

50 445 

0 

TUCKEfl,H B. 

6801130433 

50-413 

0 

VAUQHN.Q.E 

0712310031 

50-469 

s 

WARNICK.R.F. 

8601270553' 

50-445 

Q 

TLN:H£fl,H8. 

6801140096 

50-4 13 

s 

VAUaHN,Q e. 

8801060463 

90-499 

0 

WASHINGTON.S.L 

8801200325 

60-397 

s 

TUCKeR.H 8. 

6801140099 

60-370 

s 

VAUGHN.G.E. 

8801 120229 

50-496 

s 

WATFORD.PS. 

6601270105 

50-373 

s 

TUCKER.H.8. 

8801140101 

50-269 

0 

VAUOHN.G E- 

0801120366 

50-499 

s 

WATSON, R.A. 

8712260008 

60-400 

s 

TUCKER, H.8 

8801140110 

50-413 

Q 

VAUGHN.O E 

8801120370 

50-469 

s 

WATSON, H A. 

8B0I04044I 

50-400 

F 

TLICKER.He, 

8801140117 

50 413 

s 

vaughn.g E. 

6001 130053 

50-499 

5 

WATSON, RA 

8801)20154 

50-400 

S 

T\ICKER,HB- 

8801140236 

50-269 

Q 

VAUGHN.G.E 

6601140062 

50-496 

s 

WATSON.R A. 

8801130337 

50-400 

s 

TUCKER,H,B, 

6801150056 

60-369 

P 

VAUGHN.G.E 

8801150249 

50-499 

s 

WATSON,R.A 

6801130341 

60-400 

s 

ruCKER,H.B. 

8801150080 

50-269 

P 

VAUGHN.G.E 

8801200343 

50-499 

R 

watson.ra. 

8801190060 

SO-400 

n 

TUCKER.HB. 

8801150166 

60-269 

S 

VAUGHN.G.E- 

8601210130 

50-498 

Q 

WATSON, RA 

8601200123 

60-400 

s 

TUCK6fl,H 8, 

8801160210 

50-369 

s 

VAUCHN.G.E. 

8801250279 

50-499 

S 

WATSON.RA. 

B6D1270023 

60-400 

F 

TUCK6R.H 8. 

8801150217 

50-413 

s 

VAUGHN.G.E 

8601270172 

50-499 

0 

WAWRZENIAK.J. 

8601140051* 

50-445 

A 

TUCKeR,H0 

8601150238 

50-413 

s 

VAUGHN.G.E 

6601270451 

50-499 

s 

weacxx:k,a. 

6801120367* 

5C1-245 

0 

TUCKER.KB, 

8801160253 

50-413 

s 

VELASQUE2.J.R. 

8801130132 

40-8913 


WEBER,MF 

6801070379 

WASTE MGT 

TUCKER.H.B. 

8601 150260 

80-269 

s 

Vet£Z.P. 

6801070405 

CONTRACT 


WEODINGTON.R E 

8801190256* 

70 143 


TUCKER,H,0 

8601150303 

50-413 

0 

VELEZ.P, 

8601070482 

CONTRACT 


weinfurter.r.j. 

6601220168* 

CONTRACT 


TUCKER, H.B. 

8801160309 

60-369 

p 

V6LEZ.P. 

6601140277 

CONTRACT 


WElSE.SP. 

8601210218' 

50-390 

S 

TUCKER.H.8. 

8801190013 

50-267 

s 

VEt.EZ.P. 

8601140341 

CONTRACT 


WEISEMAN.R.A. 

8801150310* 

TOPREP 


TUCKeR.H.e. 

6601190032 

50-413 

p 

veL£z.p. 

8801140384 

CONTRACT 


W&SS.E.R. 

8601040099 

50-443 

G 

TUCKER .H.B. 

8801190095 

60-370 

s 

VELEZ.P. 

8801210026 

CONTRACT 


WElSS.E.H. 

6601040099 

50-443 

G 

TUCKER.H.B. 

8801190160 

50-413 

Q 

VELEZ.P. 

6601260518 

CONTRACT 


WElSS.E.n. 

8601060265 

60-271 

Q 

tuckeb.rb. 

8801190277 

50-413 

S 

VELEZ.P. 

6601280562 

CONTRACT 


WEISS.E.R. 

6801060285 

50-271 

G 

TUCKCft,H 6. 

8601200360 

50-413 

P 

VENAaLES.O. 

8601270206 

NUREQ 


WElSS.E.R. 

8801080409 

FOIA 


TUCKER.H,8. 

8801210001 

50-269 

P 

VERHELL1,D.M. 

6601040123 

SO-324 

Q 

WEIS5.E.R. 

8601110211 

50-271 

P 

TUCKER,H,0. 

8801210032 

50-269 

R 

VERRELLI.Q.M. 

6801110305 

50-348 

0 

WEiSS.S.H. 

8801070077* 

50-315 

0 

TUCK6H,H 8. 

8801210038 

60-413 

R 

VERREILI.O.M. 

8601110342* 

50-349 

0 

WEISS.S.H. 

8601070169 

TOPREP 


TUCK£R,He 

8801210046 

50-369 

R 

VERRELLI.O.M. 

8801110356 

80-416 

Q 

WEISS.S.H. 

88011902)5* 

TOPREP 


TUCKER,H,B. 

6801210090 

50-269 

P 

verrelli.om. 

8601120001 

60-324 

O 

WEISS.S.H. 

8601270637 

OA999 


TUCKER.HB. 

6801250412 

50-413 

P 

VERRELLI.O.M. 

8601120002’ 

50-324 

0 

WELCH.J 

8801070336 

50-249 

S 

TUCKER.HB. 

8801250495 

50-269 

S 

VERRELLI.O.M. 

6601250501 

SO-416 

Q 

WELLS 

6801270636* 

eO-320 

P 

TUCKER.HB 

6801250529 

SO-269 

0 

V£RR6tLf.O.M. 

6601270225 

50-416 

0 

WELLS.A H. 

8801210039 

PROJ 


TUCKER,HB. 

8801250540 

50-269 

P 

VERRELLI.O.M. 

6601270233* 

60-416 

□ 

WELLS.AH. 

6601210117 

PROi 


TUCKER,H 8. 

8801260156 

50-269 

0 

VICKREY, fl.B. 

8801200121* 

50-498 

Q 

WEN.P.C. 

8601190341* 

50412 

Q 

TUCKER.HB. 

6601260541 

60-269 

P 

VIETEN.M J. 

8801130443 

50-309 

3 

WEN.P.C 

6801200260* 

60-387 

Q 

TUCKER.H.B. 

8801270091 

50 369 

P 

VIETEN.M.J. 

8801140047 

TOPREP 


WENSLAWSKI.F. 

8712310233 

50-312 

Q 

TUCKER.ha. 

8801280022 

50-369 

P 

VIETEN.M J. 

8801270111 

50-293 

J 

WENSLAWSKI,F.A. 

6601060066 

50-312 

0 

ruCK€R,Ha 

6801280027 

50-369 

F 

VIETEN,M.J. 

8601270128 

60-29 

J 

WENSLAWSKI.F A 

6801130021 

50-344 

Q 

TUCKEB,H.B. 

8801280210 

50-269 

P 

VINCl.D-W. 

8001200424 

60-362 

S 

wenslawsklfa. 

8801260217 

50-69 

0 
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WENZtHGEn.e. 

880^10320 

50 277 

S 

W1QQINS.EJ- 

8001140393’ 

CONTRACT 

WlSENQURG.MR. 

8801260366 

50-498 

S 

WENZiNGER.E. 

6801270010 

50 277 

s 

WIGGINS.EJ- 

8801140414’ 

CONTRACT 

WISENBURG.M.R. 

6001290359* 

60-498 

P 

W£N2ING£R,E.C 

8801130176 

SO 333 

0 

WtQGlNS.EJ- 

6e01l6(»26* 

CONTRACT 

WlSSINK.R.G. 

0001190030 

NUREG 


WENZINGER.E.C. 

6801190314 

50-352 

0 

WIGGINS,EJ. 

880I1S0087’ 

CONTRACT 

WlTHERS.B. 

0BO127OOOB’ 

60482 

F 

WENZlNGER.EC. 

8801200006 

50 353 

0 

WIGGiNS.EJ. 

8001200387’ 

CONTRACT 

WITHERS, G.D. 

0712290099 

50482 

S 

WENZlNGEH.E.C. 

8601200067 

50-266 

0 

WIGGINS.EJ- 

6801200440* 

CONTRACT 

WITHERS.B.O, 

0712290139 

50-462 

s 

VtfENZfNGER.E.C. 

6801200406 

50247 

0 

WIGGINS.EJ- 

8801200447* 

CONTRACT 

WITHERS, B.D. 

0712310210 

50-482 

s 

WENZINGER.E.C, 

8801210101 

50220 

Q 

VAGGlNS.e J. 

0601210035* 

CONTRACT 

WITHERS.B.O. 

8001110331 

50-462 

c 

WERNER.R.P. 

9601060002 

SO-336 

P 

WIGG1NS.EJ- 

6601210160' 

CONTRACT 

WITHERS.B.O. 

0801140353 

50-482 

s 

WERT.L D. 

8601110415* 

50-269 

0 

WIGQINS.EJ. 

6801210243* 

CONTRACT 

WITHERS.B.O. 

00O11SOI65 

50-482 

F 

WERT.L D. 

8601150120* 

50-369 

Q 

WIGGINS.EJ. 

6801210308* 

CONTRACT 

WITHERS.B.O. 

0801190100 

50-462 

S 

WESSMANR H. 

8601270431* 

50-271 

P 

WIGQiNS.E J 

8801220196* 

CONTRACT 

WITHERS.B.O. 

6801190301 

50-482 

r 

WESSMAN.R H, 

8601260516 

50-293 

P 

WIGGINS.EJ. 

8801250347* 

CONTRACT 

WITHERS.B.O. 

8801200371 

50-462 

F 

WESSMAN.n H. 

8801280531* 

60-293 

P 

WIGGINS.EJ. 

6601250464* 

CONTRACT 

WITHERS.B.O. 

0801220209 

50-402 

R 

WESTBERG.R A. 

87123100Q7* 

50-237 

Q 

WIGGINS.EJ 

6601250^0* 

CONTRACT 

WITKERS.Q.D. 

8801220530 

50-402 

g 

WESTERMAN.r.F. 

6801200450* 

50-267 

0 

WIGGINS.EJ. 

6801260233’ 

CONTRACT 

WIHMAN.R. 

6712300142 

50-302 

F 

WETTERHAHN.MJ- 

8801 040088 

50-352 

G 

WIGGINS.E J 

8601280260* 

CONTRACT 

WITTMAN.R. 

8801150081 

50-302 

F 

WETTERHAHN.MJ- 

6601040086 

50-352 

G 

WIGGiNS.EJ. 

6601280429* 

CONTRACT 

WITTMAN.R. 

8001150067 

50-302 

F 

WBTTERHAHN.MJ. 

6801040439 

PR 


WI6QINS.EJ 

6601280125’ 

CONTRACT 

WIHMAN.R. 

6801210133 

50-302 

F 

WETTERHAHN.MJ. 

8801 130045 

50-352 

G 

WIQGINS.E.J. 

8601260166* 

CONTRACT 

WOHLD.P.R. 

0001260073* 

50-346 

c 

WETTERHAHN.MJ. 

6801130045 

SO 352 

G 

WIGQINS.E J 

8601280206’ 

CONTRACT 

WOJTALIK.T A 

0801050010* 

50-443 

P 

WETTERHAHN.MJ. 

8801200222 

50-352 

G 

WIGGINS.EJ. 

8001260541* 

CONTRACT 

WOLFE.S.J. 

0601130167 

50320 

G 

WETTERHAHN.M J. 

8801200222 

50-352 

G 

WIGGINS.EJ. 

0B0I28O564* 

CONTRACT 

WOLKE.S J. 

8001150005 

50-443 

Q 

WHAIEN.R.J. 

8712290080 

50349 

S 

WIGGINS.EJ 

0001200501* 

CONTRACT 

WOLFE, S.J. 

8801150046 

60 352 

G 

WHARTON.M.A. 

8801050676 

50-2G6 

S 

WIGGINS.E J. 

6801260623* 

CONTRACT 

WOLFE, S.S. 

8001250434 

50-352 

G 

WHEELER.C.L. 

WHEELER.T.A. 

8601250223 

8801070265 

50-271 

NUREG 

P 

WIGOINS.J. 

WIGGINS.J.T. 

8801270044 

8712210018 

50-322 0 

60-317 Q 

WONQ.H. 

WONO.S. 

8601110203 

6001070253* 

50 295 
40-2259 

Q 

WHIPPLE.S. 

8801150187 

50-29 

R 

W(GQINSJ.T. 

6712210010 

60-309 0 

WONO.S. 

8001110016* 

40 6622 


WHITE, A E. 

6801120029 

50-483 

F 

WiOGlNS.J.T 

67I23000SO 

60-334 0 

WOODARD.C.H. 

B0OIO5O4I0* 

50-277 

0 

WHITE, J A 

8712310156* 

60-386 

P 

WlGOlNSj T. 

8801150198 

60 443 0 

WOODARD.J.O. 

6712200393 

50-364 

s 

WHITE,J.A 

8712310168* 

60-368 

P 

WIGGINSJ.T. 

6601100290 

60-271 0 

W0ODARD.J.D. 

8712290402 

50-394 

s 

WHITE,J.R. 

8707220291* 

FOIA 


WIGQINSJ.T. 

6801260001 

60-309 0 

WOODARD.J.O. 

6001140114 

50-364 

s 

WHne.p. 

8601260384 

50-372 

n 

WlGQlNTOH.Ol- 

8601040001 

50-315 P 

WOOOARO,J.D. 

8801200364 

50-348 

E 

WMITE.P. 

8801270018 

50-273 

F 

WlGGlNTON.O-L 

6MII040034 

50-316 P 

WOODARD,J,D. 

6601200366 

60-364 

E 

WHITE.S.A. 

6801060445 

50-327 

P 

WIGOINTON.OL 

6801040038* 

50-316 P 

WOODSURY.D.H, 

8801060270 

PR 


WHITE.SA 

8601210021' 

80-327 

Q 

WIGGINTON.OL. 

6001260371 

60-316 P 

WOODBURY.D.H. 

8601060270 

PR 


WHITE, S.K. 

8801270605 

50 155 

F 

WIIGUS.W.S 

6601060162 

50-302 P 

WOODHBAO.C.P. 

8801260411 

50-440 

Q 

WHITeN6R.H L. 

8601110332’ 

50-302 

0 

WILGUS.W.S. 

6601070095 

60-302 P 

WOOOLAN.D.fl. 

6601070445 

NURgQ 


WHITKER.C 

8801280251* 

50-327 

P 

WltQUS.W.S. 

8601 1 10370 

50-302 P 

WOODLAN.O.R, 

8601130307 

60-445 

S 

WHITNET.C.W. 

8801190339 

50 424 

P 

Wlt.GUS.W.S. 

6601220576 

SO'302 0 

WOODLAN.O.R, 

8801130311 

50-445 

s 

wHin.w. 

8801130040 

50-313 

R 

WILGUS.W.S. 

8601220S76 

50-302 S 

WOODLAN.O.R. 

8601130316 

60-445 

9 

WHinEMOnB.J.E. 

8801280123* 

50 445 

V 

WltQUS.W.S. 

0801250273 

50-302 0 

WOODUN.D.R. 

6801 130323 

50-445 

3 

WHiniER.0.0. 

8601040483 

50-309 

R 

WILGUS.W.S. 

8601250046 

50-302 P 

WOODLAN.O.R. 

6601130326 

50-445 

8 

WHim£fl.6.0. 

8801080424 

50-309 

0 

WILGUS.W.S. 

8801260539 

50-302 P 

WOODLAN.O.R. 

8601250395 

60-445 

S 

whittleton.t.r. 

8801200447* 

CONTRACT 


WllKiNSON.R. 

8801130224 

50-294 P 

WOODLAN.O.R. 

6801250416 

60-445 

9 

WICHERSJ)L 

6801070247 

40-8664 


WILLIAMS.O 

8601070472* 

CONTRACT 

WOOOLAN.D R. 

6601250583 

50-445 

S 

WICHERS.OL 

8801070292 

40-8502 


WItttAMS.H 

8601270010 

50-277 S 

WOODLAN.O.R, 

6801260096 

60-445 

S 

WICHERS.O.L. 

8801070310 

40-9502 


WILLIAMSJ H 

8601190330’ 

50-277 Q 

■•'OODLAN.O.R. 

8601260119 

50-445 

E 

WICHEflS.Ot. 

8801070439 

40-6664 


WILLIAMS.JH 

8901 190359’ 

60 362 0 

..OODLAN.D.R. 

8801260137 

50-445 

E 

WICHER$,0 L 

8601110028 

40-8502 


WlLLIAMS.J.a 

8801200012* 

60-353 Q 

WOODUN.O.R. 

8601260185 

60-445 

s 

WICHERS.O.L. 

8801110035* 

40-8502 


WILLIAMSAAO. 

8712290139 

50-482 S 

WOODLAN.O.R, 

8601250305 

50-445 

s 

WICHERS.O.L. 

6601130071 

40-0684 


WILLIAMS.M.Q 

8712310210 

50482 5 

WOODLAN.O.R. 

6601260373 

60-445 

E 

WiCKSTflOW.B.J. 

8601210170 

50-320 

G 

WILLIAMS.MG. 

8801220209 

50 492 R 

WOODLAN.O.R. 

8801260392 

50-445 

E 

WIDAYJ.A. 

8801250358 

50-244 

S 

WILLIAMS.O G 

8801141X153 

60-446 A 

WOODLAN.O.R. 

8601260403 

60-445 

S 

WIEOEMAN.O. 

8601130381 

15 E 


WILLIAMS.R.E 

8801110182 

WASTE RES 

WOODLAN.O.R. 

8801260441 

60-445 

S 

WIEDEMAN.D. 

8801270130 

I8E 


WrLLIAMS.RO 

6801120043 

50-267 S 

WOODLAN.O.R. 

8601270161 

60-445 

A 

WIESEMANN.H.A 

8801060245’ 

50 601 

K 

WILtlAMS.R.O. 

8801120083 

60 287 S 

WOODY.CO. 

6712280112 

50-250 

IL 

V/1ESEMANN,R.A. 

88010T0046* 

SO-244 

P 

williams.ro 

8901120417 

50-267 O 

WOODY.CO- 

6712290086 

60-251 

P 

WIESEMANN.R.A. 

8801140171’ 

50-295 

P 

WiaiAMS.RO- 

8801130001 

50-287 F 

WOODY.C.O. 

0712300074 

50-389 

E 

WIESEMANN.R.A. 

6601150191* 

50 498 

P 

WILLIAMS.HO. 

8801130129 

50-287 S 

WOODY.CO. 

6712300085 

60-335 

E 

WIESEMANN.R A 

8801150205* 

TOPREP 


WIILIAMS.R.O 

8601100206 

50-267 Q 

WOODY.C.O. 

8712310062 

50-389 

s 

WIESEMANN.R.A. 

8601150258* 

50-498 

P 

WILLiAMS.RO. 

8801190241 

60-267 S 

WOODY.C.O. 

8601040220 

60-250 

ft 

WIESEMANN.RA. 

8601150255' 

TOPREP 


williams.ro. 

esoi^oooea 

50-267 R 

WOODY.C.O. 

6601040566 

60-261 

0 

WIESEMANN.R.A. 

8B0IIS0394* 

50-498 

P 

WIILIAMS.R.O. 

8801200379 

60-267 F 

WOODY.C.O. 

8801060221 

60-260 


WIESEMANN,R.A. 

6801160300* 

TOPREP 


WlLt*AMS.RO. 

8801270029 

60-267 P 

WOODY.C.O. 

8801070344 

60-335 


WIESEMANN.R.A. 

6601190309* 

50-301 

P 

WILllAMS.R.0. 

860I27035S 

60-267 S 

WOODY.C.O. 

8601070349 

50-335 


WIESEMANN.R.A. 

8801300399* 

60-244 

P 

WILLIS.U. 

8801040441 

50-400 F 

WOODY.CO. 

8801110254 

50-250 


WIESEMANN.RA. 

8901200408' 

TOPREP 


WILSON.B. 

6801040194 

50-280 0 

WOODY.C.O. 

8601120147 

50-250 


WIESEMANN.R.A. 

8801270082' 

SO 601 

A 

WILSON, J H. 

800I140I4S 

50-362 P 

WOODY.C.O. 

8601120264 

60-335 


WIGGINQTON.D.L. 

9001070177 

50-316 

P 

WILSON.R.F. 

6801 110241 

60-219 P 

WOODY.CO. 

6801120356 

60-250 


WIGOINS.E. 

8801210163* 

CONTRACT 


WILSON.S.D. 

8801280445 

50-276 S 

WOOOY.C 0. 

8801150220 

$0-250 


WIQOINS.E. 

9801220036* 

CONTRACT 


WINGERAIA 

8801040538 

60-334 fl 

WOODY.C.O 

8801190094 

50-261 


WIGOINS.E. 

8801220054* 

CONTRACT 


WfNStOW.T.P. 

8e012«}094 

70-1113 

WOODY.C.O. 

6801190167 

60-250 


WIGOINS.E 

8601290332* 

CONTRACT 


WINSLOW.T.P. 

6801260331 

70-1113 

WOODY.C.O. 

8801190310 

5Q-25Q 


WIQOINS.E.J. 

8601060489’ 

CONTRACT 


WINTER.G V. 

8801110218 

WASTE RES 

WOODY.C.O. 

8601200070 

50-260 


WIG0IN8.E.J. 

8801070427* 

CONTRACT 


WINTEB.G.V. 

880128064) 

WASTE RES 

WOODY.C.O. 

8601200370 

50-250 

0 

WIQGINS.E.J 

8801070449* 

CONTRACT 


WINTERS,R.W. 

8801050474’ 

50-247 Q 

WOODY.C.O. 

6601200372 

60-336 

Q 

WIGGINS.E.J. 

8801070472* 

CONTRACT 


WISE.R. 

8801060094* 

50-313 0 

WOODY.CO. 

6601200465 

50-935 

F 

WIQGINS.E.J. 

8601070492* 

CONTRACT 


WISEMAN,G R. 

6601150317* 

50-338 Q 

WOODY.C.O. 

8801260051 

60-250 

H 

WIGGINS.E.J. 

8801070496* 

CONTRACT 


WISEN8UR6.M.R. 

6801060042 

50-498 P 

WOODY.CO. 

6801260077 

50-251 

S 

WIGGINS, EJ. 

8801110021* 

CONTRACT 


WI5EN8URG.M.R. 

8601070334 

50-496 P 

WOOOY.C 0. 

6801260110 

50-250 


WIGGINS,E.J. 

6801120376* 

CONTRACT 


WISENBURG.MR. 

8801070470 

60-498 P 

WOODY.CO. 

6601260221 

50-935 


WIQGINS.E J. 

8801 1M442* 

CONTRACT 


WtSENBURO.M.R. 

8801 10398 

50-498 P 

WOODY.C.O. 

8801260314 

50-250 


WIGGINS.E.J. 

8901140174* 

50-29 

P 

WISENSURO.M.R. 

6801110521 

50-498 P 

WOODY.CO. 

6801270011 

50-335 


WrGQINS.E.J. 

8801140290* 

CONTRACT 


WISENBURG.M.R. 

8801120395 

50-490 P 

WOODY.C.O. 

6601270030 

50-260 


WIGGINS.E.J. 

6801140314* 

CONTRACT 


WISENBURa.M.R. 

8801140007 

50-498 0 

WOODY.CO. 

6601270236 

50-335 


WIGQiNSfJ. 

8801140356* 

CONTRACT 


WISENBURGLM R. 

8801150190 

50-496 P 

WOODY,C.O. 

6801290194 

50-935 


WIGGINS.E.J. 

8601140366* 

CONTRACT 


WISEN8URG.M.R. 

8801 150227 

50-496 P 

WOOLDRIOGE.R.A. 

8801130023 

50-445 
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V.'OOLDRIDGE.fi A. 

8801130023 

60-445 

G 

YOUNG, J.E. 

6601260554* 

50-445 

A 

ZECH.LW 

VbOOLCfllOGE,RA. 

8801200221 

50-445 

G 

VOUNG,M A. 

6601040237 

50-250 

0 

ZECH.L W. 

WOOLCRIOGE.RA. 

8801210143 

50-445 

G 

YOUNQ.M.A. 

6601040255* 

60-250 

0 

ZECH.L.W. 

WOOLURIOGE.nA. 

6801250319 

60-445 

0 

YOUNQ.M.Y. 

8801060275* 

TOPREP 


fcCwn ,U>inr . 

Tcrw i w 

WOOLDRIOGE.R.A. 

8801250319 

50-445 

Q 

YUHAS,G.P. 

6712310191* 

50-275 

0 











ZECH.L.W. 

WnjGHT.Q C. 

8001040072 

SO 237 

0 

YUHAS,G.P. 

6801130024* 

50-344 

0 

ZECH.LW 

WHIGHT.G C. 

8801060129 

SO 440 

Q 

YUHAS,G.P- 

8601200226* 

60-528 

0 

ZECH.L W 

WniGHl.G C- 

6801060136* 

60-440 

0 

YUHAS.G P, 

8601260223’ 

50-eg 

0 

ZECH.L.W. 

7C/^H 1 VM 

WSIOHT.GC. 

6601060164 

50-254 

o 

ZACHARJASZAS 

6601150263* 

50-316 

p 

itUrl.L.W. 

VffliGHT.GC. 

8601140011 

60-263 

V 

ZAHNLEUTER,n J. 

8001040071 

60-322 

0 

ZECH.LW 









ZECH.LW. 

WniGHT.GC. 

6601140075 

50-461 

V 

ZAHNL£UTER,R.J. 

8601270304 

50-322 

Q 

ZECH.L.W. 

WniGHT.OC 

6801150318 

50-348 

V 

ZAHNLEUTERRJ. 

880I2703IS 

60322 

0 

ZECHl W 

WniGHT.QC. 

8801190151 

50-346 

V 

2AHNLEUTER,R.J. 

6801270320 

60 322 

G 

ZERBE.J E. 

WHlGKI.G.C 

8601280065 

50-346 

0 

ZECH,Q.Q. 

6601070264 

60-327 

P 

ZIBULSKY H 

VWIGRI.G-C 

6601260146 

60-315 

0 

ZECH,G G 

6601130403 

50-269 

P 

zibulskyIh. 









z<sutSxy.H. 

WRlGHl.aC. 

6801260153* 

50-315 

Q 

ZECH.G.G 

6801130410* 

60-269 

P 

ZIEMANN.b.L 

WqK3HT,G.C. 

8801260350 

50-150 

V 

2ECH,GG 

8801130439* 

50-269 

P 

2ILG.R.G. 

WRIGHT, Q.C. 

8801260453 

50-373 

V 

2ECH,G.G. 

6601140410 

50-327 

P 



WHIGHT.O.C 

880)260456 

50-10 

P 

ZECHQ.G. 

6601140411* 

50-327 

P 

iJLU.M.Va. 

WaiGHT.Q.F. 

6601250560* 

CONTRACT 


ZECH.G.G. 

8601200125* 

50-390 

0 

C 1 M Rr.r. n MAN , rt . 

2IMM£HMAN.R. 









ZIMMERMAN n 

WRIGHT, W. 

6801260551* 

60-400 

o 

ZECH.QG 

6801210023 

50-327 

P 

2IMMERMAN.R P. 

WJ.P-C 

8712310191* 

60-276 

0 

ZECH.QQ 

6601210029* 

60-327 

P 



VVU.R.K 

6601060436 

PR 


ZECH.G G. 

6601250154 

60 327 

P 

ZIMMERMAN.R.P. 

WU.SL 

6601270256 

TOPREP 


ZECH.G.G. 

8601250270 

50-327 

P 

ZIMMERMAN, R.P. 

WU1.2.DI. 

6801260258* 

50-462 

p 

ZECH.G.G. 

8601250338 

50-259 

Q 

ZIMMERMAN.R.P. 

ZIMMERMAN.R.P. 

WU-7.D.L. 

8601260279* 

50-462 

p 

ZECH.G.G. 

6601260416 

60-327 

P 

ZI.MMERMAN.S.H. 

YAH.M.K. 

8601130191* 

60-275 

p 

ZECH.G.G. 

6601260002 

50-259 

P 

ZIMM.ERMAN.S.R. 

VANDEU.LA. 

8712310061* 

60-498 

Q 

ZECH.G.G. 

8601260005* 

50-259 

P 

zimmerman.s.r. 

YAWOEa.LA. 

0712310177* 

SO 496 

Q 

ZECH.G.G. 

8601260012* 

50-259 

P 

ZIMMERMAN.S.R. 

VANOEll.LA. 

8712310101* 

50-408 

Q 

ZECH.G.G. 

6801260626 

50-259 

P 

Zimmerman.s.r. 

ZIMMERMAN.S.R. 

YANOELI.LA. 

8801080509* 

60-458 

0 

ZECH.G.G. 

6601290096 

50-269 

P 

ZIMMERMAN S R 

YA/JDELL.L A. 

6601070106* 

50-296 

Q 

ZECH.G.G. 

6601290156 

50-209 

P 

ZIMMERMAN.S.R 

VA,NOELL.L A. 

6601070130* 

60-482 

0 

ZECH.G.G. 

6601290209 

50-259 

P 

ZUPKQ.J.M, 

YAMOELL.I A. 

8801130121’ 

60-267 

Q 

ZECH.G.G. 

8801290265 

50-259 

P 

ZUPKQ.J.M, 

YANDELUA. 

6601130131* 

50-313 

Q 

ZeCH.L.W. 

8707250106* 

F01A 


ZUPKO.J.M, 

yandele.la. 

8601210063 

60-274 

0 

ZECH.L.W. 

6712300261 

COMMISSION 

2UP 

71 ID 


YAND€l,l.LA 

8801250474* 

80-266 

0 

ZECH.L.W. 

6801120166* 

POIA 


ZUP 

COJ M 

YANDeLLLA. 

8601130226* 

50-498 

Q 

ZECH.L.W. 

8801120345* 

50-263 

T 

ZUP 


YBAflRO.SDO.L.J, 

8801140200* 

CONTRACT 


ZECH.L.W. 

6801130394 

60-263 

F 

ZUP 

KO,J M. 

YOUK3.F. 

6601200019 

60-387 

S 

ZECH.LW. 

8601140260 

COMMISSION 











ZWOL1N8KI.J.A. 

YOUNQ.G. 

BB01040162 

QA990 


ZeCH.LW. 

6601140263 

COMMISSION 
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8601140268 

COMMISS:( 

)N 

8601140332 

COMMISSK 

)N 

8601140335 

COMMISSION 

8601140371 

50-171 

U 

8801150107 

COM.MISSION 

8801150110 

8801200027* 

COMMISSION 

FOIA 

8601200061 

COMMISSION 

SE012B0113 

50320 

P 

8601280638 

50-313 

U 

8801290042 

6601290081 

COMMISSION 

COMMISSION 

6601290099’ 

FOIA 


8601290124* 

FOIA 


8612040318* 

50 267 

P 

8712310191* 

50-275 

0 

8801130328* 

50-245 

0 

8801140382* 

50-272 

Q 

a5110?0'180* 

50-338 

V 

8601210299 

50-445 

A 

8801220344* 

CONTRACT 


8712310212 

SO-312 

0 

6801120138 

50-344 

0 

6801260261 

50-312 

0 

3712310193 

50-275 

Q 

6801110246 

50-206 

Q 

8801130025 

60-275 

0 

8601130034* 

50-275 

Q 

9901130036* 

60-275 

0 

8801050138 

50-324 

0 

8801070324 

60-324 

p 

6601070498 

60-324 

p 

8801120421 

50-281 

p 

8601130247 

60-324 

p 

6601140155 

60-324 

F 

6801200120 

50-400 

P 

B80I260440 

60-324 

P 

6601040578 

60-31 1 

S 

8601040591 

50-311 

s 

0601070035 

60-311 

s 

3801 izma 
6601120066 

S0-3II 

60-311 

s 

6801140076 

60 272 

§ 

6601260264 

60 272 

R 

6601260395 

60-272 

s 

8601140591* 

60-272 

p 
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The subject category column In this index gives the 
docket number and the symbol for the category of 
inforrriation within that docket; for exampie, 50*232 P. 
The docket subject categories are defined in Appen- 
dix A. 

Subject categories for nondocketed items are also 
entered in this coiumn by symboi; for example. 
ACRS. 


These categories are defined in Appendix B and 
listed in the Contents. An asterisk following the ac- 
cession number in this Index indicates that the docu- 
ment is an enciosure to another document. To 
obtain the accession number of the principal docu- 
ment under which the enclosure Is listed, refer to the 
index entitled “Cross Reference of Enclosures to 
Principal Documents." 


AUTHOR APFIUAT10N 

ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 



NUMBER 

CATEOORV 



NUMBER 

CATEGORY 


AMAX.Inc 

ASM, (iK 

6801200434 

40-8620 



6801200133 

50-528 

R 

6601210160' 

CONTRACT 



6801200134 

50-526 

8 

A«a>i»ny<if IRM (fonnerly Insliluta Iw 

6801110461 

60-636 

P 


6801200187 

60-528 

Q 

Rasource Managamant, Inc.) 





6801200167 

50-528 

0 

AcVaAcad Madiui Sysiama, ine. 

8712310166* 

50-306 

P 


6801200187 

50-528 

Q 


8712310166' 

60-368 

P 


6801200197 

50-630 

9 

A^^vuad Nuclear Fuels Corp. (lormarly 

8801040602 

70-1267 



8801200461 

50-529 

P 

Enoo Nuclear Co., Ino.) 





6801200467* 

50-529 

P 


8601130291' 

TOPREP 



8801220608 

50-528 

1 


6801190312 

XPORTLIC 



8801280121 

50-528 

P 

AJr Tra.'tsport Association 

Air and Water Pollution Patrol 

880J2700I7' 

50-336 

P 


BBOtSSOISS' 

50-528 

P 

6801060207 

PR 


Arizona Unhr. ot. Tucson. AZ 

880I070S86* 

WASTE MOT 


6801130043 

60-362 

0 

Arkansas Power & Lighi Co. 

8801050229 

60-313 

F 

Al^Mna Power Co. 

6712290393 

60-364 

s 

8801050229 

50-313 

F 


6712290402 

60-364 

s 


8801060126 

PR 



8712300107 

60-346 

p 


8801110341 

60-313 

F 


6712300107 

60346 

p 


8801120040 

60-313 

R 


6601060440 

60-346 

0 


8801140333 

60468 

R 


6601140114 

60-364 

s 


8601190281 

50-368 

V 


6601200327 

60-346 

p 


8601190299* 

60-368 

V 


6601200364 

60-346 

R 


8801190305* 

60-368 

V 

American Collage of Nuclear Ptiysklans 

6601200366 

60464 

R 


6801200380 

60-313 

F 

8601060270 

Pfl 



8801220466 

60-313 

F 

Amai'^n Collage of Raoioiogy 

Ariwfcan SocMy of MacfMmw Sn^n^.i 

8601070021 

PR 



8801220456 

60-313 

F 

660f2602l2 

OA998 



6601220471 

50-313 

P 

Amartcan VVakUng InsUtuta 

8601140109* 

CONTRACT 



6601260144' 

50-313 

0 

AmarsAam Co<p. 

6601210076 

71-9220 



6801260144* 

60-313 

0 

6601210066' 

71-9220 



6601270182 

60-313 

0 


8801210096 

71-6717 



6801270307 

50-313 

R 

Anaconda Co. (div. of Atlantlo Rictineld 

8801070229 

40-6902 



6801280039 

50-313 

F 

Anl^iory. fl L 





6601260051 

60-313 

Q 

6801040129 

50-352 

0 

Arkansas, Stela Ot 

6801270221 

60-313 

F 

Argorma NaUonal Laboratory 

6801070270 

NUHEQ 


Army. Dept, ol 

6801220198* 

CX3NTRACT 


6801070346* 

FOtA 


Army. Depl. of, Army Ettginaar Walaiways 

6601070160 

NUREQ 



6801110207 

NUREQ 


EMperlmanl Slstlon 





6801200066* 

COMMISSIO 

N 


6801070496* 

CONTRACT 


Arizona Nuclear Power Project (formerly 

6712300114 

60-626 

P 

Associated Technologies, mo. 

6801060007 

WASTE MOT 


Arizona Public Service Co^ 




6801080071 

WASTE MOT 


6712300114 

60626 

P 


8601060072* 

WASTE MOT 



6712300126 

60-626 

9 

Allas Corp. 

8801070316 

40-3463 



6712300126 

60-629 

S 


6601190034* 

40-3463 



6601040664 

60-629 

9 

Auettskan Alomlo Energy Commission 

8801110206 

NUREQ 



6801070467 

60-626 

Q 

8801140414* 

CONTRACT 



6601110406 

60-526 

9 

BWR Owners Oroup 

8801120321 

TOPREP 



8601110472 

60-526 

P 

8801120327* 

TOPREP 



8801120260 

60-528 

9 

Babcock & Wilcox Co 

8506210065* 

FOtA 



6601120278 

eO-526 

P 


8711130370* 

FOIA 



6601120279 

60-526 

P 


8801040373 

70-27 



6801120279 

50-626 

P 


8801060161 

60-369 

P 


6601130063 

60-526 

Q 


880I06045S 

60-366 

P 


6601130)41 

60-628 

P 


8601120327* 

TOPREP 



6801130351 

60-530 

S 


8801160097 

TOPREP 



6801140060 

60-529 

R 


8801190235 

XPORTLIC 



6801140067* 

60-529 

R 


8801190238* 

XPORTLIC 



6601140122 

60-626 

9 


8801200346 

TOPREP 



6601160266 

60-526 

F 


8801200349* 

TOPREP 



6601160286 

50-528 

F 


8801210146 

70-27 



6601160266 

60-628 

F 

Babcock & Wilcox Oparaling Plants Owners 

8801050669 

TOPREP 



6601160290* 

50-528 

F 

Group 


TOPREP 



8601150290* 

60-628 

F 

8801130262 



8601150290* 

60-628 

F 

Backus, Mayer & Solomon 

8801060061 

50-443 

Q 


8601190102 

60-630 

S 

8601060073* 

50-443 

Q 


8601200042 

50-528 

0 


8801130062 

60-443 

Q 


8601200042 

50-628 

Q 


8601200234 

6<M43 

Q 


6601200042 

50-628 

O 

Baitimora Qas & EieoMc Co. 

8712310144 

60-317 

F 


6601200097 

50-529 

P 


8712310144 

50417 

F 


6601200133 

50-528 

R 


6601120318 

60-317 

R 


8601200133 

50-626 

R 


8801120316 

50-317 

R 


253 
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AUTHOR AFFILIATION 


Banqoe Naiionale da Paris 


BatteUe Mamonal lna^rtula. Columbus 
Laboratorlas 

Batielle Mamorlal Inalilula, Pacirjc 
Northwasi Leboraiorles 


Blahop. Cook. PurceM A Reynokfa 

Sokum Rasourcae Corp. 

Boelen Edison Co. 


Brookhaven National Laboratory 

Bcvari Coro. (svba. ^ &fovrn Bovet 
& Co . Lid ) 

Bryan, Lykins. Ha|tmanek & Wulz 

C-E Oporaling Plants Owrwrs Group 
CiS'US, Ino. (lormarlyCIS Pharmacaulica 
la, Inc.) 

CRC Systems, Irvc. 

CYONA Energy Services 
Cabol Corp. 

Cajun Electric Power Cooperative, Inc. 
Calilornls, Univ. of, Berkeley. CA 


California, UnIv. ol, Santa Barbara, CA 
Ca/otlrxe Power & Ligbi Co. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8301120338 

50-317 

S 

8601130118 

60-317 

P 

8801130118 

SO-317 

P 

6801130233 

SO-317 

F 

8801130233 

50-317 

F 

8801130245 

50-317 

P 

8801130260 

50-317 

0 

8801130266 

50-316 

F 

8801130266 

50-316 

F 

8801130349 

SO-317 

P 

6801130349 

50-317 

P 

8801130352* 

50-317 

P 

8601130352* 

50-317 

P 

8601200258 

60 317 

0 

6801200256 

5(T3t7 

Q 

6601260267 

60-317 

R 

680126O3S2 

50-317 

f 

8801270054 

50-318 

S 

8001270189 

50-317 

P 

8601270169 

SO-317 

P 

8601280182 

SOGI7 

Q 

8801070246* 

40-2259 


8801070253* 

40-2250 


8801110014* 

40 6622 


8801110016* 

40-6622 


8801250347* 

CONTRACT 


8007090427* 

WASTE MGT 


8S0107035S 

WASTE MOT 


880107044 7* 

WASTE MOT 


8801110322 

50-416 

f 

880 II 10458 

60-269 

F 

8801200186 

50-261 

F 

8801260223 

50-271 

P 

8801290189’ 

60-259 

P 

6601080125 

PR 


6801060303 

50-460 

0 

8601130265 

40-8906 


8712290071 

50-293 

$ 

8712290074 

50-293 

s 

8801060292* 

50-293 

p 

6801050338 

50-293 

p 

8801080322* 

50-293 

F 

8601050494* 

50-293 

F 

8801070330 

50-293 

Q 

8801070463 

60-293 

Q 

8801110190 

60-293 

P 

6801110498 

60-293 

S 

8801120294 

50-293 

H 

8801 130027* 

60-293 

H 

8901140397* 

FOlA 


8801 190338 

50-293 

O 

8801200319 

60-293 

S 

6801200367 

60-293 

R 

8601210119 

50-293 

P 

8801210122* 

50-293 

P 

8601210138 

50-293 

P 

8801220101 

50-293 

S 

8801250286 

60-293 

S 

8801280393 

SO-293 

F 

8801270139 

60 293 

f 

8801070031 

NUREO 


8801130072 

60-352 

s 

8801260256* 

50 462 

p 

8601280279* 

60-482 

p 

6801060261 

TOPREP 


8801280606 

FCXA 


8801070427* 

CONTRACT 


6801110321* 

50-29 

p 

6801200481 

40-6940 


6801110032 

50-456 

M 

8601200288 

60-224 

P 

6801270137 

ACRS 


6801260464* 

CONTRACT 


6712290006 

60-400 

S 

8801040441 

50-400 

F 

8601040545 

60-324 

R 

8801050116 

50-409 

P 

8801050136 

50-324 

O 

6601050144* 

60-400 

P 

8801070318 

50-261 

P 

8901070924 

60-324 

P 

8901070324 

50-324 

P 

8801070498 

60-324 

P 

6801070511* 

50-324 

P 

8601110195 

50-324 

F 


AUTHOR AFFILIATION 


Cbom-Nuclear Systems, Inc. 


Cnestnut. P.C. 
dnucbem. irte. 

Citizens Assoclalion lot Sound Energy 

Otizens lor Adequate Energy 
Oavaiand Electric illuminating Co. 


Clevelat^d Ctiits lion Go. 
Colorado, State of 
Combustion Engineering, Inc. 


Comex Corp. 

Commonwealth Edison Co. 


ACCESSION SUBJECT 
NUMBER CATEGORY 

6801110251 60-261 

6801110533 50-400 

8601120421 60-261 

8801120427* 60-261 

8801130105 60-324 

6001130154 50-400 

8801130247 60-324 

8801130337 60-400 

8801130341 50-400 

8601140166 60-324 

8801140166 50-324 

6801150219 50-281 

8801160299 50-324 

8801160208 60-324 

8801190060 50-400 

8801190084 50-325 

8801200120 60-400 

8801200123 50-400 

8601200285 50-324 

8801260007 60-261 

8801260322 50-324 

8601260440 50-324 

8601270009 60-326 

6801270023 60-400 

860104004 7 71-9081 

8601070220 27-47 

8801070224* 27-47 

8801070233* 27-47 

8801070237* 27-47 

8801070240’ 27-47 

8801070248* 27-47 

6601070251* 27-47 

8801070286* 27-47 

8801070460 WASTE MGT 
S801 130123 40-8904 

8601130249 40-8904 

8601060070 70-687 

6801200037 70-667 

8801200423 71-6967 

8801200266 60-445 

6601200310 60-275 

8712310160 60wl40 

8712310234 60-440 

8801070446 50-440 

6801110360 60-440 

8801110370 60-440 

6601110364* 50-440 

8801130248 60-440 

8801200360 60-440 

8801210380 60-440 

8801260467 50-440 

8801260199 60^140 

8801260462 50-440 

8801260462 60-440 

6601270248 50-440 

6801270339 60-440 

8601260230 60-440 

8801070471 40-8714 

6801130462 40-8714 

880 1 260126 * CONTRACT 

8712290110* 70-1100 

8601040111 70-36 

8801060283* TOPflEP 

6801060320* TOPR6P 

8801060331* TOPREP 

8801140093 60-395 

8801200411 70-1100 

8801260367 60-470 

6801250377* 60-470 

8801260263 60-470 

8801280559 TOPREP 

8901280694* TOPREP 

880 1 200440 * CONTRACT 

8712260072 60-254 

6712280218 60-295 

8712260218 60-295 

B712290060 60-249 

8712300025 60-237 

8712300098 60-264 

8712300098 50-254 

8712300100* 60 264 

6712300100* 60-254 

8801040219 50-237 

8801040219 50-237 

6801040219 80-237 

8801040219 50-237 

6801040219 60-237 

8B01040560 60-454 

8601050170 50-296 
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AUTHOR AFFILIATION 


accession 

number 


SUBJECT 

CATEGORY 


8601050227 

8801050227 

8801060227 

50-454 

50454 

50-454 

P 

P 

p 

8801050227 

50-454 

p 

8801050227 

60-454 

P 

8801050236 

50-454 

0 

8801050242 

50-456 

0 

8801050398 

50-456 

s 

8801050416 

60 254 

s 

8801050418 

50-254 

s 

8801050424 

50-254 

s 

8601050448 

50-295 

p 

8801050469 

60-237 

p 

8801050489 

60-237 

p 

8601050469 

60-237 

p 

8801050469 

60-237 

p 

8801050469 

60-237 

p 

8801050476* 

50-237 

p 

8601080069 

50-454 

p 

88010^69 

60-454 

p 

8801060089 

60-454 

p 

8801060089 

50-454 

p 

8801060089 

50-454 

p 

8801060095* 

50-454 

p 

8601060095* 

50-454 

p 

8801060095* 

80-454 

p 

8601060095* 

50-454 

p 

8601060095* 

50-454 

p 

8801060126 

8601060132 

PR 

50-249 

s 

9601060138 

50-249 

s 

8601060324 

50-455 

s 

8801060466 

60-456 

E 

8601060466 

60-456 

E 

8601060474 

60-467 

P 

8801060481 

50>4S4 

P 

8801060461 

50-454 

P 

6601060481 

50-454 

P 

6601060481 

SO-454 

P 

6601060461 

50-434 

P 

8601070336 

60-249 

8 

8801070484 

50-10 

P 

8601070487* 

50-10 

P 

860IOS0002 

60-464 

F 

8801080026 

60-264 

P 

8801110372* 

60-373 

0 

8601110380 

60-454 

F 

8801110380 

50-454 

F 

SdOt 1 10421 

60-83? 

P 

8801110421 

50-237 

P 

8601110421 

60-237 

P 

6801110421 

60-237 

P 

8601110421 

60-237 

P 

6801110421 

50-237 

P 

6601110421 

60-237 

P 

8601110421 

60-237 

P 

8601110421 

60-237 

P 

8601110421 

60-237 

P 

8601110421 

60-237 

P 

8601120025 

50-456 

F 

8601120026 

50-456 

F 

8601120067 

50-456 

S 

6801120157 

50-373 

fl 

8601120167 

60-373 

R 

6801120207 

50-373 

J 

8601 t20S18 

50-456 

P 

86011203S9 

50-373 

S 

8801130221 

50-454 

P 

8801130221 

50-454 

P 

8601130221 

50-454 

P 

8601130221 

50-454 

P 

6801130334 

50-373 

P 

6801130372 

50-454 

P 

6801130372 

5(M54 

P 

8601130372 

50-454 

P 

8801130372 

50-454 

P 

8601130372 

60-454 

P 

6601130391* 

50-454 

P 

8601130391’ 

50-454 

P 

6601130391’ 

50-454 

P 

8601130391* 

50-454 

P 

6801130391* 

60^154 

P 

6601130397 

60-254 

0 

6601 130397 

60-264 

0 

6801130407 

60-254 

Q 

8801140073 

60-295 

s 

6601140167 

50-295 

p 

8601140167 

50-295 

p 

8801140177* 

50-295 

p 


AUTHOR AFFILIATION 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


6601140177* 

50-295 

p 

6601140367 

50-237 

Q 

6601140367 

50-237 

Q 

6801140367 

50-237 

Q 

6601140367 

60-237 

0 

6601140367 

50-237 

Q 

6601150080 

50-4 5 7 

Q 

6801150229 

S(MS7 

F 

6601150256 

50-237 

0 

660(150256 

50-237 

0 

8601150256 

5a237 

Q 

8601150256 

50-237 

Q 

6601150256 

50-237 

Q 

8601150256 

50-237 

0 

8801150261 

50-373 

0 

6601150266 

50-254 

0 

6601150306 

50-295 

R 

6601150306 

50-295 

R 

6601190070 

50-154 

R 

6601190070 

50-454 

R 

8601190109 

60-456 

R 

6601190109 

50-456 

R 

8601190126 

50-373 

s 

6601190339 

5CM56 

Q 

6801200314 

6(W73 

s 

6801200339 

50454 

Q 

6601200339 

50-454 

Q 

6601200356 

50-237 

s 

8601200417 

50454 

p 

6601200417 

50454 

p 

6801200417 

60454 

p 

6801200417 

50454 

p 

6801200417 

50454 

p 

6801200419 

71-4966 


6601200425* 

50454 

p 

8601200425* 

50454 

p 

8601200425' 

50454 

p 

8801200425* 

50-154 

p 

8601200425* 

50-454 

p 

6601210006 

50-154 

p 

6601210005 

50454 

p 

6601210005 

50-154 

p 

6801210005 

90-454 

p 

6601210005 

60454 

p 

6801210007' 

90454 

p 

6601210007* 

60454 

p 

6801210007’ 

50454 

p 

6601210007' 

90454 

p 

660(210007’ 

904S4 

p 

6801210011 

703013 


8601210030 

50237 

0 

6601210030 

50237 

0 

8601210030 

50237 

0 

6601210091 

703013 


8801210125 

S02db 

F 

6801210145 

50237 

F 

6801210145 

50254 

F 

6801210156 

50-373 

F 

6801210176 

50454 

F 

6601210176 

50454 

F 

6801210167 

50456 

F 

8601210187 

50456 

F 

660(210204 

50454 

F 

8601210276 

50249 

P 

8601210331 

5010 

f 

680I2I033I 

5010 

F 

6801220061 

60254 

P 

6801220051 

50254 

P 

6801220234 

50254 

R 

8601220234 

50254 

R 

8801220566 

50456 

S 

8601220599 

5010 

J 

8601220599 

6010 

J 

8601220599 

5010 

J 

8601220599 

6010 

J 

6801220599 

5010 

J 

6601220599 

5010 

J 

6801220620 

5010 

J 

6601220620 

5010 

J 

6601220620 

5010 

J 

8601220620 

5010 

J 

8601220620 

6010 

J 

8601250559’ 

50295 

R 

6801250566 

50-254 

0 

6601260006 

50295 

R 

8801260053 

50373 

$ 

8601260560 

50295 

F 

6801260560 

50295 

F 

6801270105 

60-373 

S 



AUTHOR AFFILIATION 


ConnacUcul Yarticee Alom^c Powar Co. 


Connacticul, Univ. of, Storrs. CT 
Conner & wetterhahn 


Conover & Associaias, Jne. 
Consarvalton Foundatiort 


Consolfdaiad Edison Ce. of New York, Inc 


Consumers Power Co. 


ACCESSION 

SUBJECT 


AUTHOR AFFILIATION ACCESSION 

SUBJECT 


NUM&ER 

CATE30RY 


NUMBER 

CATEGORY 


8601370232 

50-456 

J 

0601260022* 

60-255 

0 

0601270041 

60-254 

s 

6801260026* 

60-256 

Q 

8801270544 

60 254 

s 

6801260029* 

50-255 

0 

8801280098 

50-254 

s 

6601260032* 

50-255 

0 

6601260578 

50-454 

8 

8601260034* 

50-255 

Q 

8712220032 

50-213 

s 

6601260516 

50-265 

J 

6801110351 

50-213 

F 

6601270034 

50-265 

J 

6801120304 

60-213 

F 

6601270039 

60-255 

P 

8601130260 

60-213 

p 

8001270047 

50-155 

0 

6801130260 

60-213 

p 

6001270458 

60-165 

J 

6801130260 

60-213 

p 

6001270510 

60-255 

P 

8801130260 

50-213 

p 

6001270574 

60-255 

P 

8801130260 

60-213 

p 

8801270605 

50-155 

F 

6001150179 

50-213 

p 

BS01260261 

60-255 

8 

6801190180 

60-213 

p 

8901260596 

60-265 

0 

6801190160 

50-213 

p 

Crowell 8 Moring 6901210217 

FOIA 


6601100180 

60 213 

p 

Cteirylana Power Cooperative 660 1 060200 

50-409 

P 

6801180160 

50-336 

p 

6801060211’ 

60-409 

P 

6801190180 

60-336 

p 

6601150072 

50-409 

P 

6801180278 

60-213 

s 

8801150076* 

50-409 

P 

6801200334 

60-213 

R 

8601150113* 

60-409 

P 

6801220512 

60-213 

f 

DameaS Moore 6801070260* 

40-6902 


B60127015I 

60-213 

p 

6601070256* 

40-0902 


6801260665 

50-213 

p 

8601070260* 

40-6902 


8601260672* 

50-213 

p 

Oenolt Ediaon Co. 8712290124 

50<341 

S 

6801260007* 

60-327 

8 

6712300140 

50-341 

O 

6601040086 

60-352 

0 

8601040007 

50-341 

Q 

6801040439 

Pfl 


6601060123 

50-341 

8 

6801130045 

60-352 

0 

8601070329 

60-341 

P 

6801200222 

60-362 

G 

6801070356 

50-341 

Q 

6601260450 

FOIA 


B601070370 

60-341 

P 

6601130242 

70-1621 


6601110431 

60-341 

P 

8601190006 

60334 

J 

6801 110438* 

60-341 

P 

6712160352 

AOVCM 


6601120155 

60-341 

A 

6801260220* 

FOIA 


6601130145 

sa341 

0 

6601260226* 

POIA 


9601140091 

60-341 

S 

6712290021 

60-247 

s 

6601160264 

60-341 

0 

8712310046 

60-247 

s 

6601200049 

50-341 

Q 

8601040126 

50-247 

0 

6601200052 

50-341 

P 

6601070235 

50-247 

p 

6601200076 

60-341 

F 

6601 120261 

50-247 

s 

6601200240 

50-341 

0 

6801130062 

60-247 

p 

6601200250* 

50341 

0 

8601130067* 

60-247 

p 

6601200267* 

60-341 

0 

6601140070 

50-247 

$ 

6801200261’ 

50-341 

0 

6601160252 

50-247 

s 

6601200266* 

60-341 

0 

6601260467 

60-247 

0 

6601200296 

50-341 

s 

6601260516 

60-247 

0 

6601200348 

50-341 

n 

6601270216 

80-247 

n 

6601220260 

50-341 

p 

8712230045 

50-266 

f 

6801220266* 

60341 

p 

6712200115 

6a26S 

$ 

8601260064 

50-341 

H 

8717310180 

50-165 

F 

6601290337 

60-341 

P 

6601040062 

60-253 

F 

6601290336* 

60341 

P 

6601040146 

60-265 

F 

6601290341 

60341 

P 

6601040155 

50-265 

F 

6601290346* 

60341 

P 

6601060026 

80-I5S 

0 

6601290352 

60-341 

P 

6601060106 

PR 


6801290354* 

50341 

P 

6601110201 

60-265 

F 

Doc- Search Auoclaies 6601060319 

FOIA 


8601110266 

60-165 

H 

6801070167 

60445 

A 

8801110286 

60-166 

H 

6601080029 

FOIA 


6601120204 

60-266 

F 

6601110447 

FaA 


6801120212 

sates 

0 

8601110406 

FOIA 


6801120277 

6a2&6 

F 

6601140104 

FOIA 


6601120346 

eai6s 

0 

8601140278 

FOIA 


6601120377 

6a26S 

F 

8601140318 

FOIA 


6601120391 

6ai56 

R 

6601140394 

FOIA 


6801120403 

6a265 

F 

8601140415* 

FOIA 


8601130009 

6a255 

R 

6801200017 

FOIA 


6601130066 

6at66 

F 

6601210215 

FOIA 


8601130115 

6a26S 

F 

6601260266 

FOIA 


8601130133 

6a255 

P 

6801260267 

FOIA 


8601150163 

eaids 

O 

6601260302 

FOIA 


6601190061 

6a265 

o 

6801260383 

FOIA 


6601190066 

6a25S 

R 

6801280526 

FOIA 


6601200074 

5ai66 

P 

6601270056 

FOIA 


6601210066 

6ai66 

F 

8801270069 

FOtA 


6601210066 

saiss 

F 

OMie Fewer Co. 6712280216* 

60359 

R 

8801210086 

saiss 

F 

6801040265 

PR 


6801210092* 

6at55 

F 

8601040340 

60369 

n 

6601210092* 

&ais5 

F 

8801040342* 

60369 

R 

8601210092' 

00-156 

F 

6601050284 

60m3 

0 

8601210100 

60-165 

P 

8601050317 

60-369 

s 

6601210206 

6a265 

Q 

6601050317 

60359 

s 

8601210207 

6a2&5 

O 

6601050320 

60269 

0 

8601290047 

6a2S5 

P 

6601050321 

50370 

$ 

6601290056* 

SO-Z66 

P 

6601050330 

60419 

p 

6601260063* 

SO-S66 

P 

0801060115 

60359 

s 

6601250061' 

6a269 

P 

6601060118 

50369 

s 

6801260226* 

sa255 

P 

0601060126 

PR 


8601200013 

saass 

Q 

6601060160 

60413 

s 



nu I tIUH Al-riUfV I lUN 


ACCESSION 

number 


SUBJECT 

CATEGORY 


author AfF/UATION 


0801060154 

50-4)3 

s 

8601060417 

60 413 

s 

B801060513 

60-413 

s 

8601070180 

50-413 

p 

0801070180 

60-413 

p 

8801070)81’ 

60-413 

p 

8801070181’ 

60-413 

p 

0801070290 

50-269 

Q 

B80W7029S‘ 

60-269 

o 

6801130134 

60-370 

s 

080)130216 

60-413 

0 

8801130300 

60-269 

F 

0801130310' 

60-289 

F 

8801130310* 

60-269 

F 

0801130310* 

60-269 

F 

8801130319 

60-269 

F 

8801130310 

60-269 

F 

8801130319 

60-269 

F 

6801130319 

60 269 

F 

8801130326* 

60-269 

F 

8801130325* 

60-269 

F 

6801130326* 

60-269 

F 

6601130331 

50-360 

S 

8801130360* 

60-269 

F 

8801130433 

50-413 

0 

8801 1 40096 

50-413 

S 

8801140099 

60-370 

S 

8801140101 

60-269 

Q 

8801140101 

60-269 

Q 

6801140101 

60-269 

Q 

6801140110 

60-413 

0 

8801140110 

50-413 

Q 

8801140117 

60-413 

S 

8801140236 

50-269 

0 

8801140236 

60 269 

Q 

8801 160056 

60-369 

P 

8801160056 

60-389 

P 

8801160086 

60-369 

P 

6601 180060 

60-269 

P 

8801160186 

60-269 

S 

8801160210 

60-369 

s 

6801160217 

60-413 

s 

8801)60236 

60-413 

s 

8801160263 

60-413 

s 

8601160260 

60 269 

s 

8801160303 

60-413 

Q 

8601160303 

60-413 

0 

8801)60309 

60488 

P 

8801160309 

60-388 

P 

8801 160309 

50-369 

P 

8801160309 

60-369 

P 

6801 160309 

60-369 

P 

8801 160311* 

50 388 

P 

8801160311* 

60-388 

P 

6801150311* 

60-389 

P 

8801 160311* 

50-389 

P 

8801160311* 

60-369 

p 

8801190013 

60 287 

s 

8601 190032 

50-413 

p 

8801 190032 

80-413 

p 

8801190095 

60-370 

s 

8801190150 

50-413 

0 

8801190160 

60-413 

0 

8801190277 

60-413 

8 

8801200360 

50-413 

P 

8801210001 

60-269 

P 

8601210001 

60-289 

P 

6801210001 

$0 269 

P 

8801210003’ 

60-289 

P 

8801210003’ 

60-289 

P 

8801210003* 

60-289 

P 

8801210032 

50-289 

R 

6801210032 

60-289 

R 

8601210032 

60-269 

R 

8801210036 

60-413 

R 

8601210048 

60-389 

R 

8801210090 

50-289 

P 

8801210090 

60-269 

P 

BB01210090 

60-269 

P 

8601210093* 

60-289 

P 

8801210093* 

50-269 

P 

8801210093’ 

60-269 

P 

6801210239 

50-413 

F 

8801210239 

60-413 

F 

6601250412 

60-413 

P 

8801260495 

60-266 

S 

6801260529 

60-269 

0 

8801250529 

60-269 

0 

8801250629 

50-269 

Q 


Duncan. WelntMig S Miller 
Duciueene U(^t u. 


EG&G Idaho. Inc. oi EGIO. Inc.) 


Eaelam Virginia Medical School. Nodoik 
VA 

Ebaeco Services. Inc (subs. ol Enserch 
Cap.) 

Ediow imemaiionai Co. 

EiecWc Power Research inslitute 
Cnercon SeMoes 
EneiQY. 0^. ot 


Engineering A Econorntee Research, Inc. 
EnykonmonUI Protection Agency 


Erin Ei^lneering A Research. Inc. 
Etton uorp. 

FW Energy Applications. Inc. 


Fa^ Analysis AssocMes 

Federal Emergency Managentent Agency 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


6801250529 50-269 
6601250529 50-269 
8601250529 50-269 
6801250540 SO-269 
6801260156 50-269 

8801260I72- 50-269 
6801260541 50-269 
8601270091 50-369 
8801270091 50-369 
6801260022 50-369 

6801260027 S0O69 
6601260130 50-413 
8801280210 50-269 
8801110032 50456 
6712300108 50412 

6801040536 50-334 
6601040538 50-334 
88010601 14 50-334 
8801080021 50412 
8601130101 $0-334 

6801190058 50G34 
6801190078 50034 
8801190105 50034 
6801190296 50-334 
6601200267 50-412 

6601200309 50034 
8801200336' 50034 
880125COI1 50412 
6601250014' 50412 
8601250021' 50412 

8B01260I63 50-334 
6801260369 ' 60412 
8611030487 ' 60-277 
6712040169’ 50-298 
8601190349* 50456 

8601270490’ 50462 
8601060436 PR 

6801210193 ’ 50-288 


6801210110 XPORTUC 
6801110242 NUREG 
8801080230' 50'2Ki 

8707250121' S0422 

8707250131’ FOU 


8801040031 PROJ 

8801040440 4^8820 

8801070350 WASTE MOT 

8601070380’ WASTE MQT 

8801070364’ WASTE MGT 

8801070389 WASTE MQT 

B80IQ70399 WASTE MQT 

e80l0704>0' WASTE MOT 

8801070451 WASTE MOT 

8801070460 WASTE MQT 

8801070486 WASTE MQT 

6801070467 WASTE MGT 

880)080001 WASTE XiOT 

8801060008 WASTE MGT 

6801060019* WASTE MGT 

8801080060' WASTE MQT 

6801080051 WASTE MOT 

B80ID6006D WASTE MGT 

8801110013 WASTEMGT 

6801110024 WASTEMGT 


8801110044' WASTEMGT 
8801110086 WASTEMGT 
6801110242 NUREQ 
8801110245 WASTEMGT 
8801110515' WASTEMGT 


6801120420 

8801120426* 

8801200454 

6801260676 

6801290118 


WASTE MQT 
WASTE MQT 
PROJ 

WASTE MQT 
WASTE MQT 


6801290134 

6801290210 

8601290330 

6801220054' 

8801110242 


WASTE MQT 
WASTEMGT 
WASTE MOT 
CONTFIACT 
NUREQ 


8601260316 PR 
8801210103' 50061 

8601070373 408084 

8801060049 PROJ 
6801120031 PROJ 


8801120186 

6801210002 

8801070135’ 

8801040107 


PROJ 

PROJ 

50-312 

S0822 
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268 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 

AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


Federal Sources. Inc. 
Fanix & Scisaon, It^c. 


Ferrsl Explorai'On Comparty ot Nebraska. 
Inc. 

Florida Instiluto ol Technology, 

Melboome, FL 

Florida Power & LIghI Co- 


Rorlda Power Corp. (subs ol Florida 
Progress Corp.) 


Be0UI0242 

NUREG 



8801060355 

50-302 

6601260321 

60-367 

F 


8801060434 

50-302 

86OI27034<t 

50-443 

G 


8801070095 

60302 

6801270344 

60-443 

Q 


8801070105* 

50-302 

e801270372* 

60-443 

G 


8801110252 

60-302 

8001270372* 

50-443 

G 


8801110270 

50-302 

6601260468* 

50-367 

F 


8801110527 

50-302 

8801280596 

50-456 

F 


6801110530* 

50-302 

8601260420 

POIA 



8801110539 

60-302 

8801070255 

WASTE MGT 



8801110541 

60-302 

6801070321 

WASTE MQT 



8801120022 

50-302 

6801070051 

40-8829 



8801130138 

60-302 





8801150081 

50-302 

8801200265 

70-693 



8801150067 

50-302 





8801 150202 

50-302 

8712280063* 

50-2&0 

R 


8801190076 

50-302 

8712280083* 

50-250 

A 


8801190272 

60-302 

8712280112 

60-250 

R 


8801200264 

50-302 

8712280154* 

50250 

A 


8801210133 

50-302 

6712200068 

60-251 

S 


8801220575 

50-302 

8712300074 

SO<3e9 

P 


8801220576 

60-302 

8712300081* 

50-389 

P 


8801250273 

50-302 

8712300085 

50-335 

P 


6801260046 

60-302 

8712300085 

50 335 

P 


8801260054* 

50-302 

8712300089* 

60-335 

P 


8801260539 

60-302 

8712300089* 

60-335 

P 


8801260546 

60-302 

8712310062 

60-389 

s 


8801270325 

50-302 

8801040220 

50-250 

R 

Florida. Univ. ol. Gainasvillo. FL 

B80127020S 

NUREG 

8801040586 

50-251 

Q 

FtanM^i iftsiitute 

8801210252* 

50-289 

8801060099 

50 250 

G 

Freemar). Freeman & Sairman. P.C. 

8601280048 

FOIA 

8801060096 

50-250 

G 

FAertda Peace Exchange [lormehy Mothers 

8801200415 

50-275 

6801060221 

50-250 

P 

lor Peace) 



8801080221 

50-250 

P 

fuRer. Q H. 

8601080018 

WASTE RES 

6801070344 

60-335 

P 


6801110192 

WASTE RES 

6801070344 

60-335 

P 

Fu«Hf tot Peace (National Security 

6801130354 

FOIA 

6801070349 

50035 

0 

Archive} 



8801070349 

50-335 

0 


8601190170 

FOIA 

6801110254 

50-250 

ft 

GTE TeiecommuiMcsi'ons. Ino 

8801140356* 

CONTRACT 

8601110254 

50-250 

ft 

General ^namics Corp 

8801040033 

71-gi49 

8801120147 

60-250 

s 

Qmarai Eiectdo Co. 

8801140279 

XPOR7LIC 

8801120147 

50-250 

s 


8801140291* 

XPORTLIC 

8801120284 

50-33$ 

F 


8801140298* 

60-293 

8801120358 

50-250 

s 


8601140314* 

CONTRACT 

8601150220 

50 250 

0 


8801140386* 

CONTRACT 

8801150220 

50-250 

0 


8601200396 

70-1308 

8601150220 

80-250 

0 


8801200409* 

70-1308 

6601190094 

50-251 

s 


8801200436 

70-1306 

8601190167 

60-250 

F 


8801260084 

70-1113 

6801190310 

60-250 

P 


8801280331 

70-1 1 13 

8801200070 

60-250 

A 


8801270186 

TOPREP 

8801200070 

50250 

A 


6601270258* 

60-440 

8601200370 

60-250 

0 

General Mo lore Corp 

8801000330 

ORG 

6601200372 

60-335 

0 

Gerwal Physics Corp 

8801270265* 

60-29 

880120046$ 

50-335 

F 

General Public Uantles Corp. • GPU 

8404110320* 

60-219 

8601200465 

50-335 

F 

Servlco Corp. 



6601210016’ 

60-250 

ft 


8712310199 

50-259 

8801210018' 

50-250 

R 


8712310199 

60-289 

8001210018* 

SO-250 

R 


6801040210 

60-320 

8801260051 

60-250 

n 


8801040223 

50-320 

8801260077 

50-251 

S 


8801040491 

50-320 

6801260110 

50-250 

o 


8801040493 

60-210 

6601260110 

50-250 

0 


8601040496* 

50-320 

6801260221 

60-335 

s 


6801040569 

60-320 

6801260314 

60-250 

R 


8601050150 

50-219 

6801290321’ 

50-250 

R 


8601050150 

60-219 

8601260321* 

50-250 

R 


8801050160* 

50-219 

8601270011 

50-335 

P 


6801050287 

60-210 

8801270014* 

80-335 

P 


8601050657 

50-289 

6801270030 

60-250 

S 


6801050660* 

50-289 

8801270238 

50-335 

R 


6801060273 

50-219 

8801290194 

50-335 

P 


8801060395 

50-219 

B801290198* 

50^935 

P 


8801060476 

50-320 

6801290202* 

60-335 

P 


6601070216 

50-219 

8712300116 

50-302 

F 


8801080015 

60-289 





8601110241 

60-219 

6712300118 

50-302 

F 


8801120168 

60-320 

8712300131 

50-302 

F 


8601190196* 

50-219 

6712300133 

60-302 

F 


8801190242 

60-289 

8712300134 

60-302 

F 


6601190250* 

60-269 

6712300137 

60-302 

f 


6801190264* 

50-289 

6712300139 

50-302 

F 


6801200024 

50-219 

8712300142 

60-302 

F 


6601200109 

50-219 

6601040275 

PR 



6601200113* 

60-219 

8801050407 

60-302 

Q 


8801200128 

60-210 

86010S04S1* 

50-302 

Q 


8601200206* 

60-289 

8801080126 

PR 



8601200236 

80-320 

6801060162 

50-302 

P 


6601210042* 

FOIA 

9801060174* 

50-302 

P 


8601210046* 

FOIA 

8801060236 

50-302 

Q 


8801210057* 

FOIA 
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Pow«r Co 


Oeorgia, Stai« of 

Good Samanlsn Hosp , Doivnsrs Grove, JL 
Government Accountability Project 


Government Pilnting Office 

Qo</9rnment Teefmology Services, Inc. 
Gulf Stales Utilities Co. 


6601210059 

60-269 

F 

d80i220l?t 

60-2t9 

P 

8801220936 

60-320 

R 

6801250396 

50-320 

G 

8601260003 

60-289 

R 

6801260010’ 

60-261 

P 

6601260263 

60-219 

ft 

8601260485 

60-269 

F 

6801270140 

50-219 

S 

6601270634 

50-020 

P 

6801270636’ 

50-320 

P 

6601260037 

50-289 

F 

8601260037 

50-269 

F 

6801280106 

50-219 

A 

6601260364 

60-210 

P 

8801280386* 

50-219 

P 

6712300032 

50-424 

O 

6712300126 

50-321 

P 

8712300127* 

50 321 

P 

6712310155 

50-366 

o 

6712310165 

50-321 

F 

6801050006 

60 321 

P 

6601050006 

50-321 

P 

B601OSOOB1 

50-321 

P 

8601050081 

60-321 

P 

6601050108* 

50 321 

P 

6801050108* 

60-321 

P 

6801050275 

60-424 

P 

6601050578 

60 321 

P 

6601050564* 

60 321 

P 

8801070162 

60-424 

P 

6601070165* 

50424 

P 

8B0111044I 

60-424 

F 

8801110441 

60424 

F 

8801110479 

60-321 

P 

8601120009 

60-366 

P 

6801120021 

60-424 

Q 

8601120113 

50-424 

S 

8801120215 

60-366 

P 

8801120229’ 

60-366 

P 

6801120267 

60-424 

s 

8801120303 

50-424 

p 

6801120318 

50-388 

p 

6801120431 

60-424 

F 

8601130070 

50-424 

S 

8801190081 

50-424 

S 

8601190304 

50-424 

0 

8801200383 

50321 

P 

8801210026 

60421 

R 

8601210065 

50-321 

8 

8801250265 

60-386 

S 

6601250292 

50-368 

s 

6601250350 

50^24 

s 

8801260351 

60-424 

R 

8801260356 

60-424 

P 

8801260535 

80-424 

F 

8601260548 

60-321 

P 

8601280550 

60-321 

F 

8801270072 

50-425 

A 

6601270219 

50-321 

O 

8601270219 

50-321 

0 

6601270385 

50-321 

Q 

8601270385 

60-321 

0 

8601270365 

60-321 

O 

8801270468 

60-424 

F 

8601270466 

60-424 

F 

8801290156 

60-424 

F 

6801050091* 

50-321 

P 

8801 110506 

STATE PHO 

0 

8601110516* 

STATE PRO 

0 

8801200387* 

CONTRACT 


8801070037 

FOIA 


8601120291 

POIA 


8801140074 

POIA 


6801140159 

60-446 

0 

8801140)59 

50-445 

0 

6801140181 

50-445 

0 

8801140161 

SO-445 

0 

8801150047 

60-445 

0 

6801150047 

50-445 

0 

8801 150094 

50-445 

0 

8601160094 

60-445 

0 

6801260155 

POIA 


8801260452 

50-341 

p 

8601280541* 

CONTRACT 


8801070472' 

CCWTRACT 


8801040590 

50-458 

s 

8801050164 

59456 

Q 

6801050268 

50-458 

Q 


Gunnison County, CO 
HvnplOn, NH 
Harmon & Weiss 


Harter Corp. 

Hecla Mining Co. 
Homesteke Mining Co. 


House of Rep 


House ol Rep , Energy & Commaice 
House of Rap. . interior ft insular Attair 


Houston LIgttiing ft Power Co. 


8801110222 

60-458 

8601(90101 

60-468 

8801210148 

50-456 

6801250508 

50-456 

8801260142 

60456 

8801260473 

69-458 

8801270071 

50-458 

6801290082 

WASTE MGT 

8601130082 

50 443 

8901040066 

60-443 

8801040090 

60-443 

6601060285 

50-271 

8801060409 

FOIA 

8801110211 

50-271 

8601130042 

50-443 

8601200220 

50-443 

8801200220 

50-443 

6801200227 

50-443 

8801200227 

60-443 

8801200235' 

50-443 

6801200235* 

60-443 

8601200244* 

50-443 

8601200244* 

50-443 

8801200287 

50-443 

8801200267 

60-443 

8801270305 

60-443 

8801270305 

50-443 

8801270311’ 

50-443 

8801270311’ 

60 443 

8801270321' 

50-443 

8801270321* 

50-443 

8801050285* 

CONTRACT 

8801130079 

40-8914 

8801070301 

40-8903 

8801130273 

40-6903 

6801049039* 

50-277 

880107019S' 

50-275 

0801080004* 

50-496 

8601159111* 

COMMISSIO 

8801210167* 

60-443 

6801260055* 

60-247 

8801280165* 

COMMiSSlQ 

8705040254* 

60-927 

8705040254* 

&0-S27 

8891260466* 

50-320 

8712290131 

SO-498 

8712300082 

50-498 

8712300088 

50-496 

8712300095 

50-496 

8712300099 

50-498 

8712310031 

50-496 

8891050042 

50 -496 

8801050054’ 

50468 

88010S0054* 

50-498 

8801050828 

50-488 

8801050628 

60-498 

8801060453 

50-498 

8801060453 

50-498 

8801070334 

60-496 

8801070334 

50-498 

8801070479 

50-496 

8801110398 

50-496 

6801110S21 

50-498 

8801120225 

50-496 

8801120232’ 

50 498 

6801120240* 

60-498 

8801120366 

50-496 

8601120370 

50-488 

8801120395 

60-498 

8801130053 

50-496 

8601140007 

50-498 

6891140007 

50-498 

8691140023 

50-499 

6801 140082 

50-498 

6801150190 

50-496 

8801150227 

60-498 

6801150227 

60-498 

6801150249 

50-496 

8801190073* 

60-498 

6601190099* 

50-498 

8601200343 

60-496 

6801200401 

60-499 

6801200412 

50-496 

8601209412 

60498 

6801210130 

60-496 

6801260279 

50-498 

6801260368 

60-498 

8601260376* 

50-498 

6801270172 

50-496 


Howa/d P. Foley Co 


Human Enstneering Aseoclaiee, Inc. 
Hunton & Williams 


ICF. Inc. 

INTERA Technologies, Inc. 
ITASCA Consulting Group. Inc. 


Idaho National Englnaohng Laboraiory 


lliinois Power Co- 


IrriMlI Corp. 

In-Situ. ific. 

Indiana Michigan Fovver Co- 

Indiana Michigan Power Co- (tonnerry 
Indiana i Micrrgan Electrle Co ) 


inlormallon Control Systems Corp. 
Ingereoli-Rand Co. 

Inairiute of Nuclear Power Operatloris 


Interior, Depl. of. Gureau of Mirtes 
tnleiior, Oept. of, Geological Survey 
Iniermouniain Techisologles. Ino. 
it^iecr^adonai Techntcal Services. IrK. 


Iowa Electric Light S Power Co. 


Irving Burton Aseodales, Inc. 

lalip, NY 

JRA Associated 

Jacobs Eoglrteerirtg Group, Inc. 


Japan, Govi. of 
KLD Aseodales. Inc. 
KaFeer Engineers 


Kansas, Slate of 
Kansas, Univ. of, Lawtsnce. KS 
Kelehar S McLeod 
Kenogg Co. 


6601270451 

50-498 

S 

8801270484* 

S(M9B 

s 

880 1290359* 

50-498 

p 

8801130147* 

50-278 

p 

6601130159* 

50-275 

p 

6502060013* 

FOIA 


6502060015* 

FOIA 


6801040090 

50-322 

Q 

8601040113 

50-322 

Q 

8801060128 

50-322 

Q 

8601130081 

50-322 

G 

6601130037 

50-322 

6 

8601130044 

50-322 

Q 

8601130440 

FOIA 


8601200223 

50322 

Q 

8601200228 

50-322 

G 

8801210162 

60-322 

a 

8601210166 

50-322 

a 

8801250299 

50-322 

0 

8801260113 

FOIA 


6801270316 

50-322 

G 

8801210308' 

CONTRACT 


6601110102 

40-8904 


8801110108* 

40 8904 


8801070404* 

WASTE RES 


JMi 080063 

WASTE RES 


Wl0304e7* 

50-277 

F 

8712040169* 

50-298 

p 

8601190349* 

50-456 

p 

8801270490* 

50-482 

p 

8712290133 

50-461 

s 

8712300122 

60-461 

J 

8801040414 

50-461 

p 

680IOS0444 

50-461 

s 

6601120154 

50-461 

8 

6601130421 

50461 

P 

6801 160201 

50-461 

s 

6801 190104 

50-461 

R 

6801190269 

5<M61 

P 

6801200149 

50-461 

S 

6601200331 

50-461 

s 

8801260057 

50-461 

0 

660I1400SI* 

50-445 

A 

6801190067* 

CONTRACT 


6801210055 

50-316 

s 

6801040557 

$0-315 

R 

8801040559 

60-316 

R 

8801070280 

60-316 

8 

8901130230 

50-316 

P 

8601130231’ 

60-316 

P 

8601150245 

80-318 

P 

8801180035 

60-31$ 

0 

8601190035 

60-315 

0 

8601210055 

60-318 

S 

8801210061 

80-318 

s 

8801260069 

60-315 

p 

6801260665 

60-316 

p 

8601270092 

80-315 

F 

6801270277 

50-318 

s 

8801270534 

60-315 

H 

8801210222 

FOIA 


8801040152 

OA999 


6801110242 

NUREG 


8801210264’ 

FOIA 


8801200447* 

CONTRACT 


8801140005 

80-274 

O 

8801150200’ 

50-29 

P 

8801220344* 

CONTRACT 


8801280156* 

CONTRACT 


6712310049 

50-331 

s 

6712310152 

80-331 

Q 

6801050673 

60031 

f 

6601060135 

50-331 

P 

6601200350 

60-331 

R 

8601210095 

50031 

O 

8801220021* 

CONTRACT 


8801250378* 

50-322 

G 

8801140053 

50-445 

A 

^1060047 

WASTE MGT 


8801110500 

WASTE MGT 


6801210210’ 

FOIA 


8801110266 

50-346 

F 

8601200291* 

50-224 

P 

6801200293* 

50-224 

P 

6801280233* 

CONTRACT 


8801270314 

50-148 

R 

8801120335 

60-526 

1 

6601130102* 

60-275 

O 


Kennecott Corp. 

Kerr-McGoe Nuclear Corp. 
KtrfcpalricK & Lockhart 


KJina & Co . Inc. 

Lawre/ure Lvermore National Laboraiory 
Lewis, D.B 
Lewis. M. 

island Lighting Co. 


Los Alamos National Laboratory 
Louisiana Power i Light Co. 


Louisiana. Stale of 
MK-Fergoaon Co. 

Maltte Yankee Atomic Power Co. 


Malapal Resources Co. 


8801070525 

40-6904 


8801130175 

40-8904 


8801200452 

40-8027 


8801040088 

60-322 

Q 

8801040080 

50-322 

G 

8801040084 

50-322 

Q 

8801040094 

50-322 

Q 

8801040122 

504322 

0 

8801060062 

60-322 

Q 

6801060287 

50-322 

0 

8801060290 

60-322 

G 

8601110528 

FOIA 


8801160040 

50-322 

G 

8801190042* 

504322 

Q 

6801200273 

50-322 

Q 

8801200281* 

50-322 

Q 

8601210161 

504322 

Q 

8601250311 

50-322 

Q 

8801260322* 

50-322 

Q 

8801260335* 

60-322 

0 

8801250381 

60-322 

G 

8801270334 

50-322 

0 

8801270365 

50-322 

G 

8801270434 

50-322 

a 

8801210290 

FOIA 


8801080005 

WASTE RES 


8601140303 

60-171 

p 

8801040388 

PR 


6601190330 

NUREG 


8712310047* 

50-322 

s 

8712310094 

50-322 

s 

8712310097* 

60022 

s 

8801040090 

80-322 

0 

8801040113 

50-322 

0 

8801060128 

60-322 

Q 

8601130031 

60-322 

0 

8801130037 

50-322 

G 

8801130044 

50-322 

0 

8801130080* 

504322 

G 

8801200223 

50-322 

0 

8601200228 

50-322 

Q 

SS0I210162 

50-322 

0 

8601210186 

50-322 

0 

8801250299 

50-322 

0 

8601250318 

50-322 

0 

8601270316 

50-322 

0 

8801270531 

5C-322 

8 

8801260365 

50-322 

F 

8601290051 

80-322 

F 

8801070114 

60-267 

R 

6801040003 

60-382 

Q 

B801040005 

60-362 

Q 

8801040006 

604)82 

0 

8801040009 

60-362 

a 

6801040021 

50-362 

s 

8801040022 

50-382 

p 

6801040042* 

50-382 

p 

8801040044* 

50-382 

p 

8801040049 

50-382 

F 

8801040050* 

50-382 

P 

8801040051* 

50-362 

P 

8801040052 

60-362 

5 

6801060303 

50-382 

P 

8801050314’ 

60-382 

P 

6801060133 

50-362 

F 

8801070209 

50-382 

P 

8801070422 

50-382 

P 

6601070434 

60-382 

P 

8801110017* 

50-382 

P 

8801190210 

50-382 

R 

6601190266 

60-382 

F 

8801190259 

50-382 

F 

8801200160 

50-382 

P 

6801200164* 

60-382 

P 

8801200424 

50-382 

s 

8801210304 

50-382 

0 

8801260456 

60-382 

p 

6801270282 

50-382 

p 

8801200065 

STATE PRO 

Q 

6801070341 

WASTE MQT 


8801070432 

WASTE MGT 


8801110011 

WASTE MQT 


8601040483 

50-309 

R 

8801060424 

50-300 

0 

8801120389 

50-309 

P 

6601130076* 

504309 

P 

8801130152 

50-309 

F 

8601270632 

60-309 

F 

6801070247 

40-8684 



AUTHOR AFFILIATION 


Marsh & Mclenian. Ino. 


WarshneV.MA 

Ma/ytarK) sound Industries, Irw. 
MaisacIWMiis institute of Technolooy 
Cernbffcjge, MA ' 

Massachusetts. Commwjweallh of 


Mal«da.‘» EnQlneerlng Associates, Inc. 
Mathlech. Inc. 

Memplvs Slate Univ., Memphis. TN 
Michf^an State Univ., East Lansing. Ml 
Midnl^an. JnV ol. Ann Arbor. MJ 

Minefa's Eiqiloratlon Co. (subs, of Union 
OI of CaMomla] 

Minnoeota, Mining A Manufaclurirtg Co , 3 


Mississippi Power A Ught Co 
MobB Coal Producing. Inc. 

Monteflore Kosp. Assoc, ol Western PA, 
Pittsburgh, PA 
MorabHo. A J. 

NUS Cofp. 

Mamco Controls 

Native Americans for a Clean Environment 


Nabrasfca Public Power District 


Nebrasks. Slate ol 
Nevada, State of 
Naw England 8eU Tel^»l>one Co. 
New EnglarKf Coalition on Nuclear 

PoBution 





CORPORATE SOURCE 
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ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 



NUMBER 

CATEGORY 

B801070292 

406502 



6601200220 

50-443 

8801070310 

40-8502 



8601200220 

50-443 

8801070428 

40-6884 



8601200235* 

50-443 

8801110028 

40-8502 



8601200235* 

30-443 

8801110033' 

40-8502 



8801200244* 

60-443 

8801130071 

40-8684 



8601200244* 

60-443 

8801070357 

50-259 

J 


8801270305 

50-443 

8801070437 

50-220 

J 


8801270305 

60-443 

8801120325 

60-395 

J 


8801270311* 

60-443 

8801130412 

50 344 

J 


8601270311* 

60-443 

8801130443 

50-309 

J 


8801270321* 

50-443 

8801140047 

TOPREP 



6801270321* 

50-443 

8801140110 

50-250 

J 

New Mexico, Slate ol 

8801110008 

40-6907 

8801140119 

50 250 

J 

New York Power Aulhority (lormerly Power 

8712300113 

60-288 

8801140119 

50-250 

J 

Authority ol the State of New York) 



8801140119 

50-250 

J 


6712300117* 

60-286 

8801190012 

50-280 

J 


8712300119' 

50-266 

8801190012 

30 260 

J 


9801050491 

50-333 

8601190012 

SO 280 

J 


8801030624 

50-266 

8601270111 

50-293 

J 


8801060032 

50286 

8801270120 

30-321 

J 


8801070474 

50-333 

8801270126 

60-29 

J 


8601110292 

60-286 

8601270133 

S0397 

J 


8601120209 

60-333 

8801270148 

30 331 

J 


8601120268 

60-333 

8601280065 

50-313 

J 


6801130127 

80-286 

6801290331 

TOPREP 



8601140111 

50-333 

8801120142 

60-293 

P 


8801140319 

50-333 

8801210163* 

CONTRACT 



6801160242 

50-286 

8601220036* 

CONTRACT 



8601200269 

60-333 





8801200290 

50-333 

S60I060268 

50-443 

O 


880120038} 

50-333 

8601060296 

50-443 

G 


6801200422 

50-288 

8801060304* 

50-443 

Q 


8801210185 

50-286 

6801060304* 

50-443 

0 


8801250383 

50-288 

8801060314* 

60-443 

Q 


8801260067 

60-286 

8801120307* 

60-293 

P 


8801260075* 

50-288 

8801130038 

50-271 

0 


8801280078* 

60-288 

8601130081 

50-443 

G 


B60 1280086* 

60-286 

8801130061 

60-443 

Q 


8601260091’ 

60-288 

8601130376 

60-293 

P 


8801260093’ 

60-286 

8801130408* 

60-293 

F 


6801270100 

50-266 

8601200329 

60-443 

0 

New York. Slate of 

6801040066 

50-322 

9601200329 

50-443 

0 


8801040071 

60-322 

8801270300 

60-443 

T 


8801040060 

60-322 

6801270300 

50-443 

T 


8801040122 

60-322 ^ 

8801270306* 

50-443 

T 


8601060060 

60-322 

8801270306* 

60-443 

T 


6901200273 

60-322 

8601270310* 

50-443 

T 


6801210161 

50-322 

$801270310* 

50~M3 

T 


8801210956 

50-922 

8801280260* 

60-293 

F 


8801250311 

50-322 

8801270208 

NUREG 



8801230322* 

50-322 

8801140393* 

CONTRACT 



S8012S0385* 

50-322 

8601110439 

60-638 

P 


8801270304 

60-322 

8801130224 

50-294 

P 


8601270313 

60-322 

9801210051 

50-2 

F 


8601270320 

SO-322 

6601080086 

40-8384 



6801270334 

60-322 





8601270434 

50-322 

8801 130339 

40-6364 


Newturyport, MA 

6801060300* 

50-443 

8801190036 

NUREG 


Newmsn A Holtzinger 

6601040085 

60-445 





6801060063 

S0445 

6801120033 

60-416 

S 


8801060063 

60-445 

8601150236 

408911 



8601060099 

50-250 

8601060170 

PR 



8601060299 

60445 





6601060299 

60-445 

6601040158 

Oockel 65 



6601130016 

SO-445 

8801070206 

50-275 

P 


8601150062 

60-445 

8601280623* 

CONTRACT 



6601190020 

50-445 

6801130235 

OA999 



8601210149 

30-446 

8801190176 

40-8027 



6601210149 

50-445 

6801280443 

40-8027 



6601210162 

60-445 

8712310193 

30-298 

F 


8801210152 

60-445 

6801070346 

50-288 

P 


6601250301 

60-445 

8801120241 

50298 

P 


8801250316 

60-446 

6801120342 

50-298 

R 


6801270330 

60-446 

8601120375 

50-298 

F 

Niagare Mohawk Power Corp. 

8712290379 

60-410 

8801130343 

50296 

O 


6712290383 

60-220 

8801200242 

50-296 

P 


8901110459 

60-410 

8601260506 

50-298 

J 


8801120343 

50-220 

8601260562 

50-298 

J 


8801130076 

50-220 

8601270026 

60298 

F 


8601130163 

60-410 

6601270467 

50-298 

P 


8801130172 

50-410 

8801230580* 

CONTRACT 



8601130174 

30-410 

6801110169 

WASTE MOT 



8601130203 

50-220 

6801140174* 

50-28 

P 


6801140004 

50-410 

6801040066 

60-443 

Q 


6801140113 

50-220 





6801140116 

60-220 

8601040099 

60443 

O 


6601150251 

50-410 

6601060285 

60-271 

Q 


6601190129 

50-220 

8601130042 

60443 

Q 


6801190261 

60-220 


£601180267' 

50-220 

P 


8801120369 

50-338 

P 

8&0n80268' 

56220 

P 


8801120384 

60-213 

F 

8801200225 

50-410 

P 


8801130110 

60-245 

R 

8301200282 

50-410 

S 


8801130113 

60-336 

P 

8801200021 

50-410 

s 


8801130260 

60-213 

P 

6801200378 

60-410 

p 


8801130260 

50-213 

P 

8801220146 

50-220 

P 


6B01 130260 

50-2t3 

P 

8801220188* 

50-220 

P 


8601140330 

60-423 

R 

8601220186* 

60-220 

p 


6801140349 

50-336 

R 

6601220545 

50-220 

s 


8801150176 

50245 

0 

8801250250 

50-410 

s 


8601150272 

50-336 

0 

8801250288 

50-220 

8 


8601190180 

60-213 

P 

6801250483 

50-410 

s 


8601190180 

50-213 

P 

8801280238 

50-410 

Q 


880tt90t60 

50-213 

P 

8801270121 

60-410 

S 


6801190192 

50-423 

P 

8801270213 

60-410 

P 


8801190279 

50-213 

s 

8801280012 

60-220 

F 


8801190326 

50-336 

V 

8801290187 

50-410 

8 


8801200303 

50-423 

s 

Norcom internetlondl Corp. (formerly 6601160026* 

CONTRACT 



8801200315 

50-336 

s 

Noriega CommurtlcaUons Corp ) 




8801210173 

50-336 

p 
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60312 

P 


8712300109' 

60-206 


8601260206 

50-312 

P 


8712300109* 

50-206 


8601260466 

50-312 

P 


8712300109* 

50-208 


8801260461* 

50-312 

P 


8601060523 

50-206 


8801270031 

60-312 

R 


8801050533 

60-208 


8801270411 

8801270413* 

50-312 

50-312 

P 

P 


8601050589 

8801050876 

60-302 

50-206 


8801270660 

60-312 

P 


8801060149 

60-361 

y, MA 

8801260017 

8601270300 

50-312 

50-443 

S 

T 


8801060149 

8801050357 

50-301 

50-391 

1 Falls Rssaaieh Auodatss 

8801060314* 

60-443 

0 


880I0603S1 

60-206 

>go Oss A Elsctrte Co 

8801110189 

50-205 

F 


8801070172 

60-361 

50-361 

50-381 

50-361 

I* Obispo MoUtors tor Poaca 

8801200446* 

50-275 

Q 


8801070172 

Is ^spo, CA 

Natonai Lsbwaiorfaa 

8801040266 

8801070052 

60-276 

NUFEO 

0 


6801070241 

8601070304 

1 J (no. 

i Af)pl«4tKHis Iniamedonai Corp. 
y Sdanca AppilaaiioAs. Inc.] 

8801070265 

8801070536 

8601130345* 

6601130442* 

NUPEO 
WASTE RES 
50-373 
CONTRACT 

P 


8801070314 

8801070441 

8801110180 

8801110189 

8801110189 

50-361 

50-206 

50-206 

50-206 

50-206 

ch, Inc. 

St AnU-PpHutlon League 

6601260332* 

6801140290* 

8601260581* 

8601060061 

6601060073* 

CONTRAa 

CONTRACT 

CONTRACT 

60-443 

60-443 

0 

0 


8801110353 

8801120223 

8901120414* 

8801120424' 

8801130153 

50-206 

50-208 

50-206 

5&206 

50-361 


6801130062 

8801200234 

6801140380* 

8801190343’ 

8801250402* 

50-443 

60-443 

60-171 

40-6027 

50- 206 

a 

a 

u 

H 


8801160007 

6801150052 

8801150052 

8801190123 

8801200355 

60-206 

50-361 

50-361 

50-361 

50-381 

. Environment & Public Works 

8801280132* 

8801290046* 

6801210270* 

50-320 

COMMISSIO 

FOIA 

p 

N 


8801200355 

8801200431 

8601200431 

8801210024 

8801210024 

60-381 

60-206 

60-206 

60-361 

50-361 

. Governmental Atftf rs 

8801280647* 

COMMISSIO 

M 


alt Puds Corp. (subs, of Kerr-McQs 

6801070313 

40-6758 



Corp.) 





8801210036* 

50-361 

8801080058 

8801100213* 

8801200444 

8801280234 

40-8768 

40-8027 

40-8027 

71-9100 



8801210040* 

8801210043* 

8801210044* 

8801210047* 

60-361 

60-361 

60-361 

50-361 

^nintan, Pons & Trowbridge 

8801260242* 

8601200236 

8801250396 

6801280202 

8801270339 

71-9100 

60-320 

50-320 

50-412 

60-440 

G 

Q 

1 

0 


8801210071 

8801210082* 

8801210085* 

8801210094* 

8601210162 

60-206 

50-361 

60-361 

60-361 

50-206 

L Austin 

:iub 

iuslmss AdmNstratlon 

6801130028 

8801250355 

8801200338 

8801200342* 

8801070492* 

60-468 

50-458 

60-276 

50-275 

CONTRACT 

Q 

G 

H 

H 


8801210192 

8801210192 

8801220050 

0801260555 

8001260419 

50-208 

60-206 

50-208 

60-361 

50-361 


8801140290* 

8801210160* 

8801210299 

8801220021* 

8801220054* 

CONTRACT 

CONTRACT 

50446 

CONTRACT 

CONTRACT 

A 


0801270020 

6801270123 

8801270123 

8601270123 

0801270250 

TOPREP 

50.206 

60-206 

50-205 

50-206 

ol Nuclear Medidrte 

8801220344* 

8801280156* 

8801280581* 

8801060270 

CONTRACT 

CONTRACT 

CONTRACT 

PR 



8601270250 

6801270250 

8801280165 

8801280165 

60-206 

50-206 

50-381 

50-361 


0(^0 nco 3 *n^ ^TSD'o'o ■D'OTiTia scoaaa woaT»9> -n^^T»w wo»tn®tn maaOTW *nwoaa a*Q®uA OOOOO OwaTn* T»3aT>^ •naaOu 


AUTHOR AFFILIATION 


Southern Company Services, Irtc. 

Southwosl Research Insifiute 
Southwesterr) Sell Telephone Co. 

State, Dept, ol. Bureau of Oceans & InU 
Environ, i Scientific Atfalfs 


Stephetts A Aasociaies 

Storw & Webster Engmeertrig Cotp 


Suffolk County, NY 


Susquehanna Valley Alliance, Lancaster, 
PA 

Systern Eneiqy Resourcea, Inc. 


Syslems Support. Irtc. 

TU Electric (formerly Texas Utilities 
Qeneratljig Co.) 


ACCESSION SUBJECT AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY NUMBER CAnGORY 


S&0t290333 

58-361 

P 

8801070138 

50 445 

8601200333 

50-361 

P 

880 1070 138 

50-445 

6601200335' 

6G361 

P 

6801070418 

50-44$ 

860129033 5* 

50-381 

P 

8801070416 

60-445 

8801270072 

50-425 

A 

8801070429* 

50-445 

8601280202' 

50-317 

O 

0801070429' 

50-145 

8801210035* 

CONTRACT 


8801070442* 

50-445 

8801140322 

XPORTUC 


8801070442* 

50-445 




8601070445 

NUREQ 

880 T 220001 

XPORTLIC 


6801080038* 

50-445 

8801 t 10197 

VYASTE RES 


8601080038* 

50-445 

B801070072' 

6G312 

S 

8801080040* 

50-445 

8801070109' 

SO-312 

s 

6801080040* 

50-445 

8801070121' 

50-312 

s 

8801080042* 

50-445 

8801280423* 

50-280 

F 

8801080042* 

50-445 

8801040068 

50-322 

G 

8601060046* 

50-445 

8601040080 

SO-322 

0 

6801080045* 

50-445 

8801040122 

50-322 

0 

8801110227 

50-145 

8801060287 

50-322 

G 

8801110227 

50-445 

8601080290 

SO-322 

O 

8801110229 

60-445 

8801200273 

SO-322 

G 

8601110229 

60-445 

8801200281* 

60-322 

G 

8801110231 

50-445 

8801210181 

SO-322 

O 

6801110231 

60-445 

8801260311 

SO<)22 

G 

8801110235 

60-445 

8801250322* 

60-322 

G 

8801110235 

50-445 

8801250335* 

50-322 

G 

8801110269 

50-445 

6801250361* 

SO-322 

Q 

8801110288 

50-445 

8801250378’ 

50 322 

G 

8801110268 

60-445 

6801260381 

60-322 

O 

8801110293 

60-445 

8801270334 

50 322 

G 

8801110293 

50-445 

8801270434 

60-322 

G 

8801120201 

60-445 

8801130163* 

SO-320 

O 

6801120201 

50-445 




8801120208 

50-445 

B7123000S7 

50-418 

S 

6801120208 

50-445 

8801040522 

50-416 

P 

8801120216 

50-445 

6801050261 

50-416 

P 

8601120216 

50-446 

6801060068 

50-416 

s 

8801120221 

50-445 

6601060128 

PR 


6801120221 

50-445 

8801110414 

50-416 

p 

8601120324 

50-445 

6801120019 

50-416 

p 

8801120324 

50 445 

6801120035 

50-416 

S 

8801120329 

60-445 

8801120122 

60-416 

s 

8801120329 

60-445 

6801120326 

50-416 

F 

8601120351 

60-445 

6601140121 

50-416 

0 

8601120351 

50-44$ 

860II50I34 

50-416 

F 

8801120360 

$0-446 

68O11S0143* 

$0-416 

F 

6801120360 

$0-445 

860II6021S 

50-416 

S 

8801120361 

$0445 

6801150232 

60-416 

n 

6801120381 

50-446 

6601160247 

60-416 

p 

6801120409 

50-445 

6601210227 

50-416 

0 

8601120409 

60445 

6801220175 

50-416 

s 

8801120429 

50445 

6601260206 

50-416 

p 

8801120429 

60-445 

6801060016 

WASTE RES 


6801120432 

60-445 

6712290130 

50~44$ 

$ 

8801120432 

60445 




6801130016 

60445 

67I2290I30 

60-445 

s 

0801130015 

60445 

87I2290I37 

50-445 

s 

6601130023 

5044S 

8712290137 

60-445 

s 

6801130023 

60445 

8712290144 

50-148 

s 

8601130124 

50445 

6712290145 

50-445 

s 

6601130124 

50-445 

6712290145 

50-445 

8 

6801130181 

50445 

87t23t0206 

50-445 

s 

8801130181 

50-445 

6712310206 

50-445 

8 

8801130168 

50445 

6801040077 

60-44$ 

G 

8801130166 

60445 

8801040077 

50-445 

0 

8801130186 

50-445 

6601040085 

60-445 

Q 

8801130196 

50445 

8601040065 

50445 

Q 

8601130240 

50-445 

6601040448 

50-446 

S 

6601130307 

50445 

6801040446 

50-445 

S 

8801130307 

60445 

8601040456 

50445 

8 

8601130311 

50445 

6801040456 

60-445 

S 

8601130311 

50445 

8601040463 

50-445 

S 

8601130316 

50445 

6601040463 

50445 

S 

8801130318 

50445 

8801040681 

60-44$ 

0 

8001130323 

50-445 

6601040561 

50-445 

0 

8801130323 

60445 

6601060016 

50445 

Q 

8801130326 

50-445 

6601050016 

50445 

0 

6801130328 

60445 

8601050063 

50-446 

0 

6601130330 

50445 

6601050063 

50446 

Q 

8601130330 

60-445 

8601050279 

50446 

0 

8601140049 

60445 

6601060063 

S044S 

G 

8601140049 

50445 

8601060063 

60-445 

G 

6801140126 

60-445 

6801060065 

50445 

0 

8601140128 

5044S 

6801060065 

50-445 

Q 

8801150062 

50446 

6601060126 

PR 


6601150062 

50445 

8601060299 

50-446 

O 

6601190020 

6044S 

8601060299 

SQ-44S 

G 

8801190191 

50-445 

6801060430 

50-446 

A 

8601190206 

50445 

6601060430 

50445 

A 

6801190206 

60446 


i 


i 

i 

£ 

e 

C 

G 

£ 

« 

£ 

S 

s 

s 

s 


wu)wo ooceeo> Xnotcno <»(A«i>en<n tccowwcn (autatnm utoiaoa doioita, 


CORPORATE SOURCE INDEX 267 


AUTHOR AFFILIATION 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


AUTHOR AFFILIATION 


8601190220 60-445 
0801190220 50-445 
6001200025 50-446 
8001200025 60-445 
0001200032 50-445 


S 

s 

s 

s 

s 


0801200032 60-446 
8801200147 60-445 
8001200147 50-446 
8801200186 60-445 
8801200106 50-445 


S 

8 

S 

S 

8 


8801200230 

8801200230 

8801200241 

8801200241 

8001200248 


60-445 

50-446 

50-446 

50-445 

50-445 


Q 

Q 

S 

S 

S 


6801200248 

0601200274 

0801200274 

6001200286 

8801200294 


50 445 
60-445 
60-445 
60-445 
60-445 


S 

S 

S 

Q 

O 


8801200294 

0801200306 

8801200306 

8601200311 

8801200311 


60-445 

60-445 

50-445 

50-445 

60-446 


Q 

K 

K 

S 

S 


8801200324 60-445 
8001200324 60-445 
8601200344 50-445 
8801200351 50446 
8801200351 50-446 


S 

S 

A 

S 

S 


8801200352* 

8801200366 

8801200366 

6601200357 

8801200367 


60-445 

60-445 

50-445 

60-446 

60-446 


A 

S 

8 

S 

S 


8801200362 

8601200362 

8601200373 

8601200373 

6801200410 


60-445 
60 445 
60-446 
60-445 
60-445 


S 

S 

$ 

s 

A 


8801200410 

8801200414 

8601200414 

8601200421 

8601200421 


50-445 

60-445 

60-446 

60-445 

60-445 


A 

S 

$ 

S 

S 


6601200428 

8601200426 

6601200455 

6801200455 

8601200456 


50-445 

60-446 

50445 

60-446 

50-445 


S 

S 

s 

s 

o 


8801200456 60-445 

8801200462 60-448 

8801200462 50-445 

8801210012 50-<*S 

8801210012 50-445 


0 

s 

s 

s 

s 


8801210013 60-446 
8801210013 50-445 
8801210015 60-445 
0801210015 60-446 
8801210019 50-445 


S 

S 

s 

3 

S 


8801210019 

8801210058 

8801210058 

6801210069 

8801210080 


50-446 

50-445 

60-446 

50-445 

60-445 


S 

S 

8 

S 

s 


8801210108 

8601210108 

8801210109 

8801210109 

8801210135 


80-445 

50-446 

80-445 

50-446 

50-445 


O 

Q 

O 

o 

K 


8801210135 

8801210139 

8801210139 

8801210144 

6801210144 


80-445 

50-446 

50-445 

60-445 

50-445 


K 

S 

S 

s 

s 


8801210149 

8601210149 

8801210152 

8801210152 

6801210156' 


50-445 

50-445 

50-445 

50-445 

50-445 


G 

G 

0 

G 

G 


8801210156* 

8801210180 

8801210180 

8801210191 

6801210191 


60-445 

80-445 

50-445 

50-445 

60-445 


6 

O 

0 

s 

s 


8801260301 

8801250301 

8601250318 

8801250318 


50-445 

50-445 

50-445 

50-445 


G 

G 

G 

G 


T«l9-Com PioUucla, l«. 
Telos C«ip. 

Tenn9$se9 Valley Airthonly 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


8801250319 

8801250319 

8801250395 

8601250385 

8801250418 


50-445 

60-445 

50-445 

50-445 

60-445 


8801260418 60-446 
8801250506 60-446 
B801260506 50-445 
8801250533 50-445 
8801250583 60-445 


8801250583 

8801280098 

8801260098 

8801260119 

8801260119 


50-445 

50445 

60-445 

50445 

50-445 


6801260137 

8801260137 

8801260185 

B80126018S 

8801260305 


60-446 

60-445 

50-445 

50-445 

50-445 


8801260305 

8801260373 

6801260373 

8801280392 

8601260392 


60-446 
60-445 
50-445 
60 -446 
60445 


8601260403 

8801260403 

8801260435 

8801260435 

8801260441 


50-445 

60-445 

50445 

50-445 

50445 


6801260441 

6801260457 

8801260457 

6801260476 

8801260476 


60-445 

50-445 

60445 

50-445 

60-445 


8801260479 

8801260479 

8801280487 

8801260487 

8801280507 


60-445 

50-445 

60-445 

50445 

60446 


8801260507 

8801260554* 

8801260557* 

8801260557’ 

8801270094 


60-445 

50446 

60-445 

50446 

50445 


8801270094 

8801270102 

6801270102 

8801270181 

8801270161 


60445 

50445 
SO-445 

50446 
50445 


8801270184* 

8501270184* 

8801270330 

8801130239' 

8801120027 


50445 

6044S 

50-445 

CONTRACT 

FOIA 


8712280030 

8712300019 

8712300026 

8712300037 

8712310028 


60-327 

50-327 

60-327 

50-328 

60-259 


8801040101 
8801040101 
8801040110' 
86010401 10* 
8801040423 


50-327 

50-327 

50-327 

50-327 

50-390 


B801040423 

8801040435 

8601040435 

8801040444 

8801040444 


50-390 

50-327 

60-327 

60-327 

50-327 


8801040474 

6801040474 

8801040474 

8801040482 

B80I0404B2 


50-256 

50-259 

50-256 

50-390 

50-390 


8601040495 

8801040495 

8801040516 

6801040516 

8801040516 


50-327 

50-327 

50-259 

50-259 

50-259 


8801040516 

8801040518 

6801040518 

8601040516 

6801040516 


50-259 

50-259 

50-259 

50-259 

50-259 


6801040533 

8801040533 

8801050010* 

8601050160 


50-327 

60-327 

50-443 

50-260 


G 

0 

s 

S 

s 

S 

s 

s 

s 

s 

s 

s 

s 

F 

F 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

s 

A 

A 

A 

A 

A 

A 

A 

Q 

O 

A 

A 

A 

A 

Q 


8 

Q 

S 

S 

R 

P 

P 

P 

P 

S 

s 

p 

p 

p 

p 

R 

R 

n 

S 

s 

p 

p 

p 

p 

p 

p 

p 

p 

p 

p 

o 

0 

p 

o 



AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 

AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEOORV 


NUMBER 

CATEGORY 


eaoiosoise* 

50-260 

O 

88010S0221* 

60-260 

O 

SB0t06O2t6 

50-327 

s 

8601060248 

60-328 

s 

8801060277 

60-328 

s 

88010603B8 

60-327 

8 

8801060445 

50-327 

P 

8801060445 

50-327 

P 

6801070227 

40-1341 


8801070230 

50-259 

s 

8801080070 

50-390 

s 

6801110378 

50-259 

p 

6801110376 

50-259 

p 

6801110376 

60-259 

p 

8801110377 

50-327 

p 

8801110377 

60-327 

p 

8801110383* 

50-327 

p 

6801110383* 

60-327 

p 

6801110456 

60-327 

p 

8801110455 

50 327 

p 

8601120269 

50-259 

s 

8801130048 

60-327 

p 

8801130049 

50-327 

p 

8801130223 

60-327 

p 

8801130223 

50-327 

p 

8801130288 

60-327 

R 

8801130286 

60027 

R 

8801130296’ 

50<J27 

R 

8601130308* 

60327 

R 

8601130316* 

60327 

R 

8601130315* 

60-327 

R 

6601 130327* 

50327 

R 

6801130339 

60-327 

P 

8601130339 

60-027 

P 

6801130369 

60-327 

P 

6601140106 

60-436 

S 

6801140216 

50-327 

P 

6601140218 

60-327 

P 

8601140226’ 

50327 

P 

8801140226* 

50-327 

P 

8601140286 

60327 

0 

8801140266 

60327 

0 

8801150004 

50327 

p 

8801150004 

60327 

p 

6801160010 

60327 

0 

88QI15001Q 

60-327 

Q 

8801160064 

60390 

A 

8801150085 

60269 

0 

8801190071 

60327 

s 

8801190077 

60-327 

$ 

6801200060 

60-390 

0 

6601200087 

50- 259 

0 

8801200087 

50268 

o 

8801200087 

60259 

o 

6801200092 

60258 

p 

6801200092 

60259 

p 

8801200092 

50289 

p 

8801200161 

50259 

p 

8801200151 

60-259 

p 

8801200161 

50 268 

p 

8801200156* 

60269 

p 

8801200165’ 

50259 

p 

8801200155* 

50259 

p 

8601200177 

60390 

8 

6801200296 

50327 

8 

8801200297 

80327 

S 

8801200299 

60326 

8 

6801200302 

50327 

S 

6801200323 

60327 

S 

8601200328 

60327 

8 

8601210021* 

60327 

Q 

6801210111 

60-327 

O 

8801210136 

50-269 

F 

6601210136 

60269 

F 

6801210136 

60259 

F 

8801210246 

50-327 

F 

8601210246 

50327 

F 

6801210249* 

60327 

F 

8601210249* 

50327 

F 

8801220041 

60-390 

S 

8001220548 

60327 

0 

8801220548 

50327 

Q 

6801260030 

90327 

0 

6801250030 

50-327 

0 

8601250120 

50327 

p 

8601250120 

60327 

p 

860125014S 

50-327 

p 

8601250145 

60327 

p 

8801250384* 

50259 

o 


TennssMS. Siala ot 
Terra T^atma. Inc. 


Tern A&M Untv.. Coliefle Sutlon, TX 

Texas Municipal Power Agency 
Texas. State of 
Texas. Untv. of. Ausun, TX 
^ee Mile Island Alert 
Toledo Edison Co. 


Trarwnuclear. Inc. 


Trial Lawyers for Public Justice. P.C. 
Troutman. Sar>Mrs. Lockorman & Ashmore 

Twontey, Latham & Shea 


U.S. Ecology, Inc. (formerly Nuclear 
Ertglrtearlns, ItK.) 


8B01250S72 

50-259 

R 

6601250572 

60-259 

fl 

6801260059 

50-327 

R 

8601270165 

60-327 

0 

6801270165 

60-327 

Q 

8801270308 

60-260 

P 

6601270348 

50-327 

Q 

6601270346 

60-327 

0 

8801280190 

60-327 

s 

6601280192 

50-327 

s 

8B01280237 

60-327 

p 

8601280237 

60-327 

p 

8801260251* 

50-327 

p 

6601280256 

50-327 

p 

8801260260* 

50-327 

p 

8801280264* 

50-327 

p 

8801280272* 

60-327 

p 

0801280448 

50-259 

p 

6801280446 

50-259 

p 

8601280446 

50-269 

p 

6801280454* 

60-259 

p 

8801280454* 

60-259 

p 

6801260454* 

60-259 

p 

6801280882 

50-327 

Q 

6801290004 

60-327 

s 

6601290010* 

60-327 

s 

6801290018* 

50-327 

s 

8601290023’ 

50-327 

s 

6601290161 

50-259 

p 

8801290184’ 

50-269 

p 

8801060469* 

CONTRACT 


6B01070361’ 

WASTE RES 


8601070374* 

WASTE RES 


8801070366* 

WASTE RES 


6801260365* 

50-322 

G 

9801040091 

60-445 

Q 

8601260429* 

CONTRACT 


8801070266 

WASTE MOr 


8601130193* 

60-020 

G 

6601040576 

60-346 

s 

8801050231 

50-348 

P 

6601110247 

60-346 

F 

6801110343 

50-34B 

P 

8801110386 

50-346 

F 

8801110395* 

60-348 

F 

6601110402* 

60.346 

F 

6801110470 

50-346 

F 

6801110486 

60-346 

V 

8801120010 

60-346 

P 

8801120036 

60-346 

8 

8601120398 

60-346 

F 

8801130201 

SO-346 

P 

6601130205* 

60-346 

P 

6601130207* 

50-346 

P 

6801160234 

60-346 

P 

8801160237* 

60-348 

P 

6601150240* 

60-346 

P 

6601200144 

60-345 

V 

BB01200167 

60-346 

P 

6801200443 

60-346 

R 

6801260546 

60-346 

P 

6601260547* 

60-346 

P 

8801250550* 

50-346 

P 

6601270271 

SQ-346 

P 

6601270418 

60-346 

P 

8801270440* 

60-346 

P 

6601270443* 

50-346 

P 

6801040126 

XPORTLIC 


6601040292 

XPORTLIC 


8801040537 

70-1426 


6601140232 

XPORTLIC 


8801040065 

50-445 

G 

8801190239 

60-424 

P 

8601200051 

FOIA 


8601040068 

60-322 

0 

6801 040 122 

50-322 

0 

6601200273 

50-322 

Q 

6601210161 

50-322 

G 

8801260322* 

50-322 

G 

6601270334 

60-322 

0 

6601070419 

27-48 


6801 070431 

27-48 


6601070455 

PR 


6801080054 

27-46 


8601110007 

27-48 


6801200291* 

60-224 

P 

6601200293* 

60-224 

P 

6601280009 

27-48 
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AUTHOR AFFILIATION 


iinCO Minerata Corp. (suba of Union 
fevJaCorp ) 

ICO As&oclatos 
icoCkicirle Co. 


Njclaar Corp. (subs, of UNC 
ewjrca». Inc.) 
rirw<Ti Rasourcos, Ino. 


emool Yankso Nudoar Power Corp. 


Power (Virginia Eleotrlo & Powe 

«l 


Aginla, Comrronwealth of 
'•'rglnla, Univ. of, Cbarloltesville, VA 


A«sNr*gien Public Power Supply System 


Washit>gtor». Slalo o( 


ACCESSION SUBJECT 

NUMBER CATEOOBY 


8801070401 

40-8661 


8801130259 

40-299 


8801260173 

60-220 

P 

8712290014 

50-483 

S 

8712310034 

50-483 

s 

8601120029 

50-483 

F 

6801130243 

50-483 

F 

6801130297 

60-483 

P 

8801190076 

50-463 

R 

8801210201 

50-483 

F 

8801130132 

40-6913 


8801080024 

403766 


8801080026* 

40-8786 


8712210142 

50-271 

Q 

6801050276 

50-271 

Q 

8801050340 

50-271 

P 

8801070354 

50-271 

0 

8801070388* 

60-271 

0 

8801110248 

50-271 

P 

8801120360 

50-271 

F 

88012QQ13S 

60-271 

0 

8801260561 

50-271 

P 

8712290119 

50-260 

S 


8712310313 60-280 S 
8712310232 60-260 S 
8801060296 60-260 P 
8801110268 60-260 F 


8801110266 60-280 F 
8801110278 60-338 O 
8801110327 60-280 Y 
8801110327 60-280 Y 
8801120190 60-260 S 


8601120267 60-260 

8801120430 60-280 

8801140002 60-280 

8801190092 60-280 

8601 190278 60-338 


S 

s 

o 

$ 

p 


8801190284* 

6601200280 

8601200432 

8601210216 

8601280212 


S0036 

60-260 

50-336 

60-260 

50-339 


P 

P 

f 

0 

$ 


880 1 260360 
8601260421 
8801270032 
6801280177 
8601280402 


60-338 

50038 

60-339 

60-336 

60-280 


0 

s 

s 

8 

F 


8801280423' 

8801280442* 

8801260442* 

8801280503’ 

8801260503* 


60-280 
60-260 
50 280 
50-280 
60-280 


F 

F 

F 

F 

F 


8801280206' 
8801130309 
8601 130374 
8801130378' 
8801130383 


CONTRACT 

50-62 

50-396 

60-398 

50-396 


P 

P 

P 

P 


8801140026 

8801140031* 

8712300103 

8801040629 

8801040534 


50-52 

50-62 

50-397 

50-397 

50-397 


P 

P 

S 

R 

P 


8801040541* 

8601060126 

8801060215 

8BOI07014S 

8801070161 


50-397 

PR 

50-397 

50-397 

50-480 


P 

F 

P 

O 


8801070333 

8601110218* 

8801120270 

8801120344 

8801130093 


50-397 

50-397 

50-397 

50J)97 

50097 


O 

8 

P 

O 


8801130208 

8601130212 

8801130217* 

8801130304 

8801130317 


50-397 

50-397 

50397 

50J)97 

50397 


8801150042 

8801200325 

8801220161 

8801260448 

8801270068 


50397 

60397 

50397 

50397 

50397 


P 

P 

P 

F 

P 

O 

S 

S 

P 

F 


8801270116 

8601270293 

8601110005 

8801270670 


50397 
60-397 
WASTE MOT 
60397 


O 

Q 

P 


author affuatioh 

ACCmiON 

SU8JCCT 


NUtlSCR 

CAnOOAY 

Wulwwion. Uw. ol. SMtds. WA 

Wasia 5ep^ KrpKt CoiwntM. Deaf 

m'2K3'2 

50139 

PR 

SmV) County, TX 

WasteCnemCorp 

sac’taoeej 

WASTE MQT 


WASTE UQT 

Walar Frynaarbo i TacTnoiojw. ^ 
Watiem Nudear, Inc. {#A«. of Phdpo 

S8C':'tOM 

WAS^MQT 

401162 

OoP^Corp) 

WC*7-53« 

401162 

Wasbnghouaa Etecinc Cop. 

MC'MCT'S 

50601 


»sc'3ec:«5* 

5oeci 


wc’3eo«’* 

506C1 



TOPftEP 


esetssea^s* 

TOFREP 


•8C’5eC3$>* 

50443 


eec’TseiMi* 

S0443 


»C>0^«4* 

50443 


6KI'7603S4’ 

50443 


Gsc'saoaoe* 

5044] 


SK'seotoe* 

5C443 


MC'9e04’«* 

50443 


MCI 960414* 

50443 


eac>;i^04is* 

50 244 


MO’roaw* 

60244 


MCitac'Ti* 

50295 


M0'*40-62* 

90295 


ne*ii6*s2* 

5095 


M0i1<CS91 

JPCHTUC 


M0*«ie*»** 

504M 


MCiiK'M’ 

504M 



TOPREP 


nciiseaos’ 

rOPREP 


e60'-iC25« 

T0Pfl£P 


noi'ScsM* 

504M 



TOPREP 


M01*»^ 

TOPREP 


M0i'tt2»4‘ 

504M 


Moiienco’ 

TOPREP 


eaciiMio* 

90496 


eaciisco'O* 

90496 



6861 »W 6* 
M0'it09'6* 
Mdi509»»* 
eeoT’jeaoa* 

904M 

90466 

TOPfttP 

SO301 

P 

P 

P 


990119096* 
9»i3oosr 
9aci200a« 
960<»04C«* 
sec* 26005 

90001 

90244 

T0«4EP 

'Xtw 

70-1191 

P 

P 

Wwton Gaephyaiw 

9901 rw’e 

99o-r'X«r 

90011*9046 

9M1119C21' 

9601213IW 

90801 

60601 

WASTE MOT 
CONTRACT 
90440 

A 

A 

R 

WMroCorp. 

wtaniMtCprp 

Wtiaro 6 Aaaedawa 

99C1I9&SM* 
990i2’W33 
9601 1 *9192 

eeci*i®*9 

60316 

40 7496 
WASTE RES 
WASTE RES 
WASTE RES 

P 


92i2Me043 

671^000 

9BOi5J04St 

99et;?0(M 

60301 

60266 

S0266 

90266 

60266 

$ 

S 

P 

P 

P 


9901 

900112^^ 

£9^12^37 

90266 

90266 

M-266 

60266 

90266 

P 

F 

P 

P 

P 


gaciiaswr* 

9901 

990i'’<i>l34i 

ogeiiSSSM 

90266 

50286 

90266 

60268 

60266 

P 

P 

P 

R 

0 


0877*^ 

I9I@^ 

^1960*3 

90266 

SO301 

90266 

60266 

50266 

0 

P 

0 

0 

J 


880T«O^ 

BI012S84M 

9904360^* 

giesjesaisr 

^416^26 

90266 

90266 

60266 

90266 

60266 

p 

p 

p 

p 

s 

^^^P^S-vbaCorp. 

(9011^)866 

90266 

90309 

90309 

90306 

s 

p 

0 

p 


O OOOOO 
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AUTHOR APFILIATIOM 


Wisconsin, Univ. of. Macfison, Wl 
Wolf CroeK Nuclear Operating Corp 


Worcester PoMechnic Institute, 
Worcester, MA 

Worsham, Fors/Ihe, Sampeis & Woolrldfle 
{(ormerl/ Worsham. Forsythe & Sampeis) 


ACCESSiON SUBJECT 
NUMBER CATEGORY 


6601130095 

50305 

R 

6601280147 

80-305 

S 

6601270480 

ACRS 


8712200099 

50 482 

s 

8712290139 

50 462 

s 

8712310210 

50462 

s 

8712310215 

50-462 

s 

6801050302 

50-482 

p 

8601110331 

50-482 

o 

8601 120245 

50-482 

p 

8801140353 

50-462 

s 

6601150165 

50-482 

F 

8601190100 

50-482 

s 

6801190211’ 

50-482 

p 

8801190301 

50-482 

o 

8601190311' 

60-482 

o 

8801190322 

50-462 

o 

0601200371 

50-482 

F 

8601220209 

50-482 

R 

8801220530 

60-462 

s 

8601270006 

50-482 

F 

8601270008' 

60-482 

F 

8801120331 

50-194 

n 

6601130023 

50-445 

o 

6601200221 

50-446 

Q 

6601200230 

50-445 

G 

6801200230 

60-445 

G 

8801200266 

50-445 

G 

6601210143 

50-445 

G 

8801210143 

50-446 

G 

8601250319 

50-445 

Q 


AUTHOR AFFILIATiON 
Wyoming, Stale of 
Yankee Afomic Eloclhc Co. 


ACCESSION SJSJECT 
NUMBER CATEGORY 


6801110062 

40-8502 

6601110069 

40 8783 

8601110079 

40-299 

6801040469 

PR 

8801050461 

50-29 

8801060487 

50-29 

8801060337* 

60 443 

8801060370’ 

50-443 

B601070169 

50-29 

8801070174' 

5029 

6801110314 

50-29 

8601130264 

50-29 

6801130454' 

50-29 

8801140036 

50-29 

6801140039' 

50-29 

6801 150167 

60-20 

8801150196 

5029 

6601200056 

60-29 

8601210121 

50-29 

8801210326* 

50-29 

6601220033 

60-29 

8601260511 

50-29 

8801260511 

50-29 

6801260511 

50-29 

6601260536' 

50-29 

6801260536* 

50-29 

6801260538' 

60-29 

8601270025 

50-29 

6601270066 

50-29 

6801270117 

60-29 

8601270340* 

60-29 

6801270563' 

50-29 

8601270567 

60-29 

6801280347 

50-29 


REPORT NUMBER INDEX 


The subject category column in this index gives the 
docket number and the symboi for the category of 
Information within that docket; for example, 50-233 P. 
The docket subject categories are defined in Appen- 
dix A. 

Subject categories for nondocketed items are also 
entered in this column by symbol; for example, 
ACRS. 


These categories are defined In Appendix B and 
listed in the Contents. An asterisk following the ac- 
cession number in this Index indicates that the docu- 
ment is an enclosure to another document. To 
obtain the accession number of the principal docu- 
ment under which the enclosure is listed, refer to the 
index entitled “Cross Reference of Enclosures to 
Principal Documents.” 


RCPORr NUMBER 

ACCESSION SUB- 

OTHER REPORT 

REPORT NUMBER 

ACCESSION SUB- 


OTHER REPORT 


NUMBER 

JECT 

NUMBER 


NUMBER 

JECT 


NUMBER 



CATE- 




CATE- 





QORY 




QORY 



a?-tcwatf63fl03 

8601110395* 

60-346 

F 1466 

NURea-1002 SOS 

8801110217 

50-456 

E 


C«-27I64 ROt 

8801120188 

PROJ 

28776 

NUREQ-12&OR01 

8601110242 

NUREQ 



1-64 <t2t 

8801210079* 

60-269 

P 

NUREQ-1250 

8801080431 

NUREQ 




8801210105* 

FOIA 


NUREQI27SV02 

8601070069 

NUREQ 



l<B4-02l 

8801210115* 

FOIA 


NUREO/CR-2000 VOeNI 1 

6801110221 

NUREQ 


ORNL/NSIC-200 

II 

8801070361* 

WASTE RES 


NUREO/Cft-3405 

6601070265 

NUREQ 


SAN083-0329 

13 

8001070374* 

WASTE RES 


NUREO/CR-44CI5 

8801070031 

NUREQ 


BNL-NUREG-51631 

13d 

8801270046* 

50-267 

P 

NUn£07CR-4e67 VOS 

8801070270 

NUREQ 


ANL-87-37 

14 

8801070386* 

WASTE RES 


NUnEQ/CR-474n V02 N1 

8801110207 

NUREQ 


ANL-87-46 

l4d5035AVl 

8801070072* 

60-312 

S 

NUREQ/CR-4855 

88010/0052 

NUREQ 


SAND87-e203 

U&50 35-AV2 

8801070109* 

60-312 

s 

NUREQ7CR-5041 VOl 

0801070150 

NUREQ 



U6S0.35-AV3 

8801070121* 

50-312 

s enpT Moo 2 o 

NUREQ/CR-&04e 

0801250223 

60-271 

P 

PNL-5389 

4l6^20d-HK1 

6801140298* 

60-293 

p 

NUREQ/CR-5080 

8801110206 

NUREQ 


AAEC/C49 

47-» 153/43 13 

8801120327* 

TOPREP 


NUfl£O/CR-5083 

BBOisrosoa 

NUREQ 


MEA-2268 

e/-033n 

8801200293* 

60-224 

p 

OnNUNRC/lTR-eMO 

8801200066 

RES 



«7-04o>n 

8801200291* 

60-224 

p 

OHNI./NnC/LTR.B7/12 

8801190166* 

60-327 

0 


B7C7I 21 R02 

8801200261* 

60-341 

0 

PCCOAPD ROSA 

8801200349* 

TOPREP 



a/C/{'22R0i 

8801200266* 

50-341 

0 

PLNF-87-007 

07I23>C'!51' 

60-385 

P 


B/Cn-23 R02 

6801200250* 

60-341 

0 

PNL-3e32 

8801070447* 

WASTE MOT 


UC-70 

B/C71-24R02 

8801200267* 

60-341 

Q 

PNL-S3d7 

8601070355 

WASTE MOT 


UC-II 

Ai4P*tARI0 

8601130291* 

TOPREP 


0-1 84-021 

8801210102’ 

FOIA 



ANP-«M2S R01 

8712310166* 

60-366 

P 

RAE -6721-1 

80OIO7O245* 

40-8902 



ANP-aM28 R01 

6712310168* 

60-368 

P 

RHO-nE-8T-l2P 

8801070466* 

WASTE MOT 



CeN-203NR R01-NP-A 

6801060283* 

TOPREP 


RHO-ST-38 

6801070436* 

WASTE MOT 



CeN-203NPS0INPARt 

8801060320* 

TOPREP 


RHaST-42 

8801070433* 

WASTE MOT 


UC-70 

CEN 203-NP S02NPAR1 

8801060331* 

TOPREP 


SO-ewi-AR-031 RO 

8801070537’ 

WASTE MOT 



CEN-330NP.A 

6801260594* 

TOPREP 


SO-ewi-OP-OSl R02 

8801070491* 

WASTE MOT 



CeN-d53 (P) 

6801290202* 

60-335 

P 

SO-SWl-TI-313 ROO 

8801070396' 

WASTE MOT 



eOQEAd9/9 

6611030467* 

60-277 

F TAC 61117 

SECy-63-261 

6801290155’ 

FOIA 



rQQ-NTA74ig R0i 

8712040169* 

60-296 

P 

86CY.86046 

8801200346 

SECY 



EOG NTA-7911 

8801270490* 

60 462 

P 

SECY.67.314 

8801130350 

SECY 



ERCa71030 

8801190305* 

60 368 

V 

SECY-88-01 1 

8801290160 

60-328 

P 


6RCa71417 

6801190299* 

60-366 

V 

SME-MET-87.043 

8801290010* 

50-327 

s 


6RPT M 0067 

8801070218* 

60-312 

Q 

SME-MET-87-084 

8801200018* 

60-327 

s 


FAAA-PAR-57 02-11 

8801070135* 

50-312 

S ERPT M0021 

TGR-C5287-492 VOt 

8801210262’ 

60-269 

P 

TAC 42513 

laOTRISO R01 

8801110268 

60-346 

F 

VRS-002 R02 

8801080063' 

WASTE MOT 



NMPC-QAlR.t R03 

8601220168* 

50-220 

P 

WCAP 11624 AADD0IR2A 

8801060276’ 

TOPREP 



NURea-oojovii nii 

8801110233 

NUREQ 


W(»P-11667 

8801190326* 

60-301 

p 


NUREO-0090V10 NOS 

8801070276 

NUREQ 


WCAP-1 1870 

8801140162* 

50-295 

p 

SG-87-124)16 

NURca-ojse ooa ro? 

8801260122 

NUREQ 


WCAP-lie78 

8801070056* 

50-244 

p 


NUflEQ-0540 vog N10 

8801110224 

NUREQ 


WCAP-1 1663 

8801150310* 

50498 

p 


NUREQ-0760 V2& NOS 

6801260244 

NUREQ 


WCAP-1 1702 

8801150193* 

50-498 

p 


NUnCO-0&37 V07 N03 

6801110268 

NUREQ 


WCAP-117t1 

8801160316* 

50-498 

p 


NUREQ-055S SOS 

8601060284 

60-470 

£ 

WHC-£P-00«9-t 803 

6801110048 

WASTE MQT 



NUREQ-0940 V06 NOS 

8601110274 

NUREQ 


XN-NF.67-43 flOO 

8801270017* 

50-335 

p 
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CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENT 


Item listed as enclosures are those indicated bv an 
asterisk following the accession number In the index- 
es. The second coiumn gives the accession number 
of he prlnclpai document under which the enclosure 
(s Knowing the accession number of the prin- 
cipal document, the date issued.and the cateqorv en- 
ables locating the title listing of the enclosure! 

The subject category column In this index gives the 
docket number and the symbol for the category of 
information within that docket; for example 50-320P 
The docket subject categories are defined in Appen- 
dix A. 


categories for nondocketed items are 

A/-DO -rlP symbol; 

AUHb. These categories are defined 
and listed in the Contents 


for example, 
1 Appendix B 


Subject 

entered 


ACCESSION NUMBER 


ENCLOSURE PRINCIPAL 

DOCUMENT 


9S03I60370 

J304M030S 

»050eOI3Q 

J3I1H006S 

M03&&02S4 
MD3IS0tl7 
M04I10320 
M04I70S34 
1409070271 
1410100012 
1410120121 
M10230S1 1 
k4l20S0217 
1502060010 
1602060013 
1502060016 
I50SOI0204 
1506210066 
«)7030046 
IS07240I96 
606070143 
610260606 
511070480 
61 1 100206 
601020488 
601020628 
801140661 
801240387 
801310180 
802030451 
802160673 
803030188 
603060368 
604150629 
605160161 
609100176 
606280142 
607060666 
607180020 
607220330 
606160210 
606200462 
610070168 
611030467 
111040020 
111170042 
112040318 
112060547 
112090030 
‘12090067 
M2I00113 
M 2230330 
02270289 
03100050 
03190487 
03260578 
04080019 
04080295 


6801070356 
8601140064 
8601260394 
6801260364 
8801200231 
6601200231 
6601250394 
6601200231 
800 1200 182 
6801200231 
6801200231 
6801200231 
6601210184 
8801200231 
8801080289 
8601200231 
6601200231 
6801200231 
6601070006 
6712300086 
8801210194 
8601280278 
8601260276 
8801200231 
6801200231 
6901200231 
3301200231 
6601200231 
6801200231 
6801200231 
8601200231 
6801200231 
8601200079 
6601200079 
6601210202 
8801200231 
8601130366 
6601200231 
6712020008 
8801200231 
6712020006 
6712020006 
6601200231 
6801200231 
6601200231 
8801260066 
6801200231 
6601200231 
6601210164 
6601200231 
6601200231 
8601200231 
8601200231 
6601200231 
6601220134 
6712020006 
6601110534 
8801200231 
8801200231 
8601200231 


DATE 

SUBJECT 

ISSUED 

CATEGORY 

aS/02/28 

WASTE MGT 


80/01/11 

FOIA 


88/01/16 

60-208 

H 

88/01/16 

50-208 

H 

86/01/12 

60-327 

P 

88/01/12 

50-327 

P 

88/01/15 

60-206 

H 

88/01/12 

60-369 

V 

88/01/08 

60-219 

P 

88/01/12 

60-369 

P 

88/01/12 

FOIA 


88/01/12 

FOIA 


88/01/19 

FOIA 


88/01/12 

KM 


87/12/31 

60-293 

P 

88/01/12 

60-269 

P 

86/01/12 

FOIA 


86/01/12 

FOIA 


87/12/31 

FOIA 


87/12/24 

FOIA 


86/01/19 

FOIA 


86/01/22 

80-327 

P 

86/01/22 

60-269 

0 

66/01/12 

60-254 

V 

86/01/12 

60-336 

V 

86/01/12 

FOIA 


33/01/12 

FOIA 


86/01/12 

60-10 

p 

88/01/12 

50-272 

p 

86/01/12 

60-395 

p 

88/01/12 

60-10 

V 

88/01/12 

60-206 

V 

88/01/14 

50-269 

R 

88/01/14 

FOIA 


88/01/19 

FOIA 


86/01/12 

50-10 

V 

86/01/11 

50-293 

P 

88/01/12 

60-260 

V 

87/11/26 

60-320 

p 

86/01/12 

60-250 

p 

87/11/26 

50-320 

p 

87/11/26 

71-9200 


86/01/12 

60-272 

V 

86/01/12 

60-309 

V 

86/01/12 

60-206 

V 

86/01/16 

60-277 

f 

86/01/12 

60-272 

V 

88/01/12 

60-302 

V 

68/01/19 

60-267 

p 

86/01/12 

60-171 

p 

88/01/12 

60-171 

p 

M/D1/12 

60-10 

V 

68/01/12 

60-313 

V 

88/01/12 

60-302 

p 

88/01/19 

FOIA 


87/11/26 

71-9044 


88/01/07 

FOIA 


88/01/12 

60-244 

V 

86/01/12 

60-269 

p 

86/01/12 

60-397 

V 


ACCESSION NUMBER 

ENCLOSURE PRINCIPAL 

DOCUMENT 


6706040254 

8601220109 

6706100293 

6601290052 

6706150115 

6601260351 

6707200576 

6601050237 

8707220279 

6712300066 

8707220282 

6712300066 

6707220291 

6712300066 

8707240156 

6601070001 

6767240166 

6601070001 

8707250106 

6601290052 

6707260121 

6601290052 

6707250131 

6601290052 

6706040066 

6601290190 

$703100147 

8601260951 

8706200109 

6601070001 

6709010052 

6601200231 

8709020420 

6801270222 

6710260408 

6601280351 

8711020491 

8601200231 

8711100420 

6601140069 

871 1100506 

6601140069 

9711110014 

6601140069 

671113035$ 

6712300066 

8711130370 

6712300086 

8711170134 

6801060442 

6712030207 

6801110534 

6712040169 

6801250294 

6712210023 

8712210018 

0712210038 

6712210019 

6712230271 

8712230265 

6712230275 

6712230265 

8712200093 

8712280112 

8712280I54 

87I22801I2 

8712280218 

6601040340 

8712280298 

6601190246 

0712290110 

8712290104 

0712290317 

6712290309 

8712290322 

6712290312 

8712290340 

6712290337 

0712200348 

6712290337 

8712290360 

6712290363 

8712200359 

6712290351 

8712290391 

6712290381 

8712200395 

6712290361 

8712300012 

6712300009 

3712300045 

6712900049 

8712300055 

6712300050 

8712300072 

6712300065 

8712300081 

6712300074 

8712300087 

6712300077 

8712300089 

8712300065 

8712300092 

6712300077 

8712300100 

8712300096 

B7I2300I09 

6712300106 

8712900117 

6712300113 

8712300119 

6712300113 

8712300127 

6712300126 

8712310007 

8712310005 

8712310011 

6712310006 

87I29IOOI7 

6712310013 


DATE 

ISSUED 


SUBJECT 

CATEGORY 


88/01/20 
88/01/26 
88/01/26 
87/12/30 
87/12/24 
87/12/24 
87/12/24 
87/12/30 
67/12/30 
66/01/26 
86/01/26 
66/01/28 
66/01/21 
88/01/26 
67/12/30 
66/01/12 
66 / 01/22 
66/01/26 
66/01/12 
66/01/1 > 
66/01/11 
66/01/11 
67/12/24 
67/12/24 
67/12/31 
66/01/07 
66/01/13 
67/12/10 
67/12/10 
67/12/1? 
67/12/17 
67/12/18 
67/12/15 
67/12/15 
66/01/05 
67/12/16 
67/12/22 
67/12/16 
67/12/17 
87/12/17 
87/12/17 
87/12/18 
87/12/10 
87/12/10 
87/12/16 
87/12/17 
87/12/22 
87/12/21 
87/12/22 
87/12/23 
87/12/22 
87/12/23 
87/12/22 
87/12/24 
67/12/21 
87/12/21 
67/12/21 
87/12/23 
e7/f^/^3 
67/12/24 


50-327 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

fOW 

U 

50-293 

P 

80-293 

FOIA 

P 

60-322 

FOIA 

P 

60G 

FOIA 

F 

68293 

P 

60-269 

ACRS 

FOIA 

V 

60-269 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOU 

P 

50-443 

F 

60-296 

P 

50-317 

0 

50309 

0 

50-498 

0 

60496 

0 

60-250 

R 

50350 

R 

50369 

R 

60312 

70-1100 

P 

50293 

O 

60458 

0 

60244 

Q 

60244 

Q 

50333 

0 

60-271 

Q 

50440 

O 

50440 

Q 

60-219 

0 

80277 

Q 

60-334 

Q 

50482 

0 

50369 

P 

50368 

P 

50335 

P 

50-388 

P 

60-254 

P 

50-206 

P 

60-286 

P 

60-268 

P 

50321 

P 

60-237 

0 

50-277 

V 

50367 

0 


273 





274 CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

8719310025 

8712310018 

87712723 

60-155 

O 

6712310030 

8712310027 

67/12/23 

50-263 

0 

671231003S 

8712310032 

67/12726 

50-461 

0 

8712310047 

8712310094 

87/12/23 

50022 

s 

9712310059 

8712310057 

87/12/24 

40-&027 


8712310081 

8712310058 

87/12/23 

50^96 

0 

8712310071 

8712310068 

87/12/23 

50-266 

Q 

8712310097 

8712310094 

87/12/23 

50-322 

S 

6712310145 

8712310143 

87712723 

50-368 

P 

8712310151 

8712310143 

87/12/23 

50-388 

P 

8712310156 

8712310143 

87/12/23 

50-368 

P 

6712310159 

87I23I0U3 

87/12/23 

50386 

P 

8712310166 

8712310183 

87/12/18 

50-262 

P 

8712310169 

8712310183 

87/12/18 

50-262 

P 

8712310177 

8712310174 

87/12/23 

50-496 

o 

8712310181 

8712310179 

87/12/23 

50-490 

0 

8712310191 

8712310186 

87/12/16 

50-275 

0 

8712310197 

8712310193 

87/12/15 

50-275 

o 

8712310205 

6712310202 

87/12/17 

50-344 

o 

8712310207 

6712310202 

87/12/17 

50-344 

0 

8712310209 

8712310202 

87/12/17 

50-344 

0 

8712310214 

8712310212 

87/12/16 

50-312 

Q 

8712310218 

8712310143 

67/12/23 

50-388 

P 

8712310236 

8712310233 

67/12/17 

50-312 

0 

8712310282 

8601130060 

88/01705 

50-266 

f 

8801040002 

6801040001 

87/12717 

50-315 

p 

8601040004 

6601040001 

87/12/17 

60-315 

p 

8601040015 

6801040011 

87/12/21 

50-321 

p 

8801040016 

6801040014 

87/12/21 

50 446 

0 

8801040019 

8881040011 

87/12/21 

50-321 

p 

6801040020 

6601040013 

87/12/23 

50 277 

H 

8801040038 

8601040034 

87/12/17 

50-31$ 

P 

8801040039 

6801040013 

87/12/23 

60-277 

H 

8801040041 

6601040013 

87/12/23 

60277 

H 

6601040042 

6601040022 

87/12/21 

50-362 

P 

6601040044 

8801040022 

87/12/21 

50-362 

P 

6601040050 

8601040022 

87/12/21 

50462 

P 

8801040051 

8801040032 

87/12/21 

50-392 

P 

8801040075 

8801040072 

67/12/28 

50-237 

0 

8801040089 

8601040063 

87/12/29 

50-346 

0 

8801040110 

6801040101 

87/12/28 

60-327 

P 

8601040116 

8801040118 

87/12/23 

S<M24 

0 

8801040US 

8801040136 

87/12/17 

60-259 

V 

6801040181 

8801040161 

87/12/28 

S0469 

0 

8801040185 

8601040161 

87/12/28 

50 369 

0 

8801040199 

8901040194 

87/12/28 

50 290 

Q 

8801040214 

8901040207 

87/12/24 

50-395 

0 

6801040250 

6601040239 

87/12/16 

50-445 

0 

8801040253 

8601040245 

87/12/24 

50-247 

p 

8801040255 

8601040237 

87/12/24 

50-250 

0 

8601040256 

8901040239 

87/12/16 

50-445 

Q 

8801040267 

8601040239 

87/12/18 

50-445 

0 

8801040301 

6801040296 

87/12/24 

50-397 

P 

8601040342 

8901040340 

87/12/15 

60-369 

R 

8801040364 

8601040359 

87/12/30 

60-271 

P 

6801040366 

6801040359 

87/12/30 

50-271 

P 

6601040379 

6801040374 

87/12/30 

71-6406 


8601040396 

8801040391 

87/12/30 

71-9081 


6601040496 

8801040491 

87/12/26 

50-320 

V 

8601040509 

8801040296 

87/12/24 

50-397 

P 

8601040512 

8801040496 

87/12/23 

50-413 

P 

8601040521 

8801040814 

87/12/30 

71-8939 


8601040541 

8801040526 

87/12/29 

50497 

P 

8801040576 

8601040563 

87/12/29 

50-265 

P 

8801050004 

8801050002 

87/12/23 

50436 

P 

8601050010 

6801050005 

87/12/28 

50-443 

P 

8801050015 

8801050012 

87/12/28 

50-336 

P 

8601050054 

6801050042 

87/12/24 

50-498 

P 

8801050055 

8801050048 

87/12/30 

71-9763 


6801050077 

8801050073 

87/12/22 

50-296 

P 

8801050083 

6801050073 

87/12/22 

50-296 

P 

8801050091 

8601050081 

87/12/29 

50-321 

P 

6801050106 

8801040279 

87/12/23 

60-443 

T 

8801050106 

8801050081 

87/12/29 

50421 

p 

6801050109 

8801050093 

67/12/22 

60-395 

p 

8801050144 

8801050116 

67/12/30 

5(M00 

p 

6801050180 

6801050160 

87/12/23 

50-218 

F 

8801050196 

8801050180 

87/12/31 

50-260 

Q 

8801050201 

8801060189 

87/12/16 

50-245 

p 

8801050209 

8801050205 

67/12/30 

71-9206 


8801050221 

8801060180 

87/12/31 

50-260 

Q 

8801050257 

8601050244 

67/12/30 

71-9791 


8801050258 

6601050647 

87/12/30 

71-9216 


8801050265 

6601050254 

87/12/30 

CONTRACT 


8801050291 

6601050262 

87/12/30 

71-6441 


88010S0292 

8801(»0283 

87/12/30 

50-293 

p 

8601050310 

8601050305 

87/12/30 

714786 



ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEOORl 

6601050314 

6601050303 

87/12/22 

60-382 

88010S041B 

8601050413 

87/12/23 

60 277 

6601050441 

6601050429 

87/12/30 

60-443 

8601050451 

8001050407 

67/12/31 

60-302 

8601050474 

88010S0469 

87/12/23 

50-247 

6601050476 

OS01050469 

87/12/22 

60-237 

880IOS0509 

86010S049B 

87/12/20 

50-412 

6601050529 

8801050520 

87/12/24 

60-293 

8601050564 

8801060576 

87/12/30 

50-321 

8801050660 

6601050057 

87/12/29 

50-269 

88010S0668 

6601050664 

87/12/29 

60-271 

6801050871 

680(050604 

67/12/29 

80-271 

8801060015 

SS01060010 

87/12/30 

50-440 

8801060053 

6801060044 

87/12/31 

60-3(5 

6601060073 

6801060061 

87/12/22 

60-443 

6601060084 

8601060055 

87/12/29 

60-313 

6801090091 

B0010600B5 

67/12/21 

60-312 

6601060094 

6601060090 

07/12/30 

59-313 

86011^95 

0801060089 

87/12/23 

60-464 

86011^103 

0801060090 

07/12/30 

60-461 

6801080107 

6801060006 

07/12/30 

50-461 

880I0001Q8 

8801060104 

67/12/31 

60-456 

6601060116 

6801070062 

87/12/30 

60-307 

6801060119 

8601060110 

87/12/30 

71-9110 

6801060134 

0001060117 

67/12/26 

60-244 

6601060136 

6801060129 

87/12/20 

60-440 

8801060140 

8601060129 

87/12/20 

60-440 

88010^163 

8601060117 

87/12/26 

50-244 

6801060173 

8601060164 

07/12/20 

60-254 

8601060174 

8601060162 

87/12/31 

60-302 

6601060161 

6601060177 

87/12/29 

50-255 

8601060164 

8601060177 

67/12/20 

60-2SS 

6601060211 

0601060200 

07/12/21 

60-409 

6601060230 

6801060221 

67/12/30 

60-250 

0601060245 

6001060239 

87/12/17 

60-601 

6801060251 

6601060239 

87/12/17 

60 601 

88010^276 

8601060266 

87/12/00 

TOPREP 

6601060270 

6001060269 

67/12/31 

60-293 

6601060263 

8601060261 

67/12/18 

TOPREP 

6601060268 

6601060269 

87/12/0I 

60293 

8801080294 

6601060269 

87/12/31 

60-293 

6801060300 

8601060296 

87/12/31 

60-449 

8601060304 

8601060296 

Q7/12/31 

60-443 

6601060305 

6801060291 

88/01/04 

60-443 

8601060314 

6601060296 

87/12/31 

60-443 

8801069316 

680)060316 

97/12/23 

60-416 

8601060320 

8601060261 

67/12/10 

TOPREP 

6601060322 

6801060269 

67/12/31 

60-203 

6601060331 

8601060261 

87/12/18 

TOPREP 

6601060337 

6801060291 

66/01/04 

60-449 

6601060346 

6801060291 

86/01/04 

60-443 

8601060351 

6601060291 

86/01/04 

60-443 

6601060353 

6601060291 

68/01/04 

60-443 

6601060364 

6601060291 

66/01/04 

60-449 

68011:^370 

6801060291 

66/01/04 

60 443 

6601060406 

8601060261 

88/01/04 

60-443 

6601(^414 

6601060291 

86/01/04 

50-443 

8801060421 

6601060413 

67/11/27 

WASTE MGT 

8801060425 

6601060413 

87/11/27 

WASTE MQT 

8801060460 

8601060442 

87/12/31 

FOIA 

6601060464 

6601060442 

87/12/31 

FOfA 

8601060469 

6601060442 

67/12/31 

FOIA 

8601060473 

8601060442 

87/12/31 

FOIA 

8601060477 

6801090442 

87/12/31 

FOIA 

6801060464 

6801060471 

87/11/25 

40-8686 

6801060469 

6801090476 

07/12/31 

CONTRACT 

8601060490 

6601090466 

67/12/30 

80-382 

6601060493 

8601060463 

87/12/23 

60-409 

8601060494 

6601060269 

87/12/31 

60-293 

8901060496 

6601060466 

07/12/30 

60-382 

^01060498 

6801060471 

87/11/26 

40-6066 

6801060609 

6601060500 

87/12/30 

50-456 

6801060540 

6801060535 

07/12/04 

406911 

6801^544 

8601060636 

07/12/04 

40-8911 

8801070009 

8801070006 

87/12/31 

FOIA 

6801070032 

8801070024 

87/11/27 

40-8714 

8801070046 

8801070036 

87/12/24 

50-244 

8601070056 

8001070036 

87/12/24 

60-244 

6861070071 

6001070061 

07/11/18 

40-8766 

6601070072 

8601070064 

67/12/28 

60-312 

8601070077 

80O1O7CW7O 

87/12/28 

60-316 

6601070081 

8001070076 

87/12/14 

40-6659 

6801070104 

8801070076 

87/12/11 

40-6622 

8801070105 

8801070096 

07/12/31 

60-302 

8W1070106 

8801070102 

87/12/30 

60-206 

6601070109 

8601070064 

07/12/29 

60-312 

88010roi21 

8601070064 

87/12/29 

60-312 


COWO^ OCI> *0-0 O OtiOO fioooonoo -n OOODO'O'B 


0^0125 

6601070112 

87 / 11/27 

40'8029 

6801000037 

6901080035 

88 / 01/05 

71-044 

070130 

6601070126 

07 / 12/20 

60 402 a 

8801060038 

^01070410 

87 / 12/31 

50-446 

070135 

6601070064 

07 / 12/20 

60312 S 

8001080040 

0801070410 

87 / 12/31 

60-445 

070137 

6601070112 

87 / 11/27 

40-0020 

8001080042 

0001070410 

07 / 12/31 

60-445 

070142 

6801070130 

87 / 11/10 

400502 

0001080043 

8001080041 

08 / 01/06 

71-9221 

O 70 M 7 

6 S 01070138 

07 / 11/10 

40-8502 

8801080045 

980)070416 

97 / 12/31 

59-445 

070167 

8601070153 

87 / 11/20 

400696 

8001080050 

0801000047 

87 / 11/30 

WASTE MOT 

070166 

0601070151 

07 / 12/11 

40-2260 

0 BO 1 O 8 OO 63 

6001080002 

07 / 12/31 

WASTE MQT 

070166 

6601070162 

87 / 12/20 

60-424 P 

0801060072 

0601000071 

07 / 12/10 

WASTE MGT 

070174 

6601070189 

07/12/23 

5020 P 

8601860091 

87123(0143 

07 / 12/23 

60-390 

070161 

8601070160 

07 / 12/21 

60-413 P 

6601110003 

8801110001 

87 / 08/28 

40-0905 

070162 

0601070177 

07 / 12/26 

50-316 P 

0 BO 11100 I 4 

osomooio 

87 / 12/11 

40-6622 

070184 

0901070177 

87 / 12/20 

50-316 P 

0801110018 

OBOHIOOIO 

07 / 12/11 

40-6622 

070195 

6801070163 

07 / 12/29 

50-276 11 

8801110017 

(^1070209 

67 / 12/23 

50-392 

070210 

6601070203 

06 / 01/04 

60-416 P 

0601110021 

0901110010 

68 / 01/04 

CONTRACT 

070212 

6601070203 

80 / 01/04 

50-416 P 

9601110035 

0001110020 

07 / 11/25 

40-8302 

070217 

0001070000 

07 / 12/31 

FOIA 

8801115039 

980)110033 

87 / 12/15 

59-368 

070218 

B 801070201 

07 / 12/16 

60-312 Q 

8801110042 

B 00111 D 034 

08 / 01/04 

50-492 

070223 

6601070006 

07 / 12/31 

FOIA 

8001110044 

0001110024 

07 / 11/17 

WASTE MGT 

070224 

8601070220 

07 / 12/17 

27-47 

0901 110047 

8 ») 1 I 10034 

00 / 01/04 

50-4 02 

070226 

6601070213 

67 / 12/24 

50-483 P 

0601110077 

OOOlllOOSS 

00 / 01/05 

60-498 

070233 

6601070220 

07 / 12/17 

27-47 

8801110005 

0801110055 

06 / 01/05 

S 0 - 4 SB 

070236 

6801070222 

00 / 01/04 

50-454 P 

8 B 01110100 

80)1110055 

03 / 01/05 

50-456 

070237 

0601070220 

07 / 12/17 

27-47 

0801110108 

0901110102 

07 / 11/04 

40-0904 

070240 

8001070220 

07 / 12/17 

27-47 

0001110132 

0801110126 

07 / 12/24 

SO -247 

070242 

8001070006 

67 / 12/31 

POIA 

B 801110 I 64 

0801110055 

88 / 01/05 

50-459 

070245 

6601070220 

67 / 11/10 

40 8002 

8801110157 

8801110140 

87 / 10/06 

40-8462 

070240 

8001060402 

07 / 12 /n 

402250 

8901110170 

90911)0055 

88 / 91/95 

59-459 

070249 

B 601070220 

07 / 12/17 

27-47 

8001110180 

8001060090 

07 / 12/31 

60-275 

070250 

8001070220 

87 / 11/10 

40-6002 

0801110164 

0001110055 

88 / 01/05 

60450 

07 O 2 S 1 

6001070220 

87 / 12/17 

27-47 

8801110216 

87123 (K >103 

87 / 12/21 

50-397 

370253 

6601060402 

07 / 12/11 

40-2250 

8601110230 

6001119225 

87 / 12/30 

50-302 

370257 

0601070006 

07 / 12/31 

FOIA 

0001110253 

0801110246 

87 / 12/24 

50-206 

370253 

6601070229 

67 / 11/10 

40-8002 

G 001 1 10262 

8001110255 

87 / 12/31 

50331 

370260 

8601070229 

07 / 11/10 

40-8902 

0801110265 

0601110201 

87 / 12/24 

OA 090 

170261 

0001070006 

07 / 12/31 

FOIA 

8001110271 

6001110287 

87 / 12/31 

60-282 

170272 

0601070006 

07 / 12/31 

FOIA 

8001110272 

8801110207 

87 / 12/31 

50-292 

170202 

6801070277 

07 / 12/30 

50 416 Q 

0001110284 

0001110277 

88 / 01/04 

50-331 


8001070220 

87 / 12/17 

27-47 

0691 1 10200 

9891110201 

87 / 12/30 

70-754 

770295 

6601070200 

07 / 12/23 

60-269 Q 

0001110300 

6801110200 

87 / 12/31 

60-425 

>70332 

0001070006 

07 / 12/31 

FOIA 

8001110311 

0601110301 

87 / 12/30 

60-352 

70345 

Q 601070006 

07 / 12/31 

FOIA 

8001110316 

6001110290 

00 / 01/05 

60-382 

>70360 

6601070360 

07 / 12/03 

WASrC MGT 

8001110310 

0001110310 

07 / 12/23 

50-263 

>70361 

6601070326 

87 / 00/12 

WASTE RES 

0001 1 10320 

0801110207 

07 / 12/31 

60-259 

>70363 

0601070006 

07 / 12/31 

FOIA 

B 801119321 

0801110314 

88 / 01/04 

50 - 2 B 

>70364 

6601070350 

07 / 12/03 

WASTE MQT 

0601110323 

0001110316 

07 / 12/23 


70367 

6801070352 

07 / 12/21 

60-336 P 

8001110332 

6001110330 

87 / 12/31 


70366 

6801070354 

07 / 12/30 

60-271 Q 

0001 1 10338 

6001110055 

08 / 01/05 

60456 

70374 

8601070326 

07 / 06/12 

WASTE flES 

6001110342 

0601110305 

87 / 12/30 

50-346 

70365 

860107036 S 

05 / 02/20 

WASTE Mar 

eeoi 1103-16 

9801 1(0337 

87 /( 2/31 

60-299 

70366 

6601070320 

07 / 00/12 

WASTE RES 

8001110349 

0801110305 

87 / 12/30 

50-349 

70392 

6801070309 

07 / 12/23 

60 263 P 

0001110352 

6001110300 

88 / 01/04 

50-295 

70305 

8001070365 

05 / 02/20 

WASTE MOT 

0001110361 

0001110347 

07 / 12/24 

60-312 

70403 

8601070394 

07 / 12/20 

60-334 P 

0001110367 

0801110362 

07 / 12/31 

50-335 


0001060003 

07 / 12/10 

WASTE nes 

0801110372 

0001110357 

68 / 01/04 


70400 

0801070397 

80 / 01/04 

CONTRACT 

8601110303 

0001110377 

09 / 01/05 

60-327 

70410 

0001070399 

07 / 12/16 

WASTE MQT 

090 III 0384 

0001110370 

80 / 01/00 

50-440 

70427 

0001070416 

07 / 12/23 

CONTRACT 

0001110367 

8001110374 

87 / 12/22 

50-520 

70429 

0601070410 

07 / 12/31 

60-445 A 

0001 1 10394 

0001110379 

87 / 12/31 

60-291 

70403 

8001070355 

05 / 02/20 

WASTE MQT 

8801110395 

0001110300 

88 / 01/09 

50-3 4 9 

70406 

6801070356 

65 / 02/20 

WASTE MQT 

96011(0402 

9991(19386 

99 / 91/09 

60-348 

70400 

0001070426 

07 / 12/02 

40 8913 

6001110408 

0001110373 

67 / 12/20 

50'269 

70442 

6601070418 

67 / 12/31 

60-445 A 

0601110415 

6001110373 

87 / 12/20 

60-268 

70447 

6 B 0 I 07036 S 

05 / 02/20 

WASTE MQT 

0801110418 

800 MI 0390 

87 / 12/31 

60-457 

70440 

8801070443 

06 / 01/04 

CONTRACT 

6001110424 

8601110403 

87 / 12/24 

60-99 

70472 

6801070465 

60 / 01/04 

CONTRACT 

8601110427 

0001110409 

87 / 12/23 

60-344 

70456 

8601070355 

09 / 02/20 

WASTE MQT 

8601110432 

0001110425 

87 / 12/31 

60-493 

70458 

8601070456 

87 / 07/09 

WASTE MQT 

8901110436 

9901110430 

87 / 12/31 

60-283 

70491 

0801070355 

05 / 02/20 

WASTE MQT 

0001110438 

6001110431 

68 / 01/06 

60-341 

70492 

6001070482 

00 / 01/04 

CONTRACT 

8801110452 

8001110430 

97 / 12/31 


70496 

8601070490 

68 / 01/04 

CONTRACT 

8801110454 

6801110443 

87 / 12/14 

50-245 


6801070494 

67 / 12/22 

60-10 P 

8901110490 

990 X 19474 

97 / 12/27 

60-312 


6601070466 

87 / 07/09 

WASTF. MQT 

9001110496 

0801110481 

07 / 12/30 

60-400 

: ^ 

6801070496 

87 / 12/30 

60-324 P 

9601110515 

0001110500 

87 / 12/30 

WASTE MQT 

70 S 16 

8601070466 

07 / 07/09 

WASTE MOT 

0001110516 

0001110508 

87 / 12/03 

STATE PRO 


8601070466 

07 / 07/09 

WASTE MQT 

0801110517 

0801110511 

07 / 12/28 

50-260 

70537 

0801070466 

87 / 07/09 

WASTE MOT 

9801110520 

8001110507 

88 / 01/05 

50-346 

80004 

6801060003 

07 / 12/29 

60-490 P 

8001110529 

0001110523 

67 / 12/26 

60-416 


6801080012 

88 / 01/06 

70-135 

9901110530 

8801110527 

87 / 12/20 

60-302 


6001080013 

08 / 01/05 

71-9166 

9901120002 

6001120001 

67 / 12/29 

50-324 

ffl 

8601080001 

07 / 12/03 

WASTE MQT 

6001120003 

0901120001 

97 / 12/29 

60-324 


6801060022 

88 / 01/05 

71-487 

0001120007 

0801120006 

97 / 12/29 

50-200 


8601090024 

87 / 10/22 

40-0780 

6901120024 

990 X 20023 

97 / 12/30 

60-269 

60027 

6801060025 

06 / 01/05 

71-405 

8801120046 

000 X 20026 

07 / 12/23 

60-259 

80031 

8601060030 

08 / 01/05 

71-643 

8801120004 

0801120046 

08 / 01/07 

FOIA 

80034 

8601080032 

68 / 01/05 

71-646 

8001120124 

8801120115 

88 / 01/04 

60-263 

90036 

8601060033 

88 / 01/06 

71-6814 

8801120127 

W 01120115 

80 / 01/04 

60-263 


A 

A 

A 

A 


P 


P 


P 

0 

Q 

P 

M 

P 

P 

A 

A 

Q 

P 

5 

0 

Q 

0 

Q 

0 

0 

0 

0 

0 

Q 

0 

p 

0 

0 

M 

Q 

0 

0 

0 

0 

0 

0 

p 

p 

0 

Q 

P 

P 

0 

0 

0 

V 
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0 

0 

p 

Q 

0 

p 

0 

Q 

0 

0 

0 

p 

0 

0 

Q 

Q 

0 

P 
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ACCESSION NUMBER 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGORY 


DOCUMENT 

ISSUED 

CATEGORY 

8901120141 

9901120138 

67/12/23 

50-344 

0 

880(130194 

8401120176 

83/12/30 

60-338 

8801120153 

6801120143 

60/01/04 

S0-33B 

o 

8801130200 

0401120(75 

83/12/30 

50-330 

8801120171 

6901120045 

88/01/07 

FOIA 


8901130202 

8801130195 

88/01/04 

60-282 

6801120172 

8601120143 

68/01/04 

50 338 

o 

0601130205 

6601130201 

88/01/04 

50-346 

8801120173 

8601120042 

88/01/07 

FOIA 


8601130207 

6601130201 

88/01/04 

50-346 

6801120179 

8801120189 

87/12/29 

60-346 

Q 

6601130210 

6801130089 

87/12/29 

50-27$ 

8801120186 

6801120045 

88/01/07 

FOIA 


8601130211 

6801130195 

88/01/04 

50-282 

6801120200 

8801120164 

06/01/06 

50-458 

O 

8801130217 

6801130212 

88/01/06 

60-397 

8801120210 

6601120045 

88/01/07 

FOIA 


8601130222 

8601130089 

87/12/29 

50-275 

6801120224 

6801120220 

66/01/05 

SOS73 

Q 

8601130226 

8801130216 

88/01/11 

60-496 

8801120229 

6601120215 

98/01/04 

50-360 

P 

8601130227 

8601130069 

87/12/29 

50-275 

8601120232 

6601120226 

ee/01/QS 

50-498 

S 

8801(30231 

6001130230 

88/01/11 

60-316 

8801120235 

8801120231 

87/12/31 

50-395 

P 

8601130232 

6801130089 

87/12/29 

50-276 

8601120240 

8601120226 

66/01/05 

50 498 

s 

8801130238 

8801130236 

87/12/23 

60-312 

8801120252 

8801120246 

87/12/31 

50-210 

V 

8801130239 

8801120039 

87/12/23 

CONTRACT 

8801120263 

8801120240 

67/12/30 

60 341 

0 

8801130241 

8001130086 

87/12/29 

60-276 

8801120260 

6801120249 

87/12/30 

50-341 

Q 

^1130257 

8801130089 

87/12/29 

50-275 

8801120262 

6801120265 

88/01/08 

60 354 

0 

8801130263 

8801070026 

67/12/28 

60-344 

8801120266 

6601120259 

98/01/05 

50461 

o 

8801130271 

8801130270 

87/12/24 

50-247 

8801120271 

6801120266 

67/12/26 

50-269 

0 

880113O27S 

8801130272 

87/12/23 

60-289 

8801120274 

869112028S 

87/12/28 

5iO-26a 

0 

8801130277 

8801130278 

67/12/23 

60-272 

6801120276 

6601120272 

67/12/26 

50210 

0 

0801130200 

6801130276 

87/12/18 

70-1100 

8801120288 

6601120280 

87/12/28 

60-213 

o 

8801130291 

88010701B9 

87/12/29 

70PREP 

8801120290 

6601120266 

68/01/07 

SO-288 

0 

0801130202 

8001130290 

67/12/30 

60-271 

8801120290 

6601120288 

88/01/07 

50-266 

0 

6801130298 

8801130268 

66/01/04 

50-327 

6601120301 

6601120297 

87/12/26 

50-423 

0 

0601130303 

8801130089 

87/12/29 

60-27$ 

8801120307 

6601120045 

88/01/07 

50-293 

p 

8801130308 

8801130288 

88/01/04 

60-327 

8801120317 

8601120302 

88/01/05 

50-2 

o 

0801130310 

8801130300 

87/12/30 

60-260 

8801120319 

8801120315 

67/12/28 

60-244 

o 

8801130315 

8801130288 

88/01/04 

50-327 

8801120322 

6801120320 

88/01/08 

50-287 

A 

0801130325 

8601130300 

87/12/30 

60-289 

8801120027 

6901120321 

88/01/05 

TOPREP 


8801130327 

6801130268 

88/01/04 

60-327 

8801120332 

8801120315 

87/12/26 

50-244 

Q 

8801130328 

6801130324 

87/12/30 

60-24$ 

8801120346 

6801120048 

68/01/07 

50-293 

1 

B80113D342 

6801130089 

87/12/29 

60-275 

6801120347 

6801120337 

87/12/30 

50-266 

P 

8801 130345 

6801130334 

88/01/00 

60-373 

6601120349 

6601120314 

87/12/30 

60 317 

Q 

6801 130352 

8601130349 

88/01/12 

50-317 

6801120356 

6801 I2036S 

66/01/06 

50-423 

Q 

8801130360 

8801130310 

87/12/14 

60-269 

8601120367 

6601120362 

68/01/04 

50-245 

Q 

8801130384 

6801130080 

87/12/28 

50-275 

6601120374 

6601120366 

66/01/05 

50-336 

P 

68011303B5 

8801130346 

86/01/06 

50-354 

6601120376 

6601120366 

68/01/07 

CONIRACT 


8801130370 

6801130363 

67/12/29 

60-334 

6801120392 

6601120385 

66/01/05 

50-26$ 

Q 

8801130371 

8801130367 

88/01/04 

50-274 

8601120396 

6601120385 

60/01/05 

60-25$ 

O 

8801130378 

6801130374 

88/01/05 

60-386 

6801120414 

8601070441 

67/12/28 

60-208 

P 

0801130380 

8601130069 

87/12/29 

60-275 

8801120416 

88011204IS 

87/12/24 

60-208 

V 

8801130382 

8801139367 

88/01/04 

60-274 

8801120424 

8801070441 

87/12/28 

60-208 

P 

8001130383 

8601130374 

88/01/05 

60-396 

8801120428 

6801120420 

87/12/20 

WASTE MOT 


8001130391 

8801130372 

88/01/0$ 

60-454 

8801120427 

8601120421 

86/01/08 

50- 261 

P 

8801130389 

8601130398 

66/01/98 

504)12 

8601130020 

8801130017 

68/01/06 

$0 298 

0 

8801130408 

8801130394 

88/01/96 

50-293 

6801130024 

680M30021 

67/12/28 

$0-344 

0 

8601130411 

8601139069 

87/12/28 

50-275 1 

8601130027 

880M20294 

88/01/07 

$0 293 

H 

8601130414 

8601130394 

86/01/08 

60-293 

6801130034 

660113002$ 

67/12/26 

50-275 

O 

8601 130417 

8801130394 

88/01/06 

50-293 

8801130036 

660113002$ 

67/12/28 

S0-27S 

0 

8601130418 

8601130403 

87/12/31 

60-258 

6601130038 

6801130026 

87/ 1 2/28 

60275 

0 

8801130422 

6601130415 

88/01/05 

50-286 

8801130056 

6601120412 

ee/oi/os 

50-395 

0 

6801130423 

6601130416 

88/01/05 

60-266 

8601130059 

6801130057 

88/01/08 

60-219 

0 

8001130428 

6601130403 

67/12/31 

$0-269 

6801130060 

6601130044 

66/01/08 

60-322 

0 

6601130432 

6601130394 

68/01/06 

60-293 

6801130064 

6601130063 

66/01/08 

60-247 

0 

8601130439 

6601130403 

87/12/31 

60-8S9 

6601130065 

6601130083 

98/01/08 

60247 

0 

8601130441 

6601130431 

87/12/30 

60-416 

8601130073 

8601 130069 

97/12/30 

$0-219 

0 

8901130442 

660113043$ 

68/01/08 

CONTRACT 

8801130075 

6601 130089 

87/12/30 

$0219 

0 

6801130446 

8601130441 

67/12/30 

50-418 

8801130076 

8601120389 

99/01/08 

50-309 

p 

8901130446 

8601130444 

86/01/11 

60-298 < 

6801130087 

6601130082 

87/12/31 

60-247 

p 

6601130454 

8601130264 

80/01/08 

$0-29 

6801130066 

8801120046 

09/01/07 

POIA 


9801140012 

0601140009 

88/01/06 

60-382 < 

8801 130091 

8801130086 

88/01/06 

60-317 

0 

6801140016 

8601140013 

86/01/07 

60-295 

6801130097 

8801130010 

66/01/08 

50-443 

T 

8801140016 

8801140013 

66/01/07 

50-29$ 1 

8601130096 

8801130092 

88/01/05 

60423 

0 

6801140020 

8601140017 

86/01/06 

50-298 1 

8801130102 

6801 (30089 

87/12/29 

60-276 

0 

8601140022 

8801140019 

88/01/07 

6Q-1SS 1 

6601130111 

8801130089 

87/12/29 

FOIA 


8801140027 

8601140025 

88/01/08 

60454 I 

6801130112 

6801130108 

87/12/30 

50-219 

Q 

8801140029 

8801 140024 

88/01/06 

50-305 

8601130114 

8601130108 

87/12/30 

50219 

0 

6801140031 

6801140028 

88/01/05 

60-62 

6801130117 

880 (130089 

87/12/29 

FOIA 


8801140034 

9801140032 

87/12/23 

60-312 

8601130121 

8601130119 

66/01/07 

60^267 

O 

8801140037 

880114003$ 

88/01/06 

60-341 < 

9901130(22 

8801130089 

87/12/29 

60-276 

Q 

8801140030 

8801140038 

88/01/05 

60-29 

6601130130 

8801130126 

87/12/30 

70 371 


680’1 140041 

8801140035 

88/01/06 

60-341 1 

9801130131 

8601130128 

96/01/08 

50-313 

O 

8801(40046 

8801140044 

88/01/07 

50-261 

8801130137 

8801130069 

67/12/29 

60-275 

P 

8801140051 

6801140049 

88/01/08 

60-446 

9801130147 

8601130089 

97/12/29 

60-275 

P 

8901140051 

8801140054 

87/12/30 

50-293 < 

8801I301S9 

8801130089 

87/12/29 

50-276 

P 

8801140064 

6801140058 

08/01/11 

50-446 

6801130161 

8801130165 

98/01/06 

50-298 

Q 

8601140065 

8801140055 

87/12/31 

60445 < 

8601 130165 

8801130089 

67/12/29 

50-276 

P 

8601140066 

6001140033 

60/01/06 

60-263 1 

9801130169 

8801130089 

67/12/28 

60-276 

P 

8801140067 

8801140060 

88/01/08 

60-629 1 

8801130170 

8801130187 

87/12/30 

60-20 

O 

e«)1140077 

8801140076 

88/01/00 

60-481 

6601130173 

8801130187 

67/12/30 

50-20 

O 

6901U0090 

6801140084 

66/01/11 

FOIA 

8801130179 

8801130089 

87/12/20 

FOIA 


8801140097 

6801140089 

86/01/11 

FOIA 

6801130180 

8801130178 

87/12/23 

60-333 

O 

eeoTUoloo 

8801140084 

68/01/11 

FCHA 

6801130162 

8801130177 

07/12/23 

50-210 

O 

6801140106 

6801140069 

88/01/11 

FOIA 

6801130191 

8801130089 

87/12/29 

50-276 

P 

^1140109 

8801140103 

86/01/06 

CWTRACT 

6801130193 

8801130187 

86/01/09 

60-320 

G 

880114011$ 

8801140064 

88/01/11 

50-320 
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ACCESSION NUMBER 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

8801149120 

8801140084 

66/01/11 

FOIA 


6801160317 

8801150293 

88/01/06 

8801140124 

8801140084 

88/01/11 

FOIA 


8801150319 

8601160316 

66/01/11 

8801149127 

8601140118 

88/01/11 

FOIA 


6801160024 

8601190016 

66/01/12 

8801149131 

8801140128 

8B/01/06 

50-280 

P 

8801190026 

8601190016 

86/01/12 

8801149136 

8601130089 

87/12/29 

FOIA 


8801190031 

8601190016 

86/01/12 

8801140137 

8601140134 

67/12/29 

50-346 

P 

8801190034 

6601160019 

88/01/07 

8801149140 

6601140138 

67/12/22 

fiO-334 

P 

8801190042 

8601160040 

68/01/12 

8801149148 

8601140145 

88/01/05 

50-382 

P 

M01 190059 

8601190052 

88/01/12 

8801149130 

8601140145 

ee/ot/05 

50-382 

P 

8801190073 

6601190052 

86/01/12 

8801140132 

8601140149 

87/12/30 

50-416 

P 

8801 100067 

6601100079 

86/01/13 

8801140164 

6601140149 

87/12/30 

50-418 

P 

8801190099 

8801 160052 

88/01/12 

8801140171 

6601140167 

87/12/24 

60-295 

P 

W01 160107 

8901190062 

68/01/12 

8801140174 

8801140164 

88/01/11 

60-29 

P 

8801190147 

8801160143 

68/01/12 

8801140177 

8601140187 

87/12/24 

50-265 

P 

8801100152 

6801190151 

88/01/11 

8801140180 

8801140172 

88/01/11 

FOIA 


MOl 190181 

6601160153 

88/01/04 

8801140182 

6601140167 

67/12/24 

60-295 

P 

8801190153 

8801190155 

87/12/31 

8601140188 

B80 1130089 

87/12/29 

FOIA 


8801190188 

6801250164 

68/01/19 

8601140226 

8601140218 

68/01/11 

50-327 

P 

8801190168 

6801120246 

87/12/31 

8801140249 

8801140243 

87/12/30 

50-354 

0 

8801190202 

6601190194 

86/01/06 

8801140253 

8601140220 

87/12/29 

50-348 

P 

6801190211 

6601190200 

86/01/14 

8801140266 

6801140217 

88/01/05 

60-454 

P 

8801190212 

6801190204 

68/01/11 

8601140269 

8601140283 

87/12/23 

COUMISSK) 

N 

8801160213 

6601190190 

68/01/13 

8601)40293 

6801140272 

87/12/30 

50-418 

Q 

8801190215 

8601200345 

66/01/15 

8601143290 

6801140277 

88/01/13 

CONTRACT 


8601I9022S 

6601160182 

86/01/13 

8601140291 

8801140279 

88/01/08 

XPORTLIC 


8601190237 

6801160231 

66/01/07 

8601140299 

8801140282 

88/01/11 

60-293 

P 

8801190238 

8801190235 

67/11/19 

8601140307 

6801140297 

68/01/08 

XPORTLIC 


8601190245 

8601190235 

67/11/19 

8601140314 

6801140302 

88/01/13 

CONTRACT 


8801190260 

6601190242 

66/01/12 

8801140315 

860IUD305 

88/01/04 

60-254 

P 

8801190254 

6801190242 

88/01/12 

8601140324 

8801140311 

88/01/04 

70-1100 


8801190255 

6801190248 

88/01/07 

8801140328 

8801140308 

88/01/04 

60-369 

P 

8801190256 

8801190244 

68/01/12 

8801140329 

8801140311 

88/01/04 

70 1100 


8801190207 

6801190281 

88/01/14 

8801140336 

8801140308 

88/01/04 

60-369 

P 

8801190288 

6801160261 

89/01/14 

8601140338 

8801140311 

88/01/04 

70-1100 


8801190275 

8801190288 

68/01/12 

8801140358 

8801140341 

88/01/13 

CONTRACT 


8801190280 

8601 160266 

68/01/12 

8801140366 

8801140357 

68/01/11 

XPORTLIC 


8601190284 

6801190276 

66/Ol/U 

8801140361 

8801140350 

80/01/05 

40-6907 


8801190285 

6801190280 

86/01/12 

860 1 140362 

8801140354 

67/12/30 

50-272 

Q 

8601190291 

6801190169 

ee/oi/13 

8SOI«4(»63 

860114Q3S2 

88/01/11 

60-269 

0 

8801190292 

8801190274 

60/01/14 

8801140370 

8801140350 

88/01/05 

40-890? 


6801160295 

8801190171 

68/01/12 

8801140373 

6801140371 

87/12/30 

60-171 

U 

8601 190296 

6801190281 

87/12/07 

8801140360 

660U4Q371 

87/12/30 

60-171 

u 

8801190303 

6801190290 

86/01/08 

8801140386 

8801140362 

86/01/18 

CONTRACT 


8801190305 

6801190281 

87/12/07 

8801140383 

8801140364 

88/01/11 

CONTRACT 


8801190309 

8801190297 

68/01/11 

8801140367 

8601140282 

86/01/11 

FOIA 


6801190311 

8601190301 

68/01/14 

8801140404 

8801140398 

86/01/11 

60-348 

P 

8801190328 

8801190267 

88/01/11 

8801140411 

8801140410 

87/12/31 

50-327 

p 

8801190334 

8801190392 

89/01/11 

8801(40413 

8801140410 

87/12/31 

60-327 

p 

8801190338 

8801190332 

89/01/11 

8601140414 

8801140412 

86/01/13 

CONTRACT 


8801190341 

8801 190337 

98/01/07 

8601140415 

8601140153 

88/01/11 

FOIA 


8801190343 

8601190333 

98/01/05 

6601150017 

6801160011 

88/01/04 

50-409 

P 

8801190349 

8901190344 

68/01/06 

6601150016 

8801160011 

68/01/04 

50-409 

p 

8801190352 

8901190314 

89/01/14 

6601150024 

8801150011 

88/01/04 

60-409 

p 

8801190359 

9801190314 

88/01/14 

6601160026 

8801150021 

68/01/11 

CONTRACT 


8601200009 

9601200005 

88/01/00 

6601150048 

8801150044 

87/12/17 

50-277 

F 

8801200012 

6601200005 

86/01/08 

6601150077 

8801150059 

88/01/04 

70-1257 


8801200027 

6601200021 

88/01/13 

6601150076 

8801160072 

67/12/21 

50-409 

P 

8«}1200033 

0001200021 

06/01/13 

6601150083 

8601160076 

88/01/11 

FOIA 


8801200038 

0801200021 

06/01/13 

6601160060 

8801150059 

88/01/04 

70-1267 


8801200038 

8801200031 

88/01/11 

6601160100 

8801160059 

88/01/04 

70-1287 


8801200056 

0001200031 

80/01/11 

6601160106 

8801150101 

68/01/06 

60-250 

O 

W01 200056 

8801200055 

80/01/14 

6601150111 

8801150107 

87/12/22 

COMMISStO 

N 

8801200062 

0801200053 

87/12/11 

6601160113 

8801150072 

87/12/21 

60-409 

P 

993U00063 

8001200040 

86/01/11 

6601160120 

8801160119 

68/01/05 

60- 269 

Q 

8801200065 

8801200061 

67/12/22 

6801150140 

8801150131 

87/12/22 

60-8 

P 

8801200069 

8801200046 

88/01/12 

8601150141 

8801180131 

87/12/22 

604 

P 


8001200087 

00/01/11 

8801150143 

8801150134 

88/01/11 

60-418 

F 

8801200077 

6801200076 

68/01/14 

6801160145 

8801150135 

86/01/08 

60-277 

Q 


B801200084 

88/01/14 

6601150191 

8801160190 

87/12/23 

60^196 

P 

8001200091 

6601200084 

80/01/14 

6801160193 

8801180190 

87/12/23 

5(M96 

P 

WOI200095 

8801200084 

86/01/14 

8801160199 

6601150198 

88/01/08 

60-443 

O 

8801200099 

8601200084 

88/01/14 

6801150200 

8801150198 

88/01/05 

60-29 

P 

0801290106 

0801200004 

80/01/14 

8601150205 

88011S0203 

86/01/11 

TOPREP 


8801200113 

8801260263 

07/05/19 

8601150237 

8801160234 

88/01/11 

60-346 

P 

8801200116 

6801200079 

88/01/14 

6601150239 

8801150225 

68/01/13 

60445 

A 

0801200117 

8001200110 

87/12/90 

8601160240 

8801150234 

88/01/11 

50-348 

P 

8801200119 

8801200084 

88/01/14 

6601160258 

8801160227 

86/01/05 

50-498 

P 

8801200121 

8601200118 

66/01/14 

6601150283 

8801150245 

88/01/12 

60-316 

P 

0001200122 

0801200094 

88/01/14 

6601150265 

6801150255 

88/01/11 

TOPREP 


8801200126 

6801200079 

68/01/14 

6601150290 

8801150286 

87/12/23 

60-528 

F 

M01200129 

8801200084 

86/01/14 

8601 150294 

8601160227 

88/01/05 

60498 

P 

8801200130 

0801280127 

07/12/16 

860V1S0300 

6801150284 

87/12/29 

TOPREP 


8801200131 

8801200084 

86/01/14 

6601150307 

8801150293 

88/01/06 

50438 

0 

8801200138 

8801200079 

68/01/14 

8601150310 

8801150227 

88/01/05 

60496 

P 

0801200137 

6aQ12(X>127 

87/12/15 

6801150311 

8801160309 

88/01/11 

60489 

P 

8801200140 

8801200064 

88/01/14 

8801150314 

8801150293 

88/01/06 

50438 

o 

8801200141 

8801200136 

88/01/02 

6801150316 

8601150227 

80/01/05 

60460 

p 

0601200143 

0801200079 

08/01/14 


SUBJECT 

CATEQORV 


&0.336 

TOPREP 

50-443 

50-443 

60-443 

40-3453 

50-322 

60-445 

50-400 

CONTRACT 

60-488 

60-354 

60-346 

60-346 

60-276 

50-336 

60-327 

60-210 

50-464 

60-482 

60-335 

40-8027 

TOPREP 

XPORTLIC 

50-263 

XPOHTIIC 

XPORTtIC 

60-289 

60-289 

50-327 

70-143 

50-220 

50-220 

60-396 

50-396 

50-336 

50-424 

60-336 

FOW 

FOIA 

50-368 

60-27f 

60-368 

50-301 

60-462 

50-301 

60277 

60-277 

60-412 

40-6027 

60-458 

50-352 

50-352 

SO-353 

50-353 

FOIA 

FOIA 

FOIA 

50-413 

50-413 

FOIA 

40-6902 

60-316 

COMMISSIO 

50-266 

50-266 

50-313 

FOIA 

FOIA 

FOIA 

FOIA 

50-327 

60-219 

50-390 

50-528 

FOIA 

60-498 

FOIA 

60-390 

FOIA 

40-8904 

FOIA 

FOIA 

40-8904 

FCHA 

60-312 

60-027 


Q 


O 

N 

Q 

O 

0 


P 

R 

O 

O 

Q 

0 


F 

P 
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ACCESSION NUMBER ACCESSION NUMBER 


ENCLOSURE 

PRINCrPAL 

DATE 

SUBJECT 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 



DOCUMENT 

ISSUED 

CATEGORY 


DOCUMENT 

ISSUED 

CATECORT 

e&of20oi&4 

8601200064 

86/01/14 

50-390 

A 

8801210044 

8601210024 

86/01/14 

50-361 

P 

8801200155 

8801200161 

88/01/14 

50-259 

P 

8601210046 

6801200182 

86/01/08 

FOIA 


8801200161 

8801200064 

88/01/14 

FOIA 


8801210047 

8601210024 

88/01/14 

50-361 

P 

8601200184 

8801200160 

88/01/13 

50382 

P 

8801210048 

8601200231 

08/01/12 

50-416 

V 

8801200166 

6801200064 

88/01/14 

FOIA 


88012IO0S2 

6801200014 

86/01/08 

50-320 

P 

8801200171 

8601200064 

68/01/14 

FOIA 


6801210054 

8601200011 

68/01/14 

50-348 

P 

8801200174 

8801200188 

86/01/15 

50 344 

P 

8801210056 

8801150007 

88/01/08 

60-206 

P 

8801200178 

8801200168 

86/01/15 

50-344 

P 

^1210057 

6601200182 

68/01/08 

FOIA 


0801200183 

8801200064 

88/01/14 

50-327 

P 

6801210086 

6601200231 

08/01/12 

60-220 

P 

8801200166 

8801200064 

96/01/14 

FOIA 


68QI21Q070 

8601200182 

68/01/06 

50-269 

P 

6801200190 

8801200182 

88/01/06 

50-260 

P 

9801 210082 

6801210024 

88/01/14 

60-381 

P 

6801200196 

8601200064 

89/01/14 

FOIA 


8801210085 

8601210024 

88/01/14 

60-361 

P 

6801200199 

8601200158 

68/01/11 

50 263 

O 

6801210086 

8801210076 

87/09/02 

71-9220 


8601200200 

8801190184 

60/01/07 

50-335 

F 

8601210092 

6801210068 

68/01/14 

60-155 

F 

860120020S 

8801200201 

86/01/12 

50-302 

o 

8801210093 

8801210000 

88/01/14 

50-260 

P 

8801200206 

6001200182 

66/01/08 

60-280 

p 

0801210004 

8801210024 

68/01/14 

50-361 

P 

6801200207 

6601200064 

86/01/14 

FOIA 


8601210102 

6801200162 

88/01/06 

FOIA 


8801200206 

8601200184 

88/01/06 

50-313 

p 

8801210103 

8801210024 

68/01/14 

50-361 

P 

8301200212 

8801200202 

88/01/11 

50-272 

Q 

8601210105 

8601200182 

68/01/06 

FOIA 


8801200216 

8801200172 

88/01/14 

FOIA 


8601210107 

8601210101 

68/01/14 

50-220 

0 

8801200217 

8801200213 

07/12/31 

50 528 

0 

9801210115 

8801200162 

66/01/06 

FOIA 


8601200226 

8801200213 

87/12/31 

50-528 

Q 

8BOI2101I8 

8801200070 

88/01/14 

50-390 

0 

8801200229 

6801200214 

88/01/12 

50-254 

f 

9801210122 

8801210119 

87/01/14 

50-293 

p 

8601200233 

8801200162 

88/01/06 

^■288 

Q 

0601210142 

8801200162 

88/01/06 

FOIA 


8601200235 

8601200220 

89/01/07 

50-443 

0 

6001210147 

8601200182 

68/01/06 

FOIA 


880120Q239 

8801200227 

99/01/07 

50-443 

T 

8801210150 

8801200182 

86/01/06 

FOIA 


8801200244 

8801200220 

89/01/07 

50-443 

0 

0801210165 

8601 200 182 

68/01/06 

FOIA 


8801200250 

8601200240 

ae/01/14 

50-341 

Q 

6601210158 

8801210152 

66/01/20 

50-445 

G 

88012002S6 

8801200252 

88/01/06 

50330 

P 

8801210160 

8601210151 

86/01/16 

CONTRACT 


6801200257 

8801200240 

68/01/14 

60^341 

O 

88012 10163 

8801210157 

68/01/15 

CONTRACT 


0801200259 

8801200231 

68/01/12 

FOIA 


8801210187 

8801210150 

88/01/20 

50-443 

0 

8801200260 

8801200251 

88/01/06 

50-387 

O 

8801210172 

6601200182 

88/01/06 

FOIA 


8601200261 

B80120024Q 

86/01/14 

5C341 

0 

8801210176 

6601200162 

86/01/06 

FOIA 


8801200262 

9601200252 

86/01/06 

50-336 

p 

8801210183 

6601200182 

68/01/06 

FOIA 


6801200263 

8801200254 

88/01/06 

50-368 

p 

8801210190 

6801200182 

88/01/06 

FOIA 


8801200266 

8801200240 

88/01/14 

50-341 

Q 

8801210193 

6601210185 

88/01/16 

60-266 

P 

6801200276 

8801200288 

86/01/14 

50-324 

P 

8901210195 

8601200182 

88/0 t/oe 

FOIA 


8601200281 

8801200273 

88/01/16 

50-322 

0 

8801210198 

8801210169 

86/01/20 

FOIA 


8801200281 

8801200288 

88/01/08 

50-224 

P 

8001210198 

8601210194 

68/01/10 

FOIA 


6801200263 

8601200286 

99/01/00 

60-224 

P 

6601210200 

6601210168 

88/01/11 

$0-24$ 

0 

8801200304 

8801200300 

99/01/11 

50 336 

0 

6801210203 

6801200162 

88/01/06 

FOIA 


6801200318 

8801200308 

98/01/09 

50-419 

Q 

6601210205 

6801200162 

68/01/06 

FOIA 


8601200320 

8801200308 

88/01/06 

50416 

0 

6901210208 

6601210202 

86/01/19 

FOIA 


8801200336 

8801200309 

88/01/05 

50-334 

P 

8801210200 

8601200162 

88/01/08 

FOIA 


6801200342 

8801200336 

86/02/10 

60-276 

H 

8801210210 

6601210160 

86/01/20 

FOIA 


8601200348 

8801200348 

66/01/16 

TOPREF 


6901210211 

8801210186 

86/01/11 

50-245 

Q 

8601200352 

6801200344 

68/01/16 

50-445 

A 

6601210212 

6601210202 

88/01/19 

50-390 

A 

8601200353 

8801200347 

68/01/13 

50-341 

0 

6801210213 

8601200182 

68/01/06 

FOIA 


8601200377 

8601200366 

86/01/06 

50 244 

0 

6601210214 

6601210164 

86/01/19 

FOIA 


8801200382 

8801200368 

99/01/06 

50 244 

0 

8801210218 

8601210202 

88/01/19 

50-300 

S 

8801200367 

9801200378 

86/QI/tS 

CONTRACT 


6801210226 

6801200182 

86/01/06 

FOIA 


8801200390 

8801200370 

88/01/14 

50 267 

F 

8801210226 

6B0121O22I 

88/01/19 

FOIA 


8801200391 

8301200388 

87/12/24 

$0-344 

P 

8801210229 

8601200162 

BB/ot/oe 

FOIA 


8801200392 

8801200386 

87/12/09 

7I.S47 


6801210238 

8601200231 

86/01/12 

50-346 

P 

6601200398 

6801200399 

66/01/11 

50-244 

P 

8801210237 

8601210194 

86/01/10 

50-276 

P 

8801200399 

8801200368 

37/12/24 

60-344 

P 

6801210241 

6601210234 

86/01/19 

FOIA 


8801200406 

8601200402 

06/01/11 

TOPREP 


8601210243 

8601210232 

88/01/20 

CONTRACT 


6801200409 

8801200396 

87/11/12 

70-1306 


8801210247 

6601210194 

66/01/19 

FOIA 


6801200416 

8601200408 

86/01/09 

50-247 

0 

8801210249 

8601210246 

B8/0I/2I 

60-327 

F 

8801200425 

8801200417 

08/01/12 

50-454 

P 

8901210251 

6601210231 

68/01/19 

FOIA 


8601200426 

8601200231 

88/01/12 

FOIA 


8801210252 

8601210053 

88/01/16 

60-289 

P 

8601200429 

8801200408 

88/01/08 

60-247 

0 

^1210256 

8801210254 

88/01/19 

60-440 

P 

8801200440 

B601200437 

88/01/15 

CONTRACT 


8801210280 

8601210234 

86/01/19 

FOIA 


8601200445 

8801200442 

68/01/15 

50267 

Q 

8901210264 

8801210194 

86/01/19 

FOIA 


6601200446 

8801200438 

66/02/29 

50 375 

O 

^1210270 

9601210234 

68/01/19 

FOIA 


8801200447 

8801200435 

66/01/19 

CONTRACT 


8801210275 

8801210234 

88/01/19 

FOIA 


6301200450 

8801200442 

88/01/15 

60-267 

Q 

8801210280 

8801210287 

88/01/20 

60-160 

P 

8801200457 

8801200451 

88/01/14 

60-529 

P 

8801210282 

8801210234 

86/01/19 

FOIA 


6801200458 

6801200231 

88/01/12 

FOIA 


^1210283 

6801210104 

86/01/19 

FOIA 


8801200469 

6601200453 

88/01/12 

50-445 

0 

8601210284 

8801210234 

66/01/19 

FOIA 


8801200463 

6801200231 

88/01/12 

50-271 

V 

8801210307 

8801210234 

88/01/19 

FOIA 


8601210003 

6801210001 

89/01/08 

50-260 

p 

8801210308 

6601210293 

88/01/20 

CONTRACT 


8801210007 

6801210005 

88/01/12 

50-454 

p 

8801210326 

8601210194 

88/01/19 

50-29 

P 

8601210010 

8601200079 

08/01/14 

60-327 

p 

8601210334 

6601210316 

66/01/19 

FOIA 


8801210017 

8801210014 

07/11/20 

70-143 


8«)12I0349 

8801210194 

88/01/19 

50-151 

P 

8801210018 

6601260314 

80/01/15 

50-250 

R 

8801210371 

8801210104 

88/01/19 

50-285 

P 

8801210021 

6801200070 

88/01/14 

60-327 

0 

8801210363 

8601210380 

88/01/18 

60-440 

R 

8801210028 

6801200079 

80/01/14 

FOIA 


8601220021 

8801220017 

87/12/03 

CONTRACT 


8801210029 

6001210023 

88/01/07 

50-327 

P 

8901220036 

8801220026 

88/01/30 

CONTRACT 


0801210031 

8801210023 

00/01/07 

50-327 

P 

8801220054 

8601220042 

86/01/20 

CONTHAOT 


6601210034 

8801200079 

58/01/14 

FOIA 


6801226086 

6801210126 

88/01/11 

60-344 

S 

6001210035 

8801210025 

86/01/19 

CONTRACT 


8801220097 

6801200231 

66/01/12 

50-626 

V 

8601210006 

6801210024 

86/01/14 

60-361 

P 

8801220115 

8801210189 

88/01/20 

FOIA 


6801210037 

8801200079 

68/01/14 

60-327 

P 

8801220124 

8801220109 

88/01/20 

FOIA 


6801210040 

6601210024 

80/01/14 

50-391 

P 

6801220136 

8601200231 

88/01/12 

50-10 

V 

8801210042 

6801200182 

86/01 /06 

FOM, 


BB01 220148 

6801220100 

88/01/20 

60-300 

0 

8801210043 

8601210024 

88/01/14 

50-391 

P 

8801220164 

8801220109 

66/01/20 

50-300 

0 
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ACCESSION NUMBER 


ACCESSION NUMBER 


ENCLOSURE 


mtiSOVi 

eaoi;sci98 

seoiiioisa 

690 9 720260 
«S0 1220264 
«Oi22C34< 
6961220361 
seoi?2a7o 

6901260014 
6901250021 
6604250056 
6«0i;S0C«3 
eeoi<5oo6t 
6M>2£«162 
6601260164 
6901250104 
6601250226 
6601250244 
6601250246 
6601260263 
6601250259 
6601260277 
6601250297 
6601250312 
6601250014 
6601250317 
6601250322 
6601250328 
6601250336 
6601250337 
6601250344 
6601250347 
6601260351 
6601260356 
6601250364 
6801260065 
6601250376 
6601250377 
6601290378 
6601250352 
6801260395 
6601260350 
6601260402 
6601260419 
6601260427 
6601260436 
6601260436 
6601250440 
6601260441 
6601250444 
6601250446 
6601250460 
6601250461 
6601250464 
6601280468 
6601250471 
6601250474 
6601250479 
6601250536 
66OI250547 
6601250550 
8601250551 
880I2S05S9 
6801250560 
6601 260005 
6601260009 
6601280010 
6601260012 
6601260022 
6601260025 
8601260029 
8601260032 
8801260034 
8601260035 
8601260036 
8601260039 
8601260054 
8601260065 
8801260061 
8801260073 
9801260074 
9601260076 
9601260076 
8801260066 


PRINCIPAL 

DATE 

SUBJECT 

ENCLOSURE 

PRINCIPAL 

DATE 

SUBJEC 

DOCUMENT 

ISSUED 

CATEGORY 


DOCUMENT 

ISSUED 

CATEQOI 

0001210234 

08/01/10 

FOIA 


8801260091 

0801260067 

88/01/15 

50-286 

8001220109 

88/01/20 

FOIA 


0801260093 

8801260087 

80/01/16 

50-280 

0001220100 

08/01/20 

50 327 

H 

0001260103 

0801260095 

68/01/06 

60-200 

8001220146 

68/01/16 

60-220 

P 

0801200(04 

800(280101 

68/01/20 

50423 

6801220100 

QO/OI/20 

CONtnACT 


0601260106 

0001260101 

80/01/20 

60 423 

eeo 1220250 

OO/Ol/IS 

60-341 

P 

8801290107 

6001260095 

03/01/06 

60-290 

8801220244 

00/01/14 

60-454 

O 

6001260100 

0001260100 

68/01/06 

60-205 

6601220244 

00/01/14 

50454 

O 

8601260123 

0601260110 

60/01/16 

60-445 

0801220321 

07/12/30 

CONTRACT 


0001260U4 

8001260135 

68/01/10 

60-313 

8801210270 

00/01/13 

50-312 

P 

0601260147 

0801260132 

86/01/21 

50-482 

8801210270 

80/01/13 

50-312 

P 

8801260(63 

8001260146 

60/01/16 

60-316 

8001250011 

00/01/13 

60-412 

P 

0001260168 

8801200146 

60/01/15 

60-316 

6601250011 

86/01/13 

60-412 

P 

6601980172 

8801260158 

96/01/20 

60-299 

0001260047 

00/01/10 

50-255 

P 

6601260177 

0001260132 

60/01/21 

60-482 

8801260047 

08/01/10 

50-256 

P 

0601900186 

8801260132 

80/01/21 

FOIA 

6301260047 

00/01/19 

50-265 

P 

6601260194 

8B01260132 

86/01/21 

FOIA 

BBQIMQtTQ 

60/01/14 

60-163 

P 

660I260200 

6001260132 

88/01/21 

FOIA 

8801260170 

00/01/14 

50-103 

P 

8601260215 

8B0I260132 

80/01/21 

50-402 

8801260154 

00/01/10 

60-327 

o 

0601260220 

8801260195 

89/01/20 

FOIA 

8801250047 

00/01/10 

50-255 

p 

0001260223 

8001260217 

08/01/08 

60-89 

88012S022Q 

00/01/05 

50-312 

p 

0801260227 

8001260132 

06/01/21 

60-402 

0001 250220 

00/01/05 

60-312 

p 

6001260228 

8801280195 

86/01/20 

FOIA 

6001260230 

00/01/12 

60-341 

p 

8601260233 

6601260224 

06/01/22 

CONTRACT 

R001 260230 

68/01/12 

50-341 

p 

0001260236 

6001260234 

67/11/16 

71-9100 

8001250270 

00/01/13 

60 327 

p 

0001260230 

0601260132 

86/01/21 

00482 

8801260294 

80/01/13 

50-298 

p 

0801260242 

8601280234 

B7/1V19 

71-9)00 

8801260306 

60/01/10 

60-346 

p 

6601260257 

0601260247 

86/01/10 

50-213 

6801250309 

60/01/21 

50-440 

Q 

660(260260 

SSOI280132 

80/01/21 

50462 

8601250309 

06/01/21 

50 440 

0 

0001260260 

0001260243 

68/01/21 

CONTRACT 

8801260311 

00/01/10 

50-322 

0 

060(260262 

6601260(95 

86/01/20 

FOIA 

8801250324 

00/01/16 

60-402 

H 

8601260263 

6001260247 

88/01/10 

60-213 

8001250311 

80/01/10 

60 322 

0 

6601260275 

8001260281 

86/01/08 

60-312 

8601260324 

08/01/16 

60482 

H 

0601260277 

6801200247 

86/01/19 

60-213 

8801250331 

00/01/15 

60-322 

0 

6601260279 

6001260132 

88/01/21 

50-462 

6901250336 

68/01/21 

CONTRACT 


8001260269 

8601250105 

69/01/20 

FOIA 

8001250311 

00/01/10 

60-322 

0 

8601260296 

6801280132 

80/01/21 

60-462 

0901250331 

66/01/15 

60-322 

0 

880l2«>2a9 

6801280278 

08/01/22 

50-454 

0801250338 

00/01/10 

50-250 

0 

6601280294 

8601280105 

60/01/20 

FOIA 

6801250331 

88/01/15 

60-322 

0 

66012^295 

B90tS$O2?B 

80/01/22 

60-454 

9001260311 

00/01/19 

60-322 

0 

0001260300 

6601260276 

08/01/22 

50-454 

8801250387 

80/01/19 

60-470 

A 

660(260300 

8601280278 

80/01/22 

60 320 

8S0 1260309 

eo/oi/ii 

50 341 

P 

6601260321 

8601260314 

80/O1/1& 

60-250 

8601250369 

00/01/11 

60-341 

P 

6001260327 

6601280276 

68/01/22 

60-320 

0001250311 

60/01/19 

50322 

0 

8801260336 

0801260335 

ee/oi/22 

60-406 

8801260354 

06/01/14 

60450 

p 

6601260340 

6601260276 

66/01/22 

60-320 

0001250304 

60/01/15 

50-206 

H 

6801260340 

8001280276 

60/01/22 

50-289 

0601260416 

60/01/16 

50-327 

P 

6001260354 

0601280276 

60/01/22 

FOIA 

8601250304 

80/01/15 

50-206 

H 

6601260370 

6601260386 

60/01/16 

60 468 

8001260394 

60/01/16 

50-206 

H 

8601260376 

8801260276 

68/01/22 

FOIA 

6801250431 

68/01/12 

50 336 

P 

880(260390 

6801280371 

06/01/13 

50-315 

6001250304 

60/01/15 

60-20e 

H 

6601260300 

6901260377 

66/01/13 

50 403 

6801250431 

88/01/12 

60-338 

P 

880(200405 

8801260377 

06/01/13 

50-483 

6601250429 

60/01/05 

60-275 

P 

6601260410 

0601280383 

80/01/21 

FOIA 

8801250394 

06/01/15 

60-206 

H 

680(260411 

8901260406 

ee/oi/20 

50-244 

6601250429 

88/01/05 

60-276 

P 

8601200416 

8801260406 

66/01/20 

60-244 

8001250394 

06/01/15 

50 209 

H 

0001260420 

0601260425 

66/01/22 

CONTRACT 

S80125045B 

68/01/21 

CONTRACT 


880I260401 

8901260455 

68/01/13 

50-312 

8001250394 

68/01/16 

50-206 

H 

6801260486 

6601260276 

88/01/22 

50-320 

0801260304 

88/01/15 

50 206 

H 

8601260470 

6801260276 

66/01/22 

FOIA 

8601250470 

60/01/16 

60-265 

0 

8601260491 

8801260276 

00/01/22 

50-382 

0801260454 

68/01/19 

50 400 

0 

8901280491 

6901260270 

86/01/22 

50-416 

6001260520 

66/01/15 

60-400 

O 

6801260493 

8801260460 

00/01/11 

71-9193 

6601260545 

88/0 i/2Q 

60-346 

P 

8001260497 

6601200469 

08/01/19 

50-266 

0001250545 

68/01/20 

60-346 

P 

oeoi26MOi 

8001260276 

06/01/22 

FOIA 

8801250520 

80/01/15 

60-400 

O 

8801260517 

6801260326 

08/01/12 

50-626 

6801260000 

68/01/18 

60-205 

R 

6601260518 

6001260270 

08/01/22 

50-320 

6001260574 

66/01/20 

CONTRACT 


86012605(9 

6601260466 

00/01/20 

50 327 

6601260002 

88/01/19 

50-259 

P 

8801260524 

6601260276 

08/01/22 

FOIA 

8001260002 

66/01/19 

50-269 

P 

6601260531 

6801260519 

68/01/19 

50-244 

0001260007 

68/01/20 

60-261 

P 

6601260538 

800126051 1 

80/01/16 

SO- 29 

8801260002 

68/01/16 

50-259 

P 

8601280540 

6601260276 

68/01/22 

50-327 

0001200013 

86/01/15 

50-255 

0 

6601260542 

0001260923 

86/01/22 

60-275 

8801260013 

68/01/16 

50-256 

0 

6601260647 

8001260276 

68/01/22 

FQlA 

6601260013 

86/01/15 

60-265 

0 

8001260549 

6601260523 

68/01/22 

50-275 

0801260013 

00/01/15 

60-265 

0 

660I260S51 

6801260275 

88/01/22 

60-390 

8601260013 

86/01/10 

50 256 

0 

6601200554 

8001260507 

66/01/18 

50-445 

8601260030 

68/01/13 

60-366 

p 

880I260S86 

8601260276 

00/01/22 

FOlA 

8801260028 

88/01/13 

50-267 

V 

860(260557 

6801260507 

80/01/18 

50-445 

0601260030 

68/01/13 

fiO-366 

p 

8601270003 

B6012700D2 

68/01/22 

B0-2S4 

8801260046 

80/01/20 

50302 

p 

660(270006 

8BQ1270Q06 

60/01/21 

50-462 

0601200040 

86/01/18 

50-247 

U 

860(270014 

0801270011 

80/01/20 

50-335 

0601260056 

68/01/12 

60-263 

p 

060(270016 

8801270013 

89/01/22 

60-275 

8801260066 

80/01/16 

60-346 

Q 

6601270017 

0001270011 

88/01/20 

60-335 

0801260060 

88/01/16 

60-277 

F 

6001270018 

880(270013 

88/01/22 

60-275 

6601200067 

88/01/16 

60-286 

O 

^1270027 

8601270021 

86/01/22 

50-276 

6601260067 

88/01/16 

60-266 

O 

6B01270035 

8601270026 

86/01/22 

50-267 

6601 260067 

66/01/15 

50-266 

o 

0601270037 

8801270026 

08/01/12 

5()-261 
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ACCESSION NUMBER 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

PRINCIPAL 

DATE 


DOCUMENT 

ISSUED 

CATEGORY 


DOCUMENT 

ISSUED 

6801270043 

8801270021 

88/01/22 

60-275 

P 

8601200269 

6601130394 

88/01/00 

8801270045 

8801270029 

66/01/22 

60-267 

P 

M012S0272 

6601260237 

66/01/22 

8801270050 

8801270029 

68/01/22 

50-287 

P 

96012»)337 

8601260329 

86/01/26 

8801270082 

8801270080 

89/01/14 

50-245 

Q 

8801200346 

6601260329 

66/01/25 

6801270083 

8801270044 

88/01/19 

50-322 

Q 

8001280369 

8801280362 

08/01/26 

6801270082 

8801270076 

89/01/07 

50-601 

A 

8601260306 

6601260384 

60/01/19 

8801270095 

6801270051 

88/01/11 

50-312 

F 

8801200423 

8801260402 

88/01/22 

8801270104 

8801270103 

86/01/20 

70-143 


6601260441 

6801260417 

68/01/07 

6801270113 

8801270109 

68/01/20 

70-143 


8001260442 

6801280402 

88/01/22 

8801270115 

8801270051 

88/01/11 

50*312 

F 

8801260454 

6001280446 

66/01/22 

8801270126 

6601270124 

66/01/22 

50-413 

P 

0801280468 

8801260521 

87/12/29 

8801270134 

8801270129 

88/01/21 

50-277 

O 

8001280503 

6801280402 

68/01/22 

8801270146 

8601270192 

88/01/21 

50-454 

P 

6801280531 

8801260516 

88/01/21 

6801270158 

8801270164 

88/01/19 

50-272 

P 

8601280506 

6601280516 

88/01/21 

6801270162 

8801270192 

06/01/21 

50-454 

P 

80OI2QOS41 

8601260518 

68/01/26 

8801270170 

8801270161 

08/01/21 

50-258 

Q 

8801280364 

8801280555 

88/01/25 

6801270164 

6801270181 

88/01/22 

50 445 

A 

6601280581 

08O12BO562 

80/01/25 

8B01270202 

8801270141 

08/01/21 

FOIA 


8801280504 

8801280559 

88/01/20 

8801270212 

6801270200 

88/01/21 

50 446 

O 

8601380813 

08O12BO6O8 

08/01/26 

8801270227 

8801270141 

88/01/21 

50^416 

P 

6801280815 

8801280503 

88/01/22 

8801270233 

8801270225 

88/01/20 

60-416 

0 

6801280623 

6801280606 

00/01/22 

8801270237 

8801270225 

66/01/20 

50-416 

O 

0801280625 

8801280595 

88/01/27 

8801270268 

8601270248 

80/01/15 

50*440 

P 

8801280633 

08012B062B 

08/01/25 

8801270280 

6601270141 

68/01/21 

50-416 

P 

6001280634 

6801260505 

88/01/27 

8801270289 

8801270117 

80/01/18 

50-20 

F 

8801200647 

8801280838 
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8801270340 
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88/01/25 

8601270350 
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86/01/22 
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68/01/25 

8801270354 

8801270319 

88/01/22 
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60/01/25 

8801270359 
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80/01/22 

50-443 

T 
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08/01/25 
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8801290124 
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80/01/26 
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0801270416 

80/01/16 

50-346 
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88/01/26 
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88/01/26 
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0 
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88/01/26 
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P 
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08/01/21 

60416 

P 

8801290182 

8801200140 
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APPENDIX A 


DEFINITIONS OF DOCKET SO CATEGORIES 

A. APPLICATION/CONSTRUCTION STAGE DOCUMENTS AND CORRESPONDENCE 

This category follows the application from submission to the day preceding the issuance of an oper- 
ating license. It includes all correspondence and documents with substantive technical content that 
do not fall into other specific categories. Included are: 

1. Application for construction permit. 

2. General Information submitted with construction permit application. 

3. Amendments and changes to items 1 and 2. 

4. NRC questions, requests for additional information, and applicant responses. 

5. Correspondence and documents relating to unresolved design and construction issues. 

6. Meeting announcements and sum/naries of meeting discussions on issues of item 5. 

7. Correspondence regarding lire Preliminary Safety Analysis Report (PSAR). 

8. Information on laws and changes in regulations or policy that affect the status of the appli- 
cation (NEPA, Water Quality Improvement Act, Water Pollution Control Ac!, etc.). 

9. Construction Permit, amendments, and correspondence relating to the construction permit. 

10. Scheduling of license application submission or review. 

11. Environmental review Information. 

12. Application for operating license. 

13. General Information submitted with operating license application. 

14. Amendments and changes to Items 12 and 13. 

15. Correspondence regarding the Final Safely Analysis Report (FSAR). 

16. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

J7. Reports of site visits. 

18. Backup technical documents (e.g., topical reports) submitted In support of the application. 

B. UTILITY PRELIMINARY SAFETY ANALYSIS REPORT (PSAR) AND AMENDMENTS 

This category Is strictly limited to the items listed below. AJ) related correspondence Is filed in 
Category A. 

1. Preliminary Safety Analysis Report (PSAR) submitted by utility (formerly called Hazards 
Summary Report or Safety Analysis Report). 

2. Amendments and changes to the PSAR. 
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C. UTILITY ENVIRONMENTAL REPORT (ER), AMENDMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other citvironmcntftl documents and 
correspondence are filed in Categories A. D. M, P or R. 

1. Environmental Report (BR) submitted by the uUliiy. 

2. Amendments and supplements to the ER. 

3. Transmittal and acknowledgement letters. 

4. Information on scheduling of subntillal or review of ER. 

5. NRC questions, requests for additional uifornialion, and applicant responses. 

6. Federal register notices citing the availability of items 1 and 2. 

7. Corresportdence relating to the review of ER. 

8. Meeting announcements or reports of meetings where the primary subject of discussion is ihc 

ER. 

D. NRC DRAFT AND FINAL ENVIRONMENTAL (IMPACT) STATEMENTS (DES AND FES). 
SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the Uems listed below. Other environmental documents and 
correspondence arc in categories A, C, M, P or R. 

1. Draft and Final Environmcntnl (Impact) Statements (DES and FES) prepared by the NRC. 

2. Supplements to the DES and FES. 

.3. Correspondence relating to the DES and FES. 

4. Comments from other federal, state and local government agencies. 

5. Transmittal and acknowledgement letters. 

6. Documents related to NRC review of environmental issues or of ER obtained for purposes of 
writing the environmental statements, 

7. Backup technical documents submitted in connection with above. 

8. Federal register notice citing availability of items I and 2. 

9. Site visits to obtain information for DES or FES. 

10. Meeting announcements or reports of meetings where the primary subject of discussion i.*; the 
DES or FES. 

E. NRC SAFETY EVALUATION REPORT (SER), SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the Items listed below. Other documents dealing with safety 
related issues are filed in categories A, P or W, depending on the phase of the licensing process. 


2 . 


Analysis Report). 

Supplements to SER. 

3. Correspondence relating to SER. 

4. Federal register notices citing availabitity of items I. and 2. 

5. Information on scheduling of SER submittals and review. 

6. Requests for additional information for use in preparing SER; responses to such requests. 

7. Meeting announcements or reports of meetings wlrere the primary subject of discussion is the 
SER. 

8. Transmittal and acknowicdgeincnl letters. 

F. SECURITY. MEDICAL. EMERGENCY AND FIRE PROTECTION PLANS 

All plans in this category arc individual submissions. Information submitted as part of the PSAR 
or FSAR is excluded. 

1. Fire Hazard Protection Plan and surveys. 

2. Plant evacuation correspondence. 

3. Safeguards Contingency Plans. 

4. Review of Health Pliysics Program. 

5. Cortespondcncc relating to aforementioned plans. 

6. Supplements, changes and revisions to plans. 

C. LEGAL AND ADJUDICATORY CORRESPONDENCE 

This category contains all non*antitrust legal and adjudicatory documentation, except for transcripts, 
briefings and testimony, which are filed in category T. 

1. Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) hearing related documents. 

2. Federal register notices regarding hearings. 

3. Requests to make appearances at hearings. 

4. Motions, briefs, arguments, statements and related correspondence filed by participants for 
hearings. 

5. Transmittal of supporting documents (e.g., SER, FES) to the boards. 

6. Correspondence to and from interveners. 

7. Board orders and decisions. 

8. Petitions for Commission action. 

9. Legal filings and Commission orders and decisions resulting from item 8. 
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This category includes documents with little or no bearing on the status of the application or license. 
Items that have no substantive technical content or meaning for the status of the license or applica- 
tion are included. 

1. Change of addrc.ss iiotincations. 

2. Changes in structure of organization. 

3. Changes in service lists. 

4. NRC requests to applicant for additional copies of documents. 

5. Correspondence from the public requesting information about the facility and NRC responses. 

6. Correspondence on .strictly administrative matters. 

7. Letters of support, concern or opposition to the facility. 

8. Correspondence regarding the Local 'Ihiblic Document Rooms (LPDRs). 

9. Professional qualification statements not pertaining to the hearing process. 

I. FINANCIAL INFORMATION 

This category contains all financial information except that submitted as part of the application or 
its amendments or relating to the imposition of civil penalties. 

1. Company annual reports. 

2. Separately submitted financial information and related correspondence. 

J. INSURANCE AND INDEMNITY INFORMATION 

1. Indemnity agreements and amendments. 

2. Endorsements Insurance policies. 

3. Other correspondence regarding indemnity and insurance matters. 

K. UTILITY FINAL SAFETY ANALYSIS REPORT (FSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related corresporxdence falls (n category 
A or P. 

1. Final Safety Analysis Report (FSAR) (formerly called Final Hazards Summary Report). 

2. Amendments and changes to the FSAR. 

3. Federal register notices citing availability of items 1 and 2. 

4. Transmittal and acknowledgement letters. 

5. Certificates of service to the FSAR. 
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slruction permit. 


. ILWA) wher^h-. 

preparation and construction prior to the granting of a con-' 


1. Limited Work Authorizations (LWA) and amendments. 

2. Correspondence pertaining to work performed under LWAs. 


M. 

1 . 

2 . 

2 . 


ANTITRUST REVIEW AND ANTITRUST CORRESPONDENCE 

^JtlUerT”! D " construction permit and operating Ii.er.te 

eutitled Information Requested by the Alloroey General for Antitrust Review". 

Correspondence where the primary topic of discussion is antitrust matters. 


AI! nnlilriist proceeding related documents except for hearing transcripts, testimony and btwl'- 
ings, which are filed in category N. 


N. ANTITRUST HEARING TRANSCRIPTS. TESTIMONY AND BRIEFINGS 

This category contains word-for-word transcripts of hearings, testimony and briefings m antitrust 
matters. Related correspondence falls in category M. 


0. ADVISORY COMMITTEE ON REACTOR SAFEGUARDS (ACRS) REPORTS AND 
CORRESPONDENCE 

1. Correspondence and letter reports relating to Advisory Committee on Reactor Safeguards 
(ACRS) reviews. 

2. Correspondence from ACRS. 

3. Announcement of ACRS meetings. 

4. Transmittal and acknowledgement letters. 

5. ACRS reports. 

6. Statements and written testimony by ACRS members or presented by individuals at ACRS 
proceedings. 

7. Minutes at ACRS Subcommittee Meetings. 


P OPERATING LICENSE STAGE DOCUMENTS AND CORRESPONDENCE 
This file assumes the position of the Application/Construction 

technical items dated from the issuance of the operating license to the application for temmao^ 


of the license. 

1 . Operating license, amendments, proposed amendnetnts, changes and '»!»•«> cor-esp«.d««e 

2 . Techtsicai specifications and changes. 


AS 


4. Federal register notices citing availability of items I and 2. 

5. Correspondence regarding the Final Safety Analysis Rcpoil (FSAR). 

6. All genera! teolmical correspondence, meeting announceiuents or meeting summaries relating 
to technical specifications, the operating license or technical issues arising after the issuance 
of the operating license. 

7. Correspondence regarding codes (e.g., ASMFi), regulations, laws or changes in policy that may 
affect plant operation or bear on the operating license. 

8. Infonnatiun on the Standard Review Plan (STP). 

9. Results of surveys or tests conducted in accordance with the technical specifications (not 
periodic reports, which fall in category R). 

10. Corrc.sponderce relating to NRC's Systematic Evaluation Program (SEP). 

11. Owner’s group meeting announcements and reports. 

12. Quality assurance information. 

13. Environmental matters (technical). 

14. Emergency core coaling system documents 

15. Radioactive waste information. 

16. Correspondence regarding expansion of spent fuel storage pool. 

17. Start-up test reports. 

18. Correspondence and docunicniation on generic technical matters highlighted by an event at 
another facility which may affect ihc subject facility; not covered by an IE Bulletin. 

19. Reports of site vi.<tiis. 

Q. INSPECTION REPORTS: IE BULLETINS. CIRCULARS AND INFORMATION NOTICES; 
CIVIL PENALTIES AND RELATED CORRESPONDENCE 

1. Inspection reports. 

2. IE Bulletins (formerly called Regulatory Operations (RO) Bulletins), Circulars and Information 
Notices. 

3. Responses by applicant to IE correspondence. 

4. Applicant’s determination of proprietary nature of inspection reports. 

5. Letters concerning areas of noncompliance. 

6. Pre-service and in-service inspections and procedures. 

7. Conespondcnce and orders relating to imposition and payment of civil penalties, including 
Notification of Significant Enforcement Actions (ENs). 

8. Any correspondence relating to inspection and enforcements that does not specifically relate 
to incidents or events as defined in category S. 
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This category includes periodic reports of u routine nature. 

1. Monthly, seiniannuai, or annual operating reports (other (iian finaiidaij. 

2 . Periodic environmental monitoring, effluent testing, or similar rcpuris. 

•T Periodic personnel exposure reports. 

4. Operational Logbooks: 

Logbooks on F.nvironmenial Data 
Logbooks on Radiological Data 
Operations Log on Plant Systems Crrre 
Plant Status Summary Sheets. 

5. Correspondence or other documents relaiing to the above listed ilem.s. 

S. REPORTABLE OCCURRENCES. PNOs. PNSs AND RELATED CORRESPONDENCE 

This category contains all materials relating to abnormal, unusual, reportable or noiuoutine occur- 
rences or events. This includes: 

1. All 24-hour. lOday. .^0-day. iniciim and final IJccnsec liveni Reports (LERs) and follow up 
correspondence (also called incident reports, abnormal occurrence reports and reportable 
occurrences). 

2 . Polcnlia) or possible reportable deficiency reports and related correspondence. 

3. Personnel exposure reports. 

4. Construction deficiency reports submitted orrdcr 10 CFR 50 . 556 . 

5. Preliminary Notification of Occurrence (PNOs) and Picliimiiary Notification of Safeguards 
Events (PN s). 

6. Environmental Technical Specifications violation reports and Environmental Event reports. 

7. Part 21 Reports of defects and noncompliance . 

8. Correspondence or other documents relating to items 1-7. 

T. TRANSCRIPTS. TESTIMONY AND BRIEFINGS ON NON ANTITRUST MATTERS 

This category contains all word-for-word transcripts, except for antitrust matters (category N). 
testimony and briefings, and congressional matters (category U). 

1. Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) transcripts. 

2. Testimony and statements submitted to ASLB and ASLAB. 

J. Commission meeting transcripts. 

4. NRC staff briefings to the Commission. 

5. Statements and written testimony submitted at Commission meeting or hearings. 

6. Transcripts of utiliiy briefs to NRC staff. 

7. Advisory Committee on Reactor Safeguards (ACRS) meeting transcripts, 
h. Correclit)ns to above items. 
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inquiries arc nieu in category h. 

1. Slalcmcnts and tcsliinony before Congress or before bodics/commitiees appointed by the 
Executive or Legislative Branches. 

2 . Preparatory and backup dociinienls for item I. 

3. Correspondence to and from NRC Office of Congressional Affairs. Congress and the Executive 
Branch on other than constituent response matters. 


V. LICENSING OPERATORS AND RELATED CORRESPONDENCE 

1. Operator licenses or administrative information bearing on licensing of operators. 

2 . NRC examination results. 

3. Power plant examination summary sheet. 


W. DECOMMISSIONING STAGE DOCUMENTS AND CORRESPONDENCE 

This flic assumes the position of the Operating License Stage (category P) file for general technical 
items from the application for termination of the operating license onward. 

1. Application for authority to voluntarily surrender license. 

2 . Application to dismantle the facility and dispose of component part.s. 

3. Technical documents submitted in support of items I and 2, such as; Decommissioning Plan, 
Dismantling Plan, Environmental Report on Dismantling. Safety Analy.sis Report on Decom- 
missioning 

4. Documents relating to disposal of radioactive material and decontamination of the site. 

5. Other correspondence relating to above items. 

6. All docuinenlation relating to the ongoing operation of the plan, formerly filed in category P. 

X. ONSITE LOW-LEVEL WASTES STORAGE 

Tliis category contains items related to the onsite storage of low-level radioactive wastes generated onsite. 


Y. INDEPENDENT SPENT FUEL STORAGE INSTALLATIONS (ISFSI) 

This category contains documents with an NMSS license and/or a Docket-72 number. For installations on a 
reactor site, the associated Docket-50 number will also be identified. 

1. License applications, licenses, amendments and proposed amendments to possess power reactor spent 
fuel and other radioactive materials associated with spent storage in an independent spent fuel 
storage installation. (Such spent fuel storage installations may be on a reactor site or at a separate 
site.) 


correspondence and reports to the above. 
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DEFINITIONS OF NONDOCKETED CATEGORIES 


lOCFR - Commission Meeting Records 

Tliii cdfegory coiK.iins dncuiiientadon periaiiiing to open and dosed Cuiiiniission meetings. It 

indudes: 

I. Sunshine Act Fedeial Register notices. 

1. Full, written explanation of closed niceiings. 

.T Certiricaiion of General Counsel on closed meetings. 

4. Comniissioii Deierjnination Staiemcnis legarding tlie public disdosuio of transcripts oi 
Commission meetings, 

5. Verbatim unolTidal and olTrcial uanscripis or portions oC iranscripis o) open and dosed 
Conmiission meetings made publicly available in accoidancc with provisions of lOCI-K Part '■). 
the Sunshine Act. and Commission policies. 

6. lindosuros to released transcripts, including applicable viewgraphs. sialT papers, and staff 
correspondence. 

7. Stall requirements memovanda for open meetings; menumiitda to record: record of votes of 
Commissioners on items undei coinijeratiun ai meetings. 


ACRS - Advisory Committee on Reactor Safeguards 

This category contains dociimeniniion pciiaiiting to the responsibilities of the Advisory Commiticc 
on Kcuctur Safeguards. ACRS sows an independent advisory committee to the Coinmission in 
Sflfety-related areas. The commiuce provides advice with respect to the lia/.afds of new or exist- 
ing nudcni I'acilitieb and ilic adequacy of related safety standards. TIte documents in this caiegoi) 
are: 


1. Verbatim transcripts of ACRS subconmiitiee and full cunimitice meetings relating to facility 
license applications and safely-related matters. 

2. ACRS meeting announcements; description of meeting agendas. 

i. ACRS-generaied reports, ntemuranda and correspondence tliul are publicly available. 

4. ACRS consultant repoits. comments and rclaicd coircspondcncc. 

5. ACRS and NRC technical conespondence pertaining lo safety matters under review by the 
Advisory Coinmitiee on Reactor Safeguards. 


ADVCM - NRC Advisory Committees 

This category contains documentation pertaining to tlie responsibilities of aU NRC advisory committees, 
other than the Advisory Committee on Reactor Safeguards. The documents in this category are: 

1. Charters of each advisory committee. 

2 . Verbatim transcripts of committee meetings. 



4. Commiliec generated repons, memoranda, and correspondence that arc publicly available. 

5. Committee related correspondence. 


COMMISSION - NRC Commissioners 

This calcgury contains ducumenlalion pertaining lo the daily conduct of Cominissitin business in 
the Oi'licc ol tUe ConimiSMoucis, including: 

1. liwomitig and outgoing couespondence to and frotn the Commissioners relating to official 
NKC business, ittcluding reports ami oilrer ciiclusurcs. 

2. Travel vouchers, iciephone logs and ulTiclal appointment caiendars of individual Coniinissioners. 

J. Weekly Information Kepoils (SI:CY series niiniber) prepared by the Lxecuiive Director for 
Operations (EDO) for the Con)inissjoiier.s. providing a summary of key events and items of 
interest undertaken by individual siaff and program offices. 

NOTH: For tianscripls of Commission meetings, see lOCFR category. For all other staff paper;, 
with a SliCY series* designation prepared Cor Commission review, .sec SFCY category. 


CONTRACT -- NRC Contracts and Modifications 

This category contains docttmeniaiion pertaining to Alif and NRC comrucis and Interagency 
Agreemems. including: 

1. Notifications of issuance ol icqucsi for proposal (RFI*) and invitations lor bid (IFH). 

2. Solicitations (RFP or IFB) issued by the NRC. 

J. Notillcaiioiis of coniiact execution, .specifying contract miinbei . pmject tiile, contractor 
ttaine, coutruci type, funding, and period of pcifoonance. 

4, CoiUraciual documents and contract modifications, if any. 


rasCLOSURE - Financial Disclosure Information 

This category contains financial disclosure inrurmaiion in accordance with the Ethics in Covernmeru 
Act of 1978. 


FOIA - Freedom of Information Act Requests and Releases 

This category contains retnicsls for agency records and recotds relea.sed in accordance with the 
provisions ol the Frecdoni of Infonnailon Act (FOIA). I3ocunicnis in this category include; 

1. Requests »nudc by any member of the public (assigned an identifying number YY-NNN 
for last two digits of llie year - numerical sequence) for NRC records made in accordance 
with the provisions of the Fieedom of Information Act. 

(N)rrcspondciice between the NRC and the requester relevant lo the processing, appeal, 
denial Ol granting of an FOIA request. 


.H Records or poi lions of rccnrd*. relea.scd in response to specific requests made under FOIA. 



Tills category contains records pciiaining to unicsolvcd safely issues of a generic nature that are 
being analy/ecl hy the Division of Nuclear Keacloi Rcgulaiion. 

1. Draft reports of action plans to accomplish generic tasks in the regulatory program. 

2. Correspondence with industry and internal correspondence regarding the methodologies, 
analyses, and pftjgratninailc and teclttiical aspects of issues. 

Meeting notifications and minutes. 

4. Interim findings and status reports on generic tasks addressing related aspects of generic 
technical i.ssues. 


l&E - Inspection and Enforcement 

Tins category contains hiillciins, ciictilurs imd infonnution notices ilial arc issued by the Office of 
Inspcclioii and fnfoicemeni. These issuances dCbcrlhe paitlcular events ihm occur at a raciliiy 
lliai may iccitiiio some follow up action on the part of licensees. Alstj included in this category 
arc pfclitnitiary iiniificaijoji.s of events (PNOs). 

I. 1.8:1; riiculai.s. which desetihe an event at a Iiccnse<l factliiy ami arc in/orma/ional in nature. 

j. (&l! Inroimation Notices, which are similar to circiilais but are prclinmiary in nattirc and 

issued shortly afici an event has occurred. 

.1. l&l; Bulletins, whicl) de.scribo an twem at a licensed facility ami rei|ui*si all recipients to 
pci form cei tiiin aciions as a result of titis cvem. 

4. Picliimnary Notifications of fvcius (PNGs), which provide updated information of an event 
of safely or public imcrcsi significance. 

NOTli: For Icucis forwarding the above issuances, utility responses to such Issuances, and 
related corrcspoitdcncc, see Category Q of individual docket catcgoiies. 

MISC ••• Public Document Room Miscellaneous 

This category contains documents that do not fall into the scope of the other lumdockcted 
Categories, 


NUREG •- NUREG Reports and Related Correspondence 

Tlicse tlocuinoiiis aie lounal reports is.sued by the U.S. Nnclciir Ucgulaiuiy Commission which 
carry the NURLG series code and correspondence pcitalniiig to those icpurls. NURI.G reports 
au accounts of wtnk pcifoiincil cnhci by the NRC siafl or by NRC contractors. 

1. These rcpoiis arc normally final work pioducts and urc characleri/.cd by the lollowmg criteria 

a. They aie picdecisional Jocuments which pie^cul mlonuaiion to be considered in 
C'onMi?i\sii)H licensing and policy decjsrrrns. 

I). They picsem ilic results of Commission licensing and jwlicy decisions. 

c. They picsem ilie icsuits of loclinical icscarch conducted loi the Ctimmission 

2. Coiicspotulcnce lioni indusliy, goveiiuneiu and inieicsicd meiubcrs of tlio public conimcuting 
on u‘pt)i Is 1)1 iciiuesiing claiificaiion or inieipielaiion. 

.f Inicmal NKC nicimiMrj'l.f sunmiaii/ing »nectifrg.s »i discussiiMis perlaining to the coiuciii o1 
the reports. 


This category contains correspondence with professional organizations and associations; records 
other than Regulatory Guides that pertain to the activities of NRC’s Office of Standards Develop* 
mcni; and emergency petitions not assigned Petition for Rulemaking (PRM) numbers that request 
the Commission to take immediate action on some issue. Included are: 

1. Meeting summaries and technical correspondence between NRC and professional associations 
and international bodies, such as the Atomic Industrial Forum and the International Atomic 
Energy Agency. 

2. Correspondence between NRC's Office of Standards Development and other government 
agencies in which both parlies have joint regulatory responsibility; e.g , EPA has authority 
to control ail radioactive pollutants emitted into the air. 

3. Internal memotanda, correspondence between NRC and Congress, and other technical cor* 
respondence dealing with the role and activities of the Office of Standards Development. 

4. Statements, motions, orders and correspondence dealing with emergency petitions filed by 
parlies on such topics as fire protection and re-analysis of the capacity of operating U.S. 
plants to withstand earthquakes. - 

NOTE: For Regulatory Guides and comments to Regulatory Guides issued by the NRC Office 
of Standards Development, see the REGGD category. 

For petitions for rule makings filed by the public to amend, rescind or change an NRC 
regulation, see the PRM category. 


PR Proposed Rule 

This category contains records dealing with NRC staff proposals to adopt, amend or repeal a 
Commission regulation. Proposed Rules (PRs) are normally the result of a Commission deter* 
minatlon that sufficient grounds exist for It to proceed with a petition for change In an NRC 
regulation (PRM) filed by an outside party or person. The documents in this category are: 

1. Federal Register notices slating the terms or substance of the proposed rule or a specification 
of the subject and issues involved. 

2. Text of the Proposed Rule (PR). 

3. Comments, statements, information, opinions or arguments on the proposed change to a part 
of the Code of Federal Regulations, Title 10. 

4. Requests from (he nuclear industry, organizations and other parties for written imerpretations 
of the PR. 


PRM - Petition for Rulemaking 

This category contains records dealing Mdth petitions filed with the Commission by an outside 
parly to issue, amend or rescind an NRC regulation. Included are: 

t. Petitions filed by any interested person or party to Issue, amend or rescind an NRC 
regulation. 

2. Federal Register cause notices of the filing of the petition. 
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petition. 

4. Comments from the nuclear industry, professional associations, public interest groups and 
others in favor of or in opposition to the PRM. 


NOTE: For staff recommendations to the Commissioners on whether the PRM should be denied 
or issued as a Proposed Rule, sec the SECY category. 

For Commission review of staff recommendations, see the lOCFR category. 


PROJ - Projects-Predocket Licensing 

This category contains records pertaining to two classes of projects: (1) commercial nuclear power 
plants for which NRC has full licensing responsibilities; and (2) government-owned reactors for which 
NRC provides technical expertise and occasional review. Both classes are identified with a “P” 
prefix, followed by a series of numbers. 

1. “Pre-docketcd" commercial nuclear power plants 

This category contains all documentation up until the time that the NRC considers the appli- 
cation and the Preliminary Safety Analysis Report (PSAR) is submitted by the utility for staff 
review. The unit is then assigned a docket number, and transferred to the Docket 50 category. 

These documents are grouped together In categories, designated by alphabetic characters. These are 
the same categories as those used for the Docket 50 series. 

A. Application/Construction Stage 

1. Application submitted by the utility. 

2. Meeting notices, summaries and correspondence discussing the completeness and 
adequacy of the PSAR. 

3. Applicant’s Quality Assurance Manual. 

4. Early site review information. 

5. Backup technical documents submitted in support of the application. 

6. Early site visits. 

B. Utility PSAR and Amendments 

1. PSARs submitted by the utility. 

2. Amendments and changes to the PSAR. 

3. Transmittal letters. 

4. Letters acknowledging receipt of the PSAR. 

G. Adjudicatory Correspondence 

I. Motions, briefs, orders, et ai. pertaining to pre-hearing conferences, if any. 

M. Antitrust Correspondence 

Submittals and related material pertaining to the antitrust review. 
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1. Inspection reports of the applicant's quality assurance program. 

2. Notices of deviations. 

3. Follow-up correspondence resolving deviations cited. 

2. Government-owned reactors 

Meeting summaries and technical correspondence between NRC and other govcrninenl technical per- 
sonnel related to lest reactors, critical experiments, and DOD reactors on navy ships and other 
sites. 


PT21 - Noncompliance Reports and Related Correspondence 

Deficiency reports are performed in compliance with Part 21 of Title 10 of tlic Code of Federal 
Regulations and include: 

1. Reports by firms involved in the nuclear industry concerning nonconipliance with NRC regu- 
lations or the existence of defects which could create a substantial safety hazard. 

2. Correspondence pertaining to the NRC review of reports to assess the possibility of generic 
defects. 

3. NRC inspection reports of defects cited. 

4. Correspondence specifying appropriate follow-up actions taken by the Agency. 


QA999 - Quality Assurance Inspections 

This category contains inspection reports of vendors’ quality assurance programs and follow-up 
correspondence. Each vendor facility is assigned a docket number and is pan of the QA999 series. 

Vendors arc defined here as companies, both U.S. and foreign, that are engaged In the design or the 
manufacture of nuclear components for plants licensed by NRC. QA comprises all tliose planned 
and systematic actions necessary to provide adequate confidence that a structure, system or com- 
ponent being manufactured will perform satisfactorily once it is put in service. The controlling 
criteria ate 10 CFR Pan 50, Appendix B. vendor QA topical reports, and the PSAR and FSAR 
submitted by utilities for specific facilities. Documents in this category include: 

1. NRC inspection reports, conducted on a quarterly or semi-annual basis, of vendor sites. Inspec- 
tions may cover the design, fabrication, construction and testing of structural systems and 
components. 

2. Notices of deviations. 

3. Vendor corrective actions and other follow-up correspondence associated with the resolution 
of inspection findings. 


REGGD - Regulatory Guides 

This category contains new and revised regulatory guides issued by the Commission and related cor- 
respondence. These guides describe for the industry and the public methods acceptable to the NRC 
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by the staff in evaluating specific problems or postulated accidents, or provide guidance to appli- 
cants. Included are: 


1. Federal Register notices announcing the issuance and availability of a proposed regulatory 
guide. 

2. Revised or newly issued Regulatory Guides. 

3. NRC value/impact assessment and Industi'y codes, when applicable, that pertain to the issuance 
of a specific Regulatory Guide. 

4. Comments submitted by the nuclear industry and interested members of the public regarding 
a proposed Regulatory Guide. 

5. Summary of meetings lield in the NRC to discuss proposed Regulatory Guides. 

NOTE: For documentation pertaining to other work products and activities of the NRC Office 
of Standards Development, see the Organization category. 


RES — Research and Technical Assistance Reports 

This category contains reports, generally of an interim nature, submitted by NRC contractors pro- 
viding research and technical assistance to the Commission. It also includes documentation per- 
taining to research activities of the Commission. Included are: 

1. Project description documents. 

2. Letter reports of accomplishments and data reports; for example, 

a. model documentation reports 

b. code documentation reports 

c. code verification reports 

3. Pre-test prediction reports. 

4. “Quick look” reports. 

5. Informal experimental data reports and posc-irradiation examination analyses. 

6. Conceptual design descriptions. 

7. Letter reports of foreign travel and site visits by contractors. 

8. Letter, monthly, quarterly, interim or annual status or progress reports on other research 
projects contracted for by the NRC. 

9. Meeting summaries and correspondence dealing with technical matters relating to research 
and technical assistance contracts. 

10. Staff Research Information Letters (RILs) transmitting the documented results from com- 
pleted research programs. 

NOTE: For final reports of research conducted by contractors, see also NGREC reports. 


REVIEW GRP - NRC Research Review Groups 

This category contains records pertaining to the activities of NRC Research Review Groups. Such 
groups provide a broad base of technical expertise to aid management in reviewing research in 
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projects, new research projects, and priorities within the technical areas covered by the research 
review group. Documents in this category are: 

1. Agendas for quarterly review group meeting. 

2. Summary minutes of review group meetings representing views expressed, includi. : dissenting 
views. 

3. Research plans and predicted results of major experiments; presentations by research contractors. 

4. Comments on meetings from attendees, including representatives from contractors, universities, 
vendors and other agencies. 

5. Internal memoranda relating to topics under discussion. 

RM — Rulemakings 

This category contains records pertaining to public hearings held on proposed changes (PRs) to the 
Commission's regulations. Hearings are instituted at the discretion of the Commission based on 
the importance and the magnitude of the subject under consideration. Documents in this category 
include: 

1. Designations of the presiding officer and any special directions for the conduct of the hearing. 

2. Notifications of hearing board meetings. 

3. Petitions, motions, testimony and statements submitted by parties to the hearings. 

4. Ijearing board orders and rulings. 

5. Technical reports submitted as evidence in the proceeding. 

6. Reports, if any. of the special board to the Commission regarding a rulemaking proceeding. 


SECY — Position Papers Before the Comnais^on 

This category consists of staff papers prepared for the information or approval of the Commis* 
sioners which are assigned a SECY report series code. Included are: 

1. Commission Action papers, which normally include alternatives and recommendations by the 
staff on a given issue and require Commission action. 

2. Consent Calendar items and Policy Session items. 

NOTE' For Weekly Information Reports prepared by EDO to the Commissioners providing a 
summary of key events and Items of interest undertaken by staff and program offices, 
see the NRC Commissioners category. 


STATE PROG — State Programs 

Dntains records (hat pertain to the Commission’s activities and interaction with State 
u-eas covered include: (1) the State Agreements Program, whereby States may assume 
RC’s regulatory authority over nuclear materials; (2) the Agency’s role in assisting 
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planning lo radiological mcidenis. waier quality and itansponation su...!!... ^ ' 

b. assistance (a Agreement Slates in reviewing applications comp’ia-’ ea 

developing regulations, and other areas. lons.comp.ia.,. a.-, . 

Agendas, reports and transcripts of regional workshops and irauimg piogiamt -n 

matters of policy and regu!ations;i.e. decommissioning and facility siting 
State Legislative Reports. 

Agreement State Licensing Statistics Reports. 

NOTH. For specific uranium milling and mining projects in which the Agency is ptoviJir.g 
assistance to States, see the Projects category. 


2 . 

3. 

4. 


TOPREP — Vendor Reports and Related Correspondence 

This category contains topical repoits, generally of a technical generic naiure. ubr.itfej b* 
vendors, and correspondence pertaining to the NRC review of these reports. General vcrj.>f 
related correspondence that is not docket specific is also meJuded in ihrs caieg •/> 

1. Topical repons, dealing wiib such technical matters as specificalions. testing arJ safery 
submitted by archilcci, engineers and other vendors. 

'2. Revisions, modifications and amendments to topical reports. 

3. Correspondence between NRC and vendors penainmg to the review of sub.niirah 

4. Meeting agendas, suminaries, minutes and correspondence pertinent lu ve.nd •* 
programs, methodologies and design criteria. 

NOTE: Fur reports submitted by utilities that ate wiiuen by vendors on then Hti.- srj >rj 
relate to docketed cases, see the categories for the Docket 50 series 


WASTE MGT - Nuclear Waste Management 

This category is topical in nature and conwins records deahng .-fw 

Division of Waste Management. Each topic has been . tuii wiih OOl 

by a WM prefix. These documents deal primarily 

role in licensing and regulating DOE faedmes desigiwd or t reewdt dea':f'| 

geologic repositories. This category will be enlarged later to include rtcordr 

waste issues and tasks. The documents in this category are- 
Meeting agenda and minutes of 

their geological exploration program to identify sites lor nooea 

Briefings by DOE on research being -condnee^ on spen. feel ..«ge 
management. 


jn >• 
sfi 


1 . 


2 . 
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3. Correspondence pertaining to NRC’s advisory role in prot'iding DOE with technical assistance 
in the Waste Isolation Pilot Plan (WIPP) fv biiridl oC offense wastes. 

4. NRC draft staff guides for developing positions on the content and format of environmental 
reports for geological repositories. 


WASTE RES — Waste Management Research Reports 

Contains interim and final reports , a\.d correspondence submitted to NRC by its contractors 
doing research on topics related to the storage of high-level radioactive waste. 

1. Periodic projress reports on the status of research. 

2. Trip reports of travel by NRC and contractor personnel. 

3. Draft, partial or related reports submitted for NRC review or information. 

4. Correspondence between NRC staff and contractors relating to technical questions or issues to 
be tesolved. 


XPORTLIC - Export and Import Licenses 

This category contains records relating to the Issuance of licenses to export or import nuclear 

facilities and materials. Included are: 

1. license applications and amendments to export or import special nuclear material, source 
material, byproduct material, reactors, nuclear facility components or reactor materials. 

2. Correspondence between NRC and applicant or licensee pertaining to the review or status 
of a pending application or license amendment. 

3. Commission letters requesting Executive Branch views. 

4. Review and findings of the Executive Branch on whether issuance of a license would be 
mimical to U.S. common defense and security. 

5. Correspondence from foreign governments, international organizations, and members of the 
public. 

6. Staff position papers (SECY scries code) prepared for Commissioners review of import or 
export licenses. 

7. Filings pursuant to hearing requests or intervention petitions, if any. 

S. Hearing records and decisions. 

9. Memoranda from the Office of the Sccretaiy to the Executive Director for Operations 
regarding the Conmission decision on issuance of a proposed license. 

10. Licenses, license amendments and license renewals for types specified in item 1. 

NOTE: For transcripts of Commission meetings and papers submitted for Commissioner 
consideration or information, see lOCFR category. 
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